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COURT  DECISION. 

Matter  of  Brunschwig  vs.  Foley: — On  November  10,  1963,  the 
Board  denied  an  appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  in  which  he  refused  to  revoke  Permit  No.  4093,  N.B. 
1680/61  ;  Calendar  Number  615-63-A ;  Premises  118-18  Union  Turn¬ 
pike,  south  side,  82.4  feet  west  of  Austin  Street,  Block  3336,  Lot 
23,  Kew  Gardens,  Borough  of  Queens. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Crisona 
sustained  the  Board  as  follows : 

“Respondents'  motions  are  accordingly  granted  and  the  peti¬ 
tion  dismissed. 

Settle  judgment.” 

(N.Y.  Law  Journal  June  9,  1964,  page  18). 

The  Second  Judicial  Department,  Appellate  Division  by  Ughetta, 
Acting  P.  J.  ;  Christ,  Brennan,  Hill  and  Rabin,  JJ.  ruled  as  follows: 
“Motions  by  respondents  and  intervenors-respondents  to  dismiss 
appeal  denied  on  condition  that  appellants  perfect  and  be 
ready  to  argue  or  submit  the  appeal  at  the  March  term,  begin¬ 
ning  March  1,  1965 ;  appeal  ordered  on  the  calendar  for  said 
term.  The  record  and  appellants’  brief  must  be  served  and 
filed  on  or  before  January  26,  1965.” 

(New  York  Law  Journal,  December  24,  1964,  page  10). 

The  Appellate  Division,  Second  Judicial  Department  By  Beldock, 
P.J. ;  Ughetta,  Christ,  Brennan  and  Hopkins,  JJ.  in  the  Matter  of 
Brunschwig,  pet.-ap.  (Foley,  res. ;  Adson  Industries,  Inc.,  inter- 
venors-res.)  rendered  the  following  decision: 

“In  a  proceeding  under  article  78  of  the  CPLR  to  review  and 
to  annul  a  determination  of  the  Board  of  Standards  and  Ap¬ 
peals  of  the  City  of  New  York,  sustaining  the  action  of  the 
Superintendent  of  Buildings  of  the  Borough  of  Queens  in  ap¬ 
proving  an  application  and  plans  and  issuing  a  permit  for  the 
construction  of  a  nineteen-story  multiple  dwelling  on  Union 
Turnpike  in  said  borough,  the  petitioners  (who  are  adjacent 
property  owners)  appeal  from  a  judgment  of  the  Supreme 
Court,  Queens  Couny  entered  June  16,  1964,  which  dismissed 
the  petition  on  the  merits  and  sustained  the  board  determina¬ 
tion.  Judgment  affirmed,  without  costs.  No  opinion.” 

(N.Y.L.J.,  June  16,  1965,  page  16). 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  June 
22,  1965  Affecting  Calendar  Numbers — 397-54-BZ,  139- 
65-BZ,  154-65-BZ,  262-65-BZ,  263-65-A,  264-65-BZ, 
265-65-A,  266-65-BZ,  267-65-A,  308-65-BZ,  347-65-BZ, 
348-65-A,  358-65BZ,  362-65-BZ,  440-65-BZ,  464-65-BZ, 
522-65-BZ,  602-47-BZ— Vol.  Ill,  1477-61-A— Vol.  II, 
220-60-BZ,  221-60-BZ,  728-62-BZ,  5-65-BZ,  74-65-A, 
23-65-BZ,  324-65-BZ,  335-65-BZ,  339-65-BZ,  350-65- 
BZ,  351-65-A,  366-65-BZ,  380-65-BZ,  381-65-A,  382- 
65-A,  431-65-BZ,  433-65-BZ  and  434-65-A. 

Minutes  of  Regular  Meeting,  Tuesday  Noon,  June  22, 
1965,  Affecting  Calendar  Numbers — 785-63-A — Vol.  II, 


498-64-A,  700-64-A,  634-60-BZ,  414-61-BZ,  384-62-BZ, 
791-64-BZ,  1752-61-BZ,  515-54-BZ,  259-39-BZ  and 

2613-BZY— Vol.  II. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  June 
22,  1965,  Affecting  Calendar  Numbers  —  480-63-A, 
273-64-A,  605-64-A,  473-65-A,  474-65-A,  479-65-A,  499- 
65-A,  847-64-A,  612-63-A,  975-63-A,  171-64-A,  551-64- 
A,  577-64-A,  644-64-A,  655-64-A,  656-64-A,  673-64-A, 
676-64- A,  724-64-A,  7.59-64-A,  416-65-A,  432-65-A,  537- 
65-A  and  538-65-A. 
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New  Cases  Filed  up  to  June  22,  1965 

Cal.  No.  Dept.  Premises  Affected 

693-65-BZ — B.M. — 117  MacDougal  Street,  west  side,  25 
feet  north  of  Minetta  Lane,  Block  543,  Lot  22,  Borough 
of  Manhattan,  Alt.  No.  899-62,  re  Restaurant,  Cabaret 
and  Class  A  Multiple  Dwelling,  Section  32-21  Zoning 
Resolution. 


694-65-SM — Huck  Manufacturing  Company,  Huck  Fast¬ 
ening  System,  High  Tensile  Huckbolt  Fastener  (A325 
Equivalent)  Used  wherever  bolts  and  or  rivets  are  re¬ 
quired,  manufactured  by  Huck  Manufacturing  Company, 
Material. 


695-65-BZ— B.Q.— 87-01  to  87-27  165th  Street  and  165-02 
to  165-12  Highland  Avenue,  south  east  corner  Block 
9837,  Lot  44,  Jamaica,  Borough  of  Queens,  Alt  No. 
875-65  re,  Class  A  M.D.,  open  parking,  Sections  51-23, 
23-223,  23-86  and  72-21  Zoning  Resolution. 


of  Manhattan,  F.D.  Order  2838-5  and  1928-5,  re  Sprink¬ 
ler  System. 


705-65-A— F.D.— 2159-2165  White  Plains  Road,  west  side, 
238  feet  north  of  Lydig  Avenue,  Block  4317,  Lot  64,  Bor¬ 
ough  of  The  Bronx,  F.D.  Order  and  decision,  re  Sprink¬ 
ler  System. 


706-65-A— F.D.— 2169-2175  White  Plains  Road,  west 
side  364  feet  south  of  Pelham  Parkway,  South  Block 
4317,  Lot  60,  Borough  of  The  Bronx,  F.D.  Order  and 
t '  p  Svste  m . 


707-65-A— F.D.— 2177-2183  White  Plains  Road,  west 
side,  254  feet  south  of  Pelham  Parkway,  South,  Block 
4317,  Lot  56,  Borough  of  The  Bronx,  F.D.  Order  6059-4 
onri  HpriQirm  re  Snrinkler  System. 


708-65-A— F.D.— 2151-2157  White  Plains  Road  west 
side,  100  feet  north  of  Lydig  Avenue,  Block  4317,  Lot.  69, 
Borough  of  The  Bronx,  F.D.  Order  5622-4,  and  decision, 
re  Sprinkler  System. 


696-65-A— B.Q.— 87-01  to  87-27  165th  Street  and  165-02 
to  165-12  Highland  Avenue,  south  east  corner  Block 
9837,  Lot  44,  Jamaica,  Borough  of  Queens,  Alt.  No.  875- 
65  re,  Basement  Apartments,  outdoor  parking,  Section 
34  Multiple  Dwelling. 


697-65-A — F.D. — 1817  Hylan  Boulevard  and  243  Dongan 
Hills  Avenue,  north  west  corner,  Block  3538,  Lot  73, 
Dongan  Hills,  Borough  of  Richmond,  F.D.  Order  491- 
4  re  Sprinkler  System. 


698-65- A — B .B . — 1 177  East  73rd  Street,  northwest  cor¬ 
ner  of  Avenue  L,  Block  8343,  Lot  1,  Borough  of  Brook¬ 
lyn,  N.B.  554-65  re  Two  Family  frame  structure,  more 
than  two  stories  in  height,  Section  4.2.1  Adm.  Code. 


699-65-A — B.B. — 1173  East  73rd  Street,  north  side,  32 
feet  west  of  Avenue  L,  Block  8343,  Lot  3,  Borough  of 
Brooklyn,  N.B.  555-65  re  Two  Family  frame  structure, 
more  than  two  stories  in  height,  Section  4.2.1.  Adm. 
Code. 


700-65-SM— Sudbury  Laboratory,  Aqua-Clear  Feeder, 
various  sizes,  manufactured  from  steel,  to  prevent  rust 
and  corrosion,  manufactured  by  Sudbury  Laboratory, 
Material. 


701-65-A — F.D. — 636  Worthman  Avenue,  south  side, 
from  Montauk  to  Fountain  Avenues,  three  blocks  square, 
Block  4544,  Lot  1,  Borough  of  Brooklyn,  F.D.  Letter,  re, 
5000  gallon  tanks,  Section  C19-69.0a  Administrative  Code. 


702-65-SM — Hussey  Manufacturing  Company,  Incorpor¬ 
ated,  Extruded  Aluminum  Deck  for  Telescopic  Plat¬ 
forms,  Structural  Alloy  commercially  known  as  6063-T6, 
for  Spectator  Seating,  manufactured  by.  Hussey  Manu¬ 
facturing  Company,  Incorporated,  Material. 


703-65-A — F.D. — 170  Park  Row,  northwest  corner  of 
Worth  Street,  Block  161,  Lots  1,  28  and  150,  Borough 
of  Manhattan,  F.D.  Order  1819-5  re  Sprinkler  System. 


704-65-A — F.D. — 180  Park  Row,  northwest  corner  of 
Worth  Street,  Block  161,  Lots  1,  28  and  150,  Borough 


709-65-BZ — B.B. — 227  Union  Street,  north  side,  199  feet 
east  of  Henry  Street,  Block  338,  Lot  46,  Borough  of 
Brooklyn,  Alt.  No.  991-65  re  non-transient  parking,  Sec¬ 
tion  22-14  Zoning  Resolution. 


710-65-BZ— B.B.— 245-247  4th  Avenue,  east  side,  60  feet 
north  of  Carroll  Street,  Block  958,  Lot  4,  Borough  of 
Brooklyn,  Alt.  No.  1106-65  re  Service  establishment,  etc., 
Section  32-18  Zoning  Resolution. 


711-65-SM — The  E.  F.  Hauserman  Company,  Hauser- 
man  Metal  Pan  Ceilings  for  use  in  construction  of  in¬ 
combustible  acoustic  ceilings,  manufactured  by  I  he  E.  r. 
Hauserman  Company,  Material. 


712-65- A — F.D. — 12  Van  Dyke  Street,  northeast  corner 
of  Otsego  Street,  Block  600,  Lot  22,  Borough  of  Brook¬ 
lyn,  F.D.  Order  2172-5  and  decision,  re  Sprinkler  System. 


713-65-BZ— B.Q.— 161-41  Baisley  Boulevard,  northeast 
corner  of  161st  Street,  Block  12256,  Lot  1,  Jamaica, 
Borough  of  Queens,  N.B.  920-65  re  Stores,  Sections 
23-31,  32-00,  23-45,  etc.  Zoning  Resolution. 


714-65-A _ F.D. — E.  I.  du  Pont  de  Nemours  and  Com¬ 

pany,  F.D.  Folder  122-1027 A-C.M.  re  Packaging  of 
(combustible-flammable)  mixture  known  as  .  Dupont 
T-Seal  Transmission  Sealer  and  Tune-Up”  in.  sea^d 
metal  container,  container  not  in  accordance  with  Ad¬ 
ministrative  Code  requirements,  Section  C19,62.0(b). 


715-65-SA — Kohler  Company,  Barlow  Water  Closet  with 
Rear  Outlet  K-3718-PB  with  2%"  Passageway,  Water 
closet  with  above  the  floor  .roughing,  manufactured  by 
Kohler  Company,  Appliance. 


716-65-BZ— B.Q.— 69-12  Bayfield  Avenue,  north  side, 
64  feet  west  of  Beach  69th  Street,  Block  16043,  Lot  27, 
Arverne,  Borough  of  Queens,  N.B.  142-65  re  Two  Fami¬ 
ly  Dwelling,  Section  23-47  Zoning  Resolution. 


717-65-BZ — B.Q. — 69-18  Bayfield  Avenue,  north  side,  104 
feet  west  of  Beach  69th  Street,  Block  16043,  Lot  25, 
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Arverne,  Borough  of  Queens,  N.B.  141-65  re  two  Family 
Dwellings,  Section  23-47  Zoning  Resolution. 


718-65-A — F.D. — 40  East  20th  Street,  south  side,  175 
feet  west  of  4th  Avenue,  Block  848,  Lot  49,  Borough  of 
Manhattan,  F.D.  Order  1998-5  re  Sprinkler  System. 


719-65-A — F.D. — 1980-1998  Broadway  east  side,  from 
West  67th  Street,  to  West  68th  Street,  Entire  Block, 
111-117  West  67th  Street  and  112-114  West  68h  Street, 
Block  1139,  Lot  24,  Borough  of  Manhattan,  F.D.  Order 
2784-5  re  Sprinkler  System. 


720-65-BZ — B.M. — 146  West  57th  Street,  south  side,  250 
feet  east  of  7th  Avenue,  Block  1009,  Lot  152,  Borough 
of  Manhattan,  B.N.  1120-65  re  Multiple  Dwelling,  movie 
theatre,  Sections  32-652  and  32-655  Zoning  Resolution. 


721-65-A — F.D. — 3042-4069  West  23rd  Street,  northwest 
corner  Boardwalk,  Block  7070,  Lots  142  to  145  and  155, 
Borough  of  Brooklyn,  F.D.  Order  3289-4  re  Sprinkler 
System. 


722-65-A — B.B. — 143  Stockholm  Street,  north  side,  100 
feet  west  of  Wilson  Avenue,  Block  3245,  Lot  39,  Borough 
of  Brooklyn,  Alt.  No.  1400-64  re  conversion  in  R6  dis¬ 
trict,  automobile  repairs,  Sections  52-24  and  23-00  Zoning 
Resolution. 


723-65-A — F.D. — 438  Varick  Avenue  and  287-473  Mas- 
peth  Avenue,  northeast  corner,  Block  2838,  Lot  1,  Bor¬ 
ough  of  Brooklyn,  F.D.  Letter,  re  storage  tanks,  Ad¬ 
ministrative  Code. 


724-65-A — B.M. — 149  Bleecker  Street,  north  side,  57.2 
feet  east  of  Thompson  Street,  Block  537,  Lot  36.  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1847-60  re  Coffee  House, 
Review  of  a  decision  of  the  Borough  Superintendent. 


725-65-BZ — B.M. — 110  West  57th  Street,  south  side,  175 
feet  west  of  Avenue  of  the  America,  Block  1009,  Lot  40, 
Borough  of  Manhattan,  B.N.  1119-65  re  Offices,  Stores 
and  Movie  Theatre,  Sections  32-652  and  32-655  Zoning 
Resolution. 


Restored  to  Docket 

1752-61-BZ — B.Bx. — 3114  Villa  Avenue  and  20  East  204th 
Street,  southeast  corner,  Block  3310,  Lots  29  and  31, 
Borough  of  The  Bronx,  Alt.  744-61,  reopened  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  re-  park¬ 
ing  and  storage  of  motor  vehicles,  residence  use  district. 


515-54-BZ — B.B. — 798-812  Schenck  Avenue,  west  side, 
185  feet  south  of  Linden  Boulevard,  Block  4354,  Lots 
16,  17  and  20,  Borough  of  Brooklyn,  Alt.  2029-54,  re¬ 
opened  for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  re-  parking  and  storage  of  motor  vehicles,  resi¬ 
dence  use  district. 


259-39-BZ — B.Q. — 57-18  to  57-24  Granger  Street,  south 
side,  131  feet  east  of  Martense  Avenue,  Block  1950,  Lot 
46,  Corona,  Borough  of  Queens,  Alt.  129-50,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
garage  for  eight  motor  vehicles,  residence  use  district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 
Cutting  .  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of.  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  .  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 
Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . .  December  16,  1964 
Dry  Cleaning  Establishments  Rules 
Covering  .  December  16,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  .  July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952 — Vol.  77,  No.  11 A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964 — Vol.  49,  No.  63 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965 — Vol.  50,  No.  5 

Hatchways  Protection  .  June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1,  1965 — Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 
Supply)  . . .  Mar.  20,  1960 

Procedure,  Rules  of  . .  Jan.  14,  1965 — Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  ...  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  D- — Department  of  Buildings;  B.B. — Depart 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department 


JULY  7,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  July  7,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

1288-64-BZ 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Ideal 
Handbag  Frame  Mfg.,  Corp.,  owner. 

SUBJECT — Application  December  21,  1964  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory. 

PREMISES  AFFECTED— 333-339  Greene  Avenue, 
north  side,  100  ft.  west  of  Franklin  Avenue,  174-176 
Clifton  Place,  Block  1953,  Lots  35,  36  and  49,  Borough 
of  Brooklyn. 


388-65-BZ 

APPLICANT — Arnold  W.  Lederer  for  Abe  Lurie, 
owner. 
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SUBJECT— Application  April  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  in  an 
existing  two  story,  two  family  dwelling  the  use  of  the 
front  porch  as  a  business  office. 

PREMISES  AFFECTED— 1729  Rockaway  Parkway, 
east  side,  145  feet  8  inches  north  of  Avenue  L,  Block 
8243,  Lot  18,  Borough  of  Brooklyn. 


389-65-A 

APPLICANT— Arnold  W.  Lederer  for  Abe  Lurie, 
owner. 

SUBJECT— Application  April  6,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building,  office. 

PREMISES  AFFECTED— 1729  Rockaway  Parkway, 
east  side,  145  feet  8  inches  north  of  Avenue  L,  Block 
8243,  Lot  18,  Borough  of  Brooklyn. 


446-65-BZ 

APPLICANT— Hurley,  Kearney  and  Lane  for  Roman 
Catholic  Church  of  St.  Vincent  dePaul  of  the  Borough 
of  Brooklyn,  owner. 

SUBJECT— Application  April  21,  1965  —  .  decision  of 
the  Borough  Superintendent,  under  Section  73-19  of 
the  Zoning  Resolution  and  Section  666  (7)  of  the 
New  York  City  Charter,  to  permit,  in  a  Ml-2  district, 
the  erection  of  a  two  story  and  cellar  parochial  school. 

PREMISES  AFFECTED— 180-190  North  7th  Street, 
south  side,  100  feet  east  of  Bedford  Avenue,  Block 
2328,  Lot  Part  of  Lot  15,  Borough  of  Brooklyn. 


457-65-BZ 

APPLICANT— Albert  Melniker  for  Milton  Jaeger, 
owner. 

SUBJECT— Application  April  22,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  one  story  and  cellar  building  for  use  as 
a  retail  store  with  accessory  open  parking  and  with 
business  entrances  within  50  feet  of  intersecting 
streets. 

PREMISES  AFFECTED — 4360  Hylan  Boulevard, 
Northeast  corner  of  Richmond  Avenue,  Block  5322, 
Lot  1,  Eltingville,  Borough  of  Richmond. 


481-65-BZ 

APPLICANT— Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJECT— Application  April  27,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R7-1  district,  in  an 
existing  six  story  multiple  dwelling  the  change  in 
occupancy  of  three  first  floor  stores  to  slip  cover 
manufacturing,  interior  decorator  establishment  and 
contractors  establishment. 

PREMISES  AFFECTED— 136  West  172nd  Street, 
1458  Plimpton  Avenue,  southeast  corner,  Block  2874, 
Lot  27,  Borough  of  The  Bronx. 


486-65-BZ 

APPLICANT — Salvater  A.  Caradonna  Jr.  for  National 
Org.  of  Industrial  Trade  Unions,  owner. 


SUBJECT— Application  April  30,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district,  the 
change  in  occupancy  of  an  existing  three  story  and 
cellar  building  from  dwelling  to  group  medical  office 
in  conjunction  with  the  union  on  lot  14  without  the 
required  parking. 

PREMISES  AFFECTED— 87-71  148th  Street,  east  side, 
100  feet  south  of  Hillside  Avenue,  Block  9694,  Lot  8, 
Jamaica,  Borough  of  Queens. 


551-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Ford  Motor  Company  and  Harvey  Fischer, 
owners. 

SUBJECT— Application  May  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-49  and  73- 
50  of  the  Zoning  Resolution,  to  permit  in  a  Ml-1  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an 
automotive  establishment  that  encroaches  on  the  re¬ 
quired  side  and  rear  yards,  along  the  district  bound¬ 
ary  and  with  accessory  roof  parking. 

PREMISES  AFFECTED — 4814-4824  Glenwood  Road, 
1072-1142  East  49th  Street,  southwest  corner,  4811- 
4827  Kings  Highway,  Block  7732,  Lots  45,63  and  75, 
Borough  of  Brooklyn. 


571-65-BZ 

APPLICANT— Pazel  G.  Jackson,  Jr.  for  Mt.  Morris 
Park  Hospital  Incorporated,  owner. 

SUBJECT— Application  May  21,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and 
73-641  of  the  Zoning  Resolution,  to  permit  in  a  R7-2 
district,  on  a  plot  presently  developed  with  a  four  story 
and  basement  multiple  dwelling,  the  erection  of  a 
seven  story  stair  enclosure  for  use  by  the  adjoining 
hospital  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio  and  encroachment 
on  the  required  rear  yard. 

PREMISES  AFFECTED— 9  Mt.  Morris  Park  West, 
west  side,  20  feet  11  inches  south  of  West  121st  Street, 
Block  1720,  Lot  20,  Borough  of  Manhattan. 


572-65-A 

APPLICANT— Pazel  G.  Jackson,  Jr.  for  Mt.  Morris 
Park  Hospital,  Incorporated,  owner. 

SUBJECT — Application  May  21,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  27  of  the  Multiple  Dwelling  Law 
re-  minimum  dimensions  of  yard. 

PREMISES  AFFECTED— 9  Mt.  Morris  Park,  West, 
west  side,  20  feet  11  inches  south  of  West  121st  Street, 
Block  1720,  Lot  20,  Borough  of  Manhattan. 


424-52-BZ 

APPLICANT — Lewis,  MacDonald  &  Varian  for  Lin¬ 
coln-67  Corporation,  owner. 

SUBJECT — Application  reopened  June  8,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
June  21,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 43-45  West  67th  Street, 
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north  side,  100  feet  east  of  Columbus  Avenue,  Block 
1120,  Lot  5,  Borough  of  Manhattan. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

154-65-BZ 

APPLICANT — David  Kraus  for  Lesrich  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  February  11,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2  and  R4 
district,  the  erection  of  a  two-story  building,  to  be 
occupied  on  the  first  floor  for  the  storage  and  handling 
of  building  materials,  with  loading  and  unloading  and 
two-family  residence  on  the  second  floor,  that  will  be 
non-complying  in  floor  area  ratio,  open  space  ratio 
and  encroach  on  the  front,  side  and  rear  yards. 
PREMISES  AFFECTED — 2891  Baisley  Avenue,  west 
side,  29.31  feet  south  of  Bradford  Avenue,  Block  5333, 
Lot  107,  Borough  of  The  Bronx. 


347-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Vincent  J. 
Deo,  owner. 

SUBJECT — Application  March  22,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  district,  the 
erection  of  a  one-story  enlargement  to  an  existing 
funeral  establishment  with  accessory  signs  and  loading 
berth. 

PREMISES  AFFECTED — 2272  Prospect  Avenue, 
southeast  corner  of  East  183rd  Street,  Block  3113,  Lot 
19,  Borough  of  The  Bronx. 

Hearing  closed. 


348-65-A 

APPLICANT — Crinnion  and  Crinnion  for  Vincent  J. 
Deo,  owner. 

SUBJECT — Application  March  22,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
structure,  change  of  use. 

PREMISES  AFFECTED — 2272  Prospect  Avenue, 
southeast  corner  of  East  183rd  Street,  Block  3113, 
Lot  19,  Borough  of  The  Bronx. 


358-65-BZ 

APPLICANT — Robert  Gottlieb  for  Agop  and  Louisin- 
tak  Cholakian,  owner. 

SUBJECT — Application  March  25,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
addition  of  accessory  parking  to  a  one-story  store 
presently  under  construction. 

PREMISES  AFFECTED— 6015-6025  Riverdale  Ave¬ 
nue,  west  side,  317.85  feet  south  of  W  261st  Street, 
Block  5957  (3423  and  3426  formerly)  Lot  180  and 
185,  Borough  of  The  Bronx. 

Hearing  closed. 


362-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Knights  of 


St.  Pius  X,  Incorporated  owner;  Knights  of  Columbus 
Saint  Pius  X,  Council  No.  4541,  lessee. 

SUBJECT — Application  March  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
erection  of  a  one-story  enlargement  to  an  existing 
community  facility  building  that  encroaches  on  the 
required  side  yards  and  without  the  required  acces¬ 
sory  parking. 

PREMISES  AFFECTED — 77  Conklin  Avenue,  north 
side,  23  feet  10%  inch  east  of  East  93rd  Street,  Block 
8181,  Lot  53,  Borough  of  Brooklyn. 

Hearing  closed. 


440-65-BZ 

APPLICANT — Philip  P.  Augusta  for  Vodis  Realty 
Corporation,  owner. 

SUBJECT — Application  April  15,  1965  — decision  of 

the  Borough  Superintendent,  under  Sections  73-60  & 
73-62  of  the  Zoning  Resolution,  to  permit  in  a  Cl-3 
district,  in  an  existing  four-story  building,  the  erection 
of  a  first  floor  enlargement  to  the  retail  store  that 
increases  the  degree  of  non-compliance  in  floor  area 
ratio. 

PREMISES  AFFECTED — 97  Graham  Avenue,  west 
side,  50  feet  south  of  McKibbin  Street,  Block  3088, 
Lot  17,  Boroug  hof  Brooklyn. 

Hearing  closed. 


464-65-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blau- 
feux  for  874  Myrtle  Avenue  Coroporation,  owner. 

SUBJECT — Application  April  21,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the 
change  in  occupancy  of  an  existing  one-story  building 
previously  granted  by  the  Board,  from  a  public  garage 
to  a  supermarket  with  accessory  signs. 

PREMISES  AFFECTED — 631-637  Gates  Avenue,  north 
side,  20  feet  east  of  Throop  Avenue,  Block  1811,  Lot 
72,  Borough  of  Brooklyn. 

Hearing  closed. 


522-65-BZ 

APPLICANT — Larry  Meltzer  for  Louis  Mintz  and 
Benzamin  Raah,  owners,  Herbie’s  Restaurant,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the 
erection  of  a  one-story  enlargement  to  an  existing 
restaurant. 

PREMISES  AFFECTED— 5321-5331  Flatlands  Avenue, 
1194-1204  East  54th  Street,  northwest  corner,  5313 
Avenue  J,  Block  7779,  Lot  1,  Borough  of  Brooklyn. 

Hearing  closed. 


308-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Transpar  Proper¬ 
ties  Incorporated,  owner. 

SUBJECT — Application  March  16,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-11  (b) 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C8-1,  C4-2  and  R4 


815 


CALENDAR 


distrct,  the  reconstructon  of  an  automotive  service  sta¬ 
tion  with  accessory  uses. 

PREMISES  AFFECTED— 2570-2572  East  17th  Street 
northwest  corner  of  Avenue  Z,  Block  7437,  Lots  34,  40 
and  51,  Borough  of  Brooklyn. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


JULY  7,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  July  7,  1965,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

993-63-A 

APPLICANT— Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT— Application  December  6,  1963  —  Appeal 
from  orders  and  decisions  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1552-1608  Ralph  Avenue, 
west  side,  96.39  feet  north  of  Farragut  Road,  Block 
7955,  Lots  20,  27,  29,  31,  32,  33,  35  and  43,  Borough 
of  Brooklyn. 


256-64-A 

APPLICANT— William  A.  Mohr  for  Woolworths,  own¬ 
er. 

SUBJECT— Application  March  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner, 
re  Automatic  Sprinkler  system. 

PREMISES  AFFECTED— 1566-1568  Westchester  Ave¬ 
nue,  south  east  corner  of  Ward  Avenue,  Block  3742, 
Lot  40,  Borough  of  The  Bronx. 


359-64-A 

APPLICANT — Leo  V.  Berger  for  Jack  Finkelstein, 
owner;  Richmond’s  Drygoods,  lessee. 

SUBJECT— Application  March  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISE  SAFFECTED— 14-32  Barrett  Avenue,  north 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1565 
Forest  Avenue,  Block  385,  Lots  38  and  200,  Port  Rich¬ 
mond,  Borough  of  Richmond. 


543-64-A 

APPLICANT— Burke  and  Groh  for  Leo  Galletta,  own¬ 
er. 

SUBJECT— Application  May  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 22-78  35th  Street,  west  side, 
13.3  feet  north  of  23rd  Avenue,  Block  832,  Lot  86, 
Long  Island  City,  Borough  of  Queens. 


590-64-A 

APPLICANT— Ingram  S.  Carner  for  Robjo,  Incorpor¬ 
ated,  owner. 

SUBJECT— Application  June  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 


PREMISES  AFFECTED— 122-01  to  122-15  New  York 
Boulevard,  southeast  corner  of  122nd  Avenue,  Block 
12380,  Lot  21,  Jamaica,  Borough  of  Queens. 


591-64-A 

APPLICANT— Ingram  S.  Carner  for  Curt  Blank,  own¬ 
er;  York  Bay  Incorporated,  lessee. 

SUBJECT— Application  June  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 163-01-163-07  Baisley  Boule¬ 
vard,  122-17  to  122-25  New  York  Boulevard,  northeast 
corner,  Block  12380,  Lot  1,  14,  Jamaica,  Borough  of 
Queens. 


975-63-A 

APPLICANT— Alfred  Rader  for  275  Water  Street  Cor¬ 
poration,  owner;  Empire  Office  Equipment,  Incor¬ 
porated,  lessee. 

SUBJECT— Application  November  26,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 275  Water  Street,  east  side, 
52  feet  6  inches  south  of  Dover  Street,  Block  107, 
Lot  49,  Borough  of  Manhattan. 


612-63-A 

APPLICANT— Reavis  and  McGrath  for  Phyllis  Realty 
Corporation,  owner;  Waldbaum’s  57,  Incorporated, 
lessee. 

SUBJECT— Application  August  1,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 35-09  Francis  Lewis  Boule¬ 
vard,  east  side,  from  35th  Avenue  to  36th  Avenue, 
Block  6142,  Lot  50,  Bayside,  Borough  of  Queens. 


171-64-A 

APPLICANT — 124  Jane  Street  Storage  and  Warehouse 
Corporation,  lessee  for  Alma  H.  Milham,  owner. 

SUBJECT — Application  February  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 124  Jane  Street,  south  side, 
175  feet  west  of  West  Street,  Block  641,  Lots  10  and 
13,  Borough  of  Manhattan. 


551-64-A 

APPLICANT — Donald  J.  Steingisser  for  Copp  Stratton 
Company,  owner;  Craftsman  Framework,  lessee. 

SUBJECT — Application  May  22,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 40-60  Lawrence  Street, 
northwest  corner  of  41st  Avenue,  Block  5060,  Lot  33, 
Flushing,  Borough  of  Queens. 


644-64-A 

APPLICANT — Lama,  Proskauer  &  Prober  for  Sali 
Billet,  owner. 

SUBJECT — Application  June  15,  1964  —  Appeal  from 
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an  order  and  a  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED — 96  Greene  Street,  east  side, 
150  feet  north  of  Spring  Street,  Block  499,  Lot  3,  Bor¬ 
ough  of  Manhattan. 


655-64-A 

APPLICANT — Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED— 44-08  to  44-14  Kissena  Bou¬ 
levard,  northwest  corner  of  Elder  Avenue,  Block  5137, 
Lot  110,  Borough  of  Queens,  Flushing. 


656-64-A 

APPLICANT — Reavis  &  McGrath  for  Newport  As¬ 
sociates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED— 4120  18th  Avenue,  north 
side,  29  feet  east  of  East  3rd  Street,  Block  5410,  Lots 
1  and  47,  Borough  of  Brooklyn. 


673-64-A 

APPLICANT — Crinnion  &  Crinnion  for  Thomas  B. 
Daly,  Jr.,  owner. 

SUBJECT — Application  June  23,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re  altera¬ 
tion  of  existing  frame  building  within  fire  limits. 

PREMISES  AFFECTED — 1920  Yates  Avenue,  east 
side,  150  feet  north  of  Rhinelander  Avenue,  Block 
4275,  Lot  51,  Borough  of  The  Bronx. 


676-64-A 

APPLICANT — A.  L.  Seiden  for  Farowitz  Realties  Inc., 
owner. 

SUBJECT — Application  June  24,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED — 157%-159  Bowery,  east  side, 
57  feet  north  of  Broome  Street,  Block  424,  Lots  4  & 
5,  Borough  of  Manhattan. 


416-65-A 

APPLICANT — Fred  L.  Liebmann  for  Finch  College, 
owner. 

SUBJECT — Application  April  9,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  height, 
live  load  and  stairs. 

PREMISES  AFFECTED— 62-64  East  78th  Street,  south 
side,  117  feet  west  of  Park  Avenue,  Block  1392,  Lots 
141  and  42,  Borough  of  Manhattan. 


432-65-A 

APPLICANT - Harry  A.  Yarish  for  226  Fifth  Ave¬ 

nue  Realty  Corporation,  owner. 

SUBJECT — Application  April  15,  1965  —  Appeal  from 
a  decision  of  the  B.orough  Superintendent  re-  Class 
3  Building,  change  in  use,  to  commercial. 


PREMISES  AFFECTED— 226  Fifth  Avenue,  west  side, 
62  feet  4  inches  south  of  West  27th  Street,  Block  820, 
Lot  40,  Borough  of  Manhattan. 


537-65-A 

APPLICANT — Saltzman,  Gleckman  associates  for  Abe 
Maibach,  owner;  National  Council  of  Young  Israel, 
lessee. 

SUBJECT — Application  May  11,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 35-45  Paerdegat  9  Street, 
1240-1256  East  80th  Street,  northwest  corner,  Block 
8058,  Lots  35,  38  and  40,  Borough  of  Brooklyn. 


538-65-A 

APPLICANT — Saltzman,  Gleckman  Associates  for  Abe 
Maibach,  owner;  National  Council  of  Young  Israel, 
lessee. 

SUBJECT — Application  May  11,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED— 36-46  Paerdegat  8th  Street, 
1232-1236  East  80th  Street,  southwest  corner,  Block 
8058,  Lot  32,  Borough  of  Brooklyn. 


270-47-A — Vol.  II 

APPLICANT — Clinton  Brown  for  Hotel  Ocean  Crest, 
Incorporated,  owner. 

SUBJECT — Application  reopened  February  2,  1965  as 
Volume  II — Appeal  from  an  order  and  a  decision  of 
the  Fire  Commissioner,  re  Sprinkler  System. 

PREMISES  AFFECTED— 102  Beach  62nd  Street, 
north  east  corner  of  Public  Boardwalk,  Block  15933, 
Lot  1,  Arverne,  Borough  of  Queens. 


486-64-A 

APPLICANT — Michael  C.  Gray  for  Cardox  Division 
of  Chemetron  Corporation,  owner. 

SUBJECT — Application  May  7,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  use 
of  C02  receiver. 

PREMISES  AFFECTED— 46-02  Fifth  Street,  west  side 
from  Standard  Canal  to  47th  Avenue,  Block  21  and 
22,  Lot  1,  Long  Island  City,  Borough  of  Queens. 


876-64-A 

APPLICANT — Ingram  S.  Carner  for  John  Grassi, 
owner. 

SUBJECT — Application  August  20,  1964  —  Filed  pur¬ 
suant  to  Section  36,  Article  3  of  the  General  City  Law 
— re-  building  not  facing  legal  street. 

PREMISES  AFFECTED— 108-30  45th  Avenue,  south 
side,  273.5  feet  east  of  108th  Street,  Block  2001,  Lot 
11,  Corona,  Borough  of  Queens. 


924-64-A 

APPLICANT — Samuel  Rosenblum  for  Elinore  Gluck- 
man  , owner. 

SUBJECT — Application  September  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 
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PREMISES  AFFECTED — 5  East  3rd  Street  north 
side,  104  feet  4  inches  east  of  Bowery,  Block  459,  Dot 
47,  Borough  of  Manhattan. 


PREMISES  AFFECTED— 41-59  Otsego  Street,  north¬ 
east  corner  of  Bay  Street,  Block  590,  Lot  1,  and  6, 
Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


971-64-A 

APPLICANT— Chemical  Specialties  Manufacturers  As¬ 
sociation,  Incorporated,  owner. 

SUBJECT — Application  September  28,  1964  —  Review 
of  Decision  of  Fire  Commissioner  re-  Packaging  and 
transportation  of  Ethylene  Glycol  Base  Anti-Freeze 
in  New  York  City  (Caps  not  in  accordance  with  Adm. 
Code  Requirements.) 


JULY  13,  1965,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  July  13,  1965,  at  12  o’clock  at  80  Lafayette  Street, 
9th  floor,  New  York  13,  N.  Y.,  on  the  following  applica¬ 
tions  for  extension  of  time  to  permit  the  completion  of 
construction,  filed  pursuant  to  Section  11-324. 


412-65-A 

APPLICANT — Victor  Taranto  and  Andrew  Miro,  own¬ 


ers. 


SUBJECT — Application  April  13,  1965  —  Filed  pursuant 
to  Sec  ion  36  Art  3  of  the  General  City  Law  re- 
Building  not  fronting  legal  street. 

PREMISES  AFFECTED— 351  Adelaide  Avenue  north¬ 
east  corner  of  Falcon  Avenue,  Block  4676,  Lot  /5, 
Oakwood  Heights,  Borough  of  Richmond. 


E.  Diamond  for  John  L.  Mc- 


414-65-A 

APPLI  CANT— Harold 
Hugh,  owner. 

SUBJECT— Application  April  13,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Tabular 
Limitations,  Garage  below  curb  level  exterior  root 
construction  and  Review  of  a  decision  of  the  Borougn 
Superintendent  re-:  Zoning  Matter. 

PREMISES  AFFECTED— 370  Ocean  Terrace,  south 
side,  1188.48  feet  east  of  Elmhurst  Avenue,  Block  864, 
Lot’ 150,  Todt  Hill,  Borough  of  Richmond. 


4429-BZY — Vol.  I  and  4429-BZY— Vol.  II— B.Bx.— 1781 

Nereid  Avenue,  N.B.— 3205-61  —  accepted  under  Sec¬ 
tion  11-324  of  the  Zoning  Resolution  in  accordance  with 
previous  decisions  of  the  court. 

MAX  H.  FOLEY,  Chairman 


JULY  13,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  13,  1965,  at  2  o  clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 


76-58-SM 

APPLICANT— American  Pecco  Corp.,  owner  —  sup¬ 
porting  frame  work  for  concrete. 


623-62-SM 

APPLICANT— F.  J.  Rarig  for  South  Western  Plastics, 
Inc.,  owner  —  plastic  skylight. 


477-65-A 

APPLICANT — Gerald  D.  Traub  for  Hennie  Corpora¬ 
tion,  owner. 

SUBJECT— Application  April  12,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  Zoning 


Matter. 

PREMISES  AFFECTED— 551-555  East  Tremont  Ave¬ 
nue  1900-1930  Monterev  Avenue,  northeast  corner. 
550 ’  East  178th  Street,  Block  3060,  Lot  32,  Borough 
of  The  Bronx. 


516-65-A 

APPLICANT— Hurlev,  Kearney  and  Lane  for  St.  Pat¬ 
rick’s  Roman  Catholic  Church,  owner. 

SUBJECT — Application  May  6,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  railing  set 
back  from  face  of  building. 

PREMISES  AFFECTED— 401  95th  Street,  northeast 
corner  of  5th  Avenue,  Block  6118,  Lot  1,  Borough  of 
Brooklyn. 


576-65-A 

APPLICANT— Lindenbaum  and  Young  for  Bay  Street 
Realty  Corporation,  owner. 

SUBTECT — Application  May  20,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintenednt  re-  frame 
building  —  change  in  use,  Open  well  between  1st  & 
second  floor,  etc. 


220-64-SM 

APPLICANT— Mosaic  Building  Products,  Inc.,  owner 
— mosaic  panel  wall. 


461-64-SA 

APPLICANT— York  Division,  Borg-Warner  Corp., 
owner — gas-fired  furnaces,  various  models. 


710-64-SM 

APPLICANT— W.  A.  Faiella  for  Pittsburgh  Steel  Co., 
owner — steel  form  for  concrete  for  use  as  an  incom¬ 
bustible  roof. 


798-64-SA 

APPLICANT— Cook  Machinery  Company,  owner  — 
coin  operated  car  washer. 


799-64-SA 

APPLICANT— Cook  Machinery  Company,  owner  — 
coin  operated  car  wash. 


822-64-SA 

APPLICANT — Peter  Gluck  for  Nordson  Corporation, 
owner  —  electrostatically  charged  paint  sprayer. 
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825-64-SA 

APPLICANT — General  Electric  Company,  owner  — 
domestic  electric  range  for  cooking. 


892-64-SM 

APPLICANT — Universal  Atlas  Cement,  Division  of 
United  States  Steel  Corp.,  owner  —  cement  for  con¬ 
crete  and  concrete  products. 


934-64-SA 

APPLICANT — Temco,  Inc.,  owner  —  wall  combination 
gas  heating  and  air  condition  unit. 


955-64-SA 

APPLICANT — Air  Products  &  Chemicals,  Inc.,  owner 
— container  for  storage  of  liquid  nitrogen,  oxygen  or 
argon. 


956-64-SA 

APPLICANT — Air  Products  &  Chemicals,  Inc.,  owner 
— container  for  storage  of  liquid  nitrogen,  oxygen  or 
argon. 


1089-64-SM 

APPLICANT — General  Electric  Company,  owner  — 
interior  wall  trim,  %  inch  thick. 


1090-64-SM  ^ 

APPLICANT — General  Electric  Company,  owner  — 
interior  wall  trim,  13/16  inch  thick. 


1091-64-SM 

APPLICANT — General  Electric  Company,  owner  — 
interior  wall  trim,  13/16  inch  thick. 


1104-64-SM 

APPLICANT — Johns-Manville  Products  Corp.,  owner 
— admixture  for  concrete. 


1105-64-SM 

APPLICANT — Johns-Manville  Products  Corp.,  owner 
— concrete  admixture. 


1106-64-SM 

APPLICANT — Johns-Manville  Products  Corp.,  owner 
—air  entraining  agent. 


1118-64-SA 

APPLICANT — Heat-Timer  Corporation,  owner — smoke 
eye  for  smoke  detection  in  breechings  and  ducts. 


1211-64-SM 

APPLICANT — Fredenburg  &  Lounsbury,  Inc.,  for  Pro- 
vel,  Inc.,  owner  —  wall  veneer. 


1212-64-SM 

APPLICANT — Fredenburg  &  Lounsbury,  Inc.,  for  Pro- 
vel,  Inc.,  owner  —  incombustible  floor  tile. 


1302-64-SM 

APPLICANT — Frackville  Development  Corp.,  for 
Frackville  _Block  Co.  Inc.,  owner  —  hollow  or  solid 
load  bearing  cinder  blocks. 

29-65-SA 

APPLICANT — K.  C.  Hull  for  Peerless  Manufacturing 
Division,  Dover  Corp.,  owner  —  gas-fired  furnaces. 


131-65-SA 

APPLICANT — Dyna  Manufacturing  Co.,  owner  —  dec¬ 
orative  gas  burning  fireplaces  for  domestic  use. 

174-65-SM 

APPLICANT — M.  H.  Lazarus  &  Company,  Inc.,  own¬ 
er — flameproof  drapery  fabrics. 

193-65-SM 

APPLICANT — U.  S.  Mineral  Products  Company,  own¬ 
er  —  three-hour  fire  resistive  column  construction. 


194-65-SM 

APPLICANT — U.  S.  Mineral  Products  Company,  own¬ 
er  —  four-hour  fire-resistive  column  construction. 


195-65-SM 

APPLICANT — U.  S.  Mineral  Products  Company,  own¬ 
er  —  three-hour  fire  resistive  floor  and  ceiling  con¬ 
struction  and  a  four-hour  fire  resistive  beam  con¬ 
struction. 


268-65-SM 

APPLICANT — Cored  Panels,  Inc.,  owner  —  office 
partitions. 


333-65-SA 

APPLICANT — Acme  Fire  Alarm  Company,  Inc.,  for 
B.R.K.  Electronics,  Inc.,  owner  —  automatic  fire  de¬ 
tector  and  control  unit. 


938-64-SA 

APPLICANT — Worthington  Air  Conditioning  Com¬ 
pany,  Climatrol  Division,  owner  —  thru-the-wall  com¬ 
bination  gas-fired  heating  and  air  condition  unit. 

MAX  H.  FOLEY,  Chairman 


JULY  16,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  July  16,  1965  at  10  o'clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.Y.,  on  the  following 
matters: 
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892-63-A 

APPLICANT— George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT— Application  November  14,  1963— Review  of 
Fire  Department  Regulations  covering  Pressurized 
Products.  (Burma  Shaving  Lather.) 

Continued  Hearing. 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 

SUBJECT — Application  November  15,  1963' — Review  of 
Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 

Continued  Hearing. 


897-63-A 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized  Pro¬ 
ducts.) 

Continued  Hearing. 

MAX  H.  FOLEY,  Chairman 


JULY  20,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  20,  1965,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

482-65-BZ 

APPLICANT— Edward  S.  Lentol  for  J.A.S.  Holding 
Corporation;  Estate  of  Beckie  Stiler,  owner. 
SUBJECT — Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
maintenance  of  a  one  transient  parking  lot  on  the 
rear  portion  of  four  plots  and  retain  the  existing 
dwellings. 

PREMISES  AFFECTED— 2518-2532  Tilden  Avenue, 
south  side,  100  feet  west  of  Veronica  Place,  Block 
5136,  Lot  8,  10,  11  and  12,  Borough  of  Brooklyn. 


504-65-BZ 

APPLICANT — Arthur  Levine  for  Woodside  Associ¬ 
ates,  owner. 

SUBJECT — Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73- 
44  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and 
R5  district,  the  reduction  in  the  number  of  required 
accessory  off  street  parking  spaces  for  a  retail  store 
and  office  enlargement. 

PREMISES  AFFECTED— 53-01  to  53-15  Broadway, 
northeast  corner  of  53rd  Place,  Block  1155,  Lot  36 
and  52,  Woodside,  Borough  of  Queens. 


582-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 


SUBJECT — Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  and 
73-62  of  the  Zoning  Resolution,  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  from  approved 
plans  as  to  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75, 
Howard  Beach,  Borough  of  Queens. 


583-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  .  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
matter. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75 
(tentative)  Howard  Beach,  Borough  of  Queens. 


584-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75, 
(tentative)  Howard  Beach,  Borough  of  Queens. 


585-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
and  73-62  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R5  dis¬ 
trict,  the  eretcion  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  approved 
plans  in  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 149-30  88th  Street,  west 
side,  from  149th  Avenue  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


586-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  28,  1965  —  Review  of 
a  decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 149-30  88th  Street,  west 
side,  from  149th  Avenue  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


587-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari- 
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ance  of  Section  34  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 149-30  88th  Street,  west  side, 
from  149th  Avenue,  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


588-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b) 

and  73-62  of  the  Zoning  Resolution,  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R5 
district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases  the  degree  of  non-compliance  from  ap¬ 
proved  plans  in  lot  area  per  room  and  with  additional 
balconies  that  are  not  permitted  obstruction. 

PREMISES  AFFECTED — 85-10  149th  Avenue,  south¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 


589-65-A 

APPLICANT — Max  Siegel  associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 85-10  149th  Avenue,  south¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 


590-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution  and  Section  666  of 
the  New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  ap¬ 
proved  plans  as  to  lot  area  per  room  and  with  addi¬ 
tional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED — 86-11  151st  Avenue,  Build¬ 
ing  #2,  northeast  corner  of  85th  Street,  Block  11417, 
Lot  75,  Howard  Beach,  Borough  of  Queens. 


591-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 86-11  151st  Avenue,  north¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  75  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 


592-65-BZ 

APPLICANT — Max  Siegel  for  Patchogue  Homes  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01 
(b)  and  73-62  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  R5 


district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases  the  degree  of  non-compliance  from 
approved  plans  as  to  lot  area  per  room  and  with  ad¬ 
ditional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 


593-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent,  re-  Zoning 
matter. 

PREMISES  AFFECTED — 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive)  Howard  Beach,  Borough  of  Queens. 


651-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Motors  and 
Equipment  Corporation,  owner. 

SUBJECT — Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  factory 
that  exceeds  the  permitted  floor  area  ratio  and  en¬ 
croaches  on  the  required  setback  and  rear  yard. 

PREMISES  AFFECTED — 1250  Rockaway  Avenue, 
southwest  corner  of  East  98th  Street,  Block  8130, 
Lots  18,  63  and  68,  Borough  of  Brooklyn. 


671-65-BZ 

APPLICANT — Fordyce  and  Hamby  Associates  for 
Board  of  Education,  New  York  City,  owner. 

SUBJECT — Application  June  9,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  public  school  that  encroaches  on  the  re¬ 
quired  rear  yard  equivalent. 

PREMISES  AFFECTED— 153-33  Sanford  Avenue, 
northeast  corner  of  Murray  Street,  (to  Barclay  Ave¬ 
nue)  Block  5328,  Lot  1,  Flushing,  Borough  of  Queens. 


677-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  a  R5  dis¬ 
trict,  the  erection  of  a  three  story  enlargement  to  an 
existing  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio, 
front  yard,  side  yard  and  court  encroachments,  exceeds 
the  height  of  front  wall  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 2101  West  12th  Street, 
southeast  corner  of  Avenue  U,  Block  7115,  Lot  1, 
Borough  of  Brooklyn. 


678-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  June  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  73-11 
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(g)  and  73-65  of  the  Zoning  Resolution  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  Cl -2 
and  R3  district,  the  erection  of  a  third  story  and  bulk¬ 
head  to  an  existing  telephone  exchange  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio, 
penetrates  the  sky  exposure  plane,  encroaches  on 
the  required  rear  yard  and  with  accessory  parking 
extending  into  the  residence  district. 

PREMISES  AFFECTED— 355  Forest  Avenue,  north¬ 
west  corner  of  Hart  Boulevard,  Block  132,  Lot  159, 
West  Brighton,  Borough  of  Richmond. 


566-65-BZ 

APPLICANT — John  J.  Saunders  for  Board  of  Educa¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Application  May  19,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-2  district,  the 
erection  of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED— 140  Lorimer  Street,  south 
side,  Entire  Block  Bounded  by  Throop  Avenue,  Har¬ 
rison  Avenue  and  Walton  Street,  Block  2246,  Lot  1, 
Borough  of  Brooklyn. 


1752-61-BZ 

APPLICANT — Henry  Nordheim  for  Jack  DeLisi,  own¬ 
er. 

SUBJECT — Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
February  4,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles  of  the  pleasure  type  only. 

PREMISES  AFFECTED— 3114  Villa  Avenue,  20  East 
204th  Street,  southeast  corner,  Block  3310,  Lots  29 
and  31,  Borough  of  The  Bronx. 


515-54-BZ 

APPLICANT — Larry  Meltzer  for  Nola  Realty  Corpor¬ 
ation,  owner. 

SUBJECT — Application  reopened  June  22,  1965  for 
consideration  as  to  extension  of  term  of  variance, 
expires  June  28,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 798-812  Schenck  Avenue, 
west  side,  185  feet  south  of  Linden  Boulevard,  Block 
4354,  Lots  16,  17  and  20,  Borough  of  Brooklyn. 


259-39-BZ 

APPLICANT — Meyer  Wilen  for  John  Crimarco,  Con¬ 
rad  Crimarco,  Joseph  Crimarco  and  Edward  Crimar¬ 
co,  owners. 

SUBJECT — Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  26,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  garage  for 
eight  motor  vehicles. 


PREMISES  AFFECTED— 57-18  to  57-24  Granger 
Street,  south  side,  131  feet  east  of  Martense  Avenue, 
Block  1950,  Lot  46,  Corona,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


JULY  20,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  Jidy  20,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

698-65-A 

APPLICANT— Stanley  H.  Klein  for  East  65th  Street 
Corporation,  owner. 

SUBJECT— Application  June  16,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
structure  —  height. 

PREMISES  AFFECTED— 1177  East  73rd  Street,  north¬ 
west  corner  of  Avenue  L,  Block  8343,  Lot  1,  Borough 
of  Brooklyn. 


699-65-A 

APPLICANT— Stanley  H.  Klein  for  East  65th  Street 
Corporation,  owner. 

SUBJECT— Application  June  16,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building  —  height. 

PREMISES  AFFECTED— 1173  East  73rd  Street,  north 
side,  32  feet  west  of  Avenue  L,  Block  8343,  Lot  3, 
Borough  of  Brooklyn. 


701-65-A 

APPLICANT— GTJ  Co.,  Incorporated,  owner. 

SUBJECT— Application  June  16,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  buried  gaso¬ 
line  tanks  —  garage. 

PREMISES  AFFECTED— 636  Wortman  Avenue,  south 
side,  from  Montauk  Avenue  to  Fountain  Avenue, 
Block  4544,  Lot  1,  Borough  of  Brooklyn. 


723-65-A 

APPLICANT— William  H.  Byrne  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT— Application  June  21,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  tank  for  the 
storage  of  liquefied  natural  gas. 

PREMISES  AFFECTED— 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot 
1,  Borough  of  Brooklyn. 


628-65-A 

APPLICANT— Harry  Soled  for  Cong,  and  Yeshiva 

(Shearit)  Israel,  owner. 

SUBJECT— Application  June  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  syna¬ 
gogue  and  Religious  school. 

PREMISES  AFFECTED— 5224  15th  Avenue,  north¬ 
west  corner  of  53rd  Street,  Block  5664,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING  JUNE  22,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  hox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  June  8,  1965,  were 
approved  as  printed  in  the  Bulletin  of  June  17,  1965,  Vol.  50, 
No.  24. 

397-54-BZ 

APPLICANT— Patrict  D.  Concagh  for  309-311  West  46th 
Street  Corporation,  owner. 

SUBJECT— Application  reopened  April  6,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
February  2,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 309-311  West  46th  Street, 
north  side,  145  feet  west  of  8th  Avenue,  Block  1037, 
Lots  125,  and  26,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Patrick  D.  Concagh  and  Daniel  Greenberg. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965,  at 
10  A.  M.  for  decision;  applicant  is  to  comply  with  con¬ 
ditions  of  previous  grant  and  is  to  notify  Board  when 
work  is  completed;  hearing  closed. 


139-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  ABSO  Mason 
Contracting  Corporation,  owner. 

SUBJECT — Application  February  9,  1965  —  decision  of  the 
Borough  Superintendent',  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  enlarge¬ 
ment  in  area  of  an  existing  one  story  factory  previously 
granted  by  the  Board. 

PREMISES  AFFECTED— 2404-2410  McDonald  Avenue, 
west  side,  92  feet  south  of  Village  Road  South,  Block 
7149,  Lot  10  (formerly  10,  11  and  12,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over;  date  to  be  set. 


154-65-BZ 

APPLICANT — David  Kraus  for  Lesrich  Homes  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  February  11,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2  and  R4  district,  the 
erection  of  a  two-story  building,  to  be  occupied  on  the 
first  floor  for  the  storage  and  handling  of  building  ma¬ 
terials,  with  loading  and  unloading  and  two-family  resi¬ 
dence  on  the  second  floor,  that  will  be  non-complying  in 
floor  area  ratio,  open  space  ratio  and  encroaches  on  the 
front,  side  and  rear  yards. 

PREMISES  AFFECTED — 2891  Baisley  Avenue,  west  side 
2931  feet  south  of  Bradford  Avenue,  Block  5333,  Lot 
107,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  David  Kraus. 

For  Opposition:  John  Zenir,  Nazar  Mikaelian,  Herman 
Molzahn,  Johanna  Hammer,  Pauline  Wagemann,  Myra 
Mecca,  Katie  Molzahn,  Frank  Garzilli,  Salvatore  Greco 
and  Charles  Hugger. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  10 
A.  M.  for  inspection  and  decision;  hearing  closed. 


262-65-BZ 

APPLICANT — Burke  and  Groh  for  Hyron  Nelkin,  owners. 

SUBJECT— Application  Mnrch  12,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  .the  New  York 
City  Charter,  to  permit  in  an  R3-2  district  the  erection 
of  a  six-story  multiple  dwelling,  that  exceeds  the  permis¬ 
sible  floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  penetrates  the  sky  exposure 
plane,  has  less  than  the  required  distance  between  windows 
and  buildings  and  less  than  the  required  parking  spaces. 

PREMISES  AFFECTED — 125-02  Sutphin  Boulevard,  west 
side,  176.24  feet  north  of  Rockaway  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  hearing  at  the  request  of  the  applicant! 


263-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin,  owner. 
SUBJECT  Application  March  12,  1965 — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  open 
parking  spaces  and  Section  310  of  the  Multiple  Dwelling 
Law  for  variance  of  Section  28  subd  2  of  the  Multiple 
dwelling  law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 125-02  Sutphin  Boulevard,  west 

f-Sw  176-84  feet  north  of  Rockaway  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  hearing  at  the  request  of  the  applicant. 


264-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT— Application  March  12,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R3-2  district,  the  erection 
of  a  six-story  multiple  dwelling,  that  exceeds  permissible 
floor  area  ratio  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room,  penetrates  the  sky  exposure  plane, 
has  less  than  the  required  distance  between  windows  and 
buildings  and  less  than  the  required  parking  spaces. 

PREMISES  AFFECTED — 125-32  Sutphin  Boulevard,  west 
side,  176.84  feet  north .  of  Rockaway  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  hearing  at  the  request  of  the  applicant. 
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265-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT — Application  March  12,  1965 — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  open 
parking  space  and  Section  310  of  the  Multiple  Dwelling 
Law  for  variance  of  Section  28  subd  2  of  the  Multiple 
Dwelling  Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard,  west 
side,  176.84  feet  north  of  Rockaway  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


APPEARANCES — 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  September  14, 
1965,  at  10  A.  M.  for  hearing  at  the  request  of  the  applicant. 


266-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT— Application  March  12,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R3-2  and  C22  district,  the 
erection  of  a  six-story  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratiom  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  penetrates  the 
sky  exposure  plane,  encroaches  on  the  required  distance 
between  windows  and  buildings  and  with  less  than  the 
required  parking  with  access  within  50  feet  of  intersecting 
streets. 

PREMISES  AFFECTED— 148-03  Rockaway  Boulevard, 
west  side,  176.84  feet  north  of  Sutphin  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  hearing  at  the  request  of  the  applicant. 


267-65- A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT — Application  March  12,  1965 — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  open 
parking  space  and  Section  310  of  the  Multiple  Dwelling 
Law  for  variance  of  Section  28  subd  2  of  the  Multiple 
Dwelling  Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 148-03  Rockaway  Boulevard, 
west  side,  176.84  feet  north  of  Sutphin  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  hearing  at  the  request  of  the  applicant. 


308-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Transpar  Properties 
Incorporated,  owner. 

SUBJECT — Applicant  March  16,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  73-11  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C8-1,  C4-2  and  R4  district, 
the  reconstruction  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 2570-2572  East  17th  Street, 


northwest  corner  of  Avenue  Z,  Block  7437,  Lots  34,  40 
and  51,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner  and  Edward  Broddich. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  .7,  1965,  at  10 
A.  M.  for  decision ;  applicant  to  submit  revised  drawings ; 
hearing  previously  closed. 


347-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Vincent  J.  Deo, 
owner. 

SUBJECT— Application  March  22,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R7-1  district,  the  erection  of 
a  one-story  enlargement  to  an  existing  funeral  establish¬ 
ment  with  accessory  signs  and  loading  berth. 

PREMISES  AFFECTED— 2272  Prospect  Avenue,  south- 
east  corner  of  East  183rd  Street,  Block  3113,  Lot  19, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  Fidelina  Melindez,  Benito  and  Jules 
Sanchez. 

ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  10 
A.  M.  for  inspection  and  decision;  hearing  closed. 


348-65-A 

APPLICANT— Crinnion  and  Crinnion  for  Vincent  J.  Deo, 
owner. 

SUBJECT— Application  March  22,  1965— appeal  fro  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  structure, 
change  of  use. 

PREMISES  AFFECTED— 2272  Prospect  Avenue,  south¬ 
east  corner  of  East  183rd  Street,  Block  3113,  Lot  19, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  10 
A.  M.  for  inspection  and  decision  in  conjunction  with 
Cal.  No.  347-65-BZ;  hearing  closed. 


358-65-BZ 

APPLICANT — Robert  Gottlieb  for  Agop  and  Louisintak 
Cholakian,  owner. 

SUB TECT— Application  March  25,  1965 — decision  of  the 
Borough  Superintendent,  under  Section.  72-21  of .  the 
Zoning  Resolution,  to  perpnit  in  a  R4  ditrict,  the  addition 
of  accessory  parking  to  a  one-story  store  presently  under 
construction. 

PREMISES  AFFECTED— 6015-6025  Riverdale  Avenue, 
west  side,  317.85  feet  south  of  West  261st  Street,  Block 
5957  (3423  and  3426  formerly)  Lots  180  and  185,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  Gottlieb,  A.  D  Phelps,  Jr.  and 
Frank  A.  Armeny. 

For  Opposition :  William  Cunningham,  Robert  J.  Christen, 
Barbara  Miller  and  Jack  Carlan. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at 
10  A.  M.  for  inspection  and  decision;  hearing  closed. 
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362-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Knights  of  St. 
Pius  X,  Incorporated  owner;  Knights  of  Columbus  Saint 
Pius  X,  Council  No.  4541,  lessee. 

SUBJECT — Application  March  24,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the  erection 
of  a  one-story  enlargement  to  an  existing  community 
facility  building  that  encroaches  the  required  side  yards 
and  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 77  Conklin,  north  side,  23  feet 
10%  inch  east  of  East  93rd  Street,  Block  8181,  Lot  53, 
Borough  of  Brooklyn. 

APPEARANCES— 

For.  Applicant:  Leonard  F.  Rothkrug,  Joseph  M. 
Molinari  and  Robert  G.  Snyder. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  10 
A.  M.  for  inspection  and  decision ;  hearing  closed. 


440-65-BZ 

APPLICANT — Philip  P.  Agusta  for  Vodis  Realty  Corpo¬ 
ration,  owner. 

SUBJECT  Application  April  15,  1965 — decision  of  the 
Borough  Superintendent,  under  Sections  73-60  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district, 
in  an  existing  four-story  building,  the  erection  of  a  first 
noor  enlargement  to  the  retail  store  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio. 

EFFECTED — 97  Graham  Avenue,  west  side, 
50  feet  south  of  McKibbin  Street,  Block  3088,  Lot  17 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Phillip  P.  Augusta. 

For  Opposition:  None. 

A?n'IA0IJrSF  B0ARD— Laid  over  to  July  7,  1965,  at 
10  A.  M.  for  inspection  and  decision;  hearing  closed. 


464-65-BZ 

A?PLoI7SAAI?TTM?xfieId  Blaufeux  and  Heywood  Blaufeu: 
tor  874  Myrtle  Avenue  Corporation,  owner. 

SUBJECT— Application  April  21,  1965— decision  of  th, 
Borough  Superintendent,  under  Section  72-21  of  th, 
.  onm8  Resolution,  to  permit  in  an  R6  district,  the  changi 
in  occupancy  of  an  existing  one-story  building  previously 
granted  by  the  Board,  from  a  public  garage  to  a  super 
market  with  accessory  signs. 

PREMISES  AFFECTED— 631-637  Gates  Avenue,  nortl 
side,  20  feet  east  of  Throop  Avenue,  Block  1811,  Lot  72 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

For  Opposition :  M.  Moore. 

A  ATMNf  °F  B0A.RDr— Laid  over  to  July  7,  1965,  at  1( 
a.  m.  tor  inspection  and  decision  ;  hearing  closed. 


522-65-BZ 

APPLICANT — Larry 
Benzamin  Raah, 
rated,  lessee. 

SUBJECT— Application  May  7,  1965  —  decision 
Borough  Superintendent,  under  Section  72-21 


Meltzer  for  Louis  Mintz  and 
owner,  Herbie’s  Restaurant,  Incorpo- 


of 

of 


the 

the 


Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  one-story  enlargement  to  an  existing  restaurant. 
PREMISES  AFFECTED — 5321-5331  Flatlands  Avenue, 
1194-1204  East  54th  Street,  northwest  corner,  5313  Avenue 
J,  Block  7779,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  Dominic  J.  De  Blase,  Irene  Amster, 
Fannie  Spinner  and  Paula  Weiner. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  10 
A.  M.  for  inspection  and  decision;  hearing  closed. 


602-47-BZ — Vol.  Ill 


APPLICANT — Harry  G.  Savran  for  Atlantic  Warwick 
Corp.,  owner.  / 

SUBJECT— Application  reopened  March  9,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
December  16,  1964  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  change  in  occupancy  from  public  garage  to 
manufacturing. 

PREMISES  AFFECTED — 334-344  Cleveland  Street,  west 
side,  100  feet  north  of  Liberty  Avenue,  Block  3968,  Lot 
29,  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Harry  G.  Savran. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 


Aim  mauve 


- -  viiduuiiiii  roiey,  vice  L-hairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com- 

-  5 


missioner  Klein 
Negative :  _ 


- - 

THE  RESOLUTION— 

Whereas,  on  April  1,  1952,  this  application  (Vol.  Ill) 
was  granted  by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  and  the  term  of 
variance  extended  for  twelve  years  from  December  16  1952 
on  February  9,  1954;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap- 
plation  and  consideration  under  Section1  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
variance,  which  expired  on  December  16,  1964;  and 

Whereas,  this  application  was  reopened  on  March  9 
1965  and  set  for  hearing  on  April  6,  1965  at  10  AM* 
requiring  a  new  decision  of  the  Borough  Superintendent! 
photographs  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Apnl  6,  196a,  after  due  notice  by  publication  in  the 

ulletin;  laid  over  to  June  2,  1965;  hearing  closed,  then 
to  June  22,  1965  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
19471  reads^ry  1965’  aCtmg  °n  Alt  APPIic-  No.  3709/ 

‘1.  On  a  lot  formerly  in  a  residence  use  district  and  now 
located  partially  m  a  C8-2  and  partially  in  a  C2-3 
mapped  in  R5  district,  the  proposed  amendment  for 
extension  of  term  of  variance  previously  granted 
5J?-7rdD7°  Standards  and  Appeals  under  Cal. 

feS MU-U44)  referred  *°  aSlA-  £°r  appr0val 

2.  Installation  of  additional  solvent  storage  tanks  not 
m  accordance  with  previous  B.S.A.  approvals.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  amend  the  resolution  adopted  on  April  1,  1952  as 
amended  through  December  16,  1952  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of 
this  resolution,  to  permit  .  .  . ;  on  condition  that  there 
shall  be  no  installation  of  additional  solvent  storage 
tanks ;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects;,  and 
that  a  Certificate  of  Occupancy  shall  be  obtained.” 


1477-61-A — Vol.  II 

APPLICANT— Harry  G.  Savran  for  Ruth  Goldner,  owner; 

Warwick  Laboratories  Company,  Incorporated,  lessee. 
SUBJECT— Application  reopened  April  7,  1964  as  Volume 
II  _  Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Automatic  Sprinkler  System. 
PREMISES  AFFECTED— 334-342  Cleveland  Street,  west 
side,  100  feet  north  of  Liberty  Avenue  and  245-247  Ash¬ 
ford  Street,  Block  3968,  Lots  3  and  29,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  G.  Savran. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . . •• — - —  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  _ _ _ — - -•••  ^ 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  9,  1965  on  Order  No.  1030-5,  reads: 
“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  entire  building  complex,  having  at 
least  one  source  of  water  supply,  arranged  and 
equipped  as  per  Chapter  26-1336.0  Administrative 
Code.  Chapter  19.161.0a  Administrative  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  9,  1965  acting  on  Order  No.  1030-5 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  marked 
“Received  January  27,  1965”,  2  sheets;  on  further  condition 
that  an  automatic  fire  alarm  with  central  office  connection 
shall  be  installed  throughout  the  building;  that  portable 
chemical  fire  extinguishers  shall  be  installed  in  the  building 
to  the  satisfaction  of  the  Fire  Commissioner. 


220-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  reopened  May  25,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  12,  1965 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 204-208  West  147th  Street, 
south  side,  100  feet  west  of  7th  Avenue,  Block  2032,  Lots 
38,  39,  40,  41  and  42,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 


ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - — ■ — — - - — —  * 

Negative: - - - - -  ^ 

THE  RESOLUTION— 

Whereas,  on  July  12,  1960,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  July  12,  1965 ;  and 
Whereas,  this  application  was  reopened  on  May  25, 
1965  and  set  for  hearing  on  June  22,  1965  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1965,  acting  on  Alt.  Applic.  No.  666/1965, 
reads : 

“C-3  The  proposed  extension  of  the  term  of  variance 
granted  by  the  Board  under  Cal.  220-60-BZ  must 
be  referred  to  the  Board  as  per  Sect.  11-411  of 
the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  the  resolution  adopted  on  July  12,  1960 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


221-60-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  reopened  May  25,  1965  as  to  ex¬ 
tension  of  term  of  variance,  expires  July  12,  1965 — 
decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 214-216  Bennett  Avenue,  west 
side,  819  feet  north  of  West  187th  Street,  Block  2180, 
Lot  543,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  on  July  12,  1960,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-41:1  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance  .which  expired  on  July  12,  1965 ;  and 
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Whereas,  this  application  was  reopened  on  May  25,  1965 
and  set  for  hearing  on  June  22,  1965  at  10  A.M.,  requiring  a 
new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1965,  acting  on  Alt.  Applic.  No.  667/1965, 
reads : 

“C-3  The  proposed  extension  of  the  term  of  variance 
granted  by  the  Board  under  Cal.  221-60-BZ  must 
be  referred  to  the  Board  as  per  Sect.  11-411  of 
the  Zoning  Resplution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  12,  1960  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“Granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  . ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


728-62-BZ 

APPLICANT — Andrew  DiCamillo  for  Andrew  Torre- 
grossa  Realty  and  Holding  Corporation,  owner. 

SUBJECT — Application  reopened  May  25,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete  expired 
March  3,  1965 — decision  of  the  Borough  Superintendent 
previously  granted  on  condition,  under  Sections  72-21  and 
73-27  of  the  Zoning  Resolutoin,  permitting  in  a  Cl-2 
district,  the  erection  of  a  funeral  home  with  loading 
area  accessory  parking  in  the  open  area  and  the  use  of 
the  second  floor  as  an  apartment. 

PREMISES  AFFECTED — 6209-6223  11th  Avenue,  1101- 
1111  63rd  Street,  northeast  corner,  Block  5731,  Lot  2, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  _  1 

THE  RESOLUTION— 


Whereas,  on  December  18,  1962,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  March  3,  1964;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  March  3, 
1965 ;  and 

Whereas,  this  application  was  reopened  on  May  25,  1965 
and  set  for  .  hearing  on  June  22,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  and  two 
publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
Junt  22,  1965,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1965,  acting  on  N.B.  Applic.  1941/1956,  reads: 


“The  term  of  variance  granted  by  the  Board  of  Standards 
&  Appeals  under  Cal.  #728-62  BZ  has  expired.  Refer 
back  to  the  Board  of  Standards  &  Appeals  for  an 
extension  of  term  of  variance  and  time  to  complete 
construction  as  per  Section  11-411  of  the  Amended 
Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  18,  1962 
as  amended  through  March  3,  1964  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


APPLICANT — Max  Siegel  Associates  for  Arcade  Parking 
Terminal  Incorporated,  owner. 

SUBJECT — Application  December  30,  1964 — decision  of 
the  Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution  and  Section  666  (7)  of  N.Y.C.  Charter 
to  permit  in  a  C6-4  district,  the  enlargement  to  an  existing 
parking  lot  previously  granted  by  the  Board  by  the  in¬ 
stallation  of  .a  parking  appliance. 

PREMISES  AFFECTED — 1240-1254  Broadway,  43-49 
West  31st  Street,  42-52  West  32nd  Street,  entire  block, 
Block  833,  Lots  11,  15,  3.7,  67,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel,  Sam  Feinerman  and  Robert 
T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 


missiioner  Klein  _  5 

Negative _ _ _ 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  16,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  30,  1965  for  continued  hearing; 
then  to  April  13,  1965 ;  then  to  April  27,  965 ;  hearing  closed; 
then  to  May  4,  1965 ;  then  to  May  25,  1965 ;  then  to  June  8, 
1965  ;  then  to  June  22,  1965  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1964,  acting  an  Alt.  Applic.  1864/1964, 
reads : 

“3.  Proposed  garage  &  parking  lot  of  over  150  cars 
U.G.  8  is  not  permitted  as  per  S.  32-17  Z.R.  and  as 
per  Sec.  74-52.  The  case  is  referred  to  the  City 
Planning  Commission — also  see  Sec.  73-49  Z.R.  & 
73-67  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  11-412  of  the  Zoning  Resolution,  for 
a  term  of  ten  years,  to  permit  in  a  C6-4  district,  the  enlarge¬ 
ment  to  an  existing  parking  lot  previously  granted  by  the 
Board  by  the  installation  of  a  parking  appliance,  on  condition 


5-65-B  Z 
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that  the  work  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  December  30,  1964”,  4  sheets; 
that  all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with ;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


74-65-A 

APPLICANT— Burke  and  Groh  for  Arcade  Parking 
Terminal  Inc.,  owner. 

SUBJECT— Application  January  21,  1965— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  use  of 
unapproved  appliance,  material. 

PREMISES  AFFECTED— 1240-1254  Broadway,  43-49 
West  31st  Street,  42-52  West  32nd  Street,  entire  Block, 
Block  833,  Lots  11,  15,  17  and  67,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  T..  Groh,  Max  Siegel  and  Sam 

Feinerman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - 5 

Negative:  - ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1964  on  Alt.  Applic.  1864-64,  reads : 

“7.  If  this  is  considered  an  appliance  by  the  Borough 
Superintendent  an  approval  of  the  B.  of  S.  &  Appeals 
is  request  as  per  C26-191.0  A.C.” 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1965  on  Elev.  Applic.  98-65,  reads  : 

“Item  1 — Non-Compliance,  The  Parkmore  System  unit 
is  an  auxiliary  parking  device  which  we  feel 
should  not  be  compared  to  an  elevator  as  stated 
by  the  code  C26.844.  The  Unit  is  un-like  a 
standard  in-door  elevator  and  involves  a  totaly 
different  type  lifting  system. 

Item  5 — Non-Compl:ance — with  C26-1019.  Although  we 
do  comply  in  part  regarding  the  grooving  and 
means  of  anchorage. 

Compliance  with  C26-1088  regarding  the 
number  of  turns  required  1  minimum — 1%  turns 
exist. 

Item  6 — -Non-Compliance — with  C26-1087  requiring  a 
minimum  %"  Dia  Cable.  The  existing  cable  is 
%  dia  but  in  application  is  un-like  a  standard 
elevator  and  has  a  factor  of  safety  in  excess  of 
that  required  by  C26.1086. 

Item  9 — Non-Compliance — Due  to  the  distance  of  verti¬ 
cal  travel  13  feet  and  the  slow  speed  as  well 
as  physical  construction,  it  is  impractical  to 
install  a  car  safely.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1964,  acting  on  Alt.  Applic.  1864-64, 
Objection  No.  7,  and  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  June  3,  1965,  acting  on  Elevator  Applic. 
98-65,  Objection  Nos.  1,  5,  6  and  9,  be  and  they  hereby  are 


modified  and  that  the  appeal  be  and  it  hereby  is  granted  to 
approve,  for  a  term  of  ten  years,  the  use  of  the  parking 
appliance  as  shown  on  drawings  submitted  with  this  appli¬ 
cation  marked  “Received  May  20,  1965”,  6  sheets  “June  18, 
1965”,  one  sheet  and  “May  20,  1965”,  one  photograph  of 
rendering,  on  condition  that  chocks  shall  be  installed  at 
both  ends  of  the  carrying  frame  to  retain  the  car  in  place; 
and  that  the  structural  strength  of  the  appliance,  both  static 
and  in  -impact,  shall  be  approved  by  tire  Department  of 
Buildings. 


23-65-BZ 

APPLICANT— Reavis  &  McGrath  for  City- Wide  Knitwear 
Processing  Company,  Incorporated,  owner. 

SUBJECT— Application  November  30,  1964  —  decision  of 
the  Borough  Superintendent  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the  erection 
of  a  one  story  enlargement  to  a  factory  previously 
granted  by  the  Beard. 

PREMISES  AFFECTED— 87-10  Linden  Boulevard  (88-02 
displayed)  southwest  corner  88th  Street,  Block  11397, 
Lot  50,  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration:  Samuel  Bodian,  Park  Dept. 
ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  — - -  5 

Negative:  . . . . ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  18,  1965,  after  due  notice  by  publication  in  _  the 
Bulletin;  laid  over  to  June  8)  1965  for  continued  hearing; 
then  to  June  15,  1965;  then  to  June  22,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  5,  1964,  acting  on  Alt.  Applic.  2028/1964, 
reads : 

“1.  Proposed  Alteration  and  1  story  extensions  are 
contrary  to  B.S.  &  A.  BZ-1508-61  Bui  22,  Vol.  47. 
Applicant  is  referred  to  the  Board  for  their  deter¬ 
mination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions  ;  and 

Whereas,  the  Beard  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  11-412  of  the  Zoning  Resolution,  to 
permit  in  an  R-4  district,  the  erection  of  a  one-story  enlarge¬ 
ment  to  a  factory  previously  granted  by  the  Board,  on 
condition  that  the  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  February  15,  1965”, 
one  sheet;  “November  30,  1964”,  4  sheets  and  “June  17, 
1965”,  one  sheet  revised;  on  further  condition  that  the 
loading  platform  adjacent  to  Lot  48  shall  not  be  used  until 
the  owner  acquires  lot  48;  and  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


828 


MINUTES 


324-65-BZ 

APPLICANT— Larry  Meltzer  for  Louis,  Hornstein,  owner. 
SUBJECT— Application  March  19,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-71  of  the 
Zoning  Resolution  and  Section  666  (7)  of  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  erection  oi  a 
one  story  enlargement  to  an  existing  four  story  building 
occupied  as  factory,  office  and  storage  to  provide  for  off 
street  loading  and  unloading. 

PREMISES  AFFECTED— 95-107  Humboldt  Street,  127- 
139  Seigel  Street,  northwest  corner,  Block  3089,  Lots  21, 
23,  35,  Borough  of  Brookly.n 
APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  G.  Olvanitz. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative:  - - - - - 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  22,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  2,  1965,  acting  on  Alt.  Applic.  3036/1964, 
reads : 

“1.  Proposed  construction  of  a  one  story  extension  for 
off  street  loading,  accessory  to  an  existing  factory 
building,  with  the  entire  premises  located  within  an 
R6  District,  constitutes  an  enlargement  of  a  non- 
conforming  use  and  is  contrary  to  Section  22-00 
and  Section  52-41  of  the  Zoning  Resolution. 

2.  Proposed  construction  of  a  one  story  extension  for 
off  street  loading,  accessory  to  an  existing  _  factory 
building,  with  the  entire  premises  located  within  an 
R6  District,  constitutes  a  structural  alteration  to  a 
non-conforming  use  and  is  contrary  to  Section  52-22 
of  the  Zoning  Resolution. 

\  3.  In  an  R6  District  there  are  no  bulk  requirements 

for  a  non-conforming  use  and  must  be  referred  to 
the  Board  of  Standards  and  Appeals  for  con¬ 
sideration.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
permit  in  an  R-6  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  four-story  building  occupied 
as  factory,  office  and  storage  to  provide  for  off  street 
loading  and  unloading  on  condition  the  work  be  done  in 
accordance  with  drawings  filed  with  this  application  marked 
“Received  March  19,  1965”,  10  sheets,  except  that,  in  the 
unloading  space,  33  feet  from  the  building  line  is  to  be 
allowed  to  accommodate  a  truck  making  the  loading  plat¬ 
form  not  more  than  17  feet  deep;  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 


permit  to  be  obtained,  work  done,  and  a  Certificate  of 
Occupancy  obtained,  within  one  year  from  the  date  of  this 
Resolution. 


335-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Frances  Cis- 
kanik,  owner. 

SUBJECT — Application  March  22,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room  and  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED— 2235  Pearsall  Avenue,  south¬ 
west  corner  of  Astor  Avenue,  Block  4371,  Lot  25,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ __ _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  25,  1965,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  8,  1965;  hearing  closed;  then  to  June  22, 
1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  4,  1965,  acting  on  N.B.  Applic.  1/1965,  reads: 

“1.  Erection  of  residence  building  which  exceeds  the 
allowable  permitted  max.  F.A.R.,  min.  O.S.R.  and 
number  of  rooms  per  lot  area  is  contrary  to  Sec. 
23-142  and  23-222  of  Z.R. 

2.  Projection  of  a  residence  building,  located  in  a  R3-2 
district,  five  feet  into  a  required  ten  feet  front  yard 
and  without  the  minimum  required  side  yards  is 
contrary  to  Section.  23-45  and  23-462  of  Z.R. 

3.  Proposed  two  family  residence  building  on  zoning 
lot  less  than  40  feet  in  width  and  less  than  3800  sq. 
ft.  in  area  contrary  to  Section  23-32  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  to  permit  in  an  R3-2  district, 
the  erection  of  a  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  and  side  yards,  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  March  22,  1965”,  one  sheet  and.  “June  21,  1965”, 
5  sheets ;  that  all  other  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with ;  that  permit  shall  be  obtained, 
work  completed  and  a  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  resolution. 
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339-65-BZ 

APPLICANT— Corwin,  Atkin  and  Associates  for  Gladys 
Mickenberg,  owner. 

SUBJECT— Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R5  district,  the  erection  of 
a  two  story  one  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED— 1832  Bogart  Avenue,  east  side, 
325  feet  north  of  Morris  Park  Avenue,  Block  4125,  Lot 
51,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Victor  Block. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -  5 

Negative:  - - -  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  22,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1965,  acting  on  N.B.  Applic.  951/1964,  reads: 
“1.  Two  side  yards  with  5  ft.  min.  width  each  are 
required  for  one-family  detached  residence  as  per 
Sect.  23-48  of  Z.R.  and  therefore  proposed  residence 
is  contrary  to  Sect.  23-48  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-5  district,  the  erection  of  two-story,  one- 
family  dwelling  that  encroaches  on  the  required  side  yards 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received  March  23,  1965”,  1 
sheet,  and  “June  15,  1965,”  5  sheets,  revised;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with ;  and 
that  permit  be  obtained  work  done,  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
Resolution. 


350-65-BZ 

APPLICANT — John.  J.  Tricarico  for  Robert  P.  Marrone, 
d/b/  Glen  Terrace  Caterers,  owners. 

SUBJECT — Applicaton  March  19,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Cl-2  and  R3-2  District,  the 
enlargement  in  area  of  an  existing  catering  establishment 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 5305-5317  Avenue  N,  1564- 
1574  East  54th  Street,  northwest  corner,  1599  East  53rd 


Street,  Block  7878,  Lots  1,  3,  4,  7,  and  11,  Borough  of 

Brooklyn. 

APPEARANCES— 

For  Applicant:  David  Wolkovski. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - - -  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1965,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  11,  1965,  acting  on  Alt.  Applic.  2816/1963, 
reads : 

“1.  Proposed  use  of  premises  was  granted  under  B.S.A. 
Resolution  Cal.  #1439-61  BZ,  Alt.  2368/61.  There¬ 
fore  under  Sect.  11-411  of  the  Zoning  Resolution 
this  application  is  referred  back  to  the  B.S.A. 

2.  The  proposed  enlargement  of  an  existing  non- 
conforming  use  “Catering  Hall”  Use  Group  9,  in  a 
Cl-2  in  an  R3-2  District  is  contrary  to  Sect.  52-43 
of  the  Zoning  Resolution  and  B.S.A.  Cal.  #1439-61 
BZ  and  Cal.  #349-64  BZ^ 

3.  The  proposed  structural  alteration  to  a  non-conform¬ 
ing  use  is  contrary  to  Sect.  52-22  of  Zoning  Resolu¬ 
tion. 

4.  The  proposed  change  of  use  from  store  and  dwelling 
to  “Catering  Hall”  use  group  9  in  a  Cl-2  in  an 
R3-2  District  was  granted  by  the  B.S.A.  under  Cal. 
No.  349-64  BZ.  Refer  to  B.S.A. 

5.  The  proposed  enlargement  of  accessory  parking  to  a 
non-conforming  use  “Catering  Hall”  in  use  Group  9, 
was  granted  by  the  B.S.A.  under  Cal.  No.  349-64  BZ. 
Refer  back  to  B.S.A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under'  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district, 
the  enlargement  in  area  of  an  existing  catering  establishment 
previously  granted  by  the  Board  on  condition  the  work  be 
done  in  accordance  with  drawings  filed  with  this  application 
marked  “Received  March  19,  1965”,  9  sheets;  that  all 
other laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  be  obtained,  work  done,  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  Resolution. 


351-65-A 

APPLICANT — John  J.  Tricarico  for  Robert  P.  Marrone, 
d/b/  Glen  Terrace  Caterers,  owners. 

SUBJECT— Application  March  19,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re,  egress 
stairs  enclosed  and  stairs. 

PREMISES  AFFECTED  — 5305-5317  Avenue  N,  1564- 
1574  East  54th  Street  northwest  corner,  1599  East  53rd 
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Street,  Block  7878,  Lots  1,  3,  4,  7,  and  11,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  David  Wolkovski. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  - - -  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  11,  1965  on  Alt.  Applic.  2816-63,  reads: 

“1.  Provide  2  remote  means  of  egress  from  2nd  floor  to 
street  complying  with  Sect.  C26-272,  Sect.  26-273, 
and  Sect.  C26-292  of  Adm.  Code. 

a)  Stairs  to  be  enclosed  as  per  Sect.  6.4.I.8.I. 

b)  Stairs  to  continue  to  roof  as  per  Sect.  6.4.1.11.” 
and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  March  11,  1965  acting  on  Alt.  Applic. 
2816-63  Objection  No.  la  and  lb  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  all  of  the  requirements  in  the  Resolution 
adopted  this  day  under  Calendar  Number  350-65-BZ  shall 
be  complied  with. 


366-65-BZ 


APPLICANT— Charles  M.  Spindler  for  John  P.  Whalen 
owner. 


SUBJECT  'Application  March  29,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  District, 
on  a  plot  presently  occupied  for  the  sale  and  display  of 
used  cars,  the  erection  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 131-09  Hillside  Avenue,  851-29 
to  851-37  131st  Street,  northeast  corner,  Block  9252, 
Lot  -8,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  Anna  Enz. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _ _ _ _ _ _  __  5 

Negative:  _ _ _ „  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1965,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  June  22,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1965,  acting  on  N.B.  Applic.  484/1965, 
reads : 


1.  Construction  of  a  bldg,  to  be  used  for  an  automotive 
service  station  with  accessory  uses  on  a  piece  of 
property  currently  used  for  sale  &  display  of  used  cars  in  a 
C2-2  district  is  contrary  to  Section  32-00  of  the 
Zoning  Resolution.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

IFhereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  on  a 
plot  presently  occupied  for  the  sale  and  display  of  used  cars, 
the  erection  of  an  automotive  service  station  with  accessory 
uses  on  condition  the  work  be  done  in  accordance  with 
drawings  filed  with  this  application  marked  “Received 
March  29,  1965”,  4  sheets;  on  further  condition  that  a  brick 
wall  3  feet  high  with  a  2  feet  6  inches  high  iron  picket 
fence  on  top  of  it  be  constructed  along  the  north  lot  line 
from  the  accessory  building  to  131st  Street  and  south  along 
the  building  line  on  131st  Street  for  20  feet;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with; 
and  that  permit  be  obtained,  work  done,  and  a  Certificate  of 
Occupancy  obtained,  within  one  year  from  the  date  of  this 
Resolution. 


380-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti, 
for  The  Benider  Company,  owner ;  B.  Gertz,  Incorporated, 
agent. 

SUBJECT — Application  March  31,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permits  in  a  C4-2  District,  the  erection  of  a 
fourth  story  enlargement  to  an  existing  department  store 
that  encroaches  on  the  required  rear  yard  and  with  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED — 136-50  Roosevelt  Avenue, 

southside,  296.79  feet  east  of  Main  Street,  Block  5019, 
Lot  24.  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 

Negative:  . . . . .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  22,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1965,  acting  on  Alt.  Applic.  2130/1964, 
reads : 

“1.  Provide  a  20  ft.  rear  yard  at  the  4th  floor  level, 
adjoining  the  Long  Island  R.R.  per  Section  33-26 
of  the  Zoning  Resolution. 

2.  The  erection  of  a  4th  floor  enlargement  with  less 
than  the  reqd.  number  of  accessory  parking  spaces, 
is  contrary  to  Section  36-21  of  the  Zoning  Reso¬ 
lution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
Whereas,  the  Board  found  that  the  applicant  had  sub- 
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stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  dithculty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
permit  in  a  C4-2  district,  the  erection  of  a  fourth  story 
enlargement  to  an  existing  department  store  that  encroaches 
on  the  required  rear  yard  and  with  less  than  the  required 
accessory  parking  on  condition  the  building  conforms  to 
drawings  filed  with  this  application  marked  Received  Maich 
31,  1965”,  28  sheets ;  that  all  other  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with ;  and  that  permit  be 
obtained,  work  done,  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  Resolution. 


381-65-A 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
For  The  Benider  Company,  owner;  B.  Gertz,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  March  31,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-open  shaft, 
floor,  passageway. 

PREMISES  AFFECTED  — 136-50  Roosevelt  Avenue, 
south  side,  296.79  feet  east  of  Main  Street,  Block  5019, 
Lot  24,  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  IClein  -  4 

Negative :  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  12,  1965  on  Alt.  Applic.  2130-64,  reads : 

“3.  A  continuous  open  shaft  for  construction  of  escala¬ 
tor  to  the  proposed  4th  floor,  is  contrary  to  Section 
10.  5.1  of  the  Building  Code.  Original  approval  was 
granted  by  the  Board  of  S.  &  A.  under  Cal.  No. 
272-51 -A. 

4.  Proposed  4th  floor  addition  creates  an  additional 
non-compliance  with  Bd.  of  S.  &  A.  approval — 
272-51 -A,  which  is  contrary  to  Section  6. 1.2.4  of  the 
Building  Code,  with  reference  to  the  4th  floor  only 
(Stairs  Nos.  5  and  6  do  not  lead  directly  to  the 
street  per  C26-273.0). 

5.  Passageway  ‘B’  serving  stairs  Nos.  5  and  6  in  the 
cellar  does  not  comply  with  Section  C26-289.0  (P.b) 
as  to  the  minimum  reqd.  width  of  a  passageway  and 
C26-291  (P.A)  as  to  enclosure  of  the  passageway.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  March  12,  1965,  acting  on  Alt.  Applic. 
2130-64,  Objection  Nos.  3,  4  and  5  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  March  31,  1965”,  27  sheets ; 
that  all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


382-65-A 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  The  Benider  Company,  owner;  B.  Gertz,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  March  31,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extend  exist¬ 
ing  sprinkler  system — 4th  floor. 

PREMISES  AFFECTED— 136-50  Roosevelt  Avenue,  south 
side,  296.79  feet  east  of  Main  Street,  Block  5019,  Lot 
24,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD’— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . - - -  ^ 

Negative:  - -  ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1965  on  Misc.  Applic.  315-65,  reads: 

“1.  The  Proposal  to  extend  the  present  sprinkler  sys¬ 
tem,  granted  by  the  Board  of  Standards  and  Ap¬ 
peals  under  Cal.  No.  169-51 -A,  into  the  new  4th 
floor  addition  of  existing  Department  Store  must 
comply  with  Sect.  15.17.2  (b)  and  Sect.  15.35  of 
the  Bldg.  Code  and  is  referred  back  to  the  Board.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  March  12,  1965,  acting  on  Misc. 
Applic.  315-65,  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  March  31,  1965”,  3  sheets ;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


431-65-BZ 

APPLICANT— John  F.  Aiello  for  John  Olivari,  owner. 
SUBJECT— Application  April  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  District,  the  addition 
of  cabaret  use  in  conjunction  with  an  existing  eating  and 
drinking  establishment. 

PREMISES  AFFECTED — 3-5  Hamilton  Place,  east  side, 
27  feet  north  of  West  136th  Street,  Block  1988,  Lot  148, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  F.  Aiello  and  Joseph  Marini. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  - - -  5 

Negative:  - - -  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  June  22,  1965 ;  hearing  dosed ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
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dated  March  19,  1965,  acting  on  Alt.  Applic.  432/1965, 
reads : 

“2.  Proposed  use  of  eating  and  drinking  establishment 
U.G.  12  in  a  Cl-4  U.D.  is  not  permitted  as  per 
Sect.  32-21  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-4  district,  the  addition  of  cabaret  use  in 
conjunction  with  an  existing  eating  and  drinking  establish¬ 
ment  on  condition  the  building  conforms  to  drawings  filed 
with  this  application  marked  “Received  April  15,  1965’’,  6 
sheets ;  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with;  and  that  permit  be  obtained,  and 
a  Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


433-65-BZ 

APPLICANT — Lindenbaum  and  Young  for  Mayfair  Man¬ 
agement  Corporation  and  First  U  and  I.  Real  Estate 
Corporation,  owners. 

SUBJECT — Application  April  15,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  R8  and  RIO  Dis¬ 
trict,  the  addition  of  transient  parking  for  the  unused 
and  surplus  tenants  spaces  in  an  existing  multiple  dwell¬ 
ing  accessory  garage  for  a  temporary  term  of  twenty 
years. 

PREMISES  AFFECTED — -15  West  72nd  Street,  north 
side,  202  feet  2%  inches  from  Central  Park  West,  18 
West  73rd  Street,  Block  1125,  Lot  24,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Samuel  Lindenbaum  and  Arthur  Sweeny, 
III. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . .  5 

Negative:  _ _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  22,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  14,  1965,  acting  on  Alt.  Applic.  694/1965,  reads: 

“A-l  Proposed  transient  parking  in  an  accessory  garage 
in  the  cellar  and  sub-cellar  of  an  existing  Class  “A” 
Multiple  Dwelling  and  in  an  outdoor  accessory 
parking  area  is  contrary  to  Article  II  Chapter  5 
Section  25-412  of  the  Zoning  Resolution.  This  build¬ 
ing  is  located  in  a  R-8  and  R-10  district.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 


spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  60 
(3)  of  the  Multiple  Dwelling  Law,  to  permit  in  an  R-8 
and  R-10  districts,  the  addition  of  transient  parking  for 
the  unused  and  surplus  tenants’  spaces  in  an  existing  mul¬ 
tiple  dwelling  garage,  for  a  temporary  term  of  fifteen  years, 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  April  15, 
1965”,  one  sheet  and  “May  12,  1965”,  4  sheets;  that  the 
vehicles  parked  in  the  transient  parking  space  shall  be 
pleasure-type  cars  only,  and  shall  not  exceed  50  in  number 
in  addition  to  the  number  of  cars  parked  by  tenants  of  the 
building  and  cars  parked  on  a  monthly  basis;  that  the  ten¬ 
ants  of  this  apartment  house  may  recapture  any  of  the  space 
devoted  to  transient  parking  on  30  days’  notice  to  the  own¬ 
er  in  accordance  with  Section  60  (lb)  of  the  Multiple 
Dwelling  Law;  that  all  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with ;  and  that  an  amended  Certifi¬ 
cate  of  Occupancy  shall  be  obtained  for  the  garage  portion 
of  the  building  within  one  year  from  the  date  of  this  re¬ 
solution. 


434-65-A 

APPLICANT — Lindenbaum  and  Young  for  Mayfair,  Man¬ 
agement  Corporation  and  First  U.  and  I.  Real  Estate 
Corporation,  owners. 

SUBJECT — Application  April  15,  1965 — Filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED— 15  West  72nd  Street,  north 
side,  202  feet  2%  inches  from  Central  Park  West,  18 
West  73rd  Street,  Block  1125,  Lot  24,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Arthur 
Sweeney,  III. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  14th,  1965  on  Alt.  Applic.  694-65,  reads: 

“A-2  Daily  transient  parking  of  motor  vehicles  in  the  cel¬ 
lar  and  sub-cellar  garage  and  in  an  outdoor  acces¬ 
sory  parking  area  by  persons  other  than  the  occu¬ 
pants  of  the  Multiple  Dwelling  is  contrary  to  Sec¬ 
tion  60  sub.  1  par.  b  and  d  of  the  Multiple  Dwelling 
Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  14,  1965,  acting  on  Alt.  Applic.  694-65, 
Objection  No.  A-2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60,  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  of  the  requirements  in  the 
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v 


resolution  adopted  by  the  Board  this  day  under  Calendar 
Number  433-65-BZ  shall  be  complied  with. 


Adjourned  1:10  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  JUNE  22,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

785-63-A — Vol.  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Arthur  S.  Moses,  owner. 

SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II  subject  to  regular  procedure  —  Filed  pursuant. to 
Section  35,  Art.  3  of  the  General  City  Law  re-  brick 
retaining  wall  in  bed  of  mapped  street ;  previously  with¬ 
drawn. 

PREMISES  AFFECTED— 1811  Cortelyou  Road,  north¬ 
east  corner  of  East  18th  Street,  Block  5149,  Lot  36,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  withdrazm  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _  5 

Negative:  _ _ —  0 


498-64-A 


APPLICANT — Ervin  Palmer  for  Lenakan  Corporation, 
owner. 

SUBJECT— Application  May  1,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Iommissioner  re-  Ther¬ 
mostatic  alarm  and  sprinkler  systems. 

PREMISES  AFFECTED— 132-138  Fourth  Avenue,  76-78 
East  13th  Street,  southwest  corner,  Block  564,  Lot  45, 
Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Alfred  Cosme. 

ACTION  OF  BOARD — Appeal  withdrazm  at  the  request 
of  the  applicant. 

THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _  0 


700-64-A 

APPLICANT — Theodore  L.  Soontup  for  Samuel  L.  New¬ 
man,  owner. 

SUBJECT — Application  June  30,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 602-618  Driggs  Avenue,  south¬ 
west  corner,  of  North  Street,  Block  2344,  Lot  16,  Bor¬ 
ough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . 5 

Negative:  . .  ® 


634-60-BZ 

APPLICANT — Halpern  and  Hurley  for  Frances  P.  Head- 
ley,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  June  23,  1965 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  of  a  new  gasoline  service  station  with  non¬ 
automatic  auto  laundry,  minor  auto  repairs  with  hand 
tools  only,  auto  safety  inspection  station  and  parking  and 
storage  of  motor  vehicles  with  business  entrance  and 
show  windows  within  75  feet  of  the  residence  use  district. 
PREMISES  AFFECTED— 45  Elizabeth  Avenue,  south¬ 
west  corner  of  Richmond  Terrace,  Block  150,  Lots  9  and 
156  (9),  Stapleton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  James  Hurley. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley.,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - - -  5 

Negative:  — . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  17,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  June  23,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  17,  1961, 
as  amended  through  June  23,  1964,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  715/60) 


414-61-BZ 

APPLICANT — Arnold  A.  Arbeit  for  L.  Pitaro  and  J. 
Sucarella,  owners. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  June  30,  1965 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7a  and  7c  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  and  resi¬ 
dence  use  district,  the  modernization  of  an  existing  gaso¬ 
line  station,  lubritorium,  offices,  sales  of  auto  accessories, 
storage  room,  and  parking  of  more  than  five  cars  of  the 
pleasure  type  and  extending  the  uses  to  include  non-auto- 
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matic  car  washing,  minor  auto  repairs  with  hand  tools 
only  . and  ground  sign. 

PREMISES  AFFECTED— 758  East  233rd  Street,  south 
side,  523.29  feet  -east  of  White  Plains  Road,  Block  4846, 
Lots  1  and  70,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  A.  A.  Arbeit. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . .  5 

Negative:  _ _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1961,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  June  30,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  ppeals  does 
hereby  amend_  the  resolution  adopted  on  July  18,  1961,  as 
amended  through  June  30,  1964,  only  as  to  the  time  to  ob¬ 
tain  permits  'and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  446/61) 


384-62-BZ 

APPLICANT — Arthur  Levine  for  The  Jewish  Home  and 
Hospital  for  Aged,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  compete  which  expires  July  21,  1965 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  72-21,  73-61,  73-64 
and  73-65  of  the  Zoning  Resolution,  permitting  in  an  R7-2 
district,  the  modification  of  the  bulk  regulations  to  permit 
a  two  story  extension  to  an  existing  community  facility 
building  without  the  requred  setback  and  a  variance  to 
permit  the  rights  to  be  retained  in  the  approved  application 
filed  prior  to  December  15,  1961. 

PREMISES  AFFECTED— 120-140  West  106th  Street, 
south  side,  195  feet  east  of  Amsterdam  Avenue,  Block 
1860,  Lot  20  (formerly  Lots  20,  25,  55,  118  and  119), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extneded. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  . . . . . .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  3,  1962,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  July  21,  1964;  and 

.  Whereas,,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  amend  the  resolution  adopted  on  July  3,  1962,  as 
amended  through  July  21,  1964,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  1192/61) 


791-64-BZ 

APPLICANT — Ingram  S.  Carner  for  Emma  M.  Andrews, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sec¬ 
tions  11-412  and  72-21  of  the  Zoning  Resolution,  permitting 
in  use  from  automotive  service  station,  grease  pits  and 
used  car  sales  to  an  automotive  service  establishment  for 
sale  of  accessories  including  installation  in  a  proposed 
one  story  building. 

PREMISES  AFFECTED — 131-04  Merrick  Boulevard, 
southeast  corner  of  Farmers  Boulevard,  Block  12983,  Lot 
28,  Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Ingram  S.  Carner  and  Theodore  Abraham. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _ ’ _  3 

Negative  :  Vice  Chairman  Kleinert  and  Commissioner  Fox  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  17,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  17,  1964, 
by  adding  thereto : 

“that  the  building  may  be  redesigned  and  reduced  in 
area,  and  the  work  shall  be  done  in  accordance  with 
revised  drawings  of  proposed  conditions  filed  with  this 
application  marked  ‘Received  May  19,  1965’,  one  sheet 
and  ‘June  18,  1965’,  one  sheet,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Alt.  717/64) 


1752-61-BZ 

APPLICANT — Henry  Nordheim  for  Jack  DeLisi,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  February  4, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  21  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure  car 
type  only. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  July  20,  1965,  at  10  A.M.,  to  consider  exten¬ 
sion  of  time  to  obtain  permits  and  complete  the  work, 
which  had  expired  by  limitation,  requiring  a  new  decision 
of  the  Borough  Superntendent,  which  has  been  filed,  and 
two  publications  in  the  Bulletin  as  notice. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  -  n 

Negative:  - 


515-54-BZ 

APPLICANT — Larry  Meltzer  for  Nola  Realty  Corp., 
owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  will  expire  June  28, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7 h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district, 
the  parking  and  storage  of  motor  vehicles. 

PREFISES  AFFECTED — 798-812  Schenck  Avenue  west 
side,  185  feet  south  of  Linden  Boulevard,  Block  4354,  Lots 
16,  17  and  20,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Deltzer. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  July  20,  1965,  at  10  A.M.,  to  consider  exten¬ 
sion  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 

notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  ^ 

Negative:  . . - - - 


259-39-BZ 

APPLICANT — Meyer  Wilen  for  John  Crimarco,  Conrad 
Crimarco,  Joseph  Crimarco,  and  Edward  Crimarco,  own¬ 
ers. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  will  expire  July  2o, 
1955  —  decision  of  the  Borough  Superintendent;  previ- 
ously  granted  on  condition,  under  Section  21  of  the  ^on- 
ing  Resolution,  permitting  in  a  residence  use  dstrict,  the 
maintenance  of  a  garage  for  eight  motor  vehicles. 

PREMISES  AFFECTED — 57-18  to  57-24  Granger  Street, 
south  side,  131  feet  east  of  Martense  Avenue,  Block  1950, 
Lot  46,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Reff. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  July  20,  1965,  at  10  A.M.,  to  consider  exten¬ 
sion  of  the  term  of  variance,  requiring  a  new  decision  ot 
the  Borough  Superintendent  and  photographs,  which  have 
been  filed,  and  two  publications  in  the  Bulletin  as  notice. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 


Negative : 


_ 0 
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ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - ~ 


Negative : 


THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board 
under  Section  11-324  in  accordance  with  previous  decisions 
of  the  Courts;  and  . 

Whereas,  the  Board  found  that  the  applicant  satisfied 
the  reqiurements  of  Section  11-322  on  or  before  December 
15,  1963,  and  that  the  building  is  now  enclosed  and  as  nearly 
completed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324,  an  additional  ex¬ 
tension  of  time  to  complete  construction  to  December  15, 


Adjourned:  2:25  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  22,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 


480-63-A 

APPLICANT— Reavis  and  McGrath  for  Lenpark  Hold¬ 


ing  Corporation,  owner. 
SUBJECT — Application  June  7, 


1963  —  Appeal  from 


hall. 

PREMISES  AFFECTED — 7  St.  Nicholas  Avenue  west 
side  from  West  110th  Street,  to  West  111th  Street, 
101-113  West  110th  Street,  112  West  111th  Street,  Block 
1820,  Lot  30,  Borough  of  Manhattan. 

A  PPTT  A  T?  A’Mf'.RS — 


For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE-  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Becker  and  Commissioner  Klein  — — — 
Negative :  Commissioner  Fox  — — - * 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  23,  1963  on  Alt.  Applic.  38-62,  reads . 

“1.  Enclose  second  means  of  egress  from  the  garage 
cellar  directly  to  the  street  on  the  1st  floor  Section 
C26-2730  (Section  152-2-C15  B.C.) 

2.  Provide  a  public  hall  on  2nd  floor,  with  a  % 
F  P  S.C.  Doors  in  a  Fireproof  partition  as  per 
Section  26-290.0— Section  C26-662.0  —  also  Section 
355-1  of  the  B.C.  in  effect  10/6/15  requires  same. 


and  . 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  23,  1963,  acting  on  Alt.  Applic.  38-62,  Objections 
No.  1  and  2,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  the  building  con¬ 
forms  to  drawings  filed  with  this  application  marked  Re¬ 
ceived  February  18,  1965”,  4  sheets;  on  further  condition 
that  the  partition  between  the  office  and  the  garage  en¬ 
trance  on  St.  Nicholas  Avenue  be  glazed  with  wire  glass, 
and  that  the  doors  on  the  second  floor,  between  the  offices 
and  the  corridor  be  made  self-closing. 
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273-64-A 

APPLICANT — Reavis  and  McGrath  for  Prudential  Life 
Insurance  Company,  owner;  Bond  Stores  Jamaica,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  6,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
Sprinkler  system. 

PREMISES  AFFECTED— 163-34  to  163-40  Jamaica 

Avenue,  south  side,  234.53  feet  west  of  165th  Street, 
Block  10151,  Lot  16,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  7,  1963  and  February  3,  1964  on 
Order  No.  0113-4,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 

Chapt*  26-1336.0  Admin.  Code,  C19-161.0a  Admin. 
Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  7,  1963  and  February  3,  1964, 
acting  on  Order  No.  0113-4,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  April  9,  1965”, 
3  sheets ;  on  further  condition  that  a  non-automatic  sprinkler 
system  be  installed  in  the  cellar  and  that  an  automatic  fire 
alarm  system  with  central  office  connection  be  installed 
throughout  the  building. 


605-64-A 

APPLICANT — Vogel  &  Strunk  for  1317  Third  Avenue 
Corporation,  owner. 

SUBJECT — Application  June  4,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED — 1317  Third  Avenue,  east  side, 
83.5  feet  north  of  East  75th  Street,  Block  1430,  Lot  4, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Maxfield  F.  Vogel. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative: - _ - 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  27,  1963  and  May  13,  1964  on  Order 
No.  3237-3,  reads: 


“1.  Provide  an  approved  automatic  dry  sprinkler  sys¬ 
tem  throughout  the  entire  building  including  cellar. 
Chapt.  19-161. 0a  Adm.  Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load, 
open  wood  stairs  wood  partitions  and  wainscots,  and  lack 
of  ventilation  in  the  cellar. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  27,  1963  and  May  13,  1964,  acting  on  Order 
No.  3237-3,  Objection  No.  1,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


473-65-A 

APPLICANT — Hurley,  Kearney  and  Lane  for  Sisters  of 
St.  Joseph,  owners. 

SUBJECT — Application  April  26,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  use  of  2% 
story  building,  etc.,  enlargement  of  Class  IV  bldg.,  egress, 
headroom  at  cellar  stairs,  windows  at  cellar  stairs,  etc. 
PREMISES  AFFECTED— 2205  Avenue  R,  north  side, 
147  feet  1  inch  west  of  East  23rd  Street,  Block  6805, 
Lot  45,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Murphy,  George  E.  McCarthy 
and  Karl  E.  Blomberg. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1965  on  Alt.  Applic.  109-65,  reads: 

“1.  Proposed  use  of  a  2  story,  cl.  IV  bldg,  cellar  — 
ordinary ;  1st  fl. — 2  classrooms  &  coatroom ;  2nd  ffi — 
nuns’  sleeping  quarters,  is  contrary  to  Section  4.2.1. 

2.  Proposed  enlargement  to  a  class  IV  building  which 
is  not  permitted  for  classrooms  ...  is  contrary  to 
Sect.  4.2.1. 

3.  Proposed  means  of  egress  from  2nd  fl.  shall  lead 
directly  to  street  with  1  hour  stair  enclosure  at  1st 
fl.  and  no  openings  to  1st  fl.  occupancy  as  per  Sect. 
6.I.2.2.5. 

4.  Provide  2  means  of  egress  from  cellar  Sect.  6.1. 2.2.3. 

5.  Headroom  at  cellar  stair  deficient — Sect.  6.1.4. 

6.  At  cellar  stair,  risers  provided  are  excessive  in 
height  and  product  of  treads  and  risers  is  deficient 
Sect.  6.4. 1.4.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  April  20,  1965,  acting  on  Alt.  Applic. 
109-65,  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  April  26,  1965”,  5  sheets ;  on 
further  condition  that  classroom  occupancy  be  limited  to 
the  first  floor. 


837 


MINUTES 


474-65-A 


APPLICANT — Hurley,  Kearney  and  Lane  for  Sisters  of 
St.  Joseph,  owners. 

SUBJECT— Application  April  26,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  use  of  ZV2 
story  building,  etc.,  enlargement  of  Class  IV  bldg.,  egiess, 
headroom  at  cellar  stairs,  windows  at  cellar  stairs,  risers 
prov  and  excessive  in  hgt  and  products  of  treads  and 


risers  deficient,  etc. 

PREMISES  AFFECTED— 2209  Avenue  R,  north  side, 
108  feet  8  inches  west  of  East  23rd  Street,  Block  6805, 


Lot  45,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  John  E.  Murphy,  George  E.  McCarthy 
and  Karl  E.  Blomberg. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  - - — - -  ^ 

Negative:  - -  ' 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1965  on  Alt.  Applic.  110-65,  reads . 

“1.  Proposed  use  of  a  21/*  sty.  cl.  IV  building:  cellar- 
ordinary;  1st  fl. — 2  classrooms  &  coat  room;  2nd 
fl. — nuns  sleeping  quarters;  attic — storage;  is  con¬ 
trary  to  Sect.  4.2.1. 

2.  Proposed  enlargement  to  a  class  IV  building  which 
is  not  permitted  for  classrooms — is  contrary  to 
Sect.  4.2.1. 

3.  Proposed  means  of  egress  from  upper  floors  shall 
lead  directly  to  street  with  1  hour  stair  enclosure 
at  1st  fl.  and  no  openings  to  1st  fl.  occupancy  as 
per  Sect.  6.I.2.2.5. 

4.  Provide  2  means  of  egress  from  cellar,  Sect.  6.1. 2.2.3. 

5.  Headroom  at  cellar  stair  deficient,  Sect.  6.1.4. 

6.  Proposed  windows  at  cellar  stair  contrary  to  Sect. 
6.4. 1.4. 

7.  At  cellar  stair,  risers  provided  are  excessive  in 
height  and  product  of  treads  and  risers  are  defi¬ 
cient,  Sect.  6.4.I.4.” 


and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  April  20,  1965,  acting  on  Alt.  Applic. 
110-65,  Objection  No.  1,  2,  3,  4,  5,  6  and  7,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
application  marked  “Received  April  26,  1965  ,  5  sheets , 
ofi  further  condition  that  classroom  occupancy  be  limited 
to  the  first  floor. 


479-65-A 

APPLICANT— Charles  M.  Spindler  for  Edward  DiBene- 
detto,  owner. 

SUBJECT— Application  April  28,  1965— Filed  pursuant  to 
Section  35  Art  2  of  the  General  City  Law  re-  portion  of 
structure  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 203-01  Northern  Boulevard, 
northeast  corner  of  203rd  Street,  Block  6267,  Lot  19, 
Bayside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman.  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  .  4 

Negative:  . . - . . .  ® 

Not  Voting:  Commissioner  Fox  — - -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1965  on  Alt.  Applic.  274-65,  reads : 

“1.  The  proposed  erection  of  a  portion  of  the  structure 
extending  into  the  bed  of  a  mapped  street  is  con¬ 
trary  to  Art.  II — Sec.  35  of  the  Gen.  City  Law.” 

and 

Whereas,  the  appeal  has  been  considered  and  discussed 
by  the  Board. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  28,  1965,  acting  on  Alt.  Applic.  274-65, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  35  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall,  conform  to  drawings 
filed  with  this  appeal  marked  “Received  April  28,  1965”,  3 
sheets;  and  that  all  other  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with. 


499-65-A 

APPLICANT— Morris  Kweller  for  Kirmac  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  4,  1965— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  3  con¬ 
struction,  re-  public  and  religious  use  and  review  of  a 
decision  of  the  Borough  Superintendent,  re-  zoning  mat¬ 
ter. 

PREMISES  AFFECTED— 2032  Coney  Island  Avenue  and 
941-955  Kings  Highway,  northeast  corner,  Block  6666, 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . . . . - . •. — ~ —  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

F  ox  . - . . - . - - -  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  Alt.  Applic.  274-65,  reads: 

“1.  The  operation  of  bingo  is  a  permitted  accessory  use 
to  primary  public  uses  such  as  religious  uses  and 
other  similar  uses.  Such  public  uses  may  be  located 
only  in  structures  which  meet  the  requirements  of 
a  public  building.  The  proposed  public  occupancy,  in 
a  Commercial  building  of  Class  3  construction  which 
exceeds  the  permitted  area  for  a  public  use  is  con¬ 
trary  to  C26-254.0  of  the  Administrative  Code. 

2.  The  operation  of  bingo  is  not  a  listed  use  under 
Appendix  A  of  the  Zoning  Resolution,  is  not  listed 
in  any  of  the  Use  Groups  one  (1)  through  eighteen 
(18)  and  is  not  listed  as  an  Accessory  use.  In  the 
absence  of  such  listing  the  use  of  bingo  must  be 
considered  a  prohibited  use  in  all  Use  Districts.  The 
operation  of  bingo  by  a  commercial  lessor  in  a  C4-2 
district  is  considered  contrary  to  Article  II  Ch  2- 
Sec.  32-00  of  the  Zoning  Resolution.” 
and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  4,  1965,  acting  on  Alt.  Applic. 
274-65,  Objection  Nos.  1  and  2  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  May  11,  1965”,  3  sheets,  and  “May 
25,  1965”,  3  sheets;  on  further  condition  that  a  wet  auto¬ 
matic  sprinkler  system  be  installed  throughout  the  cellar 
and  throughout  the  second  floor. 


847-64-A 

APPLICANT — Sidney  Wolen  for  Municipal  Hall,  Inc. 
owner;  Blazes  Restaurant,  Inc.  d/b/a  Spa  Bowl,  lessee. 

SUBJECT — Application  filed  August  11,  1964 — Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2032  Coney  Island  Avenue, 
941-955  Kings  Highway,  northwest  corner,  Block  6666, 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox _ 1 


612-63-A 

APPLICANT — Reavis  and  McGrath  for  Phyllis  Realty 
Corporation,  owner;  Waldbaum’s  57,  Incorporated,  lessee. 
SUBJECT — Application  August  1,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 35-09  Francis  Lewis  Boule¬ 
vard,  east  side,  from  35th  Avenue  to  36th  Avenue,  Block 
6142,  Lot  50,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  2  P.M. 
at  request  of  applicant. 


171-64-A 

APPLICANT — 124  Jane  Street  Storage  and  Warehouse 
Corporation,  lessee  for  Alma  H.  Milham,  owner. 
SUBJECT — Application  February  4,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 124  Jane  Street,  south  side, 
175  feet  west  of  West  Street,  Block  641,  Lots  10  and  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  for  hearing;  at  request  of  applicant. 


551-64-A 

APPLICANT — Donald  J.  Steingisser  for  Copp  Stratton 
Company,  owner ;  Craftsman  Framework,  lessee. 
SUBJECT — Application  May  22,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 40-60  Lawrence  Street,  north¬ 
west  corner  of  4lst  Avenue,  Block  5060,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Donald  J.  Steingisser  and  Dave  Stein¬ 
gisser. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision ;  hearing  closed. 


577-64-A 

APPLICANT — Solomon  Friedlander,  d/b/a  Lisker  Realty 
Co. ;  E.  J.  H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT — Application  May  27,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re-  re¬ 
move  all  combustible  decorations  on  walls  and  ceilings 
etc.  and  sprinkler  system. 

PREMISES  AFFECTED— 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  June  29,  1965,  at  2 
P.M.  for  hearing;  applicant  to  be  notified  to  be  present. 


975-63-A 

APPLICANT— Alfred  Rader  for  275  Water  Street  Cor¬ 
poration,  owner ;  Empire  Office  Equipment,  Incorpor¬ 
ated,  lessee. 

SUBJECT — Application  November  26,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 275  Water  Street,  east  side, 
52  feet  6  inches  south  of  Dover  Street,  Block  107,  Lot 
49,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Hannes  and  Alfred  Radar. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


644-64-A 

APPLICANT — Lama,  Proskauer  &  Prober  for  Sali  Billet, 
owner. 

SUBJECT — Application  June  15,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED' — 96  Greene  Street,  east  side,  150 
feet  north  of  Spring  Street,  Block  499,  Lot  3,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision  ;hearing  closed. 
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655-64-A 

APPLICANT— Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 
SUBJECT— Application  June  19,  1964— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 44-08  to  44-14  Kissena  Boule¬ 
vard,  northwest  corner  of  Elder  Avenue,  Block  5137,  Lot 
110,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  at  request  of  applicant. 


656-64-A 

APPLICANT— Reavis  &  McGrath  for  Newport  Associates, 
Inc.,  owners ;  Waldbaum  Forty,  Inc.,  lessee. 
SUBJECT— Application  June  19,  1964;— Appeal  from.  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 4120  18th  Avenue,  north  side, 
29  feet  east  of  East  3rd  Street,  Block  5410,  Lots  1  and 
47,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 

P.M.  at  request  of  applicant. 


673-64-A 

APPLICANT — Crinnion  &  Crinnion  for  Thomas  B.  Daly, 
Jr.,  owner. 

SUBJECT — Application  June  23,  1964 — Appeal  from.  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  alteration  of 
existing  frame  building  within  fire  limits. 

PREMISES  AFFECTED— 1920  Yates  Avenue,  east  side, 
150  feet  north  of  Rhinelander  Avenue,  Block  4275,  Lot 
51,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


676-64-A 

APPLICANT — A.  L.  Seiden  for  Farowitz  Realties  Inc., 
owner. 

SUBJECT — Application  June  24,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED— 1571/2-159  Bowery,  east  side,  57 
feet  north  of  Broome  Street,  Block  424,  Lots  4  and  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


724-64-A 

APPLICANT — Michael  D.  Schwartz  for  Rose  Grabino 


%  Isidor  Weinstein,  owner;  Einhorn’s  Incorporated, 
lessee. 

SUBJECT— Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1533-1541  Broadway,  northeast 
corner  of  Hancock  Street,  Block  3394,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Michael  Wolfe. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  June  29,  1965,  at  2 
P.M.  at  request  of  applicant. 


759-64-A 

APPLICANT — Diran  Karibian  for  Diran  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  July  14,  1964— Appeal  from.  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 21-25  Bleecker  Street,  north 
side,  250.2  feet  west  of  Bowery,  Block  529,  Lot  52,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Diran  Karibian. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


416-65-A 

APPLICANT — Fred  L.  Liebmann  for  Finch  College,  own¬ 
er. 

SUBJECT — Application  April  9,  1965— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  height,  live  load, 
stairs. 

PREMISES  AFFECTED— 62-64  East  78th  Street,  south 
side,  117  feet  west  of  Park  Avenue,  Block  1392,  Lot  141 
and  42,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy  and  L.  Borsack. 
ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


432-65-A 

APPLICANT — -Harry  A.  Yarish  for  226  Fifth  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  April  15,  1965 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  3  Build¬ 
ing,  change  in  use,  to  commercial. 

PREMISES  AFFECTED — 226  Fifth  Avenue,  west  side, 
62  feet  4  inches  south  of  West  27th  Street,  Block  820, 
Lot  40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


537-65-A 

APPLICANT — Saltzman,  Gleckman  Associates  for  Abe 
Maibach,  owner;  National  Council  of  Young  Israel, 
lessee. 

SUBJECT— Application  May  11,  1965 — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  zoning  matter. 
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PREMISES  AFFECTED— 35-45  Paerdegat  9  Street,  1240- 
1256  East  80th  Street,  northwest  comer,  Block  8058,  Lots 
35,  38  and  40,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Elliot  Saltzman. 

ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


538-65-A 

APPLICANT — Saltzman,  Gleckman  Associates  for  Abe 
Maibach,  owner;  National  Council  of  Young  Israel, 
lessee. 


SUBJECT — Application  May  11,  1965 — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED— 36-46  Paerdegat  8th  Street, 
1232-1236  East  80th  Street,  southwest  corner,  Block  8058, 
Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliott  Saltzman. 

ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


Adjourned  3:35  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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COURT  DECISION. 

Matter  of  Pentangelo  vs.  Foley: — This  is  an  article  78  proceed¬ 
ing,  seeking  a  review  of  the  Board’s  denial  on  July  7,  1964  of  an 
appeal  from  a  decision  of  the  Borough  Superintendent  refusing 
the  revocation  of  Permit  No.  5367  and  approved  N.B.  Application* 
3066-61  and  7563-61,  items  Nos.  1,  2,  3  and  4 ;  Calendar  Number 
853-63-A ;  Premises  145-45  to  145-75  226th  Street,  southeast  comer 
of  145th  Hoad,  Block  13474,  Lot  12,  Springfield  Gardens,  Borough 
of  Queens. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Bosch  ren¬ 
dered  the  following  decision  : 

"...  that  the  determination  of  the  board  of  standards  and 
appeals  was  neither  arbitrary,  capricious  nor  without  a  reason¬ 
able  basis  in  law  or  fact  and  is  accordingly,  affirmed. 

The  petition  is  dismissed  and  the  motions  of  respondents  and 
intervenor-respondent  are  granted. 

Submit  judgment.” 

(N.  Y.  Law  Journal,  June  11,  1965,  page  18). 


Office— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 
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New  Cases  Filed  up  to  June  29,  1965 

Cal.  No.  Dept.  Premises  Affected 

726-65-SA — Terry  Industries,  a  Devision  of  Textron 
Canada,  Limited  Terry  Model  H-320  &  H-200,  Oil  Fired 
Salamander,  Manufactured  by  Terry  Industries,  a  Divi¬ 
sion  of  Textron  Canada,  Limited,  Appliance. 


727-65-SA — Vendbar  Industries  Limited,  Milkshake 
Vending  Machine,  Automatic  Vending  of  Milkshakes, 
Manufactured  by  Vendbar  Industries,  Limited,  Ap¬ 
pliance. 


728-65-A — B.M. — 11  East  84th  Street,  north  side,  225 
feet  east  of  Fifth  Avenue,  Block  1496,  Lot  10,  Borough 
of  Manhattan,  Alt.  No.  709-65  re  Office  use  in  R-8  zone, 
Class  111  Building,  Stair  enclosure,  etc.  Sections  32-15, 
Zoning  Resolution,  C26-254.0  Administrative  Code,  etc. 


729-65-A — F.D. — 69-91  Clinton  Avenue  and  226-246  Park 
Avenue,  southeast  corner,  Block  1888,  Lot  34,  Borough 
of  Brooklyn,  F.D.  Order  1851-5  re  Sprinkler  System. 


730-65-SA — Ray  Burner  Sales  Division  of  Way-Wolff 
Associates  Incorporated,  Ray  Low  Pressure  Air  Atom¬ 
izing  Burner  Units,  Burner  Unit  for  Heating  Purposes, 
Oil  Fired,  Manufactured  by  Ray  Burner  Sales  Division 
of  Way-Wolff  Associates  Inc.,  Appliance. 


731-65-SA — The  Reeve  Electrical  Company,  Incorpor¬ 
ated,  12  to  220V  AC  60  Cycles,  For  Fire  And  Sprinkler 
Alarm  use,  manufactured  by  The  Reeve  Electrical  Com¬ 
pany,  Appliance. 


732-65-SM — National  Wood  Products  Company,  Fire- 
tard,  Doors  in  subdividing  partitions  in  Class  I  building, 
manufactured  by  National  Wood  Products  Company, 
Material. 


733-65-SA — Consolidated  Water  Conditioning  Corpora¬ 
tion,  Tank  Feeder,  Device  to  add  chemicals  to  domestic 
water  supply  at  a  controlled  rate,  manufactured  by  Con¬ 
solidated  Water  Conditioning  Corporation,  Appliance. 


734-65-A — B.Q. — 58-05  to  58-11  58th  Road,  northeast 
corner  of  57th  Street,  and  58th  Avenue,  Block  2677,  Lot 
15,  Maspeth,  Borough  of  Queens,  Alt.  No.  248-65,  re 
Frame  structure  to  be  used  as  a  factory,  Section  4.1.3.5a 
Administrative  Code. 


735-65-A — B.M. — 18  East  54th  Street,  south  side,  152.2 
feet  west  of  Madison  Avenue,  Block  1289,  Lot  61,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1061-65  re  Class  III  Bldg. 
Section  C26-255.0  Administrative  Building  Code. 


736-65-A — B.R. — 171  Coverly  Avenue,  north  side,  746.29 
feet  east  of  Ocean  Terrace,  Block  838,  Lot  223,  Dongan 
Hills,  Borough  of  Richmond,  N.B.  985-63,  re  building 
not  facing  legal  street,  Section  36,  General  City  Law. 


737-65-BZ — B.M. — 1660-1680  Second  Avenue,  east  side, 
from  East  86th  Street  to  East  87th  Street,  301-329  East 
86th  Street  and  300-334  East  87th  Street,  Block  1549, 
Lot  1,  Borough  of  Manhattan,  Alt.  No.  1068-65  re  Class 
A  stores,  Doctors  office  and  accessory  garage,  Sections 
25-412,  36-461  Zoning  Resolution. 


738-65-A— B.M.— 1660-1680  Second  Avenue,  east  side, 
from  East  86th  Street  to  East  87th  Street,  301-329  East 
86th  Street  and  300-334  East  87th  Street,  Block  1549, 
Lot  1,  Borough  of  Manhattan,  Alt.  No.  1068-65  re  Mul¬ 
tiple  Dwelling  Law,  Section  60. 


739-65-A — F.D. — 386-400  Third  Avenue,  west  side,  100 
feet  north  of  Sixth  Street,  181-193  Sixth  Street,  Block 
979,  Lot  5,  Borough  of  Brooklyn,  F.D.  Order  6493-4 
re  Paint  Spraying. 


740-65-SM — National  Gypsum  Company,  Gold  Bond 
Super  X  Fire-Shield  Gypsum  Wallboard,  Non-com¬ 
bustible  panels  for  ceiling  fire-proofing  of  floor  and  ceil¬ 
ings,  manufactured  by  National  Gypsum  Company,  Ma¬ 
terial. 


741-65-A — B.M. — 100-106  Avenue  of  the  Americas,  and 
17-39  Watts  Street,  south  east  corner  and  27-39  Thomp¬ 
son  Street,  Block  476,  Lots  7,  9,  10,  32, ,  37  and  40,  Bor¬ 
ough  of  Manhattan,  B.N.  1641-63  re  Fire  Tower  Walls, 
C26-294.0  Administrative  Code. 


742-65-A— B.M.— 2279-2281  Third  Avenue  and  200-202 
East  124th  Street,  south  east  corner,  Block  1788,  Lot  47, 
Borough  of  Manhattan,  Miscellaneous  Sprinkler  .No. 
1778-64  re  gravity  roof  tank  for  standpipe  and  Sprink¬ 
ler  system. 


743-65-A — B.B. — 2645  East  28th  Street,  east  side,  360 
feet  north  of  Voorhies  Avenue,  Block  7473,  Lot  62,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  2249-63  re  Review  of  De¬ 
cision  of  Borough  Superintendent  Sections  23-45  and  23- 
44,  Zoning  Resolution. 


Restored  to  "Docket 

759-30-BZ — Vol.  IV — B.B. — 1507-1515  Myrtle  Avenue 
and  278-290  Irving  Avenue,  northwest  corner,  Block 
3318,  Lot  1,  Borough  of  Brooklyn,  N.B.  3221-59,  re¬ 
opened  for  consideration  as  to  extension  of  time,  re¬ 
gasoline  service  station,  lubritorium,  non-automatic  car 
wash,  minor  repairs  with  hand  tools  only,  auto  safety 
inspection  station,  ground  sign,  parking  and  storage  of 
motor  vehicles,  business  use  district. 


750-59-BZ — B.Bx. — 858^864  East  167th  Street  and  1083- 
1087  Hall  Place,  southwest  corner,  Block  2691,  Lot  86, 
Borough  of  The  Bronx,  reopened  for  consideration  as 
to  extension  of  time,  re-  gasoline  service  station,  lubri¬ 
torium,  minor  auto  repairs,  car  washing,  storage  room, 
office,  sales,  ground  signs  and  parking  and  storage  of 
motor  vehicles,  business  use  district. 


1184-64-BZ — B.Bx. — 1677  Bruckner  Boulevard,  northwest 
corner  of  Fteley  Avenue,  Block  3721,  Lots  1  and  13, 
Borough  of  The  Bronx,  Alt.  549-64,  re  accessory  parking 
for  patrons  and  employees  of  existing  restaurant,  R-5 
district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 
Cutting  . . .  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of.  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . .  Mar  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  .  Dec.  28,  1943 — Vol.  28,  No.  52A 
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Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 
Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937 — Voi.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . .  December  16,  1964 
Dry  Cleaning  Establishments  Rules 
Covering  .  December  16,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  .  July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952 — Vol.  77,  No.  11A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964 — Vol.  49,  No.  53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Feb.  4,  1966 — Vol.  60,  No.  6 

Hatchways  Protection  .  June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 
Supply)  . . . .  Mar.  20,  1960 

Procedure,  Rules  of  . Jan.  14,  1965 — Vol.  60,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  ...  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  Q. — Department  of  Buildings;  B.B. — Depart 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department 


JULY  13,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  13,  1965,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

1257-64-BZ 

APPLICANT — Arnold  W.  Lederer  and  Cecil  Wolk  for 
John  Adam  Apartments,  owner. 

SUBJECT — Application  December  10,  1964  —  decision 
of  the  Borough  Superintendent,  under  Section  60  (3) 
of  the  Multiple  Dwelling  Law  to  permit  in  a  Cl-7, 
C6-2  and  R6  district  the  use  of  the  unused  and  surplus 
tenants  spaces  in  an  existing  multiple  dwelling  acces¬ 
sory  garage  for  transient  parking  for  a  term  of  fifteen 
years. 

PREMISES  AFFECTED— 487-503  Avenue  of  the 
Americas,  101-115  West  12th  Street,  northwest  corner, 
100-102  West  13th  Street,  Block  608,  Lot  39,  Borough 
of  Manhattan. 


489-65-BZ 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT — Application  April  30,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C4-2  district,  at  an  exist¬ 
ing  shopping  center,  the  use  of  business  signs  that 
exceeds  the  permitted  surface  area  and  height  above 
curb  level. 

PREMISES  AFFECTED— 165-50  to  165-70  Baisley 
Boulevard,  southeast  corner  of  New  York  Boulevard, 
Block  12495,  Lot  2,  Jamaica,  Borough  of  Queens. 


490-65-A 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Villege, 
Incorporated,  owner. 

SUBJECT — Application  April  30,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  height. 
PREMISES  AFFECTED— 165-50  to  165-70  Baisley 
Boulevard,  southeast  corner,  of  New  York  Boulevard, 
Block  12495,  Lot  2,  Jamaica,  Borough  of  Queens. 


497-65-BZ 

APPLICANT — Max  Siegel  Associates  for  57th  Street 
Hotel  Corporation,  owner;  Motor  Hotel  Garage,  In¬ 
corporated,  Garage  lessee. 

SUBJECT — Application  April  26,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  a  R8  dis¬ 
trict, .  in  an  existing  multiple  dwelling  of  transient 
parking  for  the  unused  and  surplus  tenants  spaces  in 
the  required  accessory  garage  for  a  term  of  fifteen 
years. 

PREMISES  AFFECTED— 426-440  West  57th  Street, 
south  side,  300  feet  east  of  10th  Avenue,  423-437  West 
56th  Street,  Block  1066,  Lot  12,  Borough  of  Manhat¬ 
tan. 


498-65-A 

APPLICANT — Max  Siegel  Associates  for  57th  Street 
Hotel  Corporation,  owner;  Motor  Hotel  Garage,  In¬ 
corporated,  Garage  lessee. 

SUBJECT — Application  April  26,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
transient  parking. 

PREMISES  AFFECTED— 426-440  West  57th  Street, 
south  side,  300  feet  east  of  10th  Avenue,  423-437  West 
56th  Street,  Block  1066,  Lot  12,  Borough  of  Manhat¬ 
tan. 


1258-64-A 

APPLICANT — Arnold  W.  Lederer  and  Cecil  Wolk  for 
John  Adam  Apartments,  owner. 

SUBJECT — Application  December  10,  1964  —  Filed 
pursuant,  to  Section  60  of  the  Multiple  Dwelling  Law 
re-  transient  parking. 

PREMISES  AFFECTED — 487-503  Avenue  of  the 
Americas,  101-115  West  12th  Street,  northwest  cor¬ 
ner,  100-102  West  13th  Street,  Block  608,  Lot  39, 
Borough  of  Manhattan. 


517-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Kelrein  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  in  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erec¬ 
tion  of  a  one  story  structure  over  an  existing  outdoor 
ice  skating  rink  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 5740  Broadway,  southeast 
corner  of  West  236th  Street,  Block  3269,  Lots  23,  26 
and  35,  Borough  of  The  Bronx. 
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518-65-A 

APPLICANT— Herbst  and  Rusciano  for  Kelrein  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  7,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class 
6  structure,  area,  enclosed,  materials  for  construction 
— approved. 

PREMISES  AFFECTED— 5740  Broadway,  southeast 
corner  of  West  236th  Street,  Block  3269,  Lots  23,  26 
and  35,  Borough  of  The  Bronx. 


539-65-BZ 

APPLICANT — Paul  F.  Pellicoro  for  Lowell  Harwood, 
owner;  Diriro,  Inc.,  lessee. 

SUBJECT— Application  May  11,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  (7)  of  the 
New  York  City  Charter,  to  permit  in  a  C2-1  and 
R8  district,  the  erection  of  a  seventeen  story  enlarge¬ 
ment  to  an  existing  seventeen  story  office  and  show¬ 
room  building  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  rear  yard  with  a 
public  garage. 

PREMISES  AFFECTED— 971-979  Third  Avenue, 
northeast  corner  of  58th  Street,  206-216  East  59th 
Street,  Block  1332,  Lots  1,  3,  4,  5,  7,  8,  9,  40,  41,  42, 
43  and  45,  Borough  of  Manhattan. 


569-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Elizabeth 
Laboyteaux  Durand  and  Mary  Laboyteaux  Purdy, 
owners;  Gray-Long-Kammler,  Incorporated,  lessee. 

SUBJECT— Application  May  20,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R8  district,  the  change 
in  occupancy  of  an  existing  three  story  building  from 
dwelling  and  studio  with  accessory  garage  to  a  photo¬ 
graphic  studio. 

PREMISES  AFFECTED— 225  East  67th  Street,  north 
side,  177  feet  6  inches  west  of  Second  Avenue,  Block 
1422,  Lot  17,  Borough  of  Manhattan. 


578-65-BZ 

APPLICANT— John  J.  Saunders  for  Board  of  Educa¬ 
tion,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  _  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
public  school  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED— 248-05  86th  Avenue,  north¬ 
east  corner  of  248th  Street,  Block  8616,  Lot  1,  Belle- 
rose,  Borough  of  Queens.  P.S.  113  Queens. 


601-65-BZ 

APPLICANT— Goldwater  and  Flynn  for  90  William 
Corporation,  owner. 

SUBJECT— Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C5-5  district,  the 
erection  of  a  fifteen  story  and  penthouse  office  building 
that  encroaches  on  the  required  rear  yard,  penetrates 


the  sky  exposure  plane  and  without  the  required  load¬ 
ing  berth. 

PREMISES  AFFECTED  — 90-92  Williams  Street, 
southeast  corner  of  Platt  Street,  Block  68,  Lot  22, 
Borough  of  Manhattan. 


209-63-BZ — Vol.  II 

APPLICANT— Edwin  Storch  for  Dorothy  DeNicola, 
owner. 

SUBJECT— Application  reopened  September  29,  1964  as 
Volume  II— Decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  R2  district,  the  erection  of  a  two  story, 
one  family  dwelling  that  encroaches  on  the  required 
front  and  side  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 53-28  Marathon  Parkway, 
northwest  corner  of  Horace  Harding  Expressway, 
Block  8225,  Lot  45,  Little  Neck,  Borough  of  Queens. 

Laid  over  to  July  13,  1965,  for  continued  hearing. 


719-49-BZ 

APPLICANT— Charles  M.  Spindler  for  Milton  Gold, 
owner. 

SUBJECT— Application  reopened  June  15,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
June  20,  1965  —  decision  of  the  Borough  Superintend¬ 
ent  previously  granted  on  condition,  under  Sections 
7c  ’and  7 i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  maintenance  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  repairs  with  hand  tools  only, 
auto  laundry,  office  and  sales  and  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 750-766  Utica  Avenue,  100 
feet  south  of  Lenox  Road,  Block  4655,  Lot  9,  Borough 
of  Brooklyn. 


114-50-BZ— Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Pepi  Fishman, 
owner. 

SUBJECT— Application  reopened  June  15,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  6,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  auto  washing,  accessory  sales 
and  office. 

PREMISES  AFFECTED— 1924-1938  Linden  Boulevarc 
and  786-796  Pennsylvania  Avenue,  southwest  corner 
Block  4346,  Lots  1,  2  and  6.  Borough  of  Brooklyn. 


1184-64-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Peter  I.  Fein 
berg,  owner;  White  Castle  System  Incorporated,  les 
see. 

SUBJECT — Application  reopened  June  20,  1965  for  con 
sideration  as  to  amendment  of  resolution  —  decisioi 
of  the  Borough  Superintendent,  previously  granted  oi 
condition,  under  Section  11-412  of  the  Zoning  Resolu 
tion,  permitting  accessory  parking  for  patrons  an< 
employees  of  existing  restaurant. 

PREMISES  AFFECTED — 1677  Bruckner  Boulevarc 
northwest  corner  of  Fteley  Avenue,  Block  3721,  Lot 
1  and  13,  Borough  of  The  Bronx. 
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The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

1567-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT — Application  September  26,  1961  —  decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  change  in  occupancy  of  an  existing  3 
story  building  from  public  garage  of  the  manufacture 
of  flashlights  and  batteries,  offices,  storage  and  loading 
and  unloading  with  a  business  sign  for  a  temporary 
term  of  twenty  (20)  years. 

PREMISES  AFFECTED— S20-S30  West  135  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 

Laid  over  because  of  the  Board’s  present  lack  of 
jurisdiction. 


1568-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT — Application  September  26,  1961  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
egress,  steel  stairs,  etc. 

PREMISES  AFFECTED— 520  -530  West  135th  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 


1857-61-BZ 

APPLICANT — Carl  H.  Salminen  for  Joseph  La  Bar- 
bera,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  G-l 
area  district,  the  change  in  occupancy  from  a  one 
family  dwelling  to  a  two  family  dwelling,  the  existing 
open  terrace  encroaches  on  the  required  15  foot  set¬ 
back. 

PREMISES  AFFECTED — 227-50  Murdock  Avenue, 
south  side,  160  feet  west  of  Cross  Island  Parkway, 
Block  11248,  Lot  7,  Queens  Village,  Borough  of 
Queens. 

Laid  over  because  of  the  Board’s  present  lack  of 
jurisdiction. 


857-47-BZ — Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Socony  Mobil  Oil 
Company,  lessee. 

SUBJECT — Application  reopened  October  3,  1961  as 
Volume  II — decision  of  the  Borough  Superintendent, 
under  Section  7 a  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
to  provide  lubrication,  minor  auto  repairs,  car  wash¬ 
ing,  store,  utility  room,  parking  storage  of  more  than 
five  motor  vehicles  on  the  open  area  with  a  business 
sign  and  ground  sign. 

PREMISES  AFFECTED — 2173  Grand  Concourse,  west 
side,  108.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  and  41  and  43,  Borough  of  The  Bronx. 

Laid  over  because  of  the  Board’s  present  lack  of 
jurisdiction. 


1555-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Mobil  Oil  Company, 
lessee. 

SUBJECT — Application  filed  July  25,  1961  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re- 
Gasoline  Tanks. 

PREMISES  AFFECTED— 2173  Grand  Concourse,  west 
side  180.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx. 


529-40-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany  and  Elvira  DeFalco,  owners. 

SUBJECT — Application  reopened  January  9,  1962  as 
Volume  II — decision  of  the  Borough  Superintendent, 
in  a  business  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
with  accessory  uses  of  lubrication,  non-automatic  car 
washing,  office  sale  of  accessories  minor  repairs  with 
hand  tools  only,  safety  inspection  station  and  the 
parking  and  storage  of  motor  vehicles  with  a  ground 
sign. 

PREMISES  AFFECTED — 1788-1804  Eastern  Parkway 
and  2131-2139  Bergen  Street,  northeast  corner,  Block 
1449,  Lots  43  and  47,  Borough  of  Brooklyn. 

Laid  over  because  of  the  Board’s  present  lack  of 
jurisdiction. 


1881-61-BZ 

APPLICANT — John  J.  Lynch  and  James  J.  Lyons,  Jr. 
for  P.B.G.  Realty  Incorporated,  owner. 

SUBJECT — Application  December  14,  1961 — decision  fo 
the  Borough  Superintendent  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E 
area  district,  the  erection  of  a  six  story  and  basement 
multiple  dwelling  that  exceeds  the  permitted  area 
coverage  and  floor  area  ratio  and  encroaches  on  the 
required  setbacks. 

PREMISES  AFFECTED— 761-763  Astor  Avenue, 
2301-2313  Wallace  Avenue,  northwest  corner,  Block 
4348,  Lots  1  and  4,  Borough  of  The  Bronx. 

Laid  over  because  of  the  Board’s  present  lack  of 
jurisdiction. 


1945-61-BZ 

APPLICANT — Burke  and  Groh  for  George  Caro,  owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  G-l 
area  district,  the  conversion  of  an  existing  building 
from  a  one  family  to  a  two  family  dwelling. 

PREMISES  AFFECTED — 220-27  100th  Avenue,  north 
side,  200  feet  east  of  220th  Street,  Block  10785,  Lots 
56  and  58,  Queens  Village,  Borough  of  Queens. 

Laid  over  because  of  the  Board’s  present  lack  of 
jurisdiction. 


943-57-BZ— Vol.  II 

APPLICANT — Albert  Melniker  for  Isle  Fuel  Oil  Ser¬ 
vice  Company,  owner. 

SUBJECT — Application  reopened  February  20,  1962  as 
Volume  II — decision  of  the  Borough  Superintendent, 
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under  Sections  7e  and  21  of  the  Zoning  Resolution,  to 
permit  in  a  residence  use  district,  the  erection  ana 
maintenance  of  an  automotive  service  station,  lubri- 
torium,  car  wash,  minor  auto  repairs  with  hand  tools, 
sale  of  accessories  and  the  parking  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1310  Richmond  Avenue  and 
603  Caswell  Avenue,  northwest  corner,  Block  1644, 
Lot  87,  Granitvile,  Borough  of  Richmond. 

Laid  over  because  of  the  Board’s  present  lack  of 
jurisdiction. 


85-65-BZ 

APPLICANT— H.  M.  Cole  for  444  St.  Mark’s  Place 
Incorporated,  owner. 

SUBJECT— Application  January  25,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C4-2  district, 
the  change  in  occupancy  of  an  existing  three  story 
building,  from  telephone  exchange  to  factory  with  a 
loading  berth  with  less  than  the  required  depth. 

PREMISES  AFFECTED — 444  St.  Mark’s  Place,  west 
side,  296.5  feet  north  of  Victory  Boulevard,  123  Mont¬ 
gomery  Avenue,  Block  16,  Lot  10,  St.  George,  Bor¬ 
ough  of  Richmond. 

Hearing  closed. 


86-65-A 

APPLICANT— H.  M.  Cole  for  444  St.  Mark’s  Place, 
Incorporated,  owner. 

SUBJECT— Application  January  25,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
stairway  etc. 

PREMISES  AFFECTED— 444  St.  Mark’s  Place,  west 
side,  296.5  feet  north  of  Victory  Boulevard,  123  Mont¬ 
gomery  Avenue,  Block  16,  Lot  10,  St.  George,  Bor¬ 
ough  of  Richmond. 


1242-64-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Scolza  Real¬ 
ty,  Incorporated,  owner. 

SUBJECT— Application  December  11,  1964,  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  (7)  of.  New 
York  City  Charter.,  to  permit  in  a  Cl -2  and  R4  district 
the  enlargement  in  lot  area  and  floor  area  of  an 
existing  automotive  service  station  and  the  extension 
of  the  uses  to  include  the  parking  of  motor  vehicles 
awaiting  service. 

PREMISES  AFFECTED— 900-902  East  225th  Street, 
southeast  corner  of  Bronxwood  Avenue,  Block  4860, 
Lots  35  and  56,  Borough  of  The  Bronx. 

Laid  over  to  July  13,  1965,  for  hearing  and  possible 
decision;  applicant  to  obtain  new  decision  from  Bor¬ 
ough  Superintendent,  amend  application  to  include 
Lot  157  and  send  out  20-day  notices. 


358-65-BZ 

APPLICANT— Robert  Gottlieb  for  Agop  and  Louisin- 
tak  Cholakian,  owner. 

SUBJECT— Application  March  25,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 


addition  of  accessory  parking  to  a  one-story  store 
presently  under  construction. 

PREMISES  AFFECTED— 6015-6025  Riverdale  Ave¬ 
nue,  west  side,  317.85  feet  south  of  W.  261st  Street, 
Block  5957  (3423  and  3426  formerly)  Lots  180  and 
185,  Borough  of  The  Bronx. 

Hearing  closed. 


384-65-BZ 

APPLICANT— Harry  Soled  for  Abraham  Greisman, 
owner. 

SUBJECT— Application  March  31,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  two  family  dwelling  that  encroaches  on 
the  required  side  yards  and  with  a  balcony  in  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 1657  46th  Street,  north  side, 
278  feet  1%  inches  west  of  17th  Avenue,  Block  5434, 
Lots  64  and  129,  Borough  of  Brooklyn. 

Hearing  closed. 


391-65-BZ 

APPLICANT— Henry  Nordheim  for  Silverio  Mazzella, 
owner. 

SUBJECT— Application  April  6,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R  5district,  on  a  plot  with 
a  one  family  dwelling  the  use  of  the  open  area  as  a  non¬ 
transient  parking  lot. 

PREMISES  AFFECTED— 4748  Matilda  Avenue,  east 
side,  425.04  north  of  East  241st  Street,  Block  5106, 
Lots  35  and  38,  Borough  of  The  Bronx. 

Hearing  closed. 


402-65-BZ 

APPLICANT— Edward  J.  Hurley  for  .Andoreal  Realty 
Corporation  and  B  and  S  Properties  Incorporated, 
owners. 

SUBJECT— Application  April  12,  1965  — .  decision  of 
the  Borough  Superintendent,  under  Section  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  C6-4  and  R8 
district,  the  erection  of  a  .one  story  enlargement  to  the 
first  floor  store  extending  into  the  R8  district. 

PREMISES  AFFECTED— 204  East  58th  Street,  south 
side,  90  feet  east  of  Third  Avenue,  Block  1331,  Lot  44, 
Borough  of  Manhattan. 

Hearing  closed. 


403-65-BZ 

APPLICANT— Edward  J.  Hurley  for  Andoreal  Realty 
Corporation  and  B.  and  S.  Properties  Incorporated, 
owners.  , 

SUBJECT— Application  April  12.  1965  — .  decision  of 
the  Borough  Superintendent,  under  Section  .72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R8  district,  in  an 
existing  three  story  and  basement  building  the  erection 
of  a  one  story  enlargement  to  the  store  on  the  first 
floor. 

PREMISES  AFFECTED— 206  East  58th  Street,  south 
side,  110  feet  east  of  Third  Avenue,  Block  1331,  Lot 
44,  Borough  of  Manhattan. 

Hearing  closed. 
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406-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon 
Building  Corporation,  owner. 

SUBJECT  Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED — 4033  Bruner  Avenue,  west 
side,  146.59  feet  north  of  East  233rd  Street,  Block  4977 
Lot  58,  Borough  of  The  Bronx. 

Hearing  closed. 


407-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon 
Building  Corporation,  owner. 

SUBJECT  Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED — 4035  Bruner  Avenue,  west 
side,  214.25  feet  north  of  East  233rd  Street,  Block  4977 
Lot  57,  Borough  of  The  Bronx. 

Hearing  closed. 


408-65-BZ 

A^PH.CANT— Crin.nion  and  Crinnion  for  Epsilon 
Building  Corporation,  owner. 

SUBJECT— Applicati°n  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED — 4039  Bruner  Avenue,  west 
side,  270.75  feet  north  of  East  233rd  Street,  Block  4977 
Lot  55,  Borough  of  The  Bronx. 

Hearing  closed. 


409-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon 
Building  Corporation,  owner. 

SUBJECi— -Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED — 4037  Bruner  Avenue,  west 
side,  242.5  feet  north  of  East  233rd  Street,  Block  4977 
Lot  56,  Borough  of  The  Bronx. 

Hearing  Closed. 


410-65-BZ 

A?,PMl.CAIiT“Crin.nion  and  Crinnion  for  Epsilon 
Building  Corporation,  owner. 

SUBJECT— -Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  erection  of 


a  three  story,  two  family  dwelling  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED — 4041  Bruner  Avenue,  west 
side,  299  feet  north  of  East  233rd  Street,  Block  4977, 
Lot  54,  Borough  of  The  Bronx. 

Hearing  Closed. 


441-65-BZ 

APPLICANT — Albert  Melniker  for  Estate  of  Marjorie 
B.  Menden,  owner;  Maxine  B.  Forman  Executrix, 
Hess  Oil  and  Chemical  Corporation,  lessee. 

SUBJECT  Application  April  14,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1 
district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 2488  Hylan  Boulevard,  395 
New  Dorp  Lane,  southeast  corner,  Block  3900,  Lot  12, 
New  Dorp.,  Borough  of  Richmond. 

Hearing  closed. 


455-65-BZ 

APPLICANT — Albert  Melniker  for  Mario  Migliori 
owner;  Sun  Oil  Company,  lessee. 

SUBJECT  Application  April  22,  1965  —  decision  of 
“e  f  °: rough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1 
district,  the  erection  and  maintenance  of  an  automo- 
tive  service  station  with  accessory  uses  including  a 
projecting  ground  sign. 

PREMISES  AFFECTED — 1650  Forest  Avenue,  south¬ 
east  corner  of  Willowbrook  Road,  Block  1438  Lot  1 
Port  Richmond,  Borough  of  Richmond. 

Hearing  closed. 


jz*  i-o  D-nzj 


APPLICANT— Leonard  F.  Rothkrug  for  Arnold  Schon- 
berg,  owner. 

SUBJECT  -Application  May  7,  1965  —  decision  of  the 
Sfoi”  r  Superintendent,  under  Sections  73-50  and 
Vrfl.  of  *he  Zoning  Resolution,  to  permit  in  a  Ml-1 
district,  the  erection  of  a  one  story  factory  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 42-07  20th  Avenue,  north- 
east  corner  of  42nd  Street.  Block  789,  Lot  1,  Long 
Island  City,  Borough  of  Queens. 


534-65-BZ 

APPIMCANT— Lindenbaum  and  Young  for  Yellowstone 
lowers,  Incorporated,  owner. 

SUBJECT— Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  (60)  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  R7-1  district 
in  an  existing  multiple  dwelling,  the  use  of  the  surplus 
tenants  spacer  in  the  required  accessory  garage  for 
transient  parking  for  a  term  of  twenty  years. 

PREMISES  AFFECTED — 104-40  Queens  Boulevard, 
northeast  corner  of  Yellowstone  Boulevard,  Block 
3175,  Lot  Part  1,  Forest  Hills,  Borough  of  Queens. 

Hearing  closed. 


534-65-A 

APPLICANT— Lindenbaum  and  Young  for  Yellowstone 
lowers,  Incorporated,  owner. 
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SUBJECT— Application  May  10,  1965— Filed  pursuant  to  SUBJECT— Application  October  18,  1962  —  Appeal 
Section  60  of  the  Multiple  Dwelling  Law  re-  transient  from  an  order  and  a  decision  of  the  Fire  Commissioner 
parking.  re-  sprinkler  system. 

PREMISES  AFFECTED— 104-40  Queens  Boulevard,  PREMISES  AFFECTED— 16  Greene  Street  east  side, 

178  feet,  6%  inches  north  of  Canal  Street,  Block  230, 
-  Lot  15,  Borough  of  Manhattan. 


370-65-BZ 

APPLICANT— Arthur  Levine  for  Lot  26  —  Constel 
Realty  Corporation,  and  Lot  68  —  Sidney  Busch, 
owners. 

SUBJECT— Application  March  30,  1965  —  decision  of 
the  Borough  Superintendent  under  Sections  11-41  and 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  R6 
district,  the  erection  of  a  two  story  enlargement  to 
an  existing  motor  vehicle  repair  shop  including  weld¬ 
ing  and  spraying,  sale  of  auto  parts  and  accessory 
parking  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 89  Furman  Avenue,  west 
side,  82  feet  north  of  Bushwick  Avenue,  Block  3462, 
Lots  26  and  68,  Borough  of  Brooklyn. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


JULY  13,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  13,  1965,  at  2  o  clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  950 
feet  west  of  3rd  Avenue,  Piers  B  and  C,  East  River, 
Block  635,  Lot  13,  Borough  of  Brooklyn. 


493-64-A 

APPLICANT— Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 


739-63-A 

APPLICANT— William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT— Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 


1697-61-A 

APPLICANT— William  S.  Shary  for  Jules  Greene, 
owner. 


533-63-A 

APPLICANT— Adler  and  Apicella  for  A  E  and  R  Real¬ 
ty  Corp.,  owner;  Bedell  Woodworking  Co.,  Inc., 

lessee. 

SUBJECT— Application  June  28,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 548-550  Union  Street,  south¬ 
west  corner  of  Third  Avenue,  Block  440,  Lot  29,  Bor¬ 
ough  of  Brooklyn. 


759-64-A 

APPLICANT— Diran  Karibian  for  Diran  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  14,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 21-25  Blaecker  Street,  north 
side,  250.2  feet  west  of  Bowery,  Block  529,  Lot  52, 
Borough  of  Manhattan. 


1012-64-A 

APPLICANT — Colibri  Corporation,  owner. 
SUBJECT— Application  October  14,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  packag¬ 
ing  of  flammable  mixtures. 


634-64-A 

APPLICANT— Max  O.  Urhaln  for  Atlantic  Plaza  Hous¬ 
ing  Corp.,  owner. 

SUBJECT— Application  June  12,  1964  —  Appeal  from  a 
decision  of  the  Fire  Commissioner,  re  sprinkler  system 
per  “Guide  Line  Requirements.” 

PREMISES  AFFECTED— 247-253  Hopkinson  Avenue, 
east  side,  between  Atlantic  Avenue  &  Dean  Street, 
Block  1434-1441,  Lot  1,  Borough  of  Brooklyn. 


635-64-A 

APPLICANT— Max  O.  Urbahn  for  Atlantic  Plaza 
Housing  Corporation,  owner. 

SUBJECT— Application  June  12,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re  sprinkler  sys¬ 
tem  per  “Guide  Line  Requirements.” 

PREMISES  AFFECTED— 214-220  Rockaway  Avenue, 
west  side,  between  Atlantic  Avenue  &  Dean  Street, 
Block  1434-1441,  Lot  1,  Borough  of  Brooklyn. 


636-64-A 

APPLICANT— Max  O.  Urbahn  for  Atlantic  Plaza 
Housing  Corporation,  owner. 

SUBJECT— Application  June  12,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re  sprinkler  sys¬ 
tem  per  “Guide  Line  Requirements.” 

PREMISES  AFFECTED — 2220  Atlantic  Avenue,  south 
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side,  282  feet  east  of  Hopkinson  Avenue,  Block  1434- 
1441,  Lot  1,  Borough  of  Brooklyn. 


637-64-A 

APPLICANT — Max  O.  Urbahn  for  Atlantic  Plaza 
Housing  Corporation,  owner. 

SUBJECT — Application  June  12,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re  sprinkler  sys¬ 
tem  per  “Guide  Line  Requirements.” 

PREMISES  AFFECTED— 2229-2311  Dean  Street, 

north  side,  between  Hopkinson  and  Rockaway  Ave¬ 
nues,  Block  1434-1441,  Lot  1,  Borough  of  Brooklyn. 


496-65-A 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer 
for  Marmon  Enterprizes  Incorporated,  owner. 

SUBJECT — Application  April  30,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 46-08  Francis  Lewis  Boule¬ 
vard,  northwest  corner  of  46th  Road,  Block  5541,  Lots 
5  and  1,  Block  5554,  Lots  12,  6,  1  and  55  and  Block 
5555,  Lot  19,  Bayside,  Borough  of  Queens. 


1051-63-A 

APPLICANT — Reavis  and  McGrath  for  Shoreview 
Gardens,  owner,  Waldbaum’s  Twenty-Six,  Incorpor¬ 
ated,  lessee. 

SUBJECT — Application  December  19,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 6630  Avenue  U,  Southeast 
corner  of  East  66th  Street,  Block  8470,  Lot  424,  Bor¬ 
ough  of  Brooklyn. 


157-64-A 

APPLICANT — Reavis  and  McGrath  for  County  Hold¬ 
ing  Corporation,  owner;  Waldbaum  Stores,  Incorpor¬ 
ated,  lessee. 

SUBJECT — Application  January  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 911-927  Kings  Highway, 
north  side,  244.80  feet  west  of  Coney  Island  Avenue, 
Block  6666,  Lot  37,  Borough  of  Brooklyn. 


225-64-A 

APPLICANT — Arnold  W.  Lederer  for  Florence  Ross 
and  Sylvia  Marcus,  owners. 

SUBJECT — Application  February  21,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re  Wet  automatic  sprinkler  system. 

PREMISES  AFFECTED — 655  5th  Avenue,  northeast 
corner  of  19th  Street,  Block  879,  Lot  1,  Borough  of 
Brooklyn. 


535-64-A 

APPLICANT — Louis  A.  Braun  for  Pneumatic  Air  Com¬ 
pression  Corporation,  owner. 

SUBJECT  Application  May  19,  1964 — Appeal  from  a 
decision  of  the  Borough  Superintendent, — re  egress. 


PREMISES  AFFECTED— 791  East  144th  Street,  north 
side,  57.3  feet  West  of  Southern  Boulevard,  Block  2576, 
Lot  25,  Borough  of  The  Bronx. 


618-64-A 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Fred¬ 
erick  Ippolito  and  Stanley  Sasowki,  owners;  Atlas 
Gas  &  Service  Corporation,  lessee. 

SUBJECT — Application  June  8,  1964  —  Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  temporary 
certificate  of  occupancy. 

PREMISES  AFFECTED — 97  Georgia  Avenue,  east 
side,  125  feet  north  of  Liberty  Avenue  and  112  Shef¬ 
field  Avenue,  Block  3685,  Lots  6  and  38,  Borough 
of  Brooklyn. 


908-64-A 

APPLICANT — Harold  G.  Lederer  for  Firestone  Tire 
and  Rubber  Company,  owner. 

SUBJECT — Application  September  4,  1964  —  Packag¬ 
ing  of  combustible  liquid  known  as  Firestone  Glass 
Cleaner  in  plastic  8  ounce  bottle  not  in  accordance  with 
Administrative  Code  of  New  York  City. 


563-65-A 

APPLICANT — George  J.  Hendriks  for  the  G.  R.  Kirk 
Company,  owner. 

SUBJECT — Application  May  18,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commisisoner —  re  distribution 
of  processed  Christmas  Trees  in  New  York  City. 


606-65-A 

APPLICANT — Wank,  Adams  and  Slavin  for  New  York 
University,  owner. 

SUBJECT — Application  May  26,  1965  —  Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— North  side  of  West  Tre- 
mont  Avenue,  338  feet  west  of  Cedar  Avenue,  Block 
3231,  Lot  125,  Block  2883,  Lot  80,  Borough  of  The 
Bronx. 


662-65-A 

APPLICANT — Robert  J.  Crinnion  for  Thomas  Romero, 
owner. 

SUBJECT — Application  June  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Frame 
building — change  of  use  to  church — stairways,  exits 
etc. 

PREMISES  AFFECTED — 666  East  161st  Street,  south 
side,  50  feet  west  of  Trinity  Avenue,  Block  2630, 
Lot  47,  Borough  of  The  Bronx. 


670-65-A 

APPLICANT — Burke  and  Groh  for  Inter-Boro  Trans¬ 
port  Terminal  Corporation,  owner. 

SUBJECT — Application  June  7,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Ramp 
constitutes  a  shaft,  Wall  opening,  Ramp  bulkhead. 

PREMISES  AFFECTED — 586-598  Washington  Street, 
northwest  corner  of  Clarkson  Street,  Block  601, 
Part  of  Lot  13,  Borough  of  Manhattan. 
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992-64-A 

APPLICANT— Bernard  J.  Gillroy  for  A.  Ludwig  and 
Company,  owner. 

SUBJECT— Application  September  28,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
use  of  and  approval  of  Paint  Machine. 

PREMISES  AFFECTED— 133  Middleton  Street,  north- 
side,  85  feet  east  of  Marcy  Avenue,  Block  2237,  Lot 
53,  Borough  of  Brooklyn. 


627-65-A 

APPLICANT— Max  B.  Schreiber  for  NYC  Housing 
Authority,  owner. 

SUBJECT— Application  June  1,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  storage  of 
paints. 

PREMISES  AFFECTED— 690-700  Westchester  Ave¬ 
nue,  east  side,  165  feet  north  of  East  152nd  Street, 
Block  2654,  Lot  2,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman 


July  16,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  July  16,  1965  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.Y.,  on  the  following 
matters: 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT — Application  November  14,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized 
Products.  (Burma  Shaving  Lather.) 

Continued  Hearing. 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 
SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 

Continued  Hearing. 


897-63-A 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized  Pro¬ 
ducts.) 

Continued  Hearing. 

MAX  H.  FOLEY,  Chairman 


JULY  20,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  20,  1965,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 


482-65-BZ 

APPLICANT— Edward  S.  Lentol  for  J.A.S.  Holding 
Corporation;  Estate  of  Beckie  Stiler,  owner. 

SUBJECT— Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  _  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
maintenance  of  a  one  transient  parking  lot  on  the 
rear  portion  of  four  plots  and  retain  the  existing 
dwellings. 

PREMISES  AFFECTED— 2518-2532  Tilden  Avenue, 
south  side.  100  feet  west  of  Veronica  Place,  Block 
5136,  Lot  8,  10,  11  and  12,  Borough  of  Brooklyn. 


504-65-BZ 

APPLICANT— Arthur  Levine  for  Woodside  Associ¬ 
ates,  owner. 

SUBJECT— Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73- 
44  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and 
R5  district,  the  reduction  in  the  number  of  required 
accessory  off  street  parking  spaces  for  a  retail  store 
and  office  enlargement. 

PREMISES  AFFECTED— 53-01  to  53-15  Broadway, 
northeast  corner  of  53rd  Place,  Block  1155,  Lot  36 
and  52,  Woodside,  Borough  of  Queens. 


582-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  and 
73-62  of  the  Zoning  Resolution,  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  from  approved 
plans  as  to  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75, 
Howard  Beach,  Borough  of  Queens. 


583-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
matter. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75 
(tentative)  Howard  Beach,  Borough  of  Queens. 


584-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75, 
(tentative)  Howard  Beach,  Borough  of  Queens. 


585-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 


852 


CALENDAR 


VhPJR^~tP^llCatl-°n  ¥ay  24>  1965  ~  decision  of 
Ld  7?  2?gh*  Superintendent,  under  Section  72-01  (b) 

♦i/at  °Lth,e  Zoning  Resolution  and  Section  666 
t°rZhe*ew  Yorlc  City  Charter,  to  permit  in  a  R5  dis- 

incr eases  °f  V1X  Story  ^.ultiPle  dwelling  that 

rd^nc  •  ith+  d-gree  of  non-compliance  from  approved 
plans  ,n  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions 

pREMISES  AFFECTED-149-30  88th  sireet  west 
Tldf’  /a° tt  149tl\  Avenue  to  151st  Avenue,  Block  11417 
Lot  50,  Howard  Beach,  Borough  of  Queens.  ’ 


fu  d  /3-62?f  the  Zoning  Resolution  and  Section  666  of 
the  New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  ap¬ 
proved  plans  as  to  lot  area  per  room  and  with  addi¬ 
tional  balconies  that  are  not  permitted  obstructions 
pREMISES  AFFECTED — 86-11  151st  Avenue,  Build- 
*ng  #2.  northeast  corner  of  85th  Street,  Block  11417 
Lot  75,  Howard  Beach,  Borough  of  Queens. 


591-65-A 


586-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogu 
Homes  Corporation,  owner.  ^dicnogu 

SUBJECT— Application  May  28,  1965  —  Review  o 

matter!100  °f  ^  Borough  Superintendent  re-  zonin| 

PREMISES  AFFECTED— 149-30  8Rfh 

Lot’5f0°Ho49thdARenUhe  n  151st  Avenue>  Block  11417 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


587- 65-A 

A?/LICArJT__Max  Siegel  Associates  for  Patchogi 
Homes  Corporation,  owner.  ^arcnogi 

SUBJECT— Application  May  24,  1965  —  Filed  nursuai 
l°S‘‘ :t,'°S  3  P  of  the  Multiple  Dwelling  Law  for  va^ 
ance  of  Section  34  sbd.  6a  of  the  Multiple  Dwellin 
Law  re-  minimum  dimensions  of  yards 

PSri4Eo?nA!FECTED-149-30  88th  Street,  west  sid 
Lot%14?S  ^T1  *°  151st  Avenue,  Block  1141 
Lot  50,  Howard  Beach,  Borough  of  Queens. 

588- 65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogu 
Homes  Corporation,  owner.  nogu 

SUBJECT— Application  May  24,  1965  —  decision  of  th 

ft?  Superintendent,  under  Sections  72-01  (b 

f df/3~A?  °f  S?e  ZomnS  Resolution,  and  Section  66 

d  str^t  *7  Y°?  CitJ  Charter>  *>  Permit  in  a  R 

that  increase °f  3  T  St°ry  multiPle  dwellin 
tnat  increases.  the  degree  of  non-compliance  from  ar 

proved  plans  in  lot  area  per  room  and  with  additions 

balconies  that  are  not  permitted  obstruction 

PREMISES  AFFECTED — 85-10  149th  Avenue  south 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howar 
Beach,  Borough  of  Queens. 


APPLICANT— Max  Siegel  Associates  for  Patchogue 
riomes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter.  & 

PREMISES  AFFECTED — 86-11  151st  Avenue,  north¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  75  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 


592-65-BZ 

APPLICANT — Max  Siegel  for  Patchogue  Homes  Cor¬ 
poration,  owner. 

SUBJECT  Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01 
(b)  and  73-62  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  R5 
district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases  the  degree  of  non-compliance  from 
approved  plans  as  to  lot  area  per  room  and  with  ad¬ 
ditional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED — 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 


593-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent,  re-  Zoning 
matter. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive)  Howard  Beach,  Borough  of  Queens. 


651-65-BZ 


589-65-A 

AHP„me^7ra^„,S<jriraSS°CiateS  f°r  Pa“h 

PREMISES  AFFECTED — 85-10  149th  Avenue  sc 

BaeS/t,°rper  °f  8/th.Street>  Block  11417,  Lot  1,  Hoi 
Beach,  Borough  of  Queens. 


APPLICANT — Leonard  F.  Rothkrug  for  Motors  and 
Equipment  Corporation,  owner. 

SUBJECT — Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  factory 
that  exceeds  the  permitted  floor  area  ratio  and  en¬ 
croaches  on  the  required  setback  and  rear  yard. 

PREMISES  AFFECTED — 1250  Rockaway  Avenue, 
southwest  corner  of  East  98th  Street,  Block  8130, 
Lots  18,  63  and  68,  Borough  of  Brooklyn. 


590-65-BZ 

Au//C^NT~MaX  Siegel  Ass°ciates  for  Patchoj 
xiomes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of  1 
Borough  Superintendent,  under  Sections  72-01  ( 


671-65-BZ 

APPLICANT — Fordyce  and  Hamby  Associates  for 
Board  of  Education,  New  York  City,  owner. 
SUBJECT — Application  June  9,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
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Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  public  school  that  encroaches  on  the  re¬ 
quired  rear  yard  equivalent. 

PREMISES  AFFECTED— 153-33  Sanford  Avenue, 
northeast  corner  of  Murray  Street,  (to  Barclay  Ave¬ 
nue)  Block  5328,  Lot  1,  Flushing,  Borough  of  Queens. 


677-65-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  a  R5  dis¬ 
trict,  the  erection  of  a  three  story  enlargement  to  an 
existing  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio, 
front  yard,  side  yard  and  court  encroachments,  exceeds 
the  height  of  front  wall  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 2101  West  12th  Street, 
southeast  corner  of  Avenue  U,  Block  7115,  Lot  1, 
Borough  of  Brooklyn. 


678-65-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  June  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  73-11 
(g)  and  73-65  of  the  Zoning  Resolution  and  Section 
666  of  the  New  York  City  Charter,  to  permit  m  a  Cl-2 
and  R3  district,  the  erection  of  a  third  story  and  bulk¬ 
head  to  an  existing  telephone  exchange  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio, 
penetrates  the  sky  exposure  plane,  encroaches  on 
the  required  rear  yard  and  with  accessory  parking 
extending  into  the  residence  district. 

PREMISES  AFFECTED— 355  Forest  Avenue,  north¬ 
west  corner  of  Hart  Boulevard,  Block  132,  Lot  159, 
West  Brighton,  Borough  of  Richmond. 


566-65-BZ 

APPLICANT— John  J.  Saunders  for  Board  of  Educa¬ 
tion,  City  of  New  York,  owner. 

SUBJECT— Application  May  19,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-2  district,  the 
erection  of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED— 140  Lorimer  Street,  south 
side,  Entire  Block  Bounded  by  Throop  Avenue,  Har¬ 
rison  Avenue  and  Walton  Street,  Block  2246,  Lot  1, 
Borough  of  Brooklyn. 


1752-61-BZ 

APPLICANT— Henry  Nordheim  for  Jack  DeLisi,  own¬ 
er. 

SUBJECT— Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
February  4,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles  of  the  pleasure  type  only. 

PREMISES  AFFECTED— 3114  Villa  Avenue,  20  East 
204th  Street,  southeast  corner,  Block  3310,  Lots  29 
and  31,  Borough  of  The  Bronx. 


515-54-BZ 

APPLICANT— Larry  Meltzer  for  Nola  Realty  Corpor¬ 
ation,  owner. 

SUBJECT— Application  reopened  June  22,  1965  for 
consideration  as  to  extension  of  term  of  variance, 
expires  June  28,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on .  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 798-812  Schenck  Avenue, 
west  side,  185  feet  south  of  Linden  Boulevard,  Block 
4354,  Lots  16,  17  and  20,  Borough  of  Brooklyn. 


259-39-BZ 

APPLICANT— Meyer  Wilen  for  John  Crimarco,  Con¬ 
rad  Crimarco,  Joseph  Crimarco  and  Edward  Crimar¬ 
co,  owners. 

SUBJECT— Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  26,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  garage  for 
eight  motor  vehicles. 

PREMISES  AFFECTED— 57-18  to  57-24  Granger 
Street,  south  side,  131  feet  east  of  Martense  Avenue, 
Block  1950,  Lot  46,  Corona,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


JULY  20,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  July  20,  1965,  at  2  o  clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

315-62-A 

APPLICANT — Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 

SUBJECT— Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


343-64-A 

APPLICANT— Melvin  Federbush  for  El-Mel  Realty 
Corporation  .owner;  Melvin  Picture  Frame  Company, 

lessee. 

SUBJECT— Application  March  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 42  West  29th  Street,  south 
side,  165  feet  east  of  6th  Avenue,  Block  830,  Lot  72, 
Borough  of  Manhattan. 


698-65-A 

APPLICANT— Stanley  H.  Klein  for  East  65th  Street 
Corporation,  owner. 

SUBJECT— Application  June  16,  1965  —  Appeal  from 
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a  decision  of  the  Borough  Superintendent  re-  frame 
structure  —  height. 

PREMISES  AFFECTED— 1177  East  73rd  Street,  north¬ 
west  corner  of  Avenue  L,  Block  8343,  Lot  1,  Borough 
of  Brooklyn. 


699-65-A 

APPLICANT — Stanley  H.  Klein  for  East  65th  Street 
Corporation,  owner. 

SUBJECT — Application  June  16,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building  —  height. 

PREMISES  AFFECTED— 1173  East  73rd  Street,  north 
side,  32  feet  west  of  Avenue  L,  Block  8343,  Lot  3, 
Borough  of  Brooklyn. 


701-65-A 

APPLICANT — GTJ  Co.,  Incorporated,  owner. 

SUBJECT — Application  June  16,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  buried  gaso¬ 
line  tanks  —  garage. 

PREMISES  AFFECTED — 636  Wortman  Avenue,  south 
side,  from  Montauk  Avenue  to  Fountain  Avenue, 
Block  4544,  Lot  1,  Borough  of  Brooklyn. 


723-65-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  June  21,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  tank  for  the 
storage  of  liquefied  natural  gas. 

PREMISES  AFFECTED — 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot 
1,  Borough  of  Brooklyn. 


628-65-A 

APPLICANT — Harry  Soled  for  Cong,  and  Yeshiva 

(Shearit)  Israel,  owner. 

SUBJECT — Application  June  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  syna¬ 
gogue  and  Religious  school. 

PREMISES  AFFECTED — 5224  15th  Avenue,  north¬ 
west  corner  of  53rd  Street,  Block  5664,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 


234-65-A 

APPLICANT — Albert  Melniker  for  Pugliese  and  Sons 
Company,  owner. 

SUBJECT — Application  March  4,  1965  —  Filed  pursu¬ 
ant  to  Section  36  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 410  Adelaide  Avenue,  south 
side,  120  feet  east  of  Amherst  Avenue,  Block  4683, 
Lot  7,  Oakwood  Heights,  Borough  of  Richmond. 


235-65-A 

APPLICANT — Albert  Melniker  for  Dominick  Pugliese 
and  Sons  Company,  owner. 

SUBJECT — Application  March  4,  1965  —  Filed  pursuant 
to  Section  36  Art  3  of  the  General  City  Law  re-  build- 
not  facing  legal  Street. 


PREMISES  AFFECTED — 406  Adelaide  Avenue,  south 
side,  80  feet  east  of  Amherst  Avenue,  Block  4683 
Lot  5,  Oakwood  Heights,  Borough  of  Richmond. 


236-65-A 

APPLICANT — Albert  Melniker  for  Dominick  Pugliese 
and  Sons  Company,  owner. 

SUBJECT — Application  March  4,  1965  —  Filed  pursu- 
ant  to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED — 402  Adelaide  Avenue,  south 
side,  40  feet  east  of  Amherst  Avenue,  Block  4683,  Lot 
3,  Oakwood  Heights,  Borough  of  Richmond. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  8,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  September  8,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

862-60-BZ — Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Grazi- 
ano  Brothers  Realty  Corporation,  owner. 

SUBJECT — Application  reopened  January  5,  1965  as 
Volume  II— Decision  of  the  Borough  Superintendent, 
under  Section  72-21  &  73-50  of  the  Zoning  Resolution, 
and  Section  666  (7)  of  the  New  York  City  Charter, 
to  permti  in  a  C2-2  district,  the  erection  of  a  one 
story  enlargement  to  a  non-conforming  use  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 1974-1980  Utica  Avenue  and 
4913-4923  Avenue  L,  northwest  corner,  Block  7829, 
Lot  1,  Borough  of  Brooklyn. 


327-63-BZ 

APPLICANT — Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT — Application  April  16,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  11-412 
72-01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place, 
south  side,  333  feet  8  inches  east  of  Classon  Avenue, 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 


759-63-BZ— Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  and  Sec¬ 
tion  666  (7)  of  the  New  York  City  Charter,  to  permit 
in  a  C2-1  and  R3-2  district,  the  erection  of  a  six  story 
multiple  dwelling  that  encroaches  on  the  required 
front  _  yard,  rear  yard  and  rear  setback,  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
front  yard,  rear  yard  and  rear  setback,  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  exceeds  the 
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permitted  height  and  width  of  street  walls,  with  bal¬ 
conies  in  the  front  and  less  than  the  required  distance 
between  windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


7 60-63- A — Vol.  II 

APPLICANT — Burke  and  Groh  for  Greenway  Carpet 
Cleaning  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


502-65-BZ 

APPLICANT — Larry  Meltzer  for  Schachne  Feather 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and 
73-63  of  the  Zoning  Resolution,  to  permit  in  a  Ml-2 
district,  the  erection  of  a  three  story  enlargement  to 
an  existing  factory  that  will  exceed  the  permitted  floor 
area  ratio  and  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 566-574  Johnson  Avenue, 
72-80  Stewart  Avenue,  southeast  corner,  Block  2995, 
Lot  6,  Borough  of  Brooklyn. 


sideration  as  to  extension  of  time  to  complete,  ex¬ 
pired  April  21,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Sec¬ 
tions  7f,  7i  and  7e  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  storage  room,  office, 
sales,  ground  sign  and  parking  and  storage  of  motor 
vehicles  for  a  stated  term  of  fifteen  (15)  years. 

PREMISES  AFFECTED— 858-864  East  167th  Street 
and  1083-1087  Hall  Place,  southwest  corner,  Block 
2691,  Lot  86,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  8,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon ,  September  8,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

575-62-A— Vol.  II 

APPLICANT — Robert  Parvin,  owner. 

SUBJECT — Application  reopened  May  25,  1965  as  Vol¬ 
ume  II — Appeal  from  an  order  of  the  Fire  Commis¬ 
sioner,  re  Sprinkler  system. 

PREMISES  AFFECTED— 5005-5007  5th  Avenue,  east 
side,  50  feet,  2  inches,  south  of  50th  Street,  Block  792, 
Lot  5,  Borough  of  Brooklyn. 


564-65-BZ 

APPLICANT — Robert  Gottlieb  for  Westchester  Asso¬ 
ciates,  owner;  Everlast  Sport  Goods  Mfg.  Company, 
Incorporated,  lessee. 

SUBJECT — Application  May  18,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21 
and  73-63  of  the  Zoning  Resolution,  to  permit  in  a 
Ml-1  and  R6  district  in  an  existing  one  story  build¬ 
ing,  the  extension  of  the  factory  use  into  the  residence 
use. 

PREMISES  AFFECTED— 4506-4508  Park  Avenue, 
east  side,  100  feet  north  of  East  182nd  Street,  Block 
3038,  Lot  5,  Borough  of  The  Bronx. 


758-30-BZ— Vol.  IV 

APPLICANT — Charles  M.  Spindler  for  Leading  Es¬ 
tates,  Inc.  owner. 

SUBJECT — Application  reopened  June  29,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
March  3,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  permitting  in 
a  business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  non-auto¬ 
matic  car  wash,  minor  repairs  with  hand  tools  only, 
auto  safety  inspection  station,  ground  sign,  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1507-1515  Myrtle  Avenue 
and  278-290  Irving  Avenue,  northwest  corner,  Block 
3318,  Lot  1,  Borough  of  Brooklyn. 


750-59-BZ 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti 
for  Fifty  States  Realty  Corporation,  owner. 
SUBJECT — Application  reopened  June  29,  1965  for  con- 


578-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lor¬ 
raine  Lighting  Prod.,  owners. 

SUBJECT — Application  May  27,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 8772-8794  18th  Avenue, 
1760-1772  Bath  Avenue,  southwest  corner,  Block  6435, 
Lots  36,  38,  40  and  43,  Borough  of  Brooklyn. 


615-64-A 

APPLICANT — Larry  Meltzer  for  Livonia-Georgia  Real¬ 
ty  Company,  Incorporated,  owner. 

SUBJECT — Application  June  5,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 561-575  Livoni  aAvenue, 
478-488  Georgia  Avenue,  northwest  corner,  Block 
3803,  Lot  46,  Borough  of  Brooklyn. 


658-64-A 

APPLICANT — Leonard  F.  Rothkrug  for  H.  J.  Mills, 
Inc.,  owner. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re  use  of 
frame  building  for  manufacturing. 

PREMISES  AFFECTED — 919  Wyckoff  Avenue,  north¬ 
east  corner  of  Weirfield  Street,  Block  3549,  Lot  1, 
Ridgewood,  Borough  of  Queens. 


691-64-A 

APPLICANT — A.  L.  Seiden  for  Greendale  Realty  Cor¬ 
poration,  owner. 
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SUBJECT  Application  June  26,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Combmissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 494  Broadway,  east  side, 
63  feet  1  inch  north  of  Broome  Street,  Block  483,  Lot 
3,  Borough  of  Manhattan. 


702-64-A 

APPLICANT — Larry  Meltzer  for  Sidney  Lichter,  Trus¬ 
tee,  owner;  Supreme  Shortening  and  Oil  Corporation, 
lessee. 

SUBJECT  Application  June  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 51-02  to  51-10  27th  Street, 
51st  Avenue,  southwest  corner,  Block 
109,  Lot  26,  Long  Island  City,  Borough  of  Queens. 


703-64-A 

APPLICANT — A.  H.  Salkowitz  for  Irving  Warfield, 
Etal  DBA  Flatlands  Shoppers  Mart  Company,  owner’. 

SUBJECT — Application  June  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 913-957  East  108th  Street, 
north  side,  89.51  feet  east  of  Flatlands  Avenue,  Block 
8235,  Lot  342,  Borough  of  Brooklyn. 


727-64-A 

APPLICANT — Arthur  H.  Rosenfeld  for  691  Broadway 
Corporation,  owner. 

SUBJECi — Application  July  8,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 14  West  4th  Street,  south¬ 
east  corner  of  Mercer  Street,  Block  535,  Lot  47,  Bor¬ 
ough  of  Manhattan. 


75 7 -64- A 

APPLICANT — Stuart  Furman  for  Ideal  Management 
Corporation,  owner. 

SUBJECT — Application  July  15,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 3781-3799  Broadway,  west 
side,  from  157th  Street  to  158th  Street,  Block  2134, 
Lot  180,  Borough  of  Manhattan. 


703-65-A  . 

APPLICANT — Goldwater  and  Flynn  for  Chatham 
Towers,  Incorporated,  owner. 

SUBJECT.  Application  June  16,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinklre  system. 

PREMISES  AFFECTED — 170  Park  Row,  northwest 
corner,  of  Worth  Street,  Block  161,  Lots  1,  28,  150 
Borough  of  Manhattan. 


721-64-A 


704-65-A 


APPLICANT  Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner;  Alexander’s  Department  Stores' 
Incorporated,  lessee. 


SUBJECT  Application  July  6,  1964  —  Appeal  from  a: 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 2235  Webster  Avenue 
southwest  corner  of  East  182nd  Street,  Block  3145 
Lot  65,  Borough  of  The  Bronx. 


APPLICANT — Goldwater  and  Flynn  for  Chatham  Tow- 
ears,  Incorporated,  owner. 

SUBJECT— Application  June  16,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 180  Park  Row,  northwest 
corner  of  Worth  Street,  Block  161,  Lots  1,  28,  150 
Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  29,  1965,  10  A.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  June  15,  1965,  were 
approved  as  printed  in  the  Bulletin  of  June  24,  1965,  Vol. 

Si  I  (\  I  <-v  O  C 


209-63-BZ— Vol.  II 

APPLICANT— Edwin  Storch  for  Dorothy  DeNicola,  own 
er. 

SUBJECT— Application  reopened  September  29,  1964  a 
j  .  Decision  of  the  Borough  Superintended 

under  Section  72-21  of  the  Zoning  Resolution,  to  permi 
in  a  R2  district,  the  erection  of  a  two  story,  one  famil 


dwelling  that  encroaches  on  the  required  front  and  sid< 
yards  and  penetrates  the  sky  exposure  plane. 

PREA1ISES  AFFECTED — 53-28  Marathon  Parkway 
northwest  corner  of  Horace  Harding  Expressway,  Blocl 
8225,  Lot  45,  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  Robert  Bohl. 

A<lTT\Ir0^  0F  B°ARD— Laid  over  to  July  13,  1965,  at  1( 
A,M.  for  continued  hearing ;  applicant  to  confer  with 
Department  of  Highways. 


370-65-B  Z 

APPLICANT— Arthur  Levine  for  Lot  26— Constel  Realty 
Corporation,  and  Lot  68 — Sidney  Busch,  owners. 
SUBJECT— Application  March  30,  1965— decision  of  the 
Borough  Superintendent  under  Sections  11-41  and  11- 
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412  of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
motor  vehicle  repair  shop  including  welding  and  spraying, 
sale  of  auto  parts  and  accessory  parking  previously 
granted  by  the  Board. 

PREMISES  AFFECTED— 89  Furman  Avenue,  west  side, 
82  feet  north  of  Bushwick  Avenue,  Block  3462,  Lots  26 
and  68,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  10 
A.M.  for  decision;  applicant  to  submit  revised  drawings; 
hearing  previously  closed. 


384-65-BZ 

APPLICANT— Harry  Soled  for  Abraham  Greisman,  own¬ 
er. 

SUBJECT— Application  March  31,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required 
side  yards  and  with  a  balcony  in  the  required  rear  yard. 
PREMISES  AFFECTED— 1657  46th  Street,  north  side, 
278  feet  1%  inches  west  of  17th  Avenue,  Block  5434,  Lots 
64  and  129,  Borough  of  Brooklyn. 

appearances— 

For  Applicant:  Harry  Soled. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision;  applicant  to  submit 
additional  drawings;  hearing  closed. 


391-65-BZ 

APPLICANT— Henry  Nordheim  for  Silverio  Mazzella, 
owner. 

SUBJECT— Application  April  6,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  R5  district,  on  a  plot  with  a  one  family 
dwelling  the  use  of  the  open  area  as  a  non-transient  park¬ 
ing  lot. 

PREMISES  AFFECTED— 4748  Matilda  Avenue,  east 
side,  425.04  north  of  East  241st  Street,  Block  5106,  Lots 
35  and  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  Patrick  L.  Wynne,  Louise  Steiner,  Pat¬ 
rick  Hogan,  Donald  Lucas  and  Elizabeth  Vitiello. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


402-65-BZ 

APPLICANT — Edward  J.  Hurley  for  Andoreal  Realty 
Corporation  and  B  and  S  Properties  Incorporated,  own¬ 
ers. 

SUBJECT — Application  April  12,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  73-52  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  and  R8  district,  the 
erection  of  a  one  story  enlargement  to  the  first  floor 
store  extending  into  the  R8  district. 

PREMISES  AFFECTED— 204  East  58th  Street,  south 
side,  90  feet  east  of  Third  Avenue,  Block  1331,  Lot  44, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Frank  Farinella. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision.  Applicant  is  to  obtain 
new  obj  ection  from  Dept,  of  Buildings ;  hearing  closed. 


403-65-BZ 

APPLICANT— Edward  J.  Hurley  for  Andoreal  Realty 
Corporation  and  B  and  S  Properties  Incorporated,  own¬ 
ers. 

SUBJECT— Application  April  12,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R8  district,  in  an  existing 
three  story  and  basement  building  the  erection  of  a  one 
story  enlargement  to  the  store  on  the  first  floor. 

PREMISES  AFFECTED— 206  East  58th  Street,  south 
side,  110  feet  east  of  Third  Avenue,  Block  1331,  Lot  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  Farinella. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision.  Applicant  is  to  obtain 
new  objection  from  Dept,  of  Buildings;  hearing  closed. 


406-65-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT— Application  April  13,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED— 4033  Bruner  Avenue,  west  side, 
146.59  feet  north  of  East  233rd  Street,  Block  4977,  Lot 
58,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition :  Kenneth  W.  Rudolph,  Nicholas  T.  Curia, 
Angelo  Spinelli,  Roma  De  Serio,  Emily  Louise  Wise¬ 
man,  Gioconda  Carrozza,  Sebastian  De  Serio,  Elda 
Nepa,  Flaniano  Cirriani. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


407-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon  Bldg. 
Corporation,  owner. 

SUBJECT — Application  April  13,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  he  re¬ 
quired  side  yards. 

PREMISES  AFFECTED — 4035  Bruner  Avenue,  west  side, 
214.25  feet  north  of  East  233rd  Street,  Block  4977,  Lot 
57,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  Kenneth  W.  Rudolph,  Roma  DeSerio, 
Sebestian  DeSerio,  Herman  Drab,  Salvatore  Longi 
and  others. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 
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408-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon  Bldg. 
Corporation,  owner. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  re¬ 
quired  side  yards. 

PREMISES  AFFECTED — 4039  Bruner  Avenue,  west  side, 
270.75  feet  north  of  East  233rd  Street,  Block  4977,  Lot 
55,  Borough  of  The  Bronx. 

APPEARANCES— 

_For  Applicant:  Robert  J.  Crinnion. 

For  Opposition :  Kenneth  W.  Rudolph,  Juliet  Baker, 
Gloria  R.  Curia,  Dominick  De  Betetto,  Grace  De 
Betetto  and  others. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


409-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon  Bldg. 
Corporation,  owner. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  re¬ 
quired  side  yards. 

PREMISES  AFFECTED — 4037  Bruner  Avenue,  west  side, 
242.5  feet  north  of  East  233  Street,  Block  4977,  Lot  56, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  Kenneth  W.  Rudolph,  Raymond  J.  Mc- 
Elhinney,  Katherine  King,  Jean  Longi  and  others. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


410-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon  Bldg. 
Corporation,  owner. 

SUBJECT — Application  April  13  ,1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  hat  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 4041  Bruner  Avenue,  west  side, 
299  feet  north  of  East  233rd  Street,  Lot  54,  Block  4977, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  Kenneth  W.  Rudolph,  Viola  Cruder, 
Honora  Lehmkuhl,  Carmen  J.  Tiso,  Vincenza  Giumar- 
ro  and  others. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


441-65-BZ 

APPLICANT — Albert  Melniker  for  Estate  of  Marjorie  B. 
Menden,  owner ;  Hess  Oil  and  Chemical  Corporation, 
lessee.  Maxine  B.  Forman,  Executrix. 

SUBJECT — Application  April  14,  1965  —  decision  of  the 


Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  ser¬ 
vice  station  with  accessory  uses. 

PREMISES  AFFECTED — 2488  Hylan  Boulevard,  395 
New  Dorp  Lane,  southeast  corner,  Block  3900,  Lot  12, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Herbert  B.  Claster. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  10 
A.M.  for  decision;  applicant  to  file  revised  drawings; 
Board  awaiting  report  from  City  Planning  Commission; 
hearing  closed. 


455-65-BZ 

APPLICANT — Albert  Melniker  for  Mario  Migliori,  own¬ 
er  ;  Sun  Oil  Company,  lessee. 

SUBJECT — Application  April  22,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  including  a  projecting 
ground  sign. 

PREMISES  AFFECTED — 1650  Forest  Avenue,  southeast 
corner  of  Willowbrook  Road,  Block  1438,  Lot  1,  Port 
Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker,  Joseph  Erott  and  Mario 
Migliori. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  10 
A.M.  for  decision;  applicant  to  file  revised  drawings; 
Board  awaiting  report  from  City  Planning  Commission; 
hearing  closed. 


521-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Arnold  Schon- 
berg,  owner. 

SUBJECT — Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-50  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Ml-1  district, 
the  erection  of  a  one  story  factory  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 47-07  20th  Avenue,  northeast 
corner  of  42nd  Street,  Block  789,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Arnold  Schon- 
berg. 

For  Opposition:  Amerigo  Del  Balzo,  H.  N.  Cohlter  and 
C.  Zaiko. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision.  Applicant  is  to  submit 
statement  as  to  use  and  submit  material  for  findings  under 
Section  72-21.  Hearing  closed. 


534-65-BZ 

APPLICANT — Lindenbaum  and  Young  for  Yellowstone 
Towers,  Incorporated,  owner. 

SUBJECT — Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  (60)  (3)  of  the 
Multiple.  Dwelling  Law  to  permit  in  a  R7-1  district,  in 
an  existing  multiple  dwelling,  the  use  of  the  surplus  ten- 
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ants  spaces  in  the  required  accessor  ygarage  for  transient 
parking  for  a  term  of  twenty  years. 

PREMISES  AFFECTED— 104-40  Queens  Boulevard, 
northeast  corner  of  Yellowstone  Boulevard,  Block  3175, 
Lot  Part  1,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


535-65-A 

APPLICANT — Lindenbaum  and  Young  for  Yellowstone 
Towers.  Incorporated,  owner. 

SUBJECT— Application  May  10,  1965— filed  pursuant,  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED— 104-40  Queens  Boulevard, 
northeast  corner  of  Yellowstone  Boulevard,  Block  3175, 
Lot  Part  1,  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  .10 
A.M.  for  inspection  and  decision  in  conjunction  with 
Calendar  Number  534-65-BZ ;  hearing  closed. 


163-49-BZ 

APPLICANT — David  H.  Brown  for  Jomar  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  reopened  June  2,  1965  —  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
December  22,  1964 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  parking  of  more  than  five  (5)  motor  vehicles, 
no  fee  to  be  charged,  for  customers  and  employees  of 
adjacent  stores. 

PREMISES  AFFECTED— 61-12  to  61-22  186th  Street, 
west  side,  100  feet  south  of  Horace  Harding  Boulevard, 
Block  7074,  Lot  11,  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  David  H.  Brown. 

For  Opposition :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com- 

miissioner  Klein  - — - 5 

Negative:  - 0 

THE  RESOLUTION— 

Whereas,  on  July  12,  1949  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  June  2,  1965 
and  set  for  hearing  on  June  29,  1965  at  10  A.M.,  requiring 
a  .new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1965,  acting  on  Alt.  Applic.  No.  156/1949, 
reads : 

“1.  Extension  of  Alt.  156-49  beyond  B.S.&A.  Cal.  No. 
163-49-BZ  resolution  to  be  referred  to  the  B.S.&A. 
for  reconsideration.” 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  12,  1949,  as 
amended  through  December  22,  1959  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


319-54-BZ 

APPLICANT— Thomas  G.  Weaver  for  Marguerite  M. 
Blake,  owner. 

SUBJECT— Application  reopened  June  2,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance.,  expired 
March  29,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under.  Section  7e  of  the 
Zoning  Resolution,  permitting  in.  a  residence  use  district, 
an  undertaking  establishment,  without  the  required  load¬ 
ing  platform. 

PREMISES  AFFECTED— 10  St.  Nicholas  Place  north¬ 
east  corner  of  West  150th  Street,  Block  2054,  Lot  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Thomas  G.  Weaver. 

For  Opposition :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - - - - —  ** 

Negative:  - - -  ® 

THE  RESOLUTION— 

Whereas,  on  March  29,  1955,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  June  6,  .1965 
and  set  for  hearing  on  June  29,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1965,  acting  on  Alt.  Applic.  No.  824/1965, 
reads : 

“1.  Proposed  undertaking  establishment  located  in  an 
R  7-2  use  district  is  contrary  to  Sec.  12-10  of  the 
Zoning  Resolution. 

NOTE:  Case  previousl  yapproved  by  B.  of  S.  &  A. 
under  Cal.  No.  319-54-BZ.  Referred  back  to  Board 
Sec.  11-41  &  Sec.  73-01  of  the  Zoning  Resolution.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  29,  195.o 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


902-59-BZ 

APPLICANT— Henry  Nordheim  for  Jack  DeLisi,  owner. 
SUBJECT— Application  reopened  June  2,  1965  —  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
June  28,  1965 — decision  of  the  Borough  Superintendent, 
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previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED' — -1325  University  Avenue,  west 
side,  248.18  feet  north  of  West  169th  Street,  Block  2533, 
Lots  120  and  122,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  on  June  28,  1960,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  June  2,  1965 
and  set  for  hearing  on  June  29,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1965,  acting  on  Alt.  Applic.  No.  1222/1959, 
reads : 

“1.  Proposed  extension  of  term  of  variance  for  use  of 
above  premises  is  contrary  to  B.S.&A.  Cal.  No. 
902-59-BZ  and  must  be  referred  to  the  Board  for 
its  determination  as  per  Sect.  11-411  of  the  Zoning 
Resolution.  (Premises  are  presently  zoned  R  7-1).” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  28,  1960,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read: 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this .  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shal  lbe  com¬ 
plied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


708-60-BZ — Vol.  II 

APPLICANT — Lama  Proskauer  Prober  and  Vassalotti, 
for  Kings  Auto  Collission,  Incorporated,  owner. 

SUBJECT— Application  reopened  February  2,  1965  as  Vol. 
U — decision  of  the  Borough  Superintendent,  under  Sec- 
tion  72-21  of  the  Zoning  Resolution  to  permit  in  a  C2-2 
chstrict,  the  change  in  occupancy  of  an  existing  open  story 
building  from  factory  and  storage  to  motor  vehicle  repair 
shop,  welding  with  acetylene  and  oxygen  torches  electri¬ 
cal  welding,  incidental  painting  and  spraying  and  body 
and  fender  repairs  with  accessory  parking. 

AFFECTED — 721-731  Livonia  Avenue  and 
539-547  Bradford  Street,  north  east  corner,  Block  3810, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Mary  Rynkowski. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert 
Comrmssioner  Fox,  Commissioner  Becker  and  Coir 

missioner  Klein _ _  5 

Negative:  _ _ _ _  _  n 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  29,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  30,  1964,  acting  on  Alt.  Applic.  279/64, 
reads : 

“1.  The  proposed  change  in  occupancy  from  ‘Factory 
(incombustibles)  and  storage  and  parking  of  motor 
vehicles,’  to  ‘motor  vehicle  repair  shop,  welding  with 
acetylene  and  oxygen  torches,  electrical  welding,  in¬ 
cidental  painting  and  spraying,  and  body  an  dfender 
work,’  (Use  Group  17B).  And  parking  and  storage 
of  motor  vehicles  awaiting  service  in  open  area,  in 
a  C2-2  within  an  R-6  district,  is  contrary  to  Sect. 
42-14  &  52-35  of  the  Zoning  Resolution.  The  existing 
factory  occupancy  has  not  been  established  as  an 
occupancy  in  Use  Group  No.  17  and  No.  18.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions- 
and  ’ 


Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there- 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C2-2  district,  the  change  in  occupancy  of  an 
existing  one-story  building  from  factory  and  storage  to 
motor  vehicle  repair  shop,  welding  with  acetylene  and 
oxygen  torches,  electrical  welding,  incidental  painting,  spray- 
mg,  body  and  fender  repairs  with  accessory  parking  on  con¬ 
dition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  January  20,  1965”,  3  sheets, 
and  June  22,  1965  ,  one  sheet;  on  further  condition  that 
theie  be  no  gate  in  the  Bradford  Street  fence;  that  the 
parking  lot  and  the  sidewalk  be  thoroughly  cleaned  and 
the  grass  along  the  sidewalk  be  cut;  that  the  windows  in 
the  rear  of  the  building  in  the  north  wall  be  sealed  up; 
tiat  the  fence  along  Bradford  Street  be  returned  along 
the  north  lot  line  to  meet  the  building  on  the  adjacent  lot: 
that  the  occupant  shall  conform  to  the  rules  of  the  Air 
o  lution  Board;  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  be  ob¬ 
tained,  work  done,  and  a  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  Resolution 


181-61-BZ 

APPLICANT— Andrew  DiCamillo  for  Vincent  Cannata 
owner.  ’ 

SUBJECT — Application  reopened  May  11,  1965  —  for  con- 
sideration  as  to  extension  °f  term  of  variance,  expired 
ay_  31,  1963  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
ie  storage  of  metal  products  and  parking  and  storage 
ot  two  motor  vehicles  on  a  vacant  plot. 

P^nrwTSfES  ED— 1338  65th  Street,  south  side, 

300  feet  west  of  13th  Avenue,  Block  5754,  Lot  22,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition :  Martin  J.  Hertz  and  Joseph  O.  Albanese. 

ACTION  OF  BOARD — Term  of  variance  extended. 
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THE  VOTE— 

Affirmative:  Vice  Chairman  Kleinert,  Commissioner  Fox, 

and  Commissioner  Klein  - - — ~ - -  3 

Negative:  Chairman  Foley  and  Commissioner  Becker-  2 

THE  RESOLUTION— 


Whereas,  on  May  31,  1961,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  May  11,  1965 
and  set  for  hearing  on  June  8,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  29,  1965  for  inspection  and  decision 
as  to  the  extension  of  the  term  of  variance;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1965,  acting  on  Alt.  Applic.  No.  216/1961, 
reads : 


“1.  The  term  of  variance  granted  by  the  Board  of 
Standards  &  Appeals  under  Cal.  No.  181-61-BZ  has 
expired.  Refer  back  to  the  Board  of  Standards  and 
Appeals  for  an  extension  of  term  of  variance,  as 
per  Sec.  11-411  of  the  Amended  Zoning  Resolu¬ 
tion.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  31,  1961,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 


“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  ...  ;  on  condition  that  there 
shall  be  no  manufacturing  on  this  property ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.” 


185-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Herkimer  Realty 
Company,  owner. 

SUBJECT — Application  February  19,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erection 
of  a  six  story  enlargement  to  a  six  story  multiple  dwell¬ 
ing  presently  under  construction  that  increases  the  degree 
of  non-compliance  in  room  count,  floor  area  and  front 
yard  encroachment. 

PREMISES  AFFECTED— 33  East  233rd  Street,  north¬ 
east  corner  of  Herkimer  Place,  Block  3363,  Lot  58  and 
53,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition  :  James  J.  Tubridy. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  - - 4 

Negative:  Vice  Chairman  Kleinert _ 1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  2,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  15,  1965;  hearing  closed;  then  to 
June  29,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  10,  1965,  acting  on  N.B.  Applic.  2411/1961, 
reads : 

“A-76  Amendment  filed  after  Dec.  15,  1961  relocating  the 
building  so  that  a  front  yard  on  E.  233  St.  was  re¬ 
placed  with  a  front  yard  on  Herkimer  Place  in  that 


it  increased  the  degree  of  non-compliance  with  re¬ 
spect  to  front  yards,  sky  exposure  plane  contrary 
to  Sec.  11-31  (B)  of  the  Z.R.  is  unacceptable  as 
modification. 

A -77  Sec.  11-31  Z.R.  will  not  permit  the  acceptance  of  new 
plans  to  increase  the  lot  area  and  enlarge  the  build¬ 
ing  originally  proposed  and  subject  to  Cal.  No.  2579 
BZY.  Proposed  addition  does  not  constitute  a  per¬ 
mitted  modification. 

A-78  Proposed  addition  to  the  building  exceeds  the  bulk 
requirements  for  the  zoning  lot  in  an  R-5  with  re¬ 
ference  to  FAR  -  O.S.R.  L.A.  per  room-front  yard, 
side  yard,  sky  exposure  plane,  parking  etc.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards.  and  Appeals  does 
hereby  make  a  variation  in  the  application  of.  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-5  district,  the  relocation  of.  a  six  story 
multiple  dwelling  presently  under  construction  that  in¬ 
creases  he  degree  of  non-compliance  with  respect  to.  front 
yards,  and  sky  exposure  plane  as  stated  in  the  decision,  of 
the  Borough  Superintendent  dated  March  10,  1965,  acting 
on  New  Building  Application  2411/1961,  Item  A -76  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  February  1.9,  1965”,  5  sheets; 
on  further  condition  that  the  application  in  regard  to.  Items 
A -77  and  A-78  in  the  decision  of  the  Borough  Superintend¬ 
ent  be  denied;  that  all  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with,  permit  obtained,  work  done, 
Certificate  of  Occupancy  obtained,  within  one  year  from 
the  date  of  this  Resolution. 


186-65-A 

APPLICANT — Leonard  F.  Rothkrug  for  Herkimer  Realty 
Company,  owner. 

SUBJECT — Application  February  19,  1965  —  Review,  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
matter. 

PREMISES  AFFECTED— 33  East  233rd  Street,  north¬ 
east  corner  of  Herkimer  Place,  Block  3363,  Lots  59  and 
53,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  James  J.  Tubridy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _ 3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox  - 2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  10,  1965  on  N.B.  Applic.  2411-61,  reads: 
“A-76  Amendment  filed  after  Dec.  15,  1961  relocating  the 
building  so  that  a  front  yard  on  E.  233rd  Street 
was  replaced  with  a  front  yard  on  Herkimer  Place 
in  that  it  increased  the  degree  of  non-compliance 
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with  respect  to  front  yards,  sky  exposure  plane, 
contrary  to  Sec.  11-31  (B)  of  the  Z.R.  is  unaccept¬ 
able  as  a  modification. 

A -77  Sec.  11-31  Z.R.  will  not  permit  the  acceptance  of 
new  plans  to  increase  the  lot  area  and  enlarge  the 
building  originally  proposed  and  subject  to  Cal. 
No.  2579  BZY.  Proposed  addition  does  not  consti¬ 
tute  a  permitted  modification.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  March  10,  1965,  acting  on  N.B.  Ap- 
plic.  2411-61,  Objection  No.  A 76  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  all  of  the  requirements  in  the  Resolution  adopted 
this  day  under  Calendar  Number  185-65-BZ  shall  be  com¬ 
plied  with;  on  further  condition  that  the  application  inso¬ 
far  as  it  concerns  Item  A 77  in  the  Borough  Superintendent’s 
decision  is  denied. 


256-65-BZ 

APPLICANT — Nathaniel  C.  Saxe  for  Cranbrook  Realty 
Corporation,  owner. 

SUBJECT — Application  February  23,  1965 — decision  of 
the  Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  District,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  automotive 
establishment  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 14-06  14-16  Beach  Channel 
Drive,  21-32  21-42  Nameoke  Avenue,  northeast  corner, 
Block  15525,  Lots  1  and  51,  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Nathaniel  C.  Saxe. 

For  Opposition:  Cora  H.  Walton  and  Sadie  Johnson. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _ 5 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  29,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1965,  acting  on  Alt.  Applic.  2371/1964, 
reads  : 

“I.  Proposed  extension  to  an  existing  automobile  sales¬ 
room  and  service,  parking  and  used  car  lot,  previ¬ 
ously  granted  by  the  BSA  under  Cal.  No.  811-51 
BZ,  in  a  R-5  district,  is  contrary  to  Sec.  52-22  of 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
applicaion  be  and  it  hereby  is  granted  under  Section  11-412 
of  the  Zoning  Resolution,  to  permit  in  an  R-5  district,  the 
erection  of  a  one-story  enlargement  to  an  existing  automo¬ 


tive  sales  establishment  previously  granted  by  the  Board 
on  condition  the  building  conform  to  drawings  filed  with 
this  application  marked  “Received  February  23,  1965”,  6 
sheets,  and  “June  23,  1965”,  1  sheet,  additional;  on  further 
condition  that  the  exterior  walls  of  the  extension  shall  be 
of  face  brick  to  match  the  existing  building;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with; 
and  that  permit  be  obtained,  work  done,  and  a  Certificate 
of  Occupancy  obtained,  within  one  year  from  the  date  of 
this  Resolution. 


428-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Ridgefield  Towers  Tenants  Corporation,  Incorporated, 
owners. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R2  district,  in  an  existing  six 
story  multiple  dwelling,  the  change  in  occupancy  of  doc¬ 
tors  offices  in  the  cellar  to  an  apartment  that  increases 
the  degree  of  non-compliance  in  lot  area  per  room  and 
without  the  required  parking. 

PREMISES  AFFECTED— 8301  Ridge  Boulevard,  200- 
240  83rd  Street,  southeast  corner,  Block  6016,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative :  _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  15,  1965,  acting  on  Alt.  Applic.  1940/1964, 
reads : 

“2.  The  proposed  cellar  apartment  in  a  Multiple  Dwell¬ 
ing  located  in  an  R-2  District  is  contrary  to  Sec. 
54-31  of  Zoning  Resolution. 

3.  Lot  area  per  dwelling  unit  is  furthered  diminished 
by  the  additional  apartment  in  cellar  as  per  Sec. 
23-221  of  Z.R. 

4.  Provide  additional  parking  for  new  apartment  as 
per  Sec.  25-23  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-2  district, 
in  an  existing  six-story  multiple  dwelling,  the  change  in 
occupancy  of  doctors’  offices  in  the  cellar  to  an  apartment 
that  increases  the  degree  of  non-compliance  in  lot  area  per 
room,  and  without  the  required  parking  on  condition  that 
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the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  April  13,  1965”,  8  sheets ;  on 
further  condition  that  the  apartment  shall  be  for  the  use 
of  the  superintendent  only;  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with;  and  that  permit 
shall  be  obtained,  work  completed  and  a  Certificate  of  Oc¬ 
cupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


429-65-A 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Ridgefield  Towers  Tenants  Corporation,  Incorporated, 
'owners. 

SUBJECT — Application  April  13,  1965 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  34  Subd  1  of  the  Multiple  Dwelling  Law  re- 
Cellar  apartment — ceiling  height. 

PREMISES  AFFECTED— 8301  Ridge  Boulevard,  200-240 
83rd  Street,  southeast  corner,  Block  6016,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner.  Fox,  Commissioner  Becker  and  Corn- 

Negative:  _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  15,  1965  on  Alt.  Applic.  1940-64,  reads: 

“5.  Ceiling  height  of  proposed  apartment  to  be  9'-0" 
as  per  Sec.  34  sub.  1(a)  M.D.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved  ,that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  15,  1965,  acting  on  Alt.  Applic.  1940-64, 
Objection  No.  5,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  310  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  of  the  requirements  in  the 
resolution  adopted  by  the  Board  this  day  under  Calendar 
Number  428-65-BZ  shall  be  complied  with. 


Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  - - - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  29,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1965,  acting  on  N.B.  Applic.  324/1965,  reads: 

“1.  Actual  Lot  Area  and  lot  width  are  less  than  the 
min.  Lot  Area  and  lot  width  required  in  R4  Resi¬ 
dence  District  as  per  Section  23-32  of  Z.R.  and 
therefore  proposed  lot  is  contrary  to  Sect.  23-32  of 
Z.R.  (Actual  Lot — 3000  sq.  ft.,  Lot  width — 30  ft., 
req’d  Lot — 3800  sq.  ft.,  width -40').” 

2.  Actual  front  yard  along  Monticello  Ave.  does  not 
comply  with  the  min.  front  yard  requirements  of 
Sect.  23-45  and  therefore  is  contrary  to  Sect.  23-45 
of  Z.R.  (No  front  yard  provided,  15'  required).” 

3.  Proposed  Building  penetrates  the  sky  exposure  plane 
as  defined  in  the  Sect.  23-631  of  Z.R.  and  therefore 
is  contrary  to  Sect.  23-631  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards _  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-4  district,  the  erection  of  a  two-story  and 
basement,  two-family  dwelling  that  encroaches  on  the  re¬ 
quired  front  yard,  penetrates  the  sky  exposure  plane  and 
has  less  than  the  required  lot  area  and  lot  width  on  condi¬ 
tion  the  building  conforms  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  April  21.  1965,”  3  sheets;  “June 
24,  1965”,  4  sheets,  revised;  “June  24,  1965”,  1  sheet,  addi¬ 
tional,  and  “June  29,  1965”,  1  sheet,  additional;  on  further 
condition  that  all  laws,  rules  and  regulations  application 
shall  be  complied  with ;  and  that  permit  be  obtained, .  work 
done,  and  a  Certificate  of  Occupancy  obtained,  within  one 
year  from  the  date  of  this  Resolution. 


445-65-BZ 

APPLICANT — Joseph  Marini  for  Fred  Tangorra,  owner. 

SUBJECT — Application  April  21,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R4  district,  the  erection 
of  a  two  story  basement,  two  family  dwelling  that  en¬ 
croaches  on  the  required  front  yard,  penetrates  the  sky 
exposure  plane  and  has  less  than  the  required  lot  area 
and  lot  width. 

PREMISES  AFFECTED — 4103  Monticello  Avenue,  north¬ 
west  corner  of  Edenwald  Avenue,  Block  5027,  Lot  32, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Marini. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 


Adjourned  1:00  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  JUNE  29,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

309-28-BZ — Vol.  Ill 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Sections  7i  and  21  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  reconstruction,  rearrange- 
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ment  and  extension  of  gasoline  service  station,  to  include 
motor  vehicle  repair  shop,  auto  laundry,  lubritor.ium,  sale 
of  auto  accessories,  office  and  parking  of  cars  waiting 
to  be  serviced. 

PREMISES  AFFECTED — 2307-2331  Flatbush  Avenue  and 
2358-2384  Utica  Avenue,  northeast  corner,  Block  8510, 
Lots  1  and  4,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com 


missioner  Klein  _ _ _ _ _  5 

Negative:  . . . .  . .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board  as 
Vol.  Ill,  on  October  3,  1950,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  18,  1952;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  21,  1950 
as  amended  through  March  18,  1952,  by  adding  thereto: 
“that  this  gasoline  service  station  may  be  altered  and 
rearranged  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  ‘Received  June  2,  1965’, 
2  sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  951/65) 


545-44-BZ— Vol.  IV 

APPLICANT— Max  Siegel  Associates  for  All  States  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  26, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7 a  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district, 
the  change  in  use  of  the  cellar  of  an  existing  six  story 
and  cellar  building  from  garage  to  photo  studios,  show¬ 
rooms  and  incidental  storage,  the  upper  floors  to  retain 
the  existing  uses  of  showrooms,  school,  storage  and  fac¬ 
tory. 

PREMISES  AFFECTED — 41 5-423  East  53rd  Street,  north 
side,  194  feet  east  of  First  Avenue  and  410-416  East  54th 
Street,  Block  1365,  Lot  9,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Frederick  J.  McCaskey. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . _____ . _____  5 

Negative : _ _ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  IV,  on  April  3,  1962,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  May  26,  1964;  and 

.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  amend  the  resolution  adopted  on  April  3,  1962  as 
amended  through  May  26,  1964,  only  as  to  the  time  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (Alt.  1030/58) 


249-52-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Raymond 
Zucherman,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Sup¬ 
erintendent;  previously  granted  on  condition,  under  Sec¬ 
tion  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  addition  of  motor  vehicles  for  an  author¬ 
ized  car  agency  (Ford  Motor  Cars). 

PREMISES  AFFECTED — 1934  Jerome  Avenue,  east  side, 
229.23  feet  north  of  East  177th  Street,  Block  2853,  Lot 
11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . .  5 

Negative:  _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  14,  1953,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  2,  1954;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  14,  1953  as 
amended  through  June  2,  1954,  by  adding  therto : 

“that  all  references  to  the  Allied  Ford  Corporation  are 
hereby  deleted  from  the  resolution;  and  that  the  build¬ 
ing  shall  be  arranged,  used  and  occupied  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  June  8,  1965’,  2  sheets,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that 
a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  245/65) 


546-59-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Astoria  Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  June  23, 
1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Sections  7f  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  car  washing,  minor  auto  repairs, 
store,  storage  room  and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 1001-1013  East  69th  Street  and 
6901-6017  Avenue  K,  northeast  corner  and  2063-20 67 
Ralph  Avenue,  Block  8339,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 
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ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Becker  -  3 

Negative:  Commissioner  Fox  and  Commissioner  Klein  _  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  26,  1960,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  June  23,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  26,.  1960, 
as  amended  through  June  23,  1964,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (N.B.  1019/59) 


516-63-BZ 

APPLICANT— Frederick  G.  Frost,  Jr.  and  Associates  for 
New  York  City  Dept,  of  Real  Estate,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  July  21, 
1965  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition.,  under  Section  72-21 .  of  the 
Zoning  Resolution,  permitting  in  an  Ml -5  district,  the 
erection  of  a  three  story  and  cellar  building  for  use  as  a 
precinct  house  that  encroaches  on  the  required  rear  yard. 
PREMISES  AFFECTED— 357  West  35th  Street,  north 
side,  125  feet  east  of  Ninth  Avenue,  Block  759,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Kenneth  Sailor. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker  -  4 

Negative:  Commissioner  Klein  - - -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1963,  on  certain  conditions  ;and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  21,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July.  23,  1963  as 
amended  through  July  21,  1964,  only  as  to  the  time  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (N.B.  23/63) 


320-64-A 

APPLICANT — Samuel  Garnett  for  Kaybar  Realty,  owner. 
SUBJECT— Application  March  12,  1964  —  Appeal  from 


an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1945-1955  Westchester  Avenue,, 
north  side,  237.36  feet  east  of  Hugh  J.  Grant  Circle,. 
Block  3930,  Lots  71  and  74,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  .  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  Commissioner  Fox  -  1 


758-30-BZ — Vol.  IV 

APPLICANT— Charles  M.  Spindler  for  Leading  Estates, 
Inc.,  owner. 

SUBJECT — Application  for  consideration  — .  reopening  for 
extension  of  time  to  complete  which  expired  March  3, 
1965 — decision  of  the  Borough  Superintendent;,  previ¬ 
ously  granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service,  station, 
lubritorium,  non-automatic  car  wash,  minor  repairs  with 
hand  tools  only,  auto  safety  inspection  station,  ground 
sign,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1507-1515  Myrtle  Avenue  and 
278-290  Irving  Avenue,  northwest  corner,  Block  3318, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD— Application  reopened  and  set. for 
hearing  on  September  8,  1965  at  10  A.M.,  to  consider 
extension  of  time  to  obtain  permits  and  complete  the 
work,  which  had  expired  by  limitation,  requiring  a  new 
decision  of  the  Borough  Superintendent,  which  has  been 
filed,  and  two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative :  Commissioner  Fox  — - -  1 


750-59-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Fifty  States  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  April  21, 
1965  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7f,  7i  and  7e 
of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  minor  auto  repairs,  car  washing,  stor¬ 
age  room,  office,  sales,  ground  signs  and  parking  and 
storage  of  motor  vehicles  for  a  stated  term  of  15  years. 

PREMISES  AFFECTED— 858-864  East  167th  Street  and 
1083-1087  Hall  Place,  southwest  corner,  Block  2691,  Lot 
86,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  8,  1965,  at  10  A.M.,  to  consider  ex¬ 
tension  of  time  to  obtain  permits  and  complete  the  work, 
which  had  expired  by  limitation,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Becker  _  3 

Negative :  Commissioner  Fox  and  Commissioner  Klein  _  2 


1184-64-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Peter  I.  Fein- 
berg,  owner ;  White  Castle  System,  Incorporaeted,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Sections  11-412  and  72-21  of  the  Zoning  Resolution  and 
Section  666  (  7)  of  N.R.C.  Charter,  permitting  in  an  R5 
district,  the  enlargement  in  area  of  an  existing  eating  and 
drinking  establishment  to  provide  car  hop  service. 

PREMISES  AFFECTED — 1677  Bruckner  Boulevard, 
northwest  corner  of  Fteley  Avenue,  Block  3721,  Lots  1 
and  13,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  July  13,  1965,  at  10  A.M.,  to  consider  amend¬ 
ment  of  the  Resolution  requiring  a  new  decision  of  the 
Borough  Superintendent  and  photographs,  which  have 
been  filed,  and  publication  in  the  Bulletin  as  notice. 

THE  VOTE — 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein _ 5 

Negative: _ 0 


Cal.  Nos.  2796-BZY,  Vol.  II;  2799-BZY,  Vol.  II. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  these  applications  were  accepted  by  the  Board 
under  Section  11-324  in  accordance  with  the  decision  of  the 
Supreme  Court,  nunc  pro  tunc;  and 

Whereas,  the  Board  found  that  the  applicant  satisfied 
the  requirements  of  Section  11-322  on  or  before  December 
15,  1963,  and  that  the  buildings  are  now  enclosed  and  are 
nearly  completed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  grant  under  Section  11-324,  an  additional  extension 
of  time  to  complete  construction  to  December  15,  1965. 


Adjourned :  1 :20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  JUNE  29,  1965,  2  P.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

397-50-SA 

APPLICANT — Baldwin-Lima-Hamilton  Corp., 


APPEARANCES— 

For  Applicant :  S.  W.  Connolly. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox _ i 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  397-50-SA — Baldwin-Lima-Hamilton  Corp.,  Phila¬ 
delphia,  Pa.,  requested  that  the  resolution  which  was  grant¬ 
ed  on  December  5,  1950,  under  Cal.  No.  397-50-SA,  to  the 
Griscom-Russell  Company  for  their  G-R  Style  B  Fuel  Oil 
Heater  (Steam),  be  reopened  and  amended  to  show  a 
change  of  ownership.  The  applicant  has  filed  an  affidavit 
stating  that  the  Griscom-Russell  Company  was  acquired 
m  January  1962  and  liquidated.  Baldwin-Lima-Hamilton 
Corporation  purchased  all  rights  to  the  design  and  manu¬ 
facture  of  their  fuel  oil  preheaters  and  no  change  has  been 
made  in  the  G-R  Style  B  Fuel  Oil  Heater  (Steam). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  5,  1950,  under 
Cal.  No.  397-50-SA,  be  reopened  and  amended  as  to  change 
of  ownership,  owner-manufacturer  is  now  Baldwin-Lima- 
Hamilton  Corporation,  on  condition  that  all  other  require- 
ments  of  the  resolution  adopted  December  5,  1950.  under 
Cal.  No.  397-50-SA,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


793-54-SM 

APPLICANT — Cordo  Division  of  Ferro  Corp..  owner. 
APPEARANCES— 

For  Applicant :  F.  M.  Hall. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  ^ 

Negative: _ _ _ _  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
793-54-SM— Amendment  to  resolution  as  to  additional  fabric. 

Cordo  Division  of  Ferro  Corp.,  requested  that  the  reso¬ 
lution  adopted  February  23,  1955,  under  Cal.  793-54-SM, 
be  reopened  and  amended  so  as  to  include  an  additional 
fabric. 

PROPOSED  USE:  Material  is  to  be  used  for  draperies, 
curtains,  etc.,  in  places  of  public  assembly. 

DESCRIPTION :  The  material  is  basically  the  same  as 
the  presently  approved  material,  except  that  the  thickness 
has  been  increased  from  0.015"  to  0.028",  and  the  weight 
from  15%  ozs.  per  sq.  yd.  to  28  ozs.  per  sq.  yd.  The  ma- 


owner. 
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terial  has  been,  approved  by  the  Factory  Mutual,  and  as  the 
report  states  there  was  no  flaming  after  the  test  was 

removed,  which  complies  with  the  Boards  Rules  for  Flame¬ 
proof  Fabrics. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  23,  1955,  under 
Cal.  793-54-SM,  be  reopened  and  amended  so  as  to  include 
the  additional  fabric  known  as  Cordoglas  Style  CC-7U1,  on 
condition  that  the  requirements  of  the  resolution  adopted 
February  23,  1955,  under  Cal.  793-54-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engineer 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


336-57-SA 

APPLICANT — The  Peerless  Heater  Company,  Division  of 
Peerless  Industries,  owner. 

APPEARANCES— 

For  Applicant :  Edward  W.  Wilson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - 

Negative:  - 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
336-57-SA — Amendment  to  resolution  as  to  additional  gas- 
fired  boilers  and  change  of  corporate  name. 

The  Peerless  Heater  Company,  Division  of  Peerless  In¬ 
dustries,  Inc.,  requested  that  the  resolution  adopted  Janu¬ 
ary  16  1962  and  amended  May  14,  1963,  under  Calendar 
Number  336-57-SA,  be  reopened  and  amended  so  as  to 
include  additional  gas-fired  boilers  and  change  of  cor¬ 


porate  name. 

DESCRIPTION:  The  requested  models  known  as  the 
Peerless  Series  75  and  Series  210,  are  basically  similar  to 
the  presently  approved  models  Series  50B  and  Series  170, 
rspectively,  except  for  the  following: 

The  Series  75  has  a  finned  type  secondary  heating  sur¬ 
face  added  to  the  boiler  section.  The  input  per  burner  was 
increased  from  62,500  Btu/hr.  to  75,000  Btu/hr.  The  sec¬ 
tions  were  spaced  further  apart.  The  base  was  increased  in 
height  and  length  to  accommodate  the  increase  in  input  and 
boiler  block  length,  respectively.  The  raised  drilled  port 
burners  are  standard  for  use  with  all  gases.  The  flue  col¬ 
lector  was  increased  in  height  to  accommodate  increase  in 
input.  The  jacket  dimensions  are  greater  in  length  and 
height. 

The  Series  210  has  a  finned  type  secondary  heating  sur¬ 
face  added  to  the  boiler  section.  The  input  per  burner  was 
increased  from  170,000  Btu/hr.  to  210,000  Btu/hr.  The 
sections  were  spaced  further  apart.  The  burner  was  re¬ 
designed,  using  a  slotted  port  type  burner  as  standard  on 
natural  gas  and  a  raised  drilled  port  burner  on  other  city 
gases  and  propane.  The  base  was  increased  in  height  and 
length  to  accommodate  the  increase  in  input  and  boiler 
length,  respectively.  The  flue  collector  was  increased  in 


height  to  accommodate  increase  in  input.  The  jacket  di¬ 
mensions  are  greater  in  length  and  height. 

The  Series  75  and  Series  210  have  been  approved  by  the 
American  Gas  Association. 


Change  of  Corporate  Structure: 

The  affidavit,  executed  by  Eugene  C.  Fish,  President, 
reads  as  follows:  “To  Whom  It  May  Concern:  State  of 
Pennsylvania:  ss  County  of  Philadelphia.  Eugene  C.  Fish 
being  duly  sworn,  desposes  and  says:  That  he  is  President 
of  Peerless  Industries,  Inc.,  and  has  authority  to  make  this 


affidavit”. 

Peerless  Heater  Company  prior  to  May  1st,  1964  was  a 
wholly  owned  subsidiary  of  American  Management  Corpora¬ 
tion.  To  simplify  the  corporate  structures,  Peerless  Heater 
Company  was  merged  into  American  Management  Corp- 
oration,  and  the  name  of  the  corporation  was  changed  to 
Peerless  Industries,  Inc. 

Therefore,  Peerless  Heater  Company  is  now  a  division 
of  Peerless  Industries,  Inc.,  which  is  the  parent  corpora¬ 
tion  with  the  Eastern  Foundary  Company  as  its  subsidiary. 

There  have  been  no  changes  in  personnel,  officers  or 
directors  and  all  of  the  companies  will  continue  to  function 
as  heretofore. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  Janua: ry  i6  1962  and 
amended  May  14,  1963,  under  Calendar  Number  336-57-SA, 
be  reopened  and  amended  so  as  to  include  additional  Peer- 
less  Series  75  and  Series  210  gas-fired  heating  boilers  and 
change  of  corporate  name  from  the  Peerless  Heater  Com¬ 
pany,  Division  of  the  Eastern  Foundry  Company  to  the 
Peerless  Heater  Company,  Division  of  Peerless  Industries, 
Inc.,  as  detailed  in  this  report.  The  requirements  of  the 
resolution  adopted  January  16,  1962  and  amended  May  14, 
1963,  under  Calendar  Number  336-37-SA,  are  to  be  com¬ 
plied  with. 

(Sgd.)  Whxtam  A.  Nolan, 


John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 
Assistant  Architect 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  _  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


436-58-SA 

APPLICANT — Tokheim  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  A.  P.  Lapsansky. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert. 
Commissioner  #  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - - - 5 

Negative: - — - - - -  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

Cal.  No.  436-58- S— Tokheim  Corporation,  New  York,  New 
York,  requested  that  the  resolution  adopted  November  18, 
1958  and  amended  through  December  3,  1963,  under  Cal. 
No.  436-58-SA,  be  reopened  and  amended  so  as  to  mciude 
additional  Models  948-BT  and  952-BT,  and  the  1048B  and 
1052B  series  Gasoline  Computer  Pumps  and  Dispensing 
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Pedestals^whh  suffixes  TP,  RC,  HS,  PEH,  GP,  SP,  WNC, 


DESCRIPTION :  The  requested  Models  948-BT  and  952- 
BT  with  suffix  designations  are  similar  to  the  previously 
approved  Models  948-AT  and  952-AT,  respectively,  except 
that  the  computer  device  with  computer  wheels  is  installed, 
mounted  on  the  center  line  of  the  pump  or  pedestal  chassis. 
Originally,  the  computer  device  and  numeral  wheels  were 
installed  to  the  side  of  the  pump  or  pedestal  chassis  near  the 
switch  operating  lever  and  hose  nozzle  rest. 


The  Models  1048B  and  1052B  are  similar  to  the  previ¬ 
ously  approved  Models  1048A  and  1052B,  respectively,  ex¬ 
cept  for  the  same  change  in  computer  location  as  above. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18,  1958  and 
amended  through  December  3,  1963,  under  Cal.  No.  436-58- 
SA,  be  reopened  and  amended  so  as  to  include  the  Tokheim 
Models  948-BT,  952-BT,  1048B  and  1052B  series  Gasoline 
Computer  Pumps  and  Dispensing  Pedestals  with  suffixes 
TP  RC,  HS,  PEH,  GP,  SP,  WNC,  PR  or  IBM,  on 
condition  that  the  requirements  of  the  resolution  adopted 
November  18,  1958  and  amended  through  December  3, 
1963,  under  Cal.  No.  436-58-SA,  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


51-60-SM 

APPLICANT — Western  Gear  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Noel  Brener. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox  . . . . . 2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
51-60-SM— Amendment  to  resolution  as  to  additional  model 
of  hoist. 

Western  Gear  Corp.,  requested  that  the  resolution  adopted 
July  18,  1961,  under  Cal.  51-60-SM,  be  reopened  and  amend¬ 
ed  so  as  to  include  additional  model  of  hoist,  new  model 
designated  as  Model  3  Sky  Climber. 

PROPOSED  USE:  Scaffold  Hoist  that  can  be  converted 
to  either  air  power  or  electric  power. 

DESCRIPTION :  The  Model  3  is  basically  the  same  as 
the  model  2,  presently  approved,  with  the  following  modi¬ 
fications  :  except  that  it  is  worm  gear. 

1)  The  Model  2  has  three  spring  loaded  rollers  to  lock 
the  cable  to  the  drum ;  the  Model  3  has  five  spring  loaded 
rollers  for  more  positive  action. 

2)  The  wire  rope  on  the  Model  2  is  5/16  6  x  37;  the 
Model  3  uses  5/16  6  x  31. 

3)  The  Model  3  has  an  additional  wedge  brake  to  pre¬ 
vent  downward  drift.  The  driven  pulley  on  the  worm  shaft 
has  a  27°  “V”  groove  around  the  periphery.  A  27°  wedge 


engages  this .  pulley  at  all  times,  except  during  actual 
operation.  This  locks  the  worm  shaft  from  downward  ro¬ 
tation  by  (1)  the  wedge  action  (2)  spring  action  of  the 
lever  arm,  and  (3)  the  cam  action  when  the  wedge  tries 
to  approach  the  center  line  of  the  worm  shaft  and  pivot 
screw. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1961,  under  Cal. 
51-60-SM,  be  reopened  and  amended  so  as  to  include  the 
Model  3  Sky  Climber,  on  condition  that  the  requirements 
of  the  resolution  adopted  July  18,  1961,  under  Cal.  51-60-SM, 
be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

591-60-SM 

APPLICANT — Solite  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Edgar  Martin  and  Thomas  A.  Holm. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
591-60-SM — Amendment  to  resolution  as  to  use  of  sand  as 
fine  aggregate  with  Solite  coarse  aggregate. 

Solite  Corp.,  Richmond,  Virginia,  requested  that  the  reso¬ 
lution  adopted  April  18,  1961  and  amended  through  Octo¬ 
ber  14,  1964,  under  Cal.  591-60-SM,  be  reopened  and  amend¬ 
ed  so  as  to  permit  the  use  of  sand  as  the  fine  aggregate  with 
Solite  coarse  aggregate  under  the  provisions  of  C26-1478.0, 
Administrative  Building  Code. 

PROPOSED  USE:  Aggregate  for  concrete. 
DESCRIPTION :  The  material  Solite,  coarse  and  fine,  was 
approved  by  the  Board  as  an  aggregate  for  concrete  with 
certain  specified  conditions  as  to  “n”  values  and  cement 
content  per  yard  of  concrete.  The  request  is  to  permit  the 
use  of  coarse  Solite  and  sand  and  cement  and  water  to 
form  concrete.  The  concrete  used  under  this  design  would 
be  controlled  concrete  complying  in  all  respects  with  the 
requirements  as  to  cement  factor  and  “n”  value. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  18,  1961  and  amend¬ 
ed  through  October  14,  1964,  under  Cal.  591-60-SM,  be  re¬ 
opened  and  amended  so  as  to  allow  the  use  of  Solite  coarse 
aggregate  with  sand  as  the  fine  aggregate  for  all  strengths 
of  concrete  in  controlled  concrete,  on  condition  that  the 
requirements  of  C26-1478.0,  Administrative  Building  Code 
be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 
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Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


804-62-SM 

APPLICANT— Owens-Corning  Fiberglas  Corp.,  owner. 
APPEARANCES— 

For  Applicant :  J.  Paterson. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
804-62-SM— Amendment  to  resolution  as  to  use  as  short 
span  one-hour  fire  resistice  ceiling. 

PROPOSED  USE:  One-hour  fire  resistive  short  span 
ceiling. 

DESCRIPTION:  There  has  been  no  change  in  the  ma¬ 
terial  used  nor  in  the  manufacture  of  the  tile. 
INSPECTION  AND  TEST:  The  tile  was  approved  as  a 
component  part  of  a  one-hour  fire  resistive  floor  construc¬ 
tion,  and  it  was  noted  that  during  the  fire  test  that  the 
temperature  on  the  lower  chords  of  the  joists  which  were 
protected  by  the  tile,  which  in  turn  were  installed  directly 
below  the  joists,  did  not  reach  800° F  during  the  course 
of  the  test. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  8,  1963,  under 
Cal.  804-62-SM,  be  reopened  and  amended  so  as  to  permit 
the  use  of  the  %  inch  thick  kerfed.and  beveled  edge  tile 
to  be  used  as  a  one-hour  fire  resistive  short  span  ceiling, 
on  condition  that  all  other  requirements  of  the  resolution 
adopted  October  8,  1963,  under  Cal.  804-62-SM,  be  complied 
with.  And  further  that  the  suspension  system  be  an  ap¬ 
proved  system. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


873-62-SM 

APPLICANT — National  Gypsum  Company,  owner;  J.  K. 

Hovind,  agent. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein - 5 

Negative: - 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
873-62-SM— National  Gypsum  Co.,  Buffalo,  New  York, 
filed  an  application  for  approval  of  the  material  known 
as  Gold  Bond  Fire  Shield  Plaster  under  the  provisions 
of  C26-588.0  through  C26-590.0,  Administrative  Building 
Code. 

PROPOSED  USE:  Component  part  of  a  three-hour  fire 
resistive  floor  and/or  roof  construction. 

DESCRIPTION:  The  material  Gold  Bond  Fire  Shield 
Plaster  is  an  incombustible  inert  spray  applied  fireproofing 
plaster  that  was  previously  approved  under  Cal.  No.  53-59- 
SM. 

INSPECTION  AN  DTEST :  The  material  was  tested  as 
a  component  part  of  a  three-hour  fire  resistive  floor  con¬ 
struction  at  Ohio  State  University  under  the  provisions  of 
C26-588.0  through  C26-590.0,  Administrative  Building  Code. 

The  construction  consisted  of  a  metal  deck  covered  with 
a  2%  inch  concrete  slab.  The  construction  also  included 
header  ducts  and  electrical  cellular  enclosures.  The  entire 
underside  of  the  construction  is  protected  with  the  plaster. 

The  metal  deck  floor  units  consisted  of  20  gauge  steel 
Holorib  deck  and  16-18  gauge  steel  Elect-Re-Form  units. 

The  floor  units  are  first  installed,  supported  by  a  steel 
beam.  The  header  ducts  running  at  right  angles  to  the  span 
of  the  deck  are  then  installed.  The  electrical  cellular  en¬ 
closures,  18  inches  wide,  are  installed  parallel  to  the  span 
of  the  deck.  Concrete  fill  2%  inches  thick  measured  over 
the  top  planes  of  the  fluted  section  is  then  poured. 

The  plaster  is  then  applied  to  the  underside  of  the  con¬ 
struction  in  the  following  thickness :  %  inch  under  the  flat 
ribbed  or  Holorib  units,  %  inch  under  the  flat  faced  cellu¬ 
lar  or  Elect-Re-Form  Units  and  1  inch  under  the  header 
duct.  The  steel  beam  is  protected  with  1%  inches  applied 
directly  to  and  following  the  contours  of  the  beam. 

The  construction  is  in  accordance  with  Dwgs.  T-1681, 
Fig.  2  and  3,  which  is  on  file  with  and  is  part  of  the  record. 

The  construction  successfully  met  the  requirements  of 
three-hour  fire  resistive  floor  construction.  The  complete 
report  is  on  file  with  and  is  part  of  the  record. 

The  applicant  also  submitted  a  report  of  salt  spray  test 
conducted  by  R.  W.  Hunt  Co.  The  test  showed  that  steel 
treated  with  red  lead  and  the  plaster  afforded  the  same 
protection  as  steel  protected  with  red  lead,  field  coat  and 
plaster. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Gold  Bond 
Fire  Shield  Plaster  as  a  component  part  of  a  three-hour 
fire  resistive  floor  and/or  roof  construction  when  con¬ 
structed  as  herein  described,  on  condition  that  all  plans 
submitted  to  the  Department  of  Buildings  showing^  the 
proposed  use  of  this  construction  shall  be  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Cal.  No.  873-62-SM”. 

The  Committee  further  recommends  that  as  the  salt  spray 
test  showed  that  a  shop  coat  and  the  plaster  provided  pro¬ 
tection  equal  to  shop  coat,  field  coat  and  the  plaster  that  the 
field  coat  on  steel  as  set  forth  under  C26-522.0,  Administra¬ 
tive  Building  Code,  may  be  omitted. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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287-63-SA 

APPLICANT — Photobell  Company,  Inc.,  owner. 

SUBJECT— Changes  in  design  of  the  automatic  smoke 
alarm  and  shutoff  model. 

APPEARANCES— 

For  Applicant :  Walter  Leika. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE—  \ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _  c 

Negative: _ 1 _  _ _  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  287-63-SA — Photobell  Company,  Inc.,  New  York, 
New  York,  requested  that  the  resolution  adopted  May  28,’ 
1963,  under  Cal.  No.  287-63-SA,  be  reopened  and  amended 
so  as  to  permit  changes  in  design  of  the  Photobell  Auto¬ 
matic  Smoke  Alarm  and  Shut-Off  Model  SM2. 

DESCRIPTION :  The  requested  changes  involve  the  use 
of  a  G.E.  flashing  device  so  that  the  red  signal  lamp  will 
flash  on-and-off  instead  of  glowing  steadily  to  indicate 
excessive  smoke  in  the  flue  gases. 

The  parts  of  the  circuit  involved  in  the  time  delay  and 
burner  shutoff  will  be  placed  in  a  separate  sealed  enclosure 
which  will  also  contain  the  flashing  signal  lamp  and  manual 
reset  button.  There  will  be  no  change  in  the  circuit. 

This  separate  unit  can  then  be  placed  in  a  location  more 
convenient  for  operating  the  manual  reset  button. 

These  changes  will  in  no  way  affect  the  original  require¬ 
ment  for  non-interference  with  the  safety  controls. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1963,  under  Cal. 
No.  287-63-SA,  be  reopened  and  amended  so  as  to  permit 
changes  in  design  of  the  Photobell  Automatic  Smoke  Alarm 
and  Shut-Off  Model  SM2  as  described  in  this  report,  on 
condition  that  the  requirements  of  the  resolution  adopted 
May  28,  1963,  under  Cal.  No.  287-63-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


587-63-SM 

A?,PL,I  CANT— American  Cyanamid  Company,  Building 
Products  Division,  owner. 

APPEARANCES— 

For  Applicant :  R.  Blumenthal. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _ 3 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 
rox _  o 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
587-63-SM— American  Cyanamid  Company,  Building  Pro¬ 
ducts  Division,  Cambridge,  Mass.,  filed  for  approval  of  the 
material  known  as  Skydome  under  the  provisions  of  C26- 
191.0  and  C26-670.0,  Administrative  Building  Code. 

PROPOSED  USE:  Plastic  dome. 

DESCRIPTION :  The  dome  consists  of  a  one-piece  plastic 
dome  and  an  extruded  aluminum  frame. 

The  plastic  is  known  as  Acrylite,  which  is  an  acrylic 
sheet  and  is  rated  as  a  slow-burning  material  and  was  ap¬ 
proved  by  the  Board  under  Cal.  256-62-SM. 

The  curb  frame  is  manufactured  of  6063-T5  aluminum, 
0.078  inches  thick  and  the  retaining  frame  is  of  the  same 
alloy  0.062  inches  thick.  The  curbs  have  a  roof  flange, 
condensation  gutter  and  condensation  weep  holes. 

The  domes  are  either  square  or  rectangular  in  shape.  The 
square  type  range  in  size  from  14%  inches  by  14%  inches 
with  a  5  inch  dome  rise  to  92%  inches  by  92%  inches  with 
a  dome  rise  of  22  inches.  The  rectangular  range  from  14% 
inches  by  22%  inches  with  a  dome  rise  of  5  inches  to  57% 
inches  by  89%  inches  with  a  dome  rise  of  18  inches. 
Thickness  of  the  plastic  range  from  %"  to  %"  depending 
on  size  of  dome. 

INSPECTION  AND  TEST :  A  sample  of  the  dome  was 
examined  by  the  Committee  on  Test.  It  was  noted  that  the 
plastic  dome  is  of  slow -burning  material  and  therefore  can 
not  be  considered  to  be  an  incombustible  material.  The 
dome  is  designed  to  support  a  load  in  excess  of  40  p.s.f.  as 
substantiated  by  tests.  Copies  of  the  test  are  on  file  with 
the  application. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Skydome  for 
voluntary  use  in  New  York  City  under  the  following  condi¬ 
tions  :  That  the  dome  shall  not  be  used  where  a  skylight 
is  required,  as  the  glazing  does  not  conform  to  the  require¬ 
ments  of  C26-676.0,  Administrative  Building  Code.  The 
ny  .^e.  usec?  *n  those,  locations  as  permitted  under 
C26-670.0,  Administrative  Building  Code,  namely,  structures 
Rss  than  40'-0"  in  height  located  outside  of  the  fire  limits. 
Plans  showing  the  proposed  use  of  this  dome  shall  be  sub¬ 
mitted  to  the  Department  of  Buildings  so  that  side  thrust, 
if  any,  may  be  considered,  and  further  that  each  dome  bear 
a  label,  permanently  affixed  reading:  “Approved  by  the 
Board  of  SEtandards  and  Appeals  for  use  in  New  York 
City  under  Cal.  587-63-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Assistant  Architect 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 


2-64-SM 

APPiLiCANT—Stewart  Sachs  for  Formulate  Development 
ana  Research  Corp.,  owner. 

APPEARANCES— 

For  Applicant :  Albert  Young. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  — - . .  4 

Negative:  Vice  Chairman  Kleinert  - -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
2-64-SM— Polymer  Plastics  Manufacturing  Corporation, 
Great  Neck,  N.  Y.  filed  for  approval  of  the  material  known 
as  “Dynatop”  or  FDR-Crete  and  “Terratop”,  under  the 
provisions  of  C26-667.0  Administrative  Building  Code. 
PROPOSED  USE:  Floor  covering  (combustible). 
DESCRIPTION :  The  material  is  a  two  component  system. 
One  can  contains  pigment,  resin  and  san  or  if  the  aggregate 
is  marble  chips  then  it  is  known  as  “Terratop’’.  The  second 
can  contains  a  catalyst.  The  two  cans  are  mixed  to  form 
the  finished  topping. 

The  material  is  applied  to  the  structural  floor  to  a  thick¬ 
ness  of  V2  inch  or  less. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  copy  of  a  test  conducted  by  Gulick-Henderson  Laborator¬ 
ies,  Inc.  This  test  showed  that  the  material  is  combustible. 
The  complete  report  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  “Dynatrop” 
or  FDR-Crete  and  “Terratop”  for  voluntary  use  in  New 
York  City  as  a  wearing  surface  as  permitted  under  C26- 
667.0.4.a  Administrative  Building  Code,  on  condition  that 
the  cans  in  which  the  material  is  marketed  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  2-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


106-64-SM 

APPLICANT — Owens-Corning  Fiberglas  Corporation, 

owner. 

APPEARANCES— 

For  Applicant :  J.  Paterson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein - 5 

Negative:  -  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
106-64-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and/or  roof  construction. 

Owens-Corning  Fiberglas  Corp.,  New  York,  requested 
that  the  resolution  adopted  June  30,  1964,  under  Cal.  106- 
64-SM,  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  fire  resistive  floor  and/or  roof  construction  and  the 
use  of  the  tile  itself  in  short  span  construction. 
PROPOSED  USE:  Component  part  of  a  two-hour  fire 
resistive  floor  and/or  roof  construction. 


DESCRIPTION :  The  tile  is  24"  x  48"  x  %"  and  is  the 
same  basic  material  as  the  tile  approved  June  30,  1964, 
under  Cal.  106-64-SM. 

INSPECTION  AND  TEST:  The  tile  or  board  was  tested 
at  the  Underwriters’  Laboratories  as  a  component  part  of 
a  fire  resistive  floor  construction  in  accordance  with  the 
requirements  of  C26-588.0  through  C26-590.0,  Administra¬ 
tive  Building  Code. 

The  constructions  were  as  follows : 

Type  A— A  2%  inch  thick  reinforced  concrete  floor  which 
is  placed  over  metal  lath  laid  on  a  structure  of  steel  joists 
and  a  ceiling  containing  24"  x  48"  x  %"  acoustical  ceiling 
boards,  finished  with  glass  fiber  mat  facing  in  an  exposed 
grid  suspension  system  with  two  recessed-type  light  fixtures 
and  an  air  duct  assembly.  The  outlet  for  the  air  duct  as¬ 
sembly  does  not  exceed  55  sq.  inches  per  100  sq.  ft.  of  ceil¬ 
ing  area  and  the  light  fixture  8  sq.  ft.  per  100  sq.  ft.  of 
ceiling  area. 

The  joists  are  first  installed  and  bridged  with  steel 
bars  welded  to  the  top  and  bottom  chords  of  the  joists. 
Metal  lath  is  then  placed  on  top  of  the  joists  and  secured 
to  the  joists  by  tie  wires.  Reinforced  concrete  is  then  poured 
to  a  depth  of  2%  inches  over  the  joists. 

The  air  duct  hangers  and  supports  for  the  suspended 
ceiling  shall  be  straps  as  required  under  C26-461.0,  Ad¬ 
ministrative  Building  Code. 

The  main  runners  are  installed  and  the  cross  tees  are 
then  placed  perpendicular  to  the  main  runners  on  2'-0"  cen¬ 
ters. 

The  tile  or  board  is  then  installed  in  the  suspension  system 
so  that  they  rested  on  the  flanges  of  the  main  runners  and 
cross  tees. 

The  construction  is  in  accordance  with  Dwg.  R-3583-13, 
which  is  on  file  with  and  part  of  the  record,  except  that 
where  hanger  wires  are  show  straps,  as  herein  described, 
shall  be  used. 

The  construction  successfully  met  the  requirements  of  a 
two-hour  fire  resistive  construction. 

Type  B — The  construction  of  this  system  was  similar  to 
Type  A,  except  that  the  tile  or  board  had  plain  faced  fis¬ 
sured  and  pierced  pattern. 

This  construction  also  successfully  met  the  requirements 
of  a  two-hour  construction. 

The  applicant  requested  that  the  %  inch  thick  tile  ap¬ 
proved  June  30,  1964,  under  Cal.  106-64-SM,  be  approved 
as  a  one-hour  fire  resistive  short  span  ceiling  as  the  tem¬ 
perature  on  the  joists  as  well  below  800° F  at  the  end  of 
the  one-hour  fire  endurance.  The  complete  report  R-3583-8 
is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  30,  1964,  under  Cal. 
106-64-SM,  be  reopened  and  amended  so  as  to  include  the 
construction  as  herein  described  as  two-hour  fire  resistive 
floor  and/or  roof  construction,  on  condition  that  wire  hang¬ 
ers  shall  not  be  used  in  the  construction  and  that  hangers, 
as  required  under  C26-461.0  Administrative  Building  Code, 
shall  be  used  in  their  stead.  The  %  inch  thick  tile  may  be 
used  as  a  one-hour  fire  resistive  short  span  ceiling,  and 
further  that  all  other  requirements  of  the  resolution  adop¬ 
ted  June  30,  1964,  under  Cal.  106-64-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
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hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


765-64-SA 

APPLICANT — Clewell  Equipment  Company,  agent  for 
Lambert  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Paul  E.  Stephenson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _  3 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . . . . . . . .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
765-64-SA — Clewell  Equipment  Company  for  Lambert  In¬ 
dustries,  Inc.,  owner-manufacturer,  Minnesota,  filed  for  ap¬ 
proval  of  the  appliance  known  as  Lambert  Infra-Red  Gas 
Heaters,  Models  L-l,  L-2,  L-3,  and  L-4  for  use  in  New 
York  City  under  Article  12,  Chap.  26,  Administrative  Build¬ 
ing  Code. 

PROPOSED  USE:  Overhead  heating  appliance  for  indus¬ 
trial  and  commercial  application. 

DESCRIPTION :  The  heater  is  a  space  heater  so  designed 
to  be  hung  overhead  in  a  horizontal  plane,  and  when  installed 
the  heater  must  be  set  at  least  72"  above  any  combustible 
material  or  any  human  occupancy  due  to  the  downward  re¬ 
flection  of  the  heat.  The  heater  consists  of  a  high  polished 
aluminum  reflective  hood,  and  the  burner  bodies  are  high 
temperature  cast  aluminum  with  steel  Venturi  tube  and 
drilled  ceramic  ports  below  venturi.  The  resultant  burner 
is,  therefore,  a  rectangular  refractory  surface  which  is  fed 
an  air-gas  mixture. 

The  ceramic  cary-over  ports  between  burners  assures 
complete  burner  ignition  at  all  times. 

The  appliance  is  equipped  with  Lambert  controls  and 
100%  safety  shut-off.  In  the  event  of  fuel  interruption,  or 
power  failure,  or  for  any  reason  should  the  automatic  pilot 
be  extinguished,  these  controls  provide  positive  safety. 

.  The  following  models  are  AGA  approved  for  overhead 
installation,  only,  with  the  minimum  clearances  from  burner 
surfaces  to  combustible  materials : 


Model 

BTU  input 
per  hour 

Sides 

Back 

Top 

Below 

Between 

Burners 

L-l 

15,000 

30" 

30" 

25" 

72" 

8' 

L-2 

27,500 

30" 

30" 

25" 

72" 

12' 

L-3 

41,250 

30" 

30" 

25" 

72" 

16' 

L-4 

55,000 

30" 

30" 

36" 

72" 

18' 

INSPECTION  AND  TEST :  All  details  of  construction 
were  examined  by  Assistant  Architect  T.  W.  Farricker. 
The  appliances  have  been  approved  by  the  American  Gas 
Association  under  Certificate  Number  B-107.101,  8-107.201, 
8-10/  001.  The  report  is  on  file  with  and  is  part  of  the 
record. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
mends  the  approval  of  the  appliance  known  as  Lambert 
Infra-Red  Gas  Heaters,  Models  L-l,  L-2,  L-3,  and  L-4  for 
use  m  New  York  City  under  the  provisions  of  Article  12, 
Uiap.  26,  of  the  Administrative  Building  Code,  and  that  the 
•Lambert  Infra-Red  Gas  Heaters  may  be  installed  with  the 
minimum  reduced  clearances  in  inches  from  combustible 
construction  in  accordance  with  the  test  of  the  American 
Lras  Association,  as  stated  on  the  tags  affixed  to  the  units. 


In  all  cases,  however,  adequate  ventilation  shall  be  pro¬ 
vided  for  and  clearances  shall  be  sufficient  to  allow  for 
proper  servicing  of  the  heaters.  These  heaters  shall  not  be 
installed  in  garages  or  places  of  explosive  atmosphere,  and 
each  heater  shall  bear  a  label  or  tag,  permanently  affixed, 
reading :  Approved  by  the  Board  of  Standards  and  Appeals 

use  m  New  York  City  under  Calendar  Number  765- 
o4-  jA  . 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricicer,  Jr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


808-64-SA 


APPLICANT  King  Stove  and  Range  Company,  owner: 

George  Wolfe,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 


THE  VOTE— 


cvmrmaiive : 


...  v_iiairman  roiey,  vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  ^ 


Negative  : 


0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
808-64-SA — King  Stove  &  Range  Company,  owner-manufac¬ 
turer,  Sheffield,  Alabama,  applied  for  approval  of  the  ap¬ 
pliance  known  as  King  Vented  Gas  Room  Heaters,  Models 
V515,  V520,  V535,  V550,  and  V570,  for  use  in  New  York 
City  under  the  provisions  of  Article  12,  Chap.  26,  Admin¬ 
istrative  Building  Code. 

PROPOSED  USE:  Vented  Circulator  Type  Gas  Fired 
Room  Heater. 


DESCRIPTION:  The  five  heaters  are  the  same  in  con¬ 
struction  and  design  with  exception  of  the  size  and  BTU 
input. 


The  heaters  are  gas  burning  floor  type  vented  space  heat- 
ers,  designed  for  BTU  input,  ranging  from  15,000  to  70,000 
B I  U  per  hour. 

The  heater  is  an  assembly  of  parts,  namely  a  cabinet, 
burner,  heat  exchanger,  draft  diverter,  and  controls. 

The  cabinets  are  22  gauge  steel  finished  in  bonderized 
sicon  baked  enamel.  The  casings  are  all  welded,  one-piece 
construction.  The  twin  heat  exchangers  are  constructed  of 
heavy  gauge  steel.  The  burner  is  one-piece  cast  iron  with 
raised  and  drilled  ports.  These  heaters  are  all  manufactured 
as  vented  heaters  with  vent  in  rear  of  cabinet  and  are  not 
to  be  installed  unvented.  All  controls  are  of  the  approved 
type.  A  cyclestat  blower  with  adjustable  on-off  cycle  and 
hi-low  speeds,  and  blower  ducts  are  available  as  an  optional 
accessory. 

The  heaters  are  proved  with  constant  burning  automatic 
safety  100%  shutoff  pilot  and  thermostat  control.  Control 
knob  is  accessible  at  the  top  rear  of  the  heater.  The  pilot  is 
accessible  for  lighting  through  the  access  door  at  lower  right 
side  of  cabinet. 


These  heaters  have  been 
lowing  suffixes  : 


approved  by  AGA  with  the  fol- 
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MP 

HS,  RS 

HT-1,  HT-3,  RT-1 

HT,  HT-4,  RT,  RT-3,  RT-5 


manual  operation 
semi-automatic  operation 
fully  automatic  operation 
modulating  control. 


The  Model  V-S35,  also  approved  with  suffix  RT-4. 
INSPECTION  AND  TEST:  All  details  of  construction 
were  examined  by  Assistant  Architect  T.  W.  Farricker. 

These  heaters  have  been  approved  by  the  American  Gas 
Association. 

The  complete  report  is  bn  file  with  and  is  part  of  the 
record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  King  Vented 
Gas  Room  Heater,  Models  V515,  V520,  V535,  V550,  and 
V570,  for  use  in  New  York  City  under  the  provisions  of 
Article  12,  Chap.  26,  Administrative  Building  Code.  In 
the  installation  of  vented  recessed  heaters,  provisions  must 
be  made  for  readv  access  to  the  unit  for  adjustment,  repair 
and  replacement  of  parts.  Adequate  combustion  and  venti¬ 
lating  air  must  be  provided.  These  heaters  shall  not  be  in¬ 
stalled  in  garages  or  places  of  explosive  atmosphere,  and 
each  heater  shall  bear  a  label  or  tag,  permanently  affixed, 
reading :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  808-64- 
SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 
Assistant  Architect 
Committee  on  Test 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


809-64-SM 

APPLICANT— Metropolitan  Engineering  Associates,  agent 
for  Russell,  Burdsall  and  Ward  Bolt  and  Nut  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Robert  E.  Rapp. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Vice  Chairman  Kleinert - 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
809-64-SM — Russell,  Burdsall  &  Ward  Bolts  Nut  Company, 
Port  Chester,  N.  Y.,  filed  for  approval  of  the  material 
known  as  Russell,  Burdsall  and  Ward  ASTM  Standard 
A490  Quenched  and  Tempered  Alloy  Steel  Bolts  &  Nuts 
under  the  provisions  of  Local  Law  73  of  1963. 
PROPOSED  USE:  High  strength  bolts  for  fastening  and 
connecting  structural  steel. 

DESCRIPTION:  The  bolts  are  manufactured  in  sizes 
from  %  inch  to  4  inch  diameter  with  the  bolt  dimensions 
conforming  to  the  requirements  of  American  Standards 
Association  Standards  B18.2  for  heavy  semi-finished  hexa¬ 
gon  structural  bolts  and  nuts. 

The  chemical  requirements  of  the  bolts  and  nuts  are  as 
follows:  Carbon — 0.30  to  0.53,  Phosphorus — 0.040  max., 
Sulfur— 0.40  max. 


Local  Law  73  of  1963  permits  the  use  of  A354  bolts,  when 
approved  by  the  Board,  with  specified  fiber  stresses.  A 
study  of  the  ASTM  requirements  show  that  the  A490  bolts, 
due  to  its  alloy,  have  greater  strengths  than  the  A354  bolt 
and  therefore  higher  working  stresses  have  been  allocated 
to  the  A490  bolts. 

INSPECTION  &  TEST :  The  applicant  has  submitted  the 
report  of  test  conducted  by  New  York  Testing  Laborator¬ 
ies,  Inc.  showing  that  the  bolts  comply  with  the  requirements 
of  ASTM-A-490. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Russell,  Burd¬ 
sall  and  Ward  ASTM  Standard  A490  Quenched  and  Tem¬ 
pered  Alloy  Steel  Bolts  with  Suitable  Washers,  sizes 
through  \Vi" ,  for  use  in  New  York  City  when  installed  in 
accordance  with  the  requirements  of  Local  Law  73  of  1963, 
and  the  Department  of  Buildings  Rules  Relating  to  High 
Strength  Bolts  as  filed  with  City  Clerk,  April  23,  1965,  on 
condition  that  the  stresses  on  these  bolts  shall  not  exceed 
the  stresses  as  allowed  for  the  A354-BC  bolts  under  C26- 
368.0.C.8  Administrative  Building  Code  and  that  the  mark¬ 
ing  on  the  bolts  and  nuts  shall  be : 

A490 

R  B 

W 

All  containers  or  cartons  in  which  the  material  is  mar¬ 
keted  shall  be  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calen¬ 
dar  Number  809-64-SM”. 

The  Committee  further  recommends  that  when  A490 
bolts  are  substituted  for  ASTM  A325  bolts,  the  A490  fast¬ 
eners  shall  be  installed  in  accordance  with  the  applicable 
requirements  for  A325  bolts  of  Section  C26-520.0  of  the 
Administrative  Building  Code  and  the  Department  of  Build¬ 
ings  “Rules  Relating  to  High  Strength  Bolts”. 

When  A490  bolts  are  substituted  for  A354  BC  bolts  the 
A490  fasteners  shall  be  installed  in  accordance  with  the 
applicable  requirements  for  A354  BC  bolts  of  Section  C26- 
520.0  of  the  Administrative  Building  Code  and  the  De¬ 
partment  of  Buildings,  “Rules  Relating  to  High  Strength 
Bolts”,  except  that  A490  bolts  installed  by  the  turn-of-nut 
method  or  the  calibrated  wrench  method  (i.e.,  by  torque  con¬ 
trol)  shall  have  a  hardened  washer  under  the  element  (nut 
or  bolt  head)  turned  in  tightening  and  two  hardened  wash¬ 
ers  shall  be  used  with  all  A490  bolts  used  to  connect  ma¬ 
terial  having  a  specified  minimum  yield  point  less  than  40,- 
000  p.s.i.  In  addition,  A490  bolts  installed  in  lieu  of  A354 
BC  bolts  shall.be  tightened  to  provide,  when  all  fasteners  in 
the  joint  are  tight,  at  least  the  minimum  bolt  tension  shown 
below  for  he  size  of  fastener  used. 

Minimum  Bolt  Tension  in  Pounds 


Size,  in  inches 

A490  Bolts 

% 

17,050 

% 

27,100 

% 

40,100 

% 

55,450 

1 

72,700 

1% 

91,550 

1% 

116,300 

1  Vs 

138,600 

1% 

168,600 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


862-64-SA 

APPLICANT  —  Bastian-Morley  Company,  Incorporated, 
owner;  Don  Whitehead  and  Robert  Mitchell,  agents. 
APPEARANCES— 

For  Applicant :  J.  M.  Penny  and  J.  F.  Alessi. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ ___  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
862-64-SA — Bastian-Morley  Company,  Inc.,  owner-manu¬ 
facturer,  La  Porte,  Indiana,  filed  for  approval  of  the  ap¬ 
pliance  known  as  Safti-Vent  Premier  Automatic  Storage 
Water  Heater,  Models  SV20,  SV30,  SV40,  and  SV50  for 
use  in  New  York  City  under  the  provisions  of  Article  12, 
Chap.  26,  Administrative  Building  Code. 

PROPOSED  USE:  Gas  fired  Sealed  Combustion  Automa¬ 
tic  Storage  Water  Heater. 

DESCRIPTION:  The  various  model  water  heaters  are  all 
floor  type  vertical  tank  package  units  made  up  with  a  cast 
iron  burner  with  safety  pilot,  storage  tank  and  heavy  duty 
fiberglas  insulation  encasing  the  sides,  top  and  sealed  com¬ 
bustion  chamber  walls  of  the  heater.  The  off  center  flue 
has  a  serpentine  baffle.  The  controls  are  100%  safety  type 
that  shut  off  all  gas  if  pilot  flame  is  extinguished.  The 
magnesium  rod  is  standard  on  all  models.  The  temperature 
and  pressure  relief  valve  is  standard  on  Model  SV50.  The 
gas  pressure  regulator  is  standard  on  all  city  gas  models. 
The  outer  jacket  is  of  cold  rolled  steel,  finished  in  titanium 
baked  enamel.  Each  heater  is  supplied  with  a  drain  cock. 

In  all  model  heaters,  water  is  stored  in  the  tanks  at  a 
temperature  selected  but  not  over  180°  F.  As  hot  water  is 
drawn  from  the  top  of  the  tank,  cold  water  enters  through 
a  dip  tube  inlet.  The  cold  water  flows  toward  the  botom 
where  a  thermostat  is  located.  When  the  temperaure  falls 
to  a  present  level,  the  thermostat  opens  the  main  gas  sup¬ 
ply  and  the  main  burner  goes  on,  ignited  by  the  pilot.  When 
selected  temperature  is  reached,  the  thermostat  shuts  off 
the  gas  supply. 

.  On  Models  SV30,  SV40  and  SV50,  the  water  connection 
is  on  top  of  heater.  The  Model  SV20,  hot  and  cold  water 
connections  are  on  the  side  (not  top). 

All  heaters  are  designed  with  a  totally  sealed  combustion 
chamber  and  for  thru-the-wall  installation  with  air  for 
combustion  drawn  from  outdoors  through  sealed  air  pas¬ 
sage.  The  products  of  combustion  are  vented  directly  to 
outdoors. 

The  capacities  of  various  water  heaters  are  as  follows: 


Recovery 

BTU 

Type  of 

GPH 

Input 

Wall 

M  odcls 

Gallons  100 °F  Rise 

Per  Hour 

Heaters 

SV20 

20 

18.5 

22,000 

C 

SV30 

30 

26.4 

31,500 

B 

SV40 

40 

33.6 

40,000 

B 

SV50 

50 

42 

50,000 

B 

Type 

B — Underfired, 

insulated 

automatic  storage  heaters, 

Type  C — Type  B  units  with  one  or  more  flat  sides  and 
tested  for  installation  flush  to  wall 

These  heaters  are  AGA  approved  with  the  following  suf¬ 
fixes  : 

SV20 — GNA;  GLA;  TGA 
SV30 — A ;  GA;  N,  M,  X,  L  before  A 
SV40 — GA ;  N,  M,  X,  L  or  C  before  A 
SV50— GA ;  N,M,X,L  or  C  before  A 

A  indicates  equipped  wit  hgalvanized  storage  vessel. 

GA  indicates  glass  lined  storage  vessel. 

TG  indicates  trailer  coaches  or  mobile  homes. 

N,  M,  X,  L  or  C  before  A  indicates  natural,  manufac¬ 
tured,  mixed,  liquefied  petroleum  or  LP  gas-air  mixtures, 
respectively. 

The  model  SV20  is  designed  for  under  counter  installa¬ 
tion. 

All  heaters,  except  SV20,  are  AGA  approved  for  flush- 
to-wall  installation  at  rear,  only.  The  SV20  is  approved  for 
sides,  rear  and  top. 

INSPECTION  AND  TEST :  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker. 

These  heaters  have  been  tested  and  approved  by  the 
American  Gas  Association.  The  reports  are  on  file  with  and 
are  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Safti-Vent 
Premier  Automatic  Storage  Water  Heater,  Models  SV20, 
SV30,  SV40,  and  SV50  for  use  in  New  York  City  under 
the  provisions  of  Article  12,  Chap.  26,  Administrative  Build¬ 
ing  Code,  provided  that  each  water  heater  shall  bear  a  label 
or  tag,  permanently  affixed,  reading :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  862-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


963-64-SA 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Aber¬ 
deen  Sheet  Metal  Works,  owner. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  _  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  963-64-SA — Charles  M.  Shapiro  &  Sons  for  Aber¬ 
deen  Sheet  Metal  Works,  Brooklyn,  New  York,  filed  for 
approval  of  the  appliance  known  as  Aberdeen  Paint  Dry¬ 
ing  Oven,  Custom  Made,  Conveyor  and  Batch  Types,  under 
the  provisions  of  the  Paint  Spraying  and  Dipping  Rules  of 
the  Board. 
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PROPOSED  USE:  To  bake  or  dry  materials  coated  with 
combustible  finishes. 

DESCRIPTION :  The  Aberdeen  Direct  gas-fired  ovens 
are  made  in  two  basic  types,  batch  ovens  and  conveyorized 
ovens.  The  batch  ovens  are  made  with  doors  equipped  with 
explosion  relieving  latches.  The  conveyor  type  ovens  have 
an  opening  or  openings  for  the  conveyor  line  to  pass  through. 
Both  type  ovens  consist  of  the  following  major  components: 
The  oven  body,  exhaust  fan,  heater,  main  circulating  fan, 
connecting  duct  work,  and  the  control  system. 

The  oven  body  is  constructed  of  incombustible  panels 
insulated  with  a  glass  wool  to  limit  the  surface  temperature 
to  140°F  maximum  on  the  sides  and  top,  and  160°F  maxi¬ 
mum  on  the  base  panel  when  such  panel  is  used.  Heated 
air  supply  ducts  and  recirculating  and  exhaust  ducts  are 
insulated  as  required. 

An  exhaust  fan  is  used  to  exhaust  the  oven  enclosure 
so  as  to  maintain  a  solvent  vapor  concentration  within  the 
oven  at  less  than  25%  of  the  lower  explosive  limit.  Ven¬ 
tilation  rates  are  based  upon  the  use  of  10,000  cubic  feet  of 
air  (at  70°F)  per  gallon  of  solvent  evaporated  in  conveyor 
ovens,  and  380  C.F.M.  of  air  (at  70°F)  per  gallon  of  solv¬ 
ent  for  batch  type  ovens. 

A  direct  gas-fired  air  heater  using  a  Maxon  Premix 
burner  and  Airflo  mixer  supplies  heated  air  to  the  oven 
by  means  of  the  main  circulating  fan  and  duct  work.  The 
heater  is  of  the  recirculating  type  and  is  arranged  to  pre¬ 
vent  the  direct  application  of  flame  to  the  work  being 
processed.  The  heater,  made  of  incombustible  materials  and 
insulated,  may  be  placed  on  the  top,  side  or  beneath  the 
oven  depending  on  oven  design  and  field  conditions. 

The  control  system  provide  sfor  the  purging  of  the  oven 
enclosure  with  at  least  four  air  changes  before  the  burner 
can  be  ignited,  and  also  monitors  the  burner  equipment,  gas 
supply,  circulating  and  exhaust  fans.  Failure  of  any  of  the 
components  will  shut  down  the  oven. 

The  components  of  the  control  system  consist  of,  (a)  Air 
flow  switches  on  the  suction  side  of  both  the  main  cir¬ 
culating  fan  and  exhaust  fan.  (b)  A  high  voltage  trans¬ 
former  and  continuous  spark  plug,  (c)  Maxon  Airflo  mixer, 
burner  and  continuous  pilot,  (d)  Gas  supply  normally  closed 
solenoid  valve,  pilot  gas  line  normally  closed  solenoid  valve 
and  gas  supply  monitoring  device  to  respond  to  gas  line 
pressure  of  less  than  two  inches  W.C.  (e)  A  temperature 
controller  and  cutout,  (f)  Partlo,  Wheelco  or  Honeywell 
combustion  controller  containing  a  purging  timer  device, 
burner  flame  monitor  and  interlock  for  the  air  flow 
switches,  gas  pressure  monitor  and  ignition  system. 

In  the  event  of  power  supply  failure  or  flame  failure,  the 
gas  supply  solenoid  valve  and  pilot  line  solenoid  valve  will 
close  cutting  off  the  gas  supply  to  the  burner.  This  gas  shut 
down  will  also  occur  in  case  of  low  gas  pressure  or  failure 
of  the  circulating  or  exhaust  fans  to  operate. 

Should  the  oven  be  closed  down  by  the  control  system 
because  of  a  malfunction,  the  fault  must  be  remedied,  then 
the  control  system  manually  reset  and  the  oven  purged  be¬ 
fore  it  can  be  returned  to  service. 

INSPECTION  AND  TEST :  A  conveyor  type  oven  was 
inspected  at  4912  Glenwood  Road,  Brooklyn,  by  Assistant 
Engineer  G.  F.  Sklenarik.  Present  was  Mr.  Elliot  Shapiro 
representing  the  applicant. 

This  oven  has  been  successfully  used  in  drying  lacquered 
brass  and  chrome  plated  objects. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Aberdeen 
Paint  Drying  Oven,  Custom  Made,  Conveyor  and  Batch 
Types  for  voluntary  use  in  New  York  City  for  drying  ena¬ 
mels,  lacquers  and  similar  coatings  when  designated,  con¬ 


structed  and  installed  in  accordance  with  this  report  and  the 
requirements  of  the  Paint  Spraying  and  Dipping  Rules  of  the 
Board,  provided  that  each  oven  shall  bear  a  label,  perman¬ 
ently  affixed,  reading:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
963-64-SA”. 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Dams, 

Asst.  Engr., 

Georgs  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


122-65-SA 

APPLICANT — Chrysler  Airtemp,  owner;  F.  W.  Pfaffen- 
berger,  agent. 

APPEARANCES— 

For  Applicant:  Charles  W.  Hildenbrand. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  „ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

122-65-SA — Chrysler  Airtemp,  Cedar  Grove,  New  Jersey, 
filed  for  approval  of  the  appliance  known  as  Chrysler  Air¬ 
temp  Roof  Top,  Unit  3506-00  under  the  provisions  of  Arti¬ 
cle  12,  Chapter  26,  Administrative  Building  Code  and  Chap¬ 
ter  19,  Administrative  Code. 

PROPOSED  USE:  Heating  and  cooling  unit  (gas-fired). 

DESCRIPTION :  The  unit  consists  of  an  integrated  air¬ 
cooled  packaged  air  conditioning  unit  and  gas-fired  heater. 

The  air  conditioning  unit  is  designated  as  Model  1106-02, 
and  is  an  air-cooled  unit.  The  refrigerant  used  is  R-22,  and 
the  operating  charge  is  9.1  lbs.  The  unit  is  completely  de¬ 
scribed  in  the  Underwriter’s  Report  SA-745. 

The  heating  unit  is  a  gas-fired  warm  air  furnace  with  a 
BTU  input  of  140,000  BTU/H. 

The  burners  are  of  cast  iron,  milled  slot  type.  The  heat 
exchange  is  of  16  gauge  steel.  The  gas  valve  is  of  the  sole¬ 
noid  type  and  will  stop  the  flow  of  gas  to  the  burner  when 
the  pilot  is  not  burning  or  if  it  is  insufficient  to  properly 
ignite  the  burner.  The  safety  pilot  gives  positive  switch 
operation  of  the  gas  valve.  Pilot  is  re-ignited  by  push  but¬ 
ton  operation.  The  furnace  is  equipped  with  a  six  inch  flue. 

INSPECTION  AND  TEST:  The  air  conditioning  unit 
has  been  approved  by  the  Underwriters’  Laboratories,  and 
the  heater  has  been  approved  by  the  American  Gas  Asso¬ 
ciation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Chrysler  Air¬ 
temp  Roof  Top,  Unit  3506-00,  for  use  in  New  York  City 
when  installed  in  accordance  with  the  requirements  of 
Article  12,  Chapter  26,  Administrative  Building  Code,  and 
Chapter  19,  Administrative  Code,  on  condition  that  the 
unit  bear  a  label,  permanently  affixed,  reading:  “Approved 
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by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  122-65-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


329-65-SM 

APPLICANT — H.  H.  Kaufman  for  The  Ruberoid  Cam- 
pany,  owner. 

APPEARANCES— 

For  Applicant:  Harry  H.  Kaufman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
329-65-SM— The  Ruberoid  Co.,  South  Bound  Brook,  New 
Jersey,  filed  for  approval  of  the  material  known  as  Ruber¬ 
oid  Fire  Guard — 325  lb.  Asphalt  Roof  Shingles  under  the 
provisions  of  C26-605.0  through  C26-608.0,  Administrative 
Building  Code. 

PROPOSED  USE:  Roofing  shingles. 

DESCRIPTION :  The  shingles  are  heavyweight  asphalt, 
organic  felt  shingles  in  which  a  glass  fiber  mat  is  imbedded 
to  the  organic  felt  with  a  coating.  The  glass  mat  is  also 
covered  with  this  coating  which  is  then  surfaced  with  min¬ 
eral  granules.  A  thermosetting  agent  is  then  applied  to  the 
face  of  the  shingle. 

INSPECTION  AND  TEST :  The  shingles  have  been  ap¬ 
proved  by  the  Underwriters’  Laboratories  as  a  Class  A 
roofing  material  having  met  the  brand  test  requirements. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Ruberoid 
Fire  Guard  325  lb.  Asphalt  Roof  Shingles  for  use  in  New 
1  ork  City  as  a  roof  covering  as  having  met  the  require- 
ments  of  C26-605.0  through  C26-608.0,  Administrative 
Building  Code,  on  condition  that  packages  in  which  the 
material  is  marketed  shall  be  labeled:  “Approved  by  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  329-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


640-64-SM 

APPLICANT — National  Gypsum  Company,  owner;  J.  K. 
Hovind,  Agent. 


SUBJECT— Application  June  15,  1964 — Gold  Bond  %_ 
Super  X  Fire-Shield  Gypsum  Wallboard,  approval  of. 
APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

For  Opposition:  Andrew  C.  Risoli  and  John  Turi. 
ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at 
2  P.M.  for  consideration  and  decision.  Hearing  closed. 


977-63-A 

APPLICANT — Daub  and  Daub  for  Nat  Brown  and  Joseph 
Roff,  owners. 

SUBJECT — Application  November  29,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 244  Front  Street,  west  side, 
98.11  feet  north  of  Peck  Slip,  Block  107,  Lot  35,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Vice  Chairman  Kleinert _ 1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  26,  1961  and  November  26,  1963  on 
Order  No.  489710,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  26,  1961  and  November  26,  1963, 
acting  on  Order  No.  489710,  Objection  No.  1  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted'  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  November  29, 
1963”,  1  sheet,  and  “April  26,  1965,”  3  sheets;  on  further 
condition  that  a  non-automatic  sprinkler  system  and  an 
automatic  fire  alarm  with  central  office  connection  be  in¬ 
stalled  throughout  the  cellar  of  the  building. 


1026-63-A 

APPLICANT — Sigmund  Friedman  for  Estate  of  Emil 
Friedman  Incorporated,  owner;  Friedman  Bros,  lessee. 
SUBJECT — Application  December  20,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 330  Pearl  Street,  east  side, 
175  feet  north  of  Peck  Slip,  Block  106,  Lot  19,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sigmund  Friedman. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Vice  Chairman  Kleinert _ 1 
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THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis 
sioner,  dated  February  8,  1961  and  November  26,  1963  on 
Violation  Order  No.  488139,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system, 
throughout  building. 

(Chapter  C19.161.0  Administrative  Code.)” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  8,  1961  and  November  26,  1963, 
acting  on  Viol.  Order  No.  488139,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  marked  “Received  Decem¬ 
ber  20,  1963”,  4  sheets;  on  further  condition  that  a  non¬ 
automatic  sprinkler  system  shall  be  installed  in  the  cellar 
and  an  automatic  fire  alarm,  with  central  office  connection 
shall  be  installed  throughout  the  building;  and  that  the 
sairs  from  the  cellar  to  the  first  floor  shall  be  enclosed  with 
fireproof  partition  and  with  a  fireproof  self-closing  door. 


167-64-A 

APPLICANT — Daub  &  Daub  for  Peper  Company,  owner. 
SUBJECT — Application  January  29,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 107-13  West  25th  Street,  north 
side,  75  feet  west  of  Lenox  Avenue,  Block  1910,  Lot  25, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ ....  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  31,  1963  and  January  3,  1964  on  Order 
No.  2272-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Chapt. 
26  -  1372.3b. 

Ch.  19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  because  of  the  heavy  fire  load, 
lack  of  ventilation  and  inadequate  access  for  fire  fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  May  31,  1963  and  January  3,  1964  acting  on  Order 
No.  2272-3,  Objection  No.  1  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


194-64-A 

APPLICANT — Irving  Kudroff  for  The  Syndicate  Build¬ 
ing,  Corporation,  owner. 

SUBJECT — Application  February  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 13-21  Park  Row,  east  side,  86- 
feet  north  of  Ann  Street,  13  Ann  Street,  Block  90,  Lot  4, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Peter  S.  Gluck. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  30,  1962  and  January  14,  1964  on  Order 
No.  2961-2,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
in  sub-cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapt.  26  - 
1372.3b. 

Ch.  19-161 ,0a  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  inaccessibility  for  fire 
fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  July  30,  1962  and  January  14,  1964  acting  on  Order 
No.  2961-2,  Objection  No.  1  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


614-64-A 

APPLICANT — Larry  Meltzer  for  Henry  Lefkowitz,  own¬ 
er;  Kenny’s  Department  Store,  lessee. 

SUBJECT — Application  June  5,  1964 — Appeal  from  a  de¬ 
cision  and  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1177  Liberty  Avenue,  north 
side,  75.1%  feet  east  of  Grant  Avenue,  Block  4183,  Lot 
55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert,. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  and  order  of  the  Fire  Commis¬ 
sioner,  dated  February  17,  1964  and  May  8,  1964  on  Order 
No.  0900-4,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapter  26-1336.0  Administrative  Code  C19-161.0a 
Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  17,  1964  and  May  8,  1964,  acting 
on  Order  No.  0900-4,  Objection  No.  1,  be  and  it  hereby  is 
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modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  June  5,  1964”,  2  sheets; 
on  further  condition  that  a  wet  automatic  sprinkler  shall  be 
installed  throughout  the  cellar,  first  floor  and  first  floor 
mezzanine;  and  that  the  second  and  third  floors  shall  re¬ 
main  vacant. 


653-64-A 

APPLICANT — The  Mearl  Corporation,  owner. 

SUBJECT —  Application  June  18,  1964 — Appeal  from  a 

decision  of  the  Fire  Commissioner,  re  Inflammable  Mix¬ 
tures. 

For  Application:  Bernard  S.  Durham. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Vice  Chairman  Kleinert _ 1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  11,  1964,  reads: 

“A  variety  of  your  paint  products  have  a  flash  point 
below  one  hundred  (100)  degrees  F  and  therefore  come 
within  the  definition  of  an  inflammable  mixture. 

Since  these  products  are  labelled  as  paint  products  the 
requirements  for  labels  are  not  applicable.  However, 
the  products  which  flash  below  one  hundred  degrees  F 
are  inflammable  mixtures  and  are  required  to  comply 
with  Section  C19-59.o.c.,  of  the  Administrative  Code 
which  relates  to  packaging. 

It  is  unlawful  to  package  inflammable  mixtures  in  glass 
bottles  exceeding  four  ounces.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  11,  1964,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  to  permit  the 
use  of  12-ounce. glass  jars  only  with  metal  screw  cap  (nylon 
lined)  on  condition  that  these  jars  be  packed  with  a  maxi¬ 
mum  of  24  in  a  carton  of  corrugated  fibreboard,  200  pound 
test,  with  slotted  separators  between  the  jars. 


715-64-A 

APPLICANT — Irving  P.  Marks  for  Milton  Bloomrosen, 
owner. 

SUBJECT — Application  June  25,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 193-197  Grand  Street,  174- 
176  North  1st  Street,  north  side,  194  feet  5  inches  east 
of  Bedford  Avenue,  Block  2381,  Lot  9,  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Irving  P.  Marks. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD* — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative.;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  13,  and  May  18,  1964  on  Order  No. 
1784-4,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  cellar  area,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chapt. 
26-1372.0.b  Administrative  Code.  Ch.  19-161.0a  Adm. 
Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  13,  and  May  18,  1964,  acting  on 
Order  No.  1784-4,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawing  filed  with  this 
application  marked  “Received  June  25,  1964”,  1  sheet;  on 
further  condition  that  a  non-automatic  sprinkler  system  and 
an  automatic  fire  alarm  with  central  office  connection  be 
installed  throughout  the  cellar. 


716-64-A 

APPLICANT — Murray  L.  White  for  146  Chambers  St., 
Corporation,  owner;  K  and  K  Supply  Service,  lessee. 
SUBJECT — Application  June  30,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 146  Chambers  Street,  south 
side,  100  feet  1  inch  west  of  West  Broadway,  Block  137, 
Lot  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Murray  L.  White  and  S.  Kural. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  ...„ _  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  13,  1961  and  June  22,  1964  on  Violation 
Order  No.  494035,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building.  By  Authority  Chapter  19-161.0 
Administrative  Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  because  of  the  high  fire  load,  open 
wood  stairs  and  inaccessibility  for  fire  fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  13,  1961  and  June  22,  1964  acting  on  Violation 
Order  No.  494035,  Objection  No.  1  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


7 17-64- A 

APPLICANT — Murray  L.  White  for  145  Chambers  Street 
Corporation,  owner;  K  and  K  Supply  Service,  lessee. 
SUBJECT — Application  June  30,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 145  Chambers  Street,  north 
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side,  75  feet  10  inches  west  of  Hudson  Street,  Block  140, 
Lot  4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Murray  L.  White  and  S.  Kural. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative: _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ ! - 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  7,  1961  and  June  23,  1964  on  Violation 
Order  No.  498565,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building. 

Chap.  19-161.0  of  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  th  ehigh  fire  load,  open 
wood  stairs  and  inaccessibility  for  fire  fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
March  7,  1961  and  June  23,  1964  acting  on  Violation  Order 
No.  498565,  Objection  No.  1  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


724-64-A 

APPLICANT — Michael  D.  Schwartz  for  Rose  Grabino 
c/o  Isidor  Weinstein,  owner;  Einhorrfls  Incorporated, 
lessee. 

SUBJECT — Application  July  6,  1964  —  Appeal  from.  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1533-1541  Broadway,  northeast 
corner  of  Hancock  Street,  Block  3394,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  D.  Schwartz. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Qiairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  18,  1963  and  June  9,  1964  on  Order 
No.  4900-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chap¬ 
ter  26-1336.0  Administrative  Code. 

Chapter  19-161.0a  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  18,  1963  and  June  9,  1964,  acting 
on  Order  No.  4900-3,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 


with  this  appeal  marked  “Received  June  21,  1965”,  2  sheets ; 
on  further  condition  that  a  non-automatic  sprinkler  system 
and  an  automatic  fire  alarm  with  central  office  connection 
shall  be  installed  in  the  cellar  of  the  building;  and  that  the 
second  floor  shall  remain  vacant. 


740-64-A 


APPLICANT— Larry  Meltzer  for  Estate  of  Harry  Kris- 
cher,  Lilly  Krischer,  Executrix,  owner. 

SUBJECT— Application  July  10,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 104-114  South  4th  Street,  south 
side,  123  feet  west  of  Bedford  Avenue,  Block  2443,  Lot 
Part  of  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Becker  - - - —  3 

Negative:  Commissioner  Fox  and  Commissioner  Klein  2 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  23  and  June  29,  1964  on  Order  No.  2025- 
4,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapt.  26-1336.0  Administrative  Code — Section  280 
Labor  Law.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  23  and  June  29,  1964,  acting  on  Order 
No.  2025-4,  Objection  No.  1  be  and.  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  July  10,  1964”,  8  sheets;  on  further 
condition  that  a  non-automatic  sprinkler  system  be  installed 
in  the  basement  of  the  building  and  an  automatic  fire  alarm 
with  central  office  connection  be  installed  throughout  the 
building. 


758-64- A 


APPLICANT — Noah  N.  Sherman  for  George  Wedeen, 
owner. 

SUBJECT — Application  July  14,  1964— Appea  lfrom.  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 471  Broadway,  west  side,  106.- 
11  feet  north  of  Grand  Street,  44  Mercer  Street,  Block 
474,  Lot  37,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  Noah  N.  Sherman. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . 

Negative:  . . . — . . . — . 
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THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  30,  1963  and  June  15,  1964  on  Order 
No.  5027-3,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Section  280-LL.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  30,  1963  and  June  15,  1964,  act¬ 
ing  on  Order  No.  5027-3,  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received  July  14,  1964”,  3  sheets; 
“June  22,  1965”,  1  sheet;  on  further  condition  that  the  doors 
to  the  stairs  shall  be  made  self-closing;  that  all  obstruc¬ 
tions  which  block  window  openings  shall  be  removed ;  that 
an  automatic  fire  alarm  with  central  office  connection  be 
installed  throughout  the  building;  that  there  be  no  com- 
busible  solvents  in  the  building. 


1188-64-A 

APPLICANT — Samuel  Rosenblum  for  Sprague  Realty 
Company,  owner. 

SUBJECT — Application  November  27,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  and  competent  man  in  readiness  for  immediate 
use  of  the  Fire  Dept. 

PREMISES  AFFECTED — 256  West  38th  Street,  south 
side,  200  feet  east  of  8th  Avenue,  Block  787,  Lot  72,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klcinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis- 
missioner  Klein _ f 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  14,  1964  and  November  18,  1964 
on  Violation  Order  A933453,  reads : 

“1.  Have  at  least  one  elevator  kept  in  readiness  for  im¬ 
mediate  use  of  the  Fire  Dept,  during  all  hours  of 
the  day  or  night,  including  holidays  and  Sundays 
and  competent  man  to  operate  same  at  all  times. 
Sec.  Cl 9- 164.0.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  14,  1964  and  November  18,  1964, 
acting  on  Viol.  Order  A933453,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  for  a  term  of  ten  years,  on  condition  that  the  build¬ 
ing  shall  conform  to  drawing  filed  with  this  appeal  marked 
Received  November  27,  1964”,  one  sheet;  on  further  con¬ 
dition  that  Quick  Response  Service  shall  be  furnished  by 
the  owner  in  accordance  with  the  conditions  of  General 
Resolution  Calendar  Number  630-56-GR. 


1189-64-A 

APPLICANT — Samuel  Rosenblum  for  Lefro  Estates  In¬ 
corporated,  owner. 

SUBJECT — Application  November  30,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  kept  in  readiness  and  competent  man  to  operate. 
PREMISES  AFFECTED — 246-250  West  38th  Street,  south 
side,  325  feet  east  of  8th  Avenue,  Block  787,  Lot  67,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  —  ...  _ _  $ 

Negative:  _ _ _ o 

THE  RESOLUTION— 

_  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  14,  1964  and  November  24,  1964 
on  Violation  Order  A  933454,  reads: 

“1.  Have  at  least  one  elevator  kept  in  readiness  for  im¬ 
mediate  use  of  the  Fire  Dept,  during  all  hours  of 
the  day  or  night,  including  holidays  and  Sundays 
and  competent  man  to  operate  same  at  all  times.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  14,  1964  and  November  24, 
1964,  acting  on  Viol.  Order  A933454,  Objection  No.  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  for  a  term  of  ten  years,  on  condition  that 
the  building  shall  conform  to  drawing  filed  with  this  appeal 
marked  “Received  November  30,  1964”,  one  sheet ;  on  fur¬ 
ther  condition  that  Quick  Response  Service  shall  be  fur¬ 
nished  by  the  owner  in  accordance  with  the  conditions  of 
General  Resolution  Calendar  Number  630-56-GR. 


1307-64-A 

APPLICANT — Abraham  Grossman  for  Julius  Goldberg, 
owner. 

SUBJECT — Application  December  29,  1964 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 315  West  92nd  Street,  north 
side,  200  feet  east  of  Riverside  Drive,  Block  1252,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ _ o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  16,  1964  on  Alt.  Applic.  1730-64,  reads: 
“Al-  Proposed  cellar  apartment  is  contrary  to  Sec.  177 
and  Sec.  34  Sub.  6  of  multiple  dwelling  law. 
A2-Proposed  cellar  apartment  is  contrary  to  Sec.  54-31 
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of  Zoning  Resolution  in  that  it  increases  the  de¬ 
gree  of  non-compliance.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  grante 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  December  16,  1964,  acting  on  Alt.  Applic.  1730- 
64,  Objection  Nos.  A1  and  A2,  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  310  oi 
the  Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  marked  Received 
December  29,  1964”,  3  sheets ;  on  further  condition  that  the 
cellar  apartment  shall  be  for  the  use  of  the  superintendent 
of  the  building  only. 


733-64-A 


APPLICANT— -I.  J.  Ginsberg  for  Aida  G.  Terker,  owner; 

Allied  Wood  Products  Incorporated,  lessee. 

SUBJECT— Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 105  Freeman  Street,  north  side, 
170  feet  east  of  Franklin  Street,  Block  2504,  Lot  71,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - — — - -  ~ 

Negative: - - -  ^ 


152-65-A 

APPLICANT— Joseph  A.  Trapani  for  Charles  Mattlage, 
owner. 

SUBJECT— Application  February  11,  1965— Filed  pursu¬ 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  56  Subd  5  of  the  Multiple  Dwelling 
Law  re-  increase  in  apartments  etc. 

PREMISES  AFFECTED— 240-16  39th  Avenue,  south  side, 
110  feet  east  of  240th  Street,  312  Cherry  Street,  Block 
8103,  Lots  47  and  49,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . - .  5 

Negative:  . . —  ■  ............ ........  0 


734-64-A 

APPLICANT— Herman  E.  Horwood  for  Pace  Holding 
Corporation,  owner;  Pico  Warehousing  Incorporated, 
lessee. 

SUBJECT— Application  July  9,  1964  —  Appeal  frorn  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED— 38-40  North  Moore  Street, 
south  side,  100  feet  1  inch  east  of  Hudson  Street,  Block 
189,  Lot  23,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  dismissed.  The  owner  has 
complied  with  the  order. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - 0 


993-63-A 

APPLICANT— Irving  Seelig  and  Son  for  Joange  Building 
Corporation,  owner. 

SUBJECT— Application  December  6,  1963— Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1552-1608  Ralph  Avenue,  west 
side,  96.39  feet  north  of  Farragut  Road,  Block  7955,  Lots 
20,  27,  29,  31,  32,  33,  35  and  43,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Seelig. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  14,  1965, 
2  P.M.  for  decision;  awaiting  advice  of  Fire  Department. 


343-C4-A 

APPLICANT— Melvin  Federbush  for  El-Mel  Realty  Cor¬ 
poration,  owner ;  Melvin  Pictures  Frame  Company,  lessee. 
SUBJECT— Application  March  26,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 42  West  29th  Street,  south 
side,  165  feet  east  of  6th  Avenue,  Block  830,  Lot  72,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Melvin  Federbush  and  William  Silver. 
For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  2 
P.M.  for  decision ;  applicant  to  apply  to  Fire  Department 
for  re-evaluation. 


577-64-A 

APPLICANT— Solomon  Friedlander,  d/b/a  Lisker  Real¬ 
ty  Co.;  E.  J.  H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT— Application  May  27,  1964— Appeal  from  orders 
and  a  decision  of  the  Fire,  Commissioner  re-  remove  all 
combustible  decorations  on  walls  and  ceilings  etc.  and 
sprinkler  system. 

PREMISES  AFFECTED— 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  2 
P.M.  for  inspection  and  hearing;  applicant  to  be  notified 
to  be  present 
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617-64-A 

APPLICANT — Davies,  Hardy  &  Schenck  for  Eugene  A. 
Schnell,  owner. 

SUBJECT — Application  June  4,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 448  Greenwich  Street,  west 
side,  50  feet  1%  inch  south  of  Desbrosses  Street,  Block 
223,  Lot  30,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  O.  Schribner. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  2 
P.M.  at  request  of  applicant. 


634-64-A 

APPLICANT — Max  O.  Urbaln  for  Atlantic  Plaza  Hous¬ 
ing  Corp.,  owner. 

SUBJECT — Application  June  12,  1964 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re  sprinkler  system  per 
“Guide  Line  Requirements.” 

PREMISES  AFFECTED — 247-253  Hopkinson  Avenue, 
east  side,  between  Atlantic  Avenue  &  Dean  Street,  Block 
1434-1441,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  A.  Wahl. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  2 
P.M.  for  decision;  hearing  closed. 


635-64-A 

APPLICANT — Max  O.  Urbahn  for  Atlantic  Plaza  Hous¬ 
ing  Corporation,  owner. 

SUBJECT — Application  June  12,  1964 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re  sprinkler  system  per 
“Guide  Line  Requirements.” 

PREMISES  AFFECTED — 214-220  Rockaway  Avenue, 
west  side,  between  Atlantic  Avenue  &  Dean  Street,  Block 
1434-1441,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  A.  Wahl. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  2 
P.M.  for  decision;  hearing  closed. 


635-64-A 

APPLICANT— Max  O.  Urbahn  for  Atlantic  Plaza  Hous¬ 
ing  Corporation,  owner. 

SUBJECT — Application  June  12,  1964 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re  sprinkler  system  per 
“Guide  Line  Requirements.” 

PREMISES  AFFECTED — 2220  Atlantic  Avenue,  south 
side,  282  feet  east  of  Hopkinson  Avenue,  Block  1434- 
1441,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  A.  Wahl. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  2 
P.M.  for  decision;  hearing  closed. 


SUBJECT — Application  June  12,  1964 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re  sprinkler  system  per 
“Guide  Line  Requirements.” 

PREMISES  AFFECTED— 2229-2311  Dean  Street,  north 
side,  between  Hopkinson  and  Rockaway  Avenues,  Block 
1434-1441,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  A.  Wahl. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  13,  1965  at  2 
P.M.  for  decision;  hearing  closed. 


698-64-A 

APPLICANT — Henry  Wolinsky  for  Jay  Winston,  owner. 
SUBJECT — Application  June  24,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  egress. 

PREMISES  AFFECTED — 2195  Third  Avenue,  east  side, 
50  feet  6  inches  south  of  East  120th  Street,  Block  1784, 
Lot  47,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  2 
P.M. ;  applicant  to  be  notified  to  be  present. 


1012-64-A 

APPLICANT — Colibri  Corporation,  owner. 

SUBJECT — Application  October  14,  1964 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  flam¬ 
mable  mixtures. 

APPEARANCES— 

For  Applicant:  Marvin  M.  Notkins. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1965,  at  2 
P.M.  for  consideration  and  decision;  hearing  closed. 


69-65-A 

APPLICANT — B.  Sumner  Gruzen  for  Dept,  of  Public 
Works,  City  of  New  York,  Police  Department,  N.Y.C. 
owner. 

SUBJECT — Application  January  21,  1965 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Gasoline  Driven 
Emergency  Generator  use  of. 

PREMISES  AFFECTED — 205  East  20th  Street,  north 
side,  75  feet  east  of  3rd  Avenue,  230  East  21st  Street, 
Block  901,  Lots  6,  9,  14,  40,  41,  42,  43  and  44,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  M.  Gruzen  and  Albert  E.  Gul- 
liksen. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1965,  at  2 
P.M.  for  decision;  applicant  to  file  drawing;  hearing 
previously  closed. 


392-65-A 

APPLICANT — Frederick  A.  Ketcher  for  Automotive  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  April  7,  1965 — Appeal  from  a  de- 


637-64-A 

APPLICANT — Max  O.  Urbahn  for  Atlantic  Plaza  Hous¬ 
ing  'Corporation,  owner. 
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cision  of  the  Borough  Superintendent  re-  stairways  and 
floor  area. 

PREMISES  AFFECTED— 120-124  East  Fordham  Road, 
2452-2454  Creston  Avenue,  southeast  corner,  Block  3166, 
Lot  69,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD— Laid  over  to  July  7,  1965,  at  2 
P.M.  for  decision;  applicant  to  obtain  new  decision  from 
Borough  Superintendent;  hearing  previously  closed. 


496-65-A 

APPLICANT— Simeon  Heller  and  George  J.  Meltzer  for 
Marmon  Enterprizes  Incorporated,  owner. 

SUBJECT — Application  April  30,  1965 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  matter. 


PREMISES  AFFECTED — 46-08  Francis  Lewis  Boulevard, 
northwest  corner  of  46th  Road,  Block  5541,  Lots  5  and 
1,  Block  5554,  Lots  12,  6,  1  and  55  and  Block  5555,  Lot 
19,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  J.  Meltzer,  Maurice  Rogers, 
Daniel  McNamara  and  Edward  J.  Reisback. 

For  Opposition:  Mark  Ciccone,  Carol  D.  Schmidt,  Tho¬ 
mas  J.  Frawley,  Leo  Gelman,  Harry  A.  Benz,  Betty 
Benz,  Lotte  Casson,  John  Belmonte,  Genevieve  Ritchert 
and  Joseph  Annunziato. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1964,  at  2 
P.M.  for  decision;  hearing  closed. 


Adjourned  5:10  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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Minutes  of.  Regular  Meeting,  Wednesday  Noon,  July 
7,  1965,  Affecting  Calendar  Numbers  —  1541-61-A— 


COURT  DECISION 

Matter  of  Taylor  vs.  Foley:— On  July  7,  1964,  the  Board  denied 
the  appeal  from  a  decision  of  the  Borough  Superintendent  refus¬ 
ing  revocation  of  a  building  permit  for  the  construction  of  an 
accessory  parking  garage;  Calendar  Number  505-64-A ;  Premises 
13-17  East  64th  Street,  north  side,  245  feet  east  of  Fifth  Avenue, 
Block  1290,  Lots  11  and  13,  Borough  of  Manhattan. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Schweit¬ 
zer  granted  motion  by  the  owner  of  the  building  affected  for  leave 
to  intervene  herein. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Capozzoli 
rendered  the  following  decision  : 

“  .  .  .  The  Board  of  Standards  and  Appeals  is  entrusted  by 
the  Legislature  to  interpret  the  meaning  of  the  provisions  of 
the  zoning  resolution  and  to  enforce  its  mandates.  In  arriv¬ 
ing  at  its  conclusions  it  acts  as  a  completely  independent 
body  and  the  courts  cannot  make  new  judgments  to  replace 
the  decisions  of  the  board  and  can  only  interfere  when  there 
is  a  showing  of  illegality,  arbitrariness  or  abuse  of  discre¬ 
tion  .  .  . 

Under  the  circumstances  this  court  cannot  say  that  the  board’s 
determination  was  illegal,  arbitrary  or  capricious  and,  there¬ 
fore,  the  petition  is  dismissed  and  the  determination  sought 
to  be  reviewed  herein  is  affirmed  and  sustained,  as  requested 
in  the  cross-motion  of  the  respondent.” 

(N.Y.  Law  Journal,  June  21,  1965,  page  14). 
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New  Cases  Filed  up  to  July  6,  1965 

Cal.  No.  Dept.  Premises  Affected 

744-65- A — F.D. — Seal  Rite  Caulking  Company,  Incor¬ 
porated,  F.D.  Order  463-5  re  Packaging  of  combustible 
mixture  (Caulking  Compound)  in  cardboard  containers, 
(containers  not  in  accordance  with  Administrative  Code 
requirements). 


745-65-A— B.B.— 253-255  Water  Street,  north  side,  100 
feet  east  of  Bridge  Street,  Block  32,  Lot  55  Borough  of 
Brooklyn,  Alt.  No.  1495-64  re  ‘FireCode  60  ,  Stairs  to 
roof  etc.,  270  Labor  Law. 


746-65-A — B  M.— 1011  Madison  Avenue,  northeast  corner 
of  East  78th  Street,  Block  1393,  Lot  23,  Borough  of  Man¬ 
hattan,  Alt.  No.  752-65  re  Stairway  enclosure,  6.4.1.11 
Building  Code. 


747-65-BZ — B.Bx. — 1940  Gleason  Avenue,  south  side,  171 
feet  east  of  Virginia  Avenue,  Block  3792,  Lot  13,  Bor¬ 
ough  of  The  Bronx,  N.B.  692-63  re  Two  Family  Dwell¬ 
ing  Sections  23-22  and  23-461  Zoning  Resolution. 


748- 65-BZ — B  B— 95-99  27th  Avenue,  southeast  corner 
of  Bath  Avenue',  Block  6900,  Lot  34,  Borough  of  Brook¬ 
lyn  N  B  275-65,  re  Two  Family  Residence.  Sections  23- 
33  ’23-48,  25-22,  23-142,  23-223,  etc.  Zoning  Resolution. 

’ _ 

749- 65-BZ— B.R.— 1820  Richmond  Road,  southeast  cor¬ 
ner  of  Stobe  Avenue  Block  3552,  Lot  39,  Dongan  Hills, 
Borough  of  Richmond,  N.B.  1456-65  re  Automobile  ser¬ 
vice  stattion,  Sections  22-10  and  31-10  Zoning  Resolution. 


7 50-65- A — B.B. — 1546  47th  Street,  south  side,  300  feet 
west  of  16th  Avenue,  Block  5442,  Lot  25,  Borough  of 
Brooklyn,  Alt.  No.  1280-65  re  Class  IV  Building,  Sec¬ 
tion  4.2.1.  Administrative  Code. 


751-65-A — F.D. — 915  Flushing  Avenue,  west  side,  175 
feet  east  of  Bushwick  Avenue,  Block  3123,  Lot  65,.  Bor¬ 
ough  of  Brooklyn,  F.D.  Order  1577-5,  re-  carbon  dioxide 
receivers. 


752-65-BZ — B.M. — 380  Convent  Avenue  and  451-461 
West  146th  Street,  northwest  corner,  Block  2061,  Lot 
14,  Borough  of  Manhattan,  Alt.  815-65,  re-  proposed  en¬ 
largement  of  telephone  exchange. 


753-65-A — F.D. — 4396-4398  Broadway,  east  side,  147.46 
feet  north  of  West  187th  Street,  Block  2170,  Lot  6,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  481-5,  re-  sprinkler  sys¬ 
tem. 


754-65-A— F.D.— 2058-2060  Eighth  Avenue,  east  side, 
50.4  feet  south  of  West  112th  Street,  Block  1827,  Lot  63, 
Borough  of  Manhattan,  F.D.  Order  816-5,  re-  sprinkler 
system. 


Restored  to  Docket 

1541-61-A — Vol.  II — F.D. — 119  Bowery,  east  side,  100.2 
feet  south  of  Grand  Street,  Block  304,  Lot  13,  Borough 
of  Manhattan,  reopened  for  consideration  as  to  sprink¬ 
ler  system. 


171-44-BZ — B.M. — 519  West  161st  Street,  north  side, 
300  feet,  6  inches  west  of  Amsterdam  Avenue,  Block 
2120,  Lot  50,  Borough  of  Manhattan,  Alt.  576-65,  re¬ 
opened  for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  re-  storage  of  paper  products  but  without  the  stor¬ 
age  of  any  motor  vehicles  in  the  building,  residence  use 
district. 


604-49-BZ — B.Q. —  34-16  31st  Street,  west  side,  140.5 
feet  south  of  34th  Avenue,  Block  607,  Lot  35,  Long 
Island  City,  Borough  of  Queens,  Alt.  1460-49,  reopened 
for  consideration  as  to  extension  of  term  of  variance,  re- 
the  maintenance  of  ignition  repairs,  battery  charging, 
auto  parts,  cleaning,  testing  room,  office  and  one  family 
and  permitting  the  parking  of  more  than  five  motor 
vehicles  waiting  to  be  services  on  open  portion  of  lot, 
business  use  district. 


385-64-BZ— B.Q. -94-05  Northern  Boulevard,  northwest 
corner  of  Junction  Boulevard,  Block  1423,  Lots  1,  2 
and  45,  Jackson  Heights,  Borough  of  Queens,  Alt.  474- 
64,  reopened  for  consideration  as  to  extension  of  term 
of  variance,  re-  parking  area  for  the  storage  of  cars  for 
sale  at  the  World’s  Fair  into  the  R4  district,  C8-1  and 
R4  district. 


346-48-BZ— B.M. -452-460  West  167th  Street,  south  side, 
119.3%  feet  east  of  Amsterdam  Avenue,  Block  2111, 
Lot  92,  Borough  of  Manhattan,  Alt.  847-65,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re- 
auto  upholstering  shop  and  parking  and  storage  of  more 
than  five  motor  vehicles  on  the  unbuilt  upon  portion  of 
the  lot,  residence  and  business  use  district. 


16-36-BZ— Vol.  II— B.Bx.— 1885  Westchester  Avenue, 
northeast  corner  of  Leland  Avenue,  Block  3880,  Lots  1 
to  5  inclusive,  Borough  of  the  Bronx,  N.B.  1087-49,  re¬ 
opened  for  consideration  as  to  extension  of  term  of 
variance,  re-  gasoline  service  station,  motor  vehicle  re¬ 
pair  shop,  auto  washing,  lubritorium,  office  and  sale  of 
accessories,  parking  and  storage  of  more  than  5  motor 
vehicles  as  an  accessory  use  to  gasoline  service  station, 
retail  use  district. 


721-41-BZ— Vols.  II  &  III— B.Q. —260-01  to  260-09  Nas¬ 
sau  Boulevard  and  54-47  to  54-63  Little  Neck  Parkway, 
northeast  corner.  Block  8274,  Lot  135,  (formerly  Lot 
128),  Little  Neck,  Borough  of  Queens,  N.B.  2099-46,  re¬ 
opened  for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  re-  gasoline  service  station,  lubritorium  and  office 
and  minor  repair  repairs  (hand  tools  only),  business  use 
district. 


196-49-BZ— Vol.  I — B.Bx. — 1280  Allerton  Avenue,  south¬ 
west  corner  of  Wilson  Avenue,  Block  4468,  Lot  43, _  Bor¬ 
ough  of  The  Bronx,  N.B.  172-49,  reopened  for  considera¬ 
tion  as  to  extension  of  term  of  variance',  re-  gasoline 
service  station,  auto  laundry,  lubritorium,  minor  repairs 
(with  hand  tools  only)  and  office,  local  retail  use  dis¬ 
trict. 


RULES 


Arc  and  Gas  Welding  and  Oxygen 
Cutting  . 

Cements,  Air  Entrainting  Portland, 
Rules  for  Approval  and  Use  of . 

Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . 

Certificate  of  Occupancy,  approved 
form  . 


Nov  27,  1956 
April  12,  1955 

Mar  15,  1955— Vol.  40,  No.  11 
Dec.  28,  1943— Vol.  28,  No.  52A 
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Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 
Use  of  .  Dec.  10,  1962 


Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . .  December  16,  1964 
Dry  Cleaning  Establishments  Rules 
Covering  .  December  16,  1964 


Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  .  July  20,  1962 


Exterior  Veneering  Materials, 

Rules  for  . .  Mar.  11,  1952— Vol.  77,  No.  11A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964— Vol.  49,  No.  63 


Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of 

Hatchways  Protection  . 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . 

Insulating  Fibre  Board  Rules  ... 

Oil  Burner  Rules  . 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  . 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 
Supply)  . 


Feb.  4,  1965— Vol.  60,  No.  6 
June  5,  1928 — Vol.  13,  No.  23 


April  1,  1965— Vol.  60,  No.  13 
Mar.  25,  1952— Vol.  37.  No.  13A 
June  1,  1962 

May  27,  1954 


Mar.  20,  1960 


Procedure,  Rules  of  . Jan.  14,  1966 — Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  . . .  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 


DESIGNATIONS:  D- — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department 


JULY  20,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  20,  1965,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

482-65-BZ 

APPLICANT— Edward  S.  Lentol  for  J.A.S.  Holding 
Corporation;  Estate  of  Beckie  Stiler,  owner. 
SUBJECT — Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
maintenance  of  a  one  transient  parking  lot  on  the 
rear  portion  of  four  plots  and  retain  the  existing 
dwellings. 

PREMISES  AFFECTED— 2518-2532  Tilden  Avenue, 
south  side,  100  feet  west  of  Veronica  Place,  Block 
5136,  Lot  8,  10,  11  and  12,  Borough  of  Brooklyn. 


504-65-BZ 

APPLICANT — Arthur  Levine  for  Woodside  Associ¬ 
ates,  owner. 

SUBJECT — Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73- 
44  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and 
R5  district,  the  reduction  in  the  number  of  required 
accessory  off  street  parking  spaces  for  a  retail  store 
and  office  enlargement. 

PREMISES  AFFECTED — 53-01  to  53-15  Broadway, 
northeast  corner  of  53rd  Place,  Block  1155,  Lot  36 
and  52,  Woodside,  Borough  of  Queens. 


582-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  and 
73-62  of  the  Zoning  Resolution,  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  from  approved 
plans  as  to  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75 
Howard  Beach,  Borough  of  Queens. 


583-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
matter. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75 
(tentative)  Howard  Beach,  Borough  of  Queens. 


584-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT  Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75, 
(tentative)  Howard  Beach,  Borough  of  Queens. 


585-65-BZ  1 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
and  73-62  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R5  dis¬ 
trict,  the  eretcion  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  approved 
plans  in  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED — 149-30  88th  Street,  west 
side,  from  149th  Avenue  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


586-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  28,  1965  —  Review  of 
a  decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 149-30  88th  Street,  west 
side,  from  149th  Avenue  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


587-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 
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SUBJECT — Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 149-30  88th  Street,  west  side, 
from  149th  Avenue,  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


588-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b) 

and  73-62  of  the  Zoning  Resolution,  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R5 
district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases  the  degree  of  non-compliance  fropj  aP' 
proved  plans  in  lot  area  per  room  and  with  additional 
balconies  that  are  not  permitted  obstruction. 

PREMISES  AFFECTED— 85-10  149th  Avenue,  south¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 


589-65-A 

APPLICANT— Max  Siegel  associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 85-10  149th  Avenue,  south¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 


590-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of  the 
'  Borough  Superintendent,  under  Sections  72-01  (b) 

and  73-62  of  the  Zoning  Resolution  and  Section  666. of 
the  New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  ap¬ 
proved  plans  as  to  lot  area  per  room  and  with  addi¬ 
tional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 86-11  151st  Avenue,  Build¬ 
ing  #2,  northeast  corner  of  85th  Street,  Block  11417, 
Lot  75,  Howard  Beach,  Borough  of  Queens. 


591-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 86-11  151st  Avenue,  north¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  75  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 


592-65-BZ 

APPLICANT— Max  Siegel  for  Patchogue  Homes  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01 


(b)  and  73-62  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter,  to  permit  m  a  R5 
district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases  the  degree  of  non-compliance.  from 
approved  plans  as  to  lot  area  per  room  and  with  ad¬ 
ditional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 


593-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent,  re-  Zoning 
matter. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive)  Howard  Beach,  Borough  of  Queens. 


651-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Motors  and 
Equipment  Corporation,  owner. 

SUBJECT— Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  \ork 
City  Charter  to  permit  in  a  Ml-1  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  factory 
that  exceeds  the  permitted  floor  area  ratio  and  en~ 
croaches  on  the  required  setback  and  rear  yard. 

PREMISES  AFFECTED— 1250  Rockaway  Avenue, 
southwest  corner  of  East  98th  Street,  Block  8130, 
Lots  18,  63  and  68,  Borough  of  Brooklyn. 


671-65-BZ 

APPLICANT — Fordyce  and  Hamby  Associates  for 
Board  of  Education,  New  York  City,  owner. 

SUBJECT— Application  June  9,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  public  school  that  encroaches  on  the  re- 
quired  rear  yard  equivalent. 

PREMISES  AFFECTED— 153-33  Sanford  Avenue, 
northeast  corner  of  Murray  Street,  (to  Barclay  Ave¬ 
nue)  Block  5328,  Lot  1,  Flushing,  Borough  of  Queens. 


677-65-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  a  R5  dis¬ 
trict,  the  erection  of  a  three  story  enlargement  to  an 
existing  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  open  space  ratio, 
front  yard,  side  yard  and  court  encroachments,  exceeds 
the  height  of  front  wall  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 2101  West  12th  Street, 
southeast  corner  of  Avenue  U,  Block  7115,  Lot  1, 
Borough  of  Brooklyn. 


678-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
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SUBJECT — Application  June  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  73-11 
(g)  and  73-65  of  the  Zoning  Resolution  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  Cl-2 
and  R3  district,  the  erection  of  a  third  story  and  bulk¬ 
head  to  an  existing  telephone  exchange  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio, 
penetrates  the  sky  exposure  plane,  encroaches  on 
the  required  rear  yard  and  with  accessory  parking 
extending  into  the  residence  district. 

PREMISES  AFFECTED — 355  Forest  Avenue,  north¬ 
west  corner  of  Hart  Boulevard,  Block  132,  Lot  159, 
West  Brighton,  Borough  of  Richmond. 


566-65-BZ 

APPLICANT — John  J.  Saunders  for  Board  of  Educa¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Application  May  19,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-2  district,  the 
erection  of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED — 140  Lorimer  Street,  south 
side,  Entire  Block  Bounded  by  Throop  Avenue,  Har¬ 
rison  Avenue  and  Walton  Street,  Block  2246,  Lot  1, 
Borough  of  Brooklyn. 


1752-61-BZ 

APPLICANT — Henry  Nordheim  for  Jack  DeLisi,  own¬ 
er. 

SUBJECT — Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
February  4,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles  of  the  pleasure  type  only. 

PREMISES  AFFECTED — 3114  Villa  Avenue,  20  East 
204th  Street,  southeast  corner,  Block  3310,  Lots  29 
and  31,  Borough  of  The  Bronx. 


515-54-BZ 

APPLICANT — Larry  Meltzer  for  Nola  Realty  Corpor¬ 
ation,  owner. 

SUBJECT— Application  reopened  June  22,  1965  for 
consideration  as  to  extension  of  term  of  variance, 
expires  June  28,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 798-812  Schenck  Avenue, 
west  side,  185  feet  south  of  Linden  Boulevard,  Block 
4354,  Lots  16,  17  and  20,  Borough  of  Brooklyn. 


259-39-BZ 

APPLICANT — Meyer  Wilen  for  John  Crimarco,  Con¬ 
rad  Crimarco,  Joseph  Crimarco  and  Edward  Crimar¬ 
co,  owners. 

SUBJECT — Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to'  extension  of  term  of  variance,  expires 
July  26,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  garage  for 
eight  motor  vehicles. 


PREMISES  AFFECTED— 57-18  to  57-24  Granger 
Street,  south  side,  131  feet  east  of  Martense  Avenue, 
Block  1950,  Lot  46,  Corona,  Borough  of  Queens. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

388-65-BZ 

APPLICANT — Arnold  W.  Lederer  for  Abe  Lurie, 
owner. 

SUBJECT — Application  April  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  in  an 
existing  two  story,  two  family  dwelling  the  use  of  the 
front  porch  as  a  business  office. 

PREMISES  AFFECTED — 1729  Rockaway  Parkway, 
east  side,  145  feet  8  inches  north  of  Avenue  L,  Block 
8243,  Lot  18,  Borough  of  Brooklyn. 

Hearing  closed. 


389-65-A 

APPLICANT — Arnold  W.  Lederer  for  Abe  Lurie, 
owner. 

SUBJECT — Application  April  6,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building,  office. 

PREMISES  AFFECTED — 1729  Rockaway  Parkway, 
east  side,  145  feet  8  inches  north  of  Avenue  L,  Block 
8243,  Lot  18,  Borough  of  Brooklyn. 

Hearing  closed. 


457-65-BZ 

APPLICANT — Albert  Melniker  for  Milton  Jaeger, 
owner. 

SUBJECT — Application  April  22,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  one  story  and  cellar  building  for  use  as 
a  retail  store  with  accessory  open  parking  and  with 
business  entrances  within  50  feet  of  intersecting 
streets. 

PREMISES  AFFECTED — 4360  Hylan  Boulevard, 
Northeast  corner  of  Richmond  Avenue,  Block  5322, 
Lot  1,  Eltingville,  Borough  of  Richmond. 

Hearing  closed. 


481-65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SLIBJECT — Application  April  27,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City.  Charter,  to  permit  in  a  R7-1  district,  in  an 
existing  six  story  multiple  dwelling  the  change  in 
occupancy  of  three  first  floor  stores  to  slip  cover 
manufacturing,  interior  decorator  establishment  and 
contractors  establishment. 

PREMISES  AFFECTED— 136  West  172nd  Street, 
1458  Plimpton  Avenue,  southeast  corner,  Block  2874, 
Lot  27,  Borough  of  The  Bronx. 

Hearing  closed. 
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551-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Ford  Motor  Company  and  Harvey  Fischer, 
owners. 

SUBJECT — Application  May  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-49  and  73- 
50  of  the  Zoning  Resolution,  to  permit  in  a  Ml-1  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an 
automotive  establishment  that  encroaches  on  the  re¬ 
quired  side  and  rear  yards,  along  the  district  bound¬ 
ary  and  with  accessory  roof  parking. 

PREMISES  AFFECTED— 4814-4824  Glenwood  Road, 
1072-1142  East  49th  Street,  southwest  corner,  4811- 
4827  Kings  Highway,  Block  7732,  Lots  45,63  and  75, 
Borough  of  Brooklyn. 

Hearing  closed. 


571-65-BZ 

APPLICANT — Pazel  G.  Jackson,  Jr.  for  Mt.  Morris 
Park  Hospital  Incorporated,  owner. 

SUBJECT — Application  May  21,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and 
73-641  of  the  Zoning  Resolution,  to  permit  in  a  R7-2 
district,  on  a  plot  presently  developed  with  a  four  story 
and  basement  multiple  dwelling,  the  erection  of  a 
seven  story  stair  enclosure  for  use  by  the  adjoining 
hospital  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio  and  encroachment 
on  the  required  rear  yard. 

PREMISES  AFFECTED— 9  Mt.  Morris  Park  West, 
west  side,  20  feet  11  inches  south  of  West  121st  Street, 
Block  1720,  Lot  20,  Borough  of  Manhattan. 

Hearing  closed. 


572-65-A 

APPLICANT — Pazel  G.  Jackson,  Jr.  for  Mt.  Morris 
Park  Hospital,  Incorporated,  owner. 

SUBJECT — Application  May  21,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  27  of  the  Multiple  Dwelling  Law 
re-  minimum  dimensions  of  yard. 

PREMISES  AFFECTED — 9  Mt.  Morris  Park,  West, 
west  side,  20  feet  11  inches  south  of  West  121st  Street, 
Block  1720,  Lot  20,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


JULY  20,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  20,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

315-62-A 

APPLICANT — Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 

SUBJECT — Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


343-64-A 

APPLICANT — Melvin  Federbush  for  El-Mel  Realty 
Corporation  .owner;  Melvin  Picture  Frame  Company, 

lessee. 

SUBJECT — Application  March  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 42  West  29th  Street,  south 
side,  165  feet  east  of  6th  Avenue,  Block  830,  Lot  72, 
Borough  of  Manhattan. 


551-64-A 

APPLICANT — Donald  J.  Steingisser  for  Copp  Stratton 
Company,  owner;  Craftsman  Framework,  lessee. 

SUBJECT — Application  May  22,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 40-60  Lawrence  Street, 
northwest  corner  of  41st  Avenue,  Block  5060,  Lot  33, 
Flushing,  Borough  of  Queens. 


673-64-A 

APPLICANT — Crinnion  &  Crinnion  for  Thomas  B. 
Daly,  Jr.,  owner. 

SUBJECT — Application  June  23,  1964  —  Appeal  from 
a_  decision  of  the  Borough  Superintendent,  re  altera¬ 
tion  of  existing  frame  building  within  fire  limits. 

PREMISES  AFFECTED — 1920  Yates  Avenue,  east 
side,  150  feet  north  of  Rhinelander  Avenue,  Block 
4275,  Lot  51,  Borough  of  The  Bronx. 


576-65-A 

APPLICANT — Lindenbaum  and  Young  for  Bay  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  May  20,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintenednt  re-  frame 
building  —  change  in  use,  Open  well  between  1st  & 
second  floor,  etc. 

PREMISES  AFFECTED — 41-59  Otsego  Street,  north¬ 
east  corner  of  Bay  Street,  Block  590,  Lot  1,  and  6, 
Borough  of  Brooklyn. 


698-65-A 

APPLICANT — Stanley  H.  Klein  for  East  65th  Street 
Corporation,  owner. 

SUBJECT — Application  June  16,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
structure  —  height. 

PREMISES  AFFECTED— 1177  East  73rd  Street,  north¬ 
west  corner  of  Avenue  L,  Block  8343,  Lot  1,  Borough 
of  Brooklyn. 


699-65-A 

APPLICANT — Stanley  H.  Klein  for  East  65th  Street 
Corporation,  owner. 

SUBJECT — Application  June  16,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building  —  height. 

PREMISES  AFFECTED — 1173  East  73rd  Street,  north 
side,  32  feet  west  of  Avenue  L,  Block  8343,  Lot  3, 
Borough  of  Brooklyn. 
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701-65-A 

APPLICANT — GTJ  Co.,  Incorporated,  owner. 

SUBJECT — Application  June  16,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  buried  gaso¬ 
line  tanks  —  garage. 

PREMISES  AFFECTED — 636  Wortman  Avenue,  south 
side,  from  Montauk  Avenue  to  Fountain  Avenue, 
Block  4544,  Lot  1,  Borough  of  Brooklyn. 


628-65-A 

APPLICANT — Harry  Soled  for  Cong,  and  Yeshiva 

(Shearit)  Israel,  owner. 

SUBJECT — Application  June  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  syna¬ 
gogue  and  Religious  school. 

PREMISES  AFFECTED— 5224  15th  Avenue,  north¬ 
west  corner  of  53rd  Street,  Block  5664,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 


234-65-A 

APPLICANT — Albert  Melniker  for  Dominick  Pugliese 
and  Sons  Company,  owner. 

SUBJECT — Application  March  4,  1965  —  Filed  pursu¬ 
ant  to  Section  36  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 410  Adelaide  Avenue,  south 
side,  120  feet  east  of  Amherst  Avenue,  Block  4683, 
Lot  7,  Oakwood  Heights,  Borough  of  Richmond. 


235-65-A 

APPLICANT — Albert  Melniker  for  Dominick  Pugliese 
and  Sons  Company,  owner. 

SUBJECT— Application  March  4,  1965  —  Filed  pursuant 
to  Section  36  Art  3  of  the  General  City  Law  re-  build- 
not  facing  legal  Street. 

PREMISES  AFFECTED— 406  Adelaide  Avenue,  south 
side,  80  feet  east  of  Amherst  Avenue,  Block  4683, 
Lot  5,  Oakwood  Heights,  Borough  of  Richmond. 


236-65-A 

APPLICANT — Albert  Melniker  for  Dominick  Pugliese 
and  Sons  Company,  owner. 

SUBJECT — Application  March  4,  1965  — -  Filed  pursu¬ 
ant  to  Section '36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED— 402  Adelaide  Avenue,  south 
side,  40  feet  east  of  Amherst  Avenue,  Block  4683,  Lot 
3,  Oakwood  Heights,  Borough  of  Richmond. 


723-65-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  June  21,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  tank  for'  the 
storage  of  liquefied  natural  gas. 

PREMISES  AFFECTED— 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot 
1,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

WEDNESDAY  MORNING,  July  7,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  June  22,  1965,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  July  1,  1965,  Vol.  50, 
No.  26. 

1288-64-BZ 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Ideal 
Handbag  Frame  Mfg.,  Corp.,  owner. 

SUBJECT — Application  December  21,  1964 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -3  and  R6  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
factory. 

PREMISES  AFFECTED — 333-339  Greene  Avenue,  north 
side,  100  ft.  west  of  Franklin  Avenue,  174-176  Clifton 
Place,  Block  1953,  Lots  35,  36  and  49,  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro,  Henry  E.  Allen,  Julius 
Ettinger  and  Thomas  Friedman. 

For  Opposition:  Gertrude  Woods. 


ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.M.  for  hearing;  applicant  is  to  send  out  new 
twenty-day  notices  to  affected  property  owners. 


362-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Knights  of  St. 
Pius  X,  Incorporated  owner;  Knights  of  Columbus  Saint 
Pius  X,  Council  No.  4541,  lessee. 

SUBJECT — Application  March  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the  erec¬ 
tion  of  a  one-story  enlargement  to  an  existing  community 
facility  building  that  encroaches  on  the  required  side  yards 
and  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 77  Conklin  Avenue,  north  side, 
23  feet  10%  inch  east  of  East  93rd  Street,  Block  8181, 
Lot  53,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  10 
A.M.  for  decision;  applicant  to  file  revised  drawings; 
hearing  previously  closed. 


388-65-BZ 

APPLICANT — Arnold  W.  Lederer  for  Abe  Lurie,  owner. 
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SUBJECT — Application  April  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  in  an  existing 
two  story,  two  family  dwelling  the  use  of  the  front 
porch  as  a  business  office. 

PREMISES  AFFECTED— 1729  Rockaway  Parkway,  east 
side,  145  feet  8  inches  north  of  Avenue  L,  Block  8243, 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Opposition:  James  Dukett,  Mr.  Tamburo,  Mildred 
and  Joseph  D’Elena,  Grace  Dukett,  Muriel  Douglas, 
John  Wiley,  John  Maresca,  Arturo  Sorrentino,  Donald 
Disert,  Richard  T.  Douglas,  John  Grucci,  Mrs.  Jack 
Giol,  Lawrence  Arancio,  A.  Countis,  William  Dukett, 
Antonia  Catalano  and  Jennie  Benvenuto. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  inspection  and  decision  ;  hearing  closed. 


389-65-A 

APPLICANT — Arnold  W.  Lederer  for  Abe  Lurie,  owner. 

SUBJECT — Application  April  6,  1965 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing,  office. 

PREMISES  AFFECTED — 1929  Rockaway  Parkway,  east 
side,  145  feet  8  inches  north  of  Avenue  L,  Block  8243, 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  Lederer. 

ACTION  OF  BOARD1 — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


457-65-BZ 

APPLICANT — Albert  Melniker  for  Milton  Jaeger,  owner. 

SUBJECT — Application  April  22,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
one  story  and  cellar  building  for  use  as  a  retail  store 
with  accessory  open  parking  and  with  business  entrances 
within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 4360  Hylan  Boulevard,  North¬ 
east  corner  of  Richmond  Avenue,  Block  5322,  Lot  1, 
Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Seymour  Spruch. 
For  Opposition :  Olga  Rivera,  Morlies  K.  Petersen,  Vin¬ 
cent  H.  Ballschmieder,  Paul  H.  Petersen,  Rose  Iasi- 
ouo,  Claire  Ballschmieder,  Theresa  Russo,  Angela  De 
Modna,  Geraldine  D’Oca,  Amelia  Comforte,  Thomas 
and  Patricia  Flaney,  Helena  Jioia,  Brona  Constantine 
and  Joan  C.  O’Hara. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision;  applicant  to  submit  additional  data; 
hearing  closed. 


481-65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJECT — Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R7-1  district  in  an  existing  six 
story  multiple  dwelling  the  change  in  occupancy  of  three 
first  floor  stores  to  slip  cover  manufacturing,  interior 
decorator  establishment  and  contractors  establishment. 


PREMISES  AFFECTED— 136  West  172nd  Steet,  1458 
Plimpton  Avenue,  southeast  corner,  Block  2874,  Lot  27, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  inspection  and  decision;  applicant  to  submit 
additional  statement ;  hearing  closed. 


551-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Ford  Motor  Company  and  Harvey  Fischer,  owners. 

SUBJECT — Application  May  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-49  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Ml-1  district, 
the  erection  of  a  one  story  enlargement  to  an  automotive 
establishment  that  encroaches  on  the  required  side  and 
rear  yards,  along  the  district  boundary  and  with  accessory 
roof  parking. 

PREMISES  AFFECTED— 4814-4824  Glenwood  Road, 
1072-1142  East  49th  Street,  southwest  corner,  4811-4827 
Kings  Highway,  Block  7732,  Lots  45,  63  and  75,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Thelma  Dickman,  Clara  Gillman,  Mrs. 
Charles  McGuire,  Mrs.  George  Neismeur,  David  Na- 
hmias,  Joseph  F.  Cott,  Sam  Millinan,  Joseph  L.  Dick¬ 
man  and  Benjamin  Sewedlow. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  inspection  and  decisions;  applicant  is  to  file 
drawing  showing  fence. 

Hearing  closed. 


571-65-BZ 

APPLICANT — Pazel  G.  Jackson,  Jr.  for  Mt.  Morris  Park 
Hospital  Incorporated,  owner. 

SUBJECT — Application  May  21,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  to  permit  in  a  R7-2  district, 
on  a  plot  presently  developed  with  a  four  story  and  base¬ 
ment  multiple  dwelling,  the  erection  of  a  seven  story 
stair  enclosure  for  use  by  the  adjoining  hospital  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  encroachment  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 9  Mt.  Morris  Park  West,  west 
side,  20  feet  11  inches  south  of  West  121st  Street,  Block 
1720,  Lot  20,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Pazel  G.  Jackson,  Jr.  and  Thomas  V. 
Sinclair,  Jr. 

For  Opposition:  Valarid  Jackson,  Eletha  Skinner,  Anna 
Bordez,  Louise  Dennis,  Joseph  Warde  and  Janie  A. 
Tabana. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


572-65-A 

APPLICANT — Pazel  G.  Jackson,  Jr.  for  Mt.  Morris  Park 
Hospital,  Incorporated,  owner. 

SUBJECT — Application  May  21,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
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of  Section  27  of  the  Multiple  Dwelling  Law  re-  minimum 
dimensions  of  yard. 

PREMISES  AFFECTED — 9  Mt.  Morris  Park  West,  west 
side,  20  feet  11  inches  south  of  West  121st  Street,  Block 
1720,  Lot  20,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Pazel  G.  Jackson  and  Thomas  Sinclair, 

Jr. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  inspection  and  decision;  in  conjunction  with 
Calendar  Number  572-65-BZ,  hearing  closed. 


424-52-BZ 

APPLICANT — Lewis,  MacDonald  &  Varian  for  Lincoln- 
67  Coropartion,  owner. 

SUBJECT — Application  reopened  June  8,  1965  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  expires  June 
21,  1965 — decision  of  the  Borough  Superintendent,  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 43-45  West  67th  Street,  north 
side,  100  feet  east  of  Columbus  Avenue,  Block  1120,  Lot 
5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Maurice  J.  Gilchrist. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  . . . . . . . . .  5 

Negative:  . . . . . . .  0 


THE  RESOLUTION— 

Whereas,  on  December  16,  1952,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  this  application  was  reopened  on  June  8,  1965 
and  set  for  hearing  on  July  7,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1965,  acting  on  Alt.  Applic.  No.  433/1965, 
reads : 

1.  Proposed  Public  Parking  lot  for  25  passenger  type 
motor  vehicles  located  in  an  R-8  use  District  is 
contrary  to  Sec.  22-10  of  the  Zoning  Resolution. 
Case  to  be  referred  back  to  the  B.  of  S.  &  A.  under 
Cal.  No.  424-52-BZ  Sec.  11-41  &  Sec.  73-01.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  16,  1952, 
as  amended  through  June  21,  1960,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  tefm  of  five  (5)  years  from  the  date  of 
this .  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


154-65-BZ 

APPLICANT — David  Kraus  for  Lesrich  Homes  Incor¬ 
porated,  owner. 


SUBJECT — Application  February  11,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2  and  R4  district, 
the  erection  of  a  two-story  building,  to  be  occupied  on 
the  first  floor  for  the  storage  and  handling  of  building 
materials,  with  loading  and  unloading  and  two-family 
residence  on  the  second  floor,  that  will  be  non-complying 
in  floor  area  ratio,  open  space  ratio  and  encroach  on  the 
front,  side  and  rear  yards. 

PREMISES  AFFECTED — 2891  Baisley  Avenue,  west  side, 
29.31  feet  south  of  Bradford  Avenue,  Block  5333,  Lot 
107,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  David  Kraus  and  Lester  Weaderhorn. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT: 

Affirmative:  . . . . .  _  q 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . . . .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  7,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1965,  acting  on  N.B.  Applic.  1042/1964 
reads : 


“2. 


3. 

4. 

5. 

6. 


and 


Pioposed  storage  and  handling  of  building  materials, 
use  group  17,  accessory  loading  berths  and  entrances 
thereto  located  in  an  R4  district  is  contrary  to  Sec¬ 
tion  22-00  of  the  Zoning  Resolution. 

Provide  the  minimum  open  space  ratio  and  maxi¬ 
mum  floor  area  ratio  as  per  Sect.  23-141  of  the 
Zoning  Resolution. 


Provide  the  minimum  required  front  yard  as  per 
Sect.  23-45  of  the  Zoning  Resolution. 


Provide  the  minimum  required  side  yards  as 
Sect.  23-4o  of  the  Zoning  Resolution. 


per 


Provide  the  minimum  required  rear 
Sect.  23-47  of  the  Zoning  Resolution. 


yard  as  per 

9f 


Whereas,  the  premises  and  surrounding 
spected  by  a  committee  of  the  Board  which 
that  the  application  be  denied;  and 


area  were  in- 
recommended 


Whereas  the  Board  has  found  that  the  building  pro¬ 
posed  would  be  detrimental  to  the  residence  neighborhood* 
and 


whereas,  tne  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and  was 

t..?Je^re  not  entltled  to  relief  on  the  grounds  of  practical 
difficulty  or  unnecessary  hardship. 

Resolved  that  the  decision  of  the  Borough  Superintend- 
ioLdrw  J anuary  14,  1965,  acting  on  N.B.  Applic.  1042- 
1964,  Objection  Nos.  2,  3,  4,  5  and  6,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


308-65-BZ 


APPLICANT — Ingram  S.  Carner 
ties  Incorporated,  owner. 


for  Transpar  Proper- 


SUBJECT— Application  Macrh  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-11  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C8-1,  C4-2  and  R4  district, 
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the  reconstruction  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 2570-2572  East  17th  Street, 
northwest  corner  of  Avenue  Z,  Block  7437,  Lots  34,  40 
and  51,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klcinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com 

m.issioner  Klein _ 5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  8,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  22,  1965;  hearing  closed;  then  to 
July  7,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  15,  1965,  actin  gon  Alt.  Applic.  1933/1964, 
reads : 

“1.  On  a  zoning  lot  now  located  partially  in  a  C8-1, 
C4-2  and  R-4  district  and  occupied  as  a  gas  sta¬ 
tion,  auto  laundry,  lubritorium  auto  repairs  parking 
and  storage  lot  for  more  than  5  motor  vehicles.  The 
proposed  demolition  of  existing  Building  and  the 
erection  of  a  new  building  for  the  same  uses  curb 
cuts  and  signs.  The  enlargement  of  parking  and 
storage  for  more  than  5  motor  vehicles  into  the  R-4 
district  is  not  permitted  as  of  right  22-10  32-10 
Z.R. 

2.  Since  there  are  no  standards  for  non-conforming 
uses,  non-conforming  parking  enclosure  of  parking 
lots,  paving,  loading  berths,  bulk  etc.  application 
must  be  referred  to  B.S.A.  for  approval.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-11  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  73-11,  to  permit  in  C8-1,  C4-2  and 
R-4  districts,  the  reconstruction  of  an  automotive  service 
station  wih  accessory  uses,  on  condition  that  he  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  March  16,  1965”,  2  sheets  and  “June  29,  1965”, 
3  sheets  revised ;  that  all  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with ;  and  that  permit  shall  be  ob¬ 
tained,  work  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  resolution. 


347-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Vincent  J.  Deo, 
owner. 

SUBJECT — Application  March  22,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R7-1  district,  the  erection  of  a 
one-story  enlargement  to  an  existing  funeral  establishment 
with  accessory  signs  and  loading  berth. 

PREMISES  AFFECTED — 2272  Prospect  Avenue,  south¬ 
east  corner  of  East  183rd  Street,  Block  3113,  Lot  19, 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleincrt, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  7,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintend  dated 
February  25,  1965,  acting  on  Alt.  Applic.  117/1965,  reads: 

‘T.  Proposed  enlargement  of  a  non-conforming  use  of 
funeral,  establishment,  Use  Group  7,  located  in  an 
R7-1  district,  with  accessory  sign  and  open  loading 
berth  in  the  vacant  portion  of  the  lot  is  contrary  to 
Sections  52-41  and  22-00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  to  permit  in  an  R7-1  district, 
he  erection  of  a  one-story  enlargement  to  an  existing  funeral 
establishment,  with  accessory  signs  and  loading  berth  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  March  22,  1965,” 
10  sheets;  on  further  condition  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


348-65-A 

APPLICANT — Crinnion  and  Crinnion  for  Vincent  J.  Deo, 
owner. 

SUBJECT — Application  March  22,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame  struc¬ 
ture,  change  of  use. 

PREMISES  AFFECTED— 2272  Prospect  Avenue,  south¬ 
east  corner  of  East  183rd  Street,  Block  3113,  Lot  19, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,.  Commissioner  Becker  and  Com- 


misioner  Klein _ _ _ 5 

Negative  _ - _ _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  25,  1965  on  It.  Applic.  117-65,  reads: 

“2.  Proposed  enlargement  of  commercial  use  in  a  frame 
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structure  class  4  is  contrary  to  C26-254.0  and  Board 
of  Standards  and  Appeals  Cal.  No.  308-41. -A.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  February  25,  1965,  acting  on  Alt.  Applic.  117-65, 
Objection  No.  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  of 
the  requirements  in  the  resolution  adopted  by  the  Board 
this  day  under  Calendar  Number  347-65-BZ  shall  be  com¬ 
plied  with. 


440-65-BZ 

9PPLICANT — Philip  P.  Augusta  for  Vodis  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-60  &  73-62 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  district,  in 
an  existing  four-story  building,  the  erection  of  a  first 
floor  enlargement  to  the  retail  store  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 97  Graham  Avenue,  west  side, 
50  feet  south  of  McKibbin  Street,  Block  3088,  Lot  17, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  P.  Augusta. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _  5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on.  June  22,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  7,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  12,  1965,  acting  on  Alt.  Applic.  1912/1964 
reads :  ’ 

“1.  The  proposed  extension  and  the  existing  building 
now  exceeds  the  floor  area  and  is  contrary  to  Sec. 
54-31  of  the  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
73-60  and  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Sections  73-60  and  73-62  of  the  Zoning  Re¬ 
solution,  to  permit  in  a.  Cl-3  district,  in  an  existing  four- 
story  building,  the  erection  of  a  first-floor  enlargement  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
on  condition  that  the  building  shall  conform  to  drawings 
hied  with  this  application  marked  “Received  April  15,  1963”, 
o  sheets ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


446-65-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  Roman 
Catholic  Church  of  St.  Vincent  de  Paul  in  the  City  of 
Brooklyn,  owner. 

SUBJECT — Application  April  21,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution  and  Section  666  (7)  of  the  New  York 
City  Charter,  to  permit,  in  a  Ml-2  district,  the  erection 
of  a  two  story  and  cellar  parochial  school. 

PREMISES  AFFECTED— 180490  North  7th  Street, 
south  side,  100  feet  east  of  Bedford  Avenue,  Block  2328, 
Part  of  Lot  15,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  E.  Murphy  and  Rev.  Jerome  Lynch. 
For  Opposition:  Pedio  Sierra  and  Aaron  Norman. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ ___  _ _ _ 5 

Negative: _ _ _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  7,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1965  acting  on  N.B.  Applic.  1282/1964,  reads: 
“1.  Proposed  school  use  group  3  is  a  Ml-2  use  district 
contrary  to  the  permitted  use  of  Sec.  42-00  &  Sec. 
11-111  of  Amended  Zone  Resolution. 

2.  There  are  no  provisions  for  bulk  and  required  ac¬ 
cessory  parking  &  loading  &  unloading  for  a  use 
group  3  in  a  Ml-2  use  district  refer  to  Board  of 
Standards  &  Appeals  for  there  requirements. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
666,  Subdivision  7  of  the  New  York  City  Charter. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Secion  666,  Sub¬ 
division  7,  of  the  New  York  City  Charter,  to  permit  in  an 
Ml-2  district,  the  erection  of  a  two-story  and  cellar  paro¬ 
chial  school  on  condition  the  work  be  done  in  accordance 
with  drawings  filed  with  this  application  marked  “Received 
April  21,  1965,”  7  sheets,  and  “June  2,  1965”,  1  sheet;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with ;  and  that  permit  be  obtained,  work  done,  and  a 
Certificate  of  Occupancy  obtained,  within  one  year  from  the 
date  of  this  Resolution. 


464-65-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blau- 
feux  for  874  Myrtle  Avenue  Corporation,  owner. 

SUBJECT — Application  April  21,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  change  m 
occupancy  of  an  existing  one-story  building  previously 
granted  by  the  Board,  from  a  public  garage  to  a  super¬ 
market  with  accessory  signs. 

PREMISES  AFFECTED — 631-637  Gates  Avenue,  north 
side,  20  feet  east  of  Throop  Avenue,  Block  1811,  Lot  72, 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _  3 

Negative:  Vice  Chairman  Kleiner t  and  Commissioner 

Fox  _ 2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  7,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  9,  1965,  acting  on  Alt.  Applic.  663/ 1965,  reads : 

“1.  The  existing  legal  use  of  the  bldg.  (‘Public  Garage’ 
Co  No.  26,670)  was  granted  by  the  B.S.A.  under 
Cal.  No.  1508-23  B.Z.  The  proposed  use  of  the  Bldg, 
which  is  now  located  in  an  R-6  District,  as  a  ‘Super¬ 
market’  in  use  Group  6  on  the  first  floor,  and  ‘Ac¬ 
cessory  Storage’  in  the  enlarged  cellar,  is  contrary 
to  Article  II  of  the  Zoning  Resolution  and  is  re¬ 
ferred  back  to  the  B.S.A.  as  per  Sect.  11-41  of  the 
Zoning  Resolution. 

2.  The  proposed  enlargement  of  the  cellar,  and  the 
proposed  removal  of  portions  of  the  front  wall  to 
create  new  show  windows  and  a  new  store  front, 
constitute  a  structural  alteration  to  a  non-conform¬ 
ing  use  and  is  contrary  to  Sect.  52-22  of  the  Zoning 
Resolution. 

3.  The  proposed  new  ‘Business  Sign’  within  a  Resi¬ 
dence  District  is  contrary  to  Sect.  22-32  of  the  Zon¬ 
ing  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  he  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district, 
for  a  term  of  fifteen  years,  the  change  in  occupancy  of  an 
existing  one-story  building,  previously  granted  by  the  Board, 
from  public  garage  to  a  supermarket  with  accessory  sign 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  April  21,  1965”, 
6  sheets ;  on  further  condition  that  the  operation  of  the 
market  shall  be  restricted  to  daytime  hours  with  the  excep¬ 
tion  of  one  evening  per  week;  that  all  laws,  rules  and  reg¬ 
ulations  applicable  shall  be  complied  with ;  and  that  permit 
shall  be  obtained,  work  completed  and  a  Certificate  of  Oc¬ 
cupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


486-65-BZ 

APPLICANT — Salvater  A.  Caradonna  Jr.  for  National 
Org  of  Industrial  Trade  Unions,  owner. 

SUBJECT — Application  April  30,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R6  district,  the  change  in 
occupancy  of  an  existing  three  story  and  cellar  building 


from  dwelling  to  group  medical  office  in  conjunction  with 

the  union  on  lot  14  without  the  required  parking. 
PREMISES  AFFECTED— 87-71  148th  Street,  east  side, 

100  feet  south  of  Hillside  Avenue,  Block  9694,  Lot  8, 

Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Salvater  A.  Caradonna,  Jr.,  Marvin  Wien¬ 
er  and  Tom  O’Hare. 

For  Opposition:  Jenkin  R.  Hockert  and  Max  Schulman. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 

Negative:  - - - - 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  7,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1965,  acting  on  Alt.  Applic.  2304/1965, 
reads : 

“1.  A  group  medical  center,  Use  Group  4,  in  an  R-6 
zone  above  the  level  of  the  first  floor  ceiling  is  con¬ 
trary  to  Section  22-14  of  the  Zoning  Resolution. 

2.  The  use  of  professional  offices  for  a  national  or¬ 
ganization  of  industrial  trade  unions,  Use  Group  6, 
and  sign  in  an  R-6  zone  is  contrary  to  Section  22-00 
of  the  Zoning  Resolution. 

3.  Size  of  proposed  accessory  parking  spaces  does  not 
comply  with  the  minimum  requirements  of  Section 
25-62  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  he  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  to  permit  in  an  R-6  district, 
the  change  in  occupancy  of  an  existing  three-story  and  cel¬ 
lar  building  from  dwelling  to  group  medical  office  in  con¬ 
junction  with  the  union  occupancy  on  Lot  14,  without  the 
required  parking,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  April  30,  1965”,  16  sheets ;  on  further  condition  that 
a  5  foot  6  inch  high  woven  wire  fence  shall  be  erected  along 
the  northern  lot  line  of  the  property;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of.  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


522-65-BZ 

APPLICANT — Larry  Meltzer  for  Louis  Mintz,  and  Ben- 
zamin  Raah,  owners,  Herbie’s  Restaurant,  Incorporated, 
lessee. 

SUBJECT — Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one-story  enlargement  to  an  existing  restaurant. 
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PREMISES  AFFECTED — 5321-5331  Flatlands  Avenue, 
1194-1204  East  54th  Street,  northwest  corner,  5313  Ave- 
nue  J,  Block  7779,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  _ _ _  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  ;22,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  7,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  6,  1965,  acting  on  Alt.  Applic.  591/1965,  reads: 

1.  The  proposed  enlargement  of  a  non-conforming  use, 
restaurant  (use  group  No.  6A),  within  an  R5  Dis¬ 
trict,  is  contrary  to  Section  22-00  and  Section  52-41 
of  the  Zoning  Resolution. 

2.  The  proposed  structural  alteration  to  a  non-con¬ 
forming  use,  restaurant  (use  group  no.  6A),  within 
an  R5  District,  is  contrary  to  Section  52-22  of  the 
Zoning  Resolution. 

3.  As  there  are  no  bulk  regulations  for  non-conforming 
uses  in  an  R5  District,  the  bulk  of  this  structure 
must  be  referred  to  the  Board  of  Standards  and 
Appeals  for  their  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  he  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/ or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in'  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-S  district, 
the  erection  of  a  one-story  enlargement  to  an  existing  rest¬ 
aurant,  on  condition  that  the  building  shall  conform  to 
^rawings  filed  with  this  application  marked  “Received  May 
7,  1 965’ ,  6  sheets;  on  further  condition  that  a  brick  wall 
8  feet  high  with  proper  coping  shall  be  built  along  the  north 
and  west  lot  lines  of  the  property;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that 
shall  be  obtained,  work  completed  and  a  Certificate 
of.  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


Adjourned  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY,  JULY  7,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

1541-61 -A — Vol.  II 

APPLICANT — Richard  Rethy  for  119  Company,  owner. 


SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II  subject  to  regular  procedure — Appeal  from  an 
order  of  the  Fire  Commissioner  re-  sprinkle  system; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 119  Bowery,  east  side,  100.2 
feet  south  of  Grand  Street,  Block  304,  Lot  13,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Richard  Pethy. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative :  _ Q 


827-55-BZ 

APPLICANT — Ingram  S.  Carner  for  Michaels  Service 
Station,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Su¬ 
perintendent;  previously  granted  on  condition,  under  Sec¬ 
tions  7f  and  7 A  of  the  Zoning  Resolution,  permitting  in 
a  retail  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  sation,  car  wash  (non  automatic),  lubri- 
torium,  oil  selling,  sales  and  curb  cuts  less  than  75  feet 
from  the  residence  use  district,  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 245-20  139th  Avenue  and  245- 
22  to  245-32  South  Conduit  Avenue,  southwest  corner  and 
139-02  to  139-10  246th  Street,  Block  13614,  Lots  23  and 
24,  23  tentative,  Rosedale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE — 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _ _ _ 5 

Negative:  _ _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  31,  1956,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  September  18, 
1956;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  February  26,  1957;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  31,  1956 
as  amended  through  June  11,  1957  by  adding  thereto: 
“that  30  feet  of  the  brick  wall  along  the  building  line  of 
246th  Street  may  be  altered  substantially  as  shown  on 
revised  drawing  marked  ‘Received  June  29,  1965’,  on 
sheet,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  4413/55) 


1544-61-BZ 

APPLICANT — Halpern  and  Hurley  for  Vincent  Sabella, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy  which 
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expired  January  21,  1965  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7c  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  parking  lot 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles  for  a  temporary  term  of  ten  years. 

PREMISES  AFFECTED — 3225  Throop  Avenue,  west  side, 
90.23  feet  south  of  East  Gun  Hill  Road,  Block  4618,  Lot 
36,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  Hurley. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

THE&  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  3,  1962,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  21,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension 
of  time  to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  3,  1962  as 
amended  through  January  21,  1964  only  as  to  the  time  to 
obtain  a  Certificate  of  Occupancy,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution”.  (Alt.  704/61) 


1705-61-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Sherilu 
Construction,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy  which 
expired  October  29,  1964  —  decision  of  the  Borough  Su¬ 
perintendent;  previously  granted  on  condition,  under  Sec¬ 
tions  7e  and  21  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  of  motor  vehicles  as 
accessory  to  the  adjacent  supermarket. 

PREMISES  AFFECTED — 1244  Metcalf  Avenue,  east  side, 
101.77  feet  north  of  Westchester  Avenue,  Block  3780, 
Lot  11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Plarry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  15,  1962,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  29,  1963;  and 
Whereas,  the  resolution  was  amended  on  April  7,  1964; 
and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  certificate  of  occupancy. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  15,  1962  as 
amended  through  April  7,  1964  only  as  to  the  time  to  obtain 
a  Certificate  of  Occupancy,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  amended  resolution”.  (Alt  994/61) 


484-64-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Eugene  Carlson, 
owner;  The  H.  W.  Wilson  Company,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  July  21,  1965 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  and  R7-1  district,  the 
maintenance  of  an  accessory  parking  lot  for  use  by  em¬ 
ployees  and  customers  of  the  factory  on  Block  2523, 
Lot  61. 

PREMISES  AFFECTED — 919  Summit  Avenue,  west  side, 
215  feet  north  of  West  161st  Street,  924  Sedgwick  Ave¬ 
nue,  Block  2523,  Lots  52  and  54,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1964,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  21,  1964  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(Alt.  663/64) 


575-64-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  July  21, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  73-65  of  the 
Zoning  Resolution,  to  permit  in  a  C4-4  district,  at  an 
existing  telephone  exchange  building,  the  erection  of  a 

five  story  enlargement  that  exceeds  the  permitted  floor  area 
ratio. 

PREMISES  AFFECTED — 366-376  East  150th  Street, 
south  side,  150  feet  east  of  Courtlandt  Avenue,  Block 
2328,  Lot  12,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Aaron  Goldman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _  _  5 

Negative:  _ _ _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  21,  1964  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  121/62) 


16-36-BZ — Vol.  II 

-APPLICANT — Joseph  B.  Lynch  for  Humble  Oil  and  Re¬ 
fining  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  April  18, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7f  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the 
paikmg  and  storage  of  more  than  5  motor  vehicles  as  an 
accessory  use  to  a  gasoline  service  station. 

PREMISES  AFFECTED — 1885  Westchester  Avenue 
northeast  corner  of  Leland  Avenue,  Block  3880,  Lots  l’to 
5  inclusive,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  14,  1965  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci- 
sl<?!?  ®oroush  Superintendent  and  photographs, 

which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _  5 

Negative:  _ _ _ _ _ _ _ _  n 


721-41-BZ — Vols.  II  &  III 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  H.  N.  F.  Realty  Company,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  —  decision  of  the  Borough 
superintendent;  previously  granted  on  condition,  under 
Sections  7e  and  7 i  of  the  Zoning  Resolution,  permitting 
m  a  business  use  district,  the  erection  and  maintenance 
oi.  a  gasoline  service  station,  lubritorium  and  office  and 
minor  repairs,  with  hand  tools  only,  may  be  permitted 
within  the  accessory  building. 

PREMISES  AFFECTED — 260-01  to  260-09  Nassau  Boule¬ 
vard  and  54.47  to  54-63  Little  Neck  Parkway,  northeast 
corner,  Block  8274,  Lot  135,  (formerly  Lot  128).  Little 
Week,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  14,  1965  at  10  A.M.,  to  consider 


extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  5 

Negative:  . .  q 


171-44-BZ 


APPLICANT — DeRose  and  Cavalieri  for  The  H.  W.  Wil¬ 
son  Company,  owner. 

SUBJECT — Application  for  consideration  — ■  reopening  for 
extension  of  term  of  variance— decision  of  the  Borough 
Superintendent ;  previously  granted  .  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  warehouse  for  the  storage  of 
paper  products  but  without  the  storage  of  any  motor 
vehicles  in'  the  building. 

PREMISES  AFFECTED' — 519  West  161st  Street,  north 
side,  300  feet  6  inches  west  of  Amsterdam  Avenue,  Block 
2120,  Lot  50,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  14,  1965  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 
missiioner  Klein  . . . . . . . . . 5 

Negative  _  n 


346-48-BZ 

APPLICANT— Benjamin  Zlochower  for  Arthur  Schwein- 
ert,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of.  term  of  variance  which  expired  October  6, 
1964  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7e  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  and  busi¬ 
ness  use  district,  the  change  in  occupancy  of  five  car 
garage  to  auto  upholstering  shop  and  permitting  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  on  the 
unbuilt  upon  portion  of  the  lot. 

PREMISES  AFFECTED— 452-460  West  167th  Street, 
south  side,  119  feet  3%  inches  east  of  Amsterdam  Ave¬ 
nue,  Block  2111,  Lot  92,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Benjamin  Zlochower. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  an  September  14,  1965  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have,  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . . . .  q 
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196-49-BZ — Vol.  I 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony-Vacuum  Oil  Company,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  will  expire  July  25, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7e  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station  to  include  auto  laundry,  lubritorium,  motor 
vehicle  repair  shop  and  office. 

PREMISES  AFFECTED— 1280  Allerton  Avenue,  south¬ 
west  corner  of  Wilson  Avenue,  Block  4468,  Lot  43,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  14,  1965  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - -  5 

Negative:  _  0 


604-49-BZ 

APPLICANT— William  J.  Karp  for  George  Nintzel,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in.  a  busi¬ 
ness  use  district,  the  maintenance  of  ignition  repairs,  bat¬ 
tery  charging,  auto  parts,  cleaning,  testing  room,  office 
and  one  family,  and  permitting  the  parking  of  more  than 
five  motor  vehicles  waiting  to  be  serviced  on  open  por¬ 
tion  of  lot. 

PREMISES  AFFECTED— 34-16  31st  Street,  west  side, 
140.5  feet  south  of  34th  Avenue,  Block  607,  Lot  35,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  J.  Karp. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  14,  1965  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

Negative :  . . . .  0 


385-64-BZ 

APPLICANT — Ingram  S.  Carner  for  H.  M.  Williams 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  11-412  of  the  Zoning  Resolution  and  Section  666 
(7)  N.Y.C.  Charter,  permitting  in  a  C8-1  and  R4  district, 
at  an  existing  auto  showroom  with  offices,  minor  repairs 
and  incidental  welding  and  spraying,  previously  granted 


by  the  Board,  the  enlargement  of  the  parking  area  for 
the  storage  of  cars  for  sale  at  the  World’s  Fair  into  the 
R4  district. 

PREMISES  AFFECTED— 94-05  Northern  Boulevard, 
northwest  corner  of  Junction  Boulevard,  Block  1423,  Lots 
1,  2  and  45,  Jackso  nHeights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Ingram  S.  Carner  and  Harry  Williams. 
ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  14,  1965  at  10  A.M.  ,to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  - - - 0 


Adjourned  12:40  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  July  7,  1965,  2  P.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

270-47-A— Vol.  II 

APPLICANT — Clinton  Brown  for  Hotel  Ocean  Crest,  In¬ 
corporated,  owner. 

SUBJECT — Application  reopened  February  2,  .  1965  as 
Volume  II — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 102  Beach  62nd  Street,  north 
east  corner  of  Public  Boardwalk,  Block  15933,  Lot  1, 
Averne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clinton  Brown. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  - - - — - - - - 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein  _ _ _ _ _ _ 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  7,  1965  on  Order  No.  1263-4,  reads: 

“1.  Install  an  approved  automatic  wet  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapter  26,  Article  16,  Administrative  Code.  In 
addition  to  required  sprinkler  alarms,  this  system 
shall  also  be  equipped  with  an  approved  water  flow 
transmitter  having  a  direct  connection  to  a  Central 
Office  of  one  of  the  authorized  operating  compan¬ 
ies,  arranged  and  equipped  in  accordance  with  the 
applicable  Fire  Department  Rules  and  Rules  of  the 
Board  of  Standards  and  Appeals. 

C19-161.0-a  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 


901 


MINUTES 


spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  the  type  of  occupancy  in 
a  frame  building  creates  a  hazardous  condition. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
January  7,  1965  acting  on  Order  No.  1263-4,  Objection  No. 
1  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


171-64-A 

APPLICANT— 124  Jane  Street  Storage  and  Warehouse 
Corporation,  Lessee  for  Alma  H.  Milham,  owner. 
SUBJECT — -Application  February  4,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 124  Jane  Street,  south  side, 
175  feet  east  of  West  Street,  Block  641,  Lots  10  and  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  Connolly  and  Kermit  K.  Boltuca. 
For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  _  5 

Negative:  _ _ _ _  o 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  13,  1963  and  January  21,  1964  on 
Order  No.  3046-3,  reads: 

“1.  Provide  an  approved  automatic  dry  sprinkler  sys¬ 
tem  throughout  Bldg,  including  cellar,  arranged  and 
equipped  as  per  Chapt.  26  -  1339. 

Chapt.  19-161. Oa  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  13,  1963  and  January  21,  1964, 
acting  on  Order  No.  3046-3,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  marked  “Received  May 
5,  1965”,  5  sheets;  on  further  condition  that  an  automatic 
fire  alarm  system,  with  central  office  connection  shall  be 
installed  throughout  the  building;  and  that  the  cellar  shall 
remain  vacant. 


543-64-A 

APPLICANT — Burke  and  Groh  for  Leo  Galletta,  owner. 
SUBJECT— Application  May  20,  1964  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 22-78  35th  Street,  west  side 
13  3  feet  north  of  23rd  Avenue,  Block  832,  Lot  86,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Ehrlich. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ o 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  2,  1964  and  April  21,  1964  on  Order 
No.  0013-4,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply*,  arranged  and  equipped  as  per  Chapt. 
26-  1336.0  Admin.  Code,  C19-161.0a  Admin.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  2,  1964  and  April  21,  1964,  acting  on 
Order  No.  0013-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  May  20,  1964,”  2  sheets ; 
and  on  further  condition  that  two  sprinkler  heads  shall  be 
placed  in  the  paint  storage  room,  fed  from  the  domestic 
water  supply. 


617-64-A 


APPLICAN  T — Davies,  Hardy  &  Schenck  for  Eugene  A. 
Schnell,  owner. 

SUBJECT— Application  June  4,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 448  Greenwich  Street,  west 
side,  50  W2  feet  south  of  D’esbrosses  Street,  Block  223, 
Lot  30,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Lawrence  Bonaguidi. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dent. 
ACTION  OF  BOARD — Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative:  _ _ _ _  £ 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 


THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  5,  1964  on  Order  No.  3463-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26  -  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  because  of  the  heavy  fire  load, 
wood  partitions  and  inaccessibility  for  fire  fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  May  5,  1964  acting  on  Order  No.  3463-3,  Objection 
No.  1  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


644-64-A 

APPLICANT — Lama,  Proskauer  &  Prober  for  Sali  Billet, 
owner. 

SUBJECT — Application  June  15,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re  sprink¬ 
ler  system. 


902 


MINUTES 


PREMISES  AFFECTED — 96  Greene  Street  east  side, 
ISO  feet  north  of  Spring  Street,  Block  499,  Lot  3,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis- 

sioner  Klein  - - - ~~~ 

Negative:  - 

THE  RESOLUTION—  e  L  _ 

Whereas,  the  order  and  decision  of  the  rue  Commis¬ 
sioner,  dated  October  14,  1963,  May  6  and  June  10,  1964  on 
Order  No.  3877-3,  reads : 

“1.  Provide  an  approved  automatic  dry  sprinkler.  sys¬ 
tem  throughout  the  building  arranged  and  equipped 
as  per  Chapt.  26  -  1339.2.a  Adm.  Code. 

Section  280-LL. 

NOTE:  At  the  present  time  the  premises  are  now 
protected  by  non  auto  sprinkler  throughout 
plus  automatic  fire  alarm  system.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  14,  1963,  May  6  and  June  10,  1964, 
acting  on  Order  No.  3877-3,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shah  conform  to 
drawings  filed  with  this  appeal  marked  Received  June  15, 
1964”,  14  sheets;  and  on  further  condition  that  the  present 
non-automatic  sprinkler  system  and  automatic  fire  alarm 
system,  with  central  office  connection,  shall  be  maintained 
to  the  satisfaction  of  the  Fire  Commissioner. 


676-64-A 

APPLICANT — A.  L.  Seiden  for  Farowitz  Realties  Inc., 


owner. 

SUBJECT— Application  June  24,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 157*6-159  Bowery,  east  side, 
57  feet  north  of  Broome  Street,  Block  424,  Lots  4  and  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  L.  Seiden. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  - - - ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  19,  1961  and  June  19,  1964  on  Viola¬ 
tion  Order  No.  489158,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  building. 

Chapter  C19-161.0  Administrative  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 


of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  19,  1961  and  June  19,  1964,  acting 
on  Order  No.  489158,  Objection  No..l,  be  an  dit  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  June  24,  1964”,  6 
sheets;  and  on  further  condition  that  an  automatic  fire 
alarm  with  central  office  connection  shall  be  installed  in 
the  occupied  spaces  only. 


698-64-A 


APPLICANT— Henry  Wolinsky  for  Jay  Winston,  owner. 
SUBJECT — Application  June  24,  1964— Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprmk- 
ler  system  and  Appeal  from  a  decision  of  the  Borough 


Superintendent,  re-  egress. 

PREMISES  AFFECTED — 2195  Third  Avenue,  east  side, 
50  feet  6  inches  south  of  East  120th  Street,  Block  178  , 
Lot  47,  Borough  of  Manhattan. 


For  Applicant:  Henry  Wolinsky. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  — . . . . — • —  * 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 

Fox  - - - -  2 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  3,  1964  and  June  3,  1964  on  Order 
No.  501-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 


and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1964  on  Alt.  Applic.  632-64,  reads : 

“2  Provide  2  remote  means  of  egress  from  1st  floor 
C26.273.0. 

3.  Provide  one  means  of  egress  from  the  upper  floor. 
Minimum  3  ft.  wide  enclosed  in  three  hr.  partition 
directly  to  street.  Enclosure  as  per  plan  filed  not 
acceptable  C26-276.0. 

4  Provide  2  means  of  egress  from  cellar  to  street 
C26-273.0. 

5.  Indicate  compliance  with  F.D.  Order  501-4.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  3,  1964  and  June  3,  1964,  acting 
on  Order  No.  501-4,  Objection  No.  1,  and  the  decision  of 
the  Borough  Superintendent,  dated  June  8,  1964,  acting  on 
Alt.  Applic.  632-64,  Objection  Nos.  2,  3,  4  and  5,  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it. 
hereby  is  granted  on  condition  that  the  building  shall  con- 
form  to  drawings  filed  with  this  appeal  marked  “Received 
June  24,  1964”,  6  sheets;  on  further  condition  that  sprink¬ 
lers  supplied  from  the  domestic  water  supply  shall  be  pro¬ 
vided  in  the  passage  from  the  termination  of  the  interior 
stairs  to  the  front  exit,  and  that  a  rail  shall  constructed 
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to  mark  this  passage;  that  an  automatic  fire  alarm  system, 
with  central  office  connection  shall  be  installed  throughout 
the  building;  that  a  non-automatic  sprinkler  shall  be  in¬ 
stalled  in  the  cellar ;  that  an  interior  stair  enclosure  shall 
be  provided  of  fireproof  construction;  and  that  a  second 
means  of  egress  shall  be  provided  from  the  cellar  by  a 
steel  stair,  enclosed  with  fireproof  materials. 


876-64-A 

APPLICANT — Ingram  S.  Carner  for  John  Grassi,  owner. 
SUBJECT — Application  August  20,  1964  —  Filed  pursu¬ 
ant  to  Section,  36,  Article  3  of  the  General  City  Law  — 
re-  building  not  facing  legal  street. 

PREMISES  AFFECTED — 108-30  45th  Avenue,  south 
side,  273.5  feet  east  of  108th  Street,  Block  2001,  Lot  11, 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner  and  Mrs.  Duphine 
Grassi. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _ _  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1964  on  N.B.  Applic.  462-63,  reads: 

“1.  Erected  steps  and  platform  as  per  approved  plans 
in  bed  of  Mapped  45th  Ave.  is  contrary  to  General 
City  Law,  Article  3,  Sect.  35.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  August  10,  1964,  acting  on  N.B.  Applic. 
462-63,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  conforms  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  August  20,  1964”,  1  sheet;  on 
further  condition  that  the  owner  agrees  to  make  no  claim 
against  the  City  for  damages  if  it  becomes  necessary  to  re¬ 
move  the  steps  and  platform  to  clear  the  street. 


924-64-A 

APPLICANT — Samuel  Rosenblum  for  Elinore  Gluckman, 
owner. 

SUBJECT — Application  September  4,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 5  East  3rd  Street,  north  side, 
104  feet  4  inches  east  of  Bowery,  Block  459,  Lot  47,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Borough  Super¬ 


intendent,  dated  August  6,  1964  on  Order  No.  4368-4,  reads : 

"1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Sec.  280- LL.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  6,  1964,  acting  on  Order  No.  4368-4, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  marked 
“Received  September  4,  1964’’,  1  sheet ;  on  further  condi¬ 
tion  that  a  non-automatic  sprinkler  system  be  installed  in 
the  cellar  and  an  automatic  fire  alarm  with  central  office 
connection  be  installed  throughout  the  building. 


69-65-A 

APPLICANT — B.  Summer  Gruzen  for  Dept,  of  Public 
Works,  City  of  New  York,  Police  Department,  N.Y.C. 
owner. 

SUBJECT — Application  January  21,  1965 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Gasoline  Driven 
Emergency  Generator,  use  of. 

PREMISES  AFFECTED — 205  East  20th  Street,  north 
side,  75  feet  east  of  3rd  Avenue,  230  East  21st  Street, 
Block  901,  Lots  6,  9,  14,  40,  41,  42,  43,  44,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  M.  Gruzen  and  Albert  E.  Gul- 
liksen. 

For  Administration :’ Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD’ — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative  :  _ _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  19,  1965,  reads: 

“Your  request  for  permission  to  use  Gasoline  Driven 
Emergency  Generators  connected  to  present  Buried 
Gasoline  System  and  use  of  auxiliary  25  Gasoline  Tanks 
thereto,  is  denied  as  it.  is  contrary  to  Chapter  19  — 
Article  10 — C19-11.0 — Hazardous  Industries  and  con¬ 
trary  to  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  covering  subject  matter.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  19,  1965,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  and  the  gasoline  installation  con¬ 
forms  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  January  21,  1965”,  2  sheets,  “March  16,  1965”,  1 
sheet,  and  “July  6,  1965,”  2  sheets;  and  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


392-65-A 

APPLICANT — Frederick  A.  Ketcher  for  Automotive  Real¬ 
ty  Corporation,  owner. 
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STJBTECT — Application  April  7,  1965  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairways 

and  floor  area.  , 

PREMISES  AFFECTED  120-124  East  Fordham  Road, 
2452-2454  Creston  Avenue,  southeast  corner,  Block  31oo, 
Lot  69,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Fred  A.  Ketcher. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ^  .  „.  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleiner, 
Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  .... . - . — .  . 

Not  Voting:  Commissioner  Fox  - - —  1 

THE  RESOLUTION—  . 

Whfreas,  the  decision  of  the  Borough  Superintendent, 
dated  July  1,  1965  on  Alt.  Applic.  657-64,  reads : 

“2  Portions  of  cellar  used  for  other  than  storage  pur- 
'  poses  must  be  provided  with  2  required  stairways 
as  per  C26-273.0(b3)  and  C26-292.0. 

6.  The  floor  capacity  of  2nd  story,  used  for  storage 
of  furniture  showroom  must  comply  with  D20- 
345.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  July  1,  1965,  acting  on  Alt.  Applic.  657-64  Ob¬ 
jection  Nos.  2  and  6,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  June  22,  1965”,  4  sheets ;  on  further  con¬ 
dition  that  a  wet  automatic  sprinkler  system  shall  be  in¬ 
stalled  throughout  the  cellar  of  the  building ;  and  that  there 
shall  be  no  more  than  five  persons  engaged  in  factory  work 
on  the  second  floor. 


414-65-A 

APPLICANT — Harold  E.  Diamond  for  John  L.  McHugh, 


owner. 

SUBJECT — Application  April  13,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Tabular 
Limitations,  Garage  below  curb  level,  exterior  roof  con¬ 
struction  and  Review  of  a  decision  of  the  Borough  Su¬ 
perintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED— 370  Ocean  Terrace,  south  side, 
1188.48  feet  east  of  Elmhurst  Avenue,  Block  864,  Lot  150, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  -  4 

Negative :  - - - -  ® 

Absent:  Commissioner  Becker  -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  12,  1965  on  Alt.  Applic.  82-65,  reads: 

“1.  Tabular  limitations  are  exceeded  as  per  C26-254.0. 
2  Garage  is  more  than  18"  below  curb  level  —  C26- 
1221.1. 

3.  Exterior  roofed  construction  of  wood  not  permitted 
in  class  3  bldgs,  as  per  C26-682.0. 


4.  New  garage  wing  and  .new  guest  wing  must  be 
treated  as  separate  bldgs,  with  30  min.  between 
bldgs,  as  per  Section  23-71  of  Zoning  Resolution. 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  April  12,  1965,  acting  on  Alt.  Applic. 
82-65,  Objection  Nos.  1,  2,  3  and  4  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  April  13,  1965  ,  3  sheets ,  tiat 
all  other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


41S-65-A 

APPLICANT — Fred  L.  Liebmann  for  Finch  College,  own¬ 
er. 

SUBJECT — Application  April  9,  1965  —  Appeal  Horn  a 
decision  of  the  Borough  Superintendent  re-  height,  live 
load  and  stairs. 

PREMISES  AFFECTED— 62-64  East  78th  Street,  south 
side,  117  feet  west  of  Park  Avenue,  Block  1392,  Lots 
141  and  42,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  J.  G.  L.  Molloy  and  L.  B.  Borsack. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - - -  ** 

Negative:  . .  ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  15,  1965  on  Alt.  Applic.  1963-64,  reads. 

“1.  Proposed  use  of  4  floors  as  Public  Mhiseum,  a 
public  building  violates  height  limitations  —  C26- 
254.0. 

2.  120#  per  square  feet  live  load  to  be  provided  for 
storage — C26-345.0. 

3.  3'-0"  minimum  width  of  required  stair— C26-292.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  15,  1965,  acting  on  Alt.  Applic.  1963-64, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  April  9,  1965  ,  20  sheets ,  on 
further  condition  that  a  new  fire  escape  shall  be  constructed 
in  the  rear  of  the  building  from  the  top  floor  to  the  yard; 
and  that  the  fire  escape  shall  be  made  as  nearly  45  degrees 
as  possible. 


432-65-A 

APPLICANT— Harry  A.  Yarish  for  226  Fifth  Avenue 
Realty  Corporation,  owner. 

SUBJECT— Application  April  15,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  3 
Building,  change  in  use,  to  commercial. 

PREMISES  AFFECTED— 226  Fifth  Avenue,  west  side, 
62  feet  4  inches  south  of  West  27th  Street,  Block  820,  Lot 
40,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Charles  Spindler. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Ivleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - -  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  14,  1965  on  Alt.  Applic.  308-65,  reads : 

“Cl.  Proposed  change  of  use  from  a  six  story  NFP  Class 
III  Residence  Bldg,  to  a  six  story  NFP  Class  III 
Commercial  Bldg,  contrary  to  C26-254.0  A.C.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  14,  1965,  acting  on  Alt.  Applic.  308-65, 
Objection  No.  Cl,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  April  15,  1965”,  5  sheets;  and  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


477-65-A 

APPLICANT — Gerald  D'.  Traub  for  Hennie  Corporation, 
owner. 

SUBJECT — Application  April  12,  1965 — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED— 551-555  East  Tremont  Ave¬ 
nue,  1900-1930  Monterey  Avenue,  northeast  corner,  550 
East  178th  Street,  Block  3060,  Lot  32,  Borough  of  The 


Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  D.  Traub. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . . . . .  0 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  .  4 

Absent :  Commissioner  Becker  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1965  and  March  24,  1965  on  Alt.  Applic. 
85-65,  reads 

“15.  The  use  of  more  than  25%  of  the  floor  area  for  man¬ 
ufacturing  is  contrary  to  Sec.  4  of  the  Zon.  Res. 
before  comprehensive  amendment  and  Sec.  52-30  of 
the  Zon.  Res.” 

and 

Whfreas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  and 
Whereas,  the  Board  finds  that  the  Borough  Superintend¬ 
ent  is  correct  in  his  decision. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  16,  1965  and  March  24,  1965  acting  on 
Alt.  Applic.  85-65,  Objection  No.  15  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 

516-65-A 

APPLICANT — Hurley  Kearney  and  Lane  for  St.  Pat¬ 
rick’s  Roman  Catholic  Church,  owner. 


SUBJECT— Application  May  6,  1965— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  railing  set  back 
from  face  of  building. 

PREMISES  AFFECTED— 401  95th  Street,  northeast  cor¬ 
ner  of  5th  Avenue,  Block  6118,  Lot  1,  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  E.  Murphy  and  Joseph  P.  Connor. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . . . - . - . -  3 

Negative :  Commissioner  Klein  - - - . -  1 

Absent:  Commissioner  Becker  -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  7,  1965  on  N.B.  Applic.  405-64,  reads: 

“1.  Proposed  amendment  to  omit  3' -6"  railing  set  back 
4'-0"  from  face  of  building  which  was  previously 
accepted  by  Boro  Supt.  for  a  Class  3  bldg,  in  lieu 
of  standard  3'-6"  masonry  parapet  and  to  have  no 
masonry  parapet  or  metal  railing  on  the  roof  is 
contrary  to  C26-444.0  and  Boro  Superintendent’s 
reconsideration.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  April  7,  1965,  acting  on  N.B.  Applic. 
405-64,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received  May  6,  1965”,  11  sheets;  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


537-65-A 

APPLICANT — Saltzman,  Gleckman  Associates  for  Abe 
Maibach,  owner ;  National  Council  of  Young  Israel,  lessee. 
SUBJECT — Application  May  11,  1965 — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED— 35-45  Paerdegat  9  Street,  1240- 
1256  East  80th  Street,  northwest  corner,  Block  8058,  Lots 
35,  38  and  40,  Borough  of  Brooklyn. 
APPEARANCES— 

P'or  Applicant:  Elliot  Saltzman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . . . — . - . - . —  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  22,  1965  on  Alt.  Applic.  715-65,  reads: 

“1.  Proposed  accessory  off-site  open  parking  does  not 
meet  exceptions  as  defined  in  Sect.  52-41  Zoning 
Resolution  and  is  therefore  contrary  to  Art.  II 
Chapt.  2  Zoning  Resolution.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  22,  1965,  acting  on  Alt.  Applic.  715-65, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
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appeal  be  and  it  hereby  is  granted  on  condition  that  the 
premises  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  May  11,  1965”,  one  steet  and  “May  19, 
1965”,  one  sheet;  and  that  all  other  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with. 


538-65-A 

APPLICANT — Saltzman,  Gleckman  Associates  for  Abe 
Maibach,  owner;  National  Council  of  Young  Israel, 
lessee. 

SUBJECT — Application  May  11,  1965  —  Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning  Matter. 
PREMISES  AFFECTED— 36-46  Paerdegat  8th  Street, 
1232-1236  East  80th  Street,  southwest  corner,  Block 
8058,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  Saltzman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _  3 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 

Fox  _ 2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  22,  1965,  on  Alt.  Applic.  716-65,  reads : 

“1.  Proposed  accessory  off-site  open  parking  does  not 
meet  exceptions  as  defined  in  Section  52-41  Zoning 
Resolution  and  is  therefore  contrary  to  Art.  II 
Chapt.  2  Zoning  Resolution.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  22,  1965,  acting  on  Alt.  Applic.  716-65, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
premises  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  May  11,  1965”,  one  sheet  and  “May  19, 
1965”,  one  sheet;  and  that  all  other  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with. 


612-63-A 

APPLICANT — Reavis  and  McGrath  for  Phyllis  Realty 
Corporation,  owner ;  Waldbaum’s  57,  Incorporated,  lessee. 

SUBJECT — Application  August  1,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 35-09  Francis  Lewis  Boule¬ 
vard,  east  side,  from  35th  Avenue  to  36th  Avenue,  Block 
6142,  Lot  50,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  at  the  request  of  the  applicant  to  await  new 
ruling  from  Fire  Department,  and  for  decision. 


975-63-A 

APPLICANT — Alfred  Rader  for  275  Water  Street  Cor¬ 
poration,  owner;  Empire  Office  Equipment,  Incorporated, 
lessee. 

SUBJECT — Application  November  26,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 275  Water  Street,  east  side, 
52  feet  6  inches  south  of  Dover  Street,  Block  107,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Morris  Hannes  and  Alfred  Radar. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  2 
P.M.  for  inspection  and  decision;  hearing  previously 
closed. 


993-63-A 

APPLICANT — Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  December  6,  1963 — Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1552-1608  Ralph  Avenue,  west 
side,  96.39  feet  north  of  Farragut  Road,  Block  7955,  Lots 
20,  27,  29,  31,  32,  33,  35  and  43,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Seelig. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  for  continued  hearing. 


256-64-A 

APPLICANT — William  A.  Mohr  for  Woolworths,  owner. 

SUBJECT — Application  March  3,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re  Auto¬ 
matic  Sprinkler  system. 

PREMISES  AFFECTED— 1566-1568  Westchester  Avenue, 
south  east  corner  of  Ward  Avenue,  Block  3742,  Lot  40, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  L.  J.  Mohr. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  at  the  request  of  the  applicant  to  await  new 
ruling  from  Fire  Department,  and  for  decision. 


359-64-A 

APPLICANT — Leo  V.  Berger  for  Jack  Finkelstein,  own¬ 
er  ;  Richmond’s  Drygoods,  lessee. 

SUBJECT — Application  March  30,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 14-32  Barrett  Avenue,  west 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1565  Forest 
Avenue,  Block  385,  Lots  38  and  200,  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leo  V.  Berger. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  at  the  request  of  the  applicant  to  await  new 
ruling  from  Fire  Department,  and  for  decision. 


486-64-A 

APPLICANT — Michael  C.  Gray  for  Cardox  Division  of 
Chemetron  Corporation,  owner. 

SUBJECT — Application  May  7,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  use  of 
C02  receiver. 
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MINUTES 


PREMISES  AFFECTED— 46-02  Fifth  Street,  west  side 
from  Standard  Canal  to  47th  Avenue,  Block  21  and  22, 
Lot  1,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Michael  C.  Gray. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  for  continued  hearing  awaiting  report  of  test 
by  the  Fire  Department. 


551-64-A 

APPLICANT — Donald  J.  Steingisser  for  Copp  Stratton 
Company,  owner;  Crafteman  Framework,  lessee. 

SUBJECT — Application  May  22,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 40-60  Lawrence  Street,  north¬ 
west  gorner  of  41st  Avenue,  Block  5060,  Lot  33,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  2 
P.M.  for  inspection  and  decision;  applicant  to  be  notified 
to  be  present;  hearing  previously  closed. 


577-64-A 

APPLICANT — E.  J.  H.  Bar  and  Grill,  Incorporated,  lessee 
for  Lisker  Realty  Company,  owner. 

SUBJECT — Application  May  27,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  remove 
all  combustible  decorations  on  walls  and  ceilings  etc.  and 
sprinkler  system. 

PREMISES  AFFECTED — 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Gensi. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD' — Laid  over  to  July  13,  1965,  at  2 
P.M.  for  inspection  and  hearing  at  the  request  of  the  ap¬ 
plicant. 


590-64-A 

APPLICANT — Ingram  S.  Carner  for  Robjo,  Incorporated, 
owner. 

SUBJECT — Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 122-01  to  122-15  New  York 
Boulevard,  southeast  corner  of  122nd  Avenue,  Block  12380, 
Lot  21,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  at  the  request  of  the  applicant  to  await  new 
ruling  from  Fire  Department,  and  for  decision. 


591-64-A 

APPLICANT — Ingram  S.  Carner  for  Curt  Blank,  owner; 
York  Bay  Incorporated,  lessee. 


SUBJECT — Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 163-01-163-07  Baisley  Boule¬ 
vard,  122-17  to  122-25  New  York  Boulevard,  northeast 
corner,  Block  12380,  Lots  1  and  14,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  at  the  request  of  the  applicant  to  await  new 
ruling  from  Fire  Department,  and  for  decision. 


655-64-A 

APPLICANT — Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 44-08/14  Kissena  Boulevard, 
northwest  corner  of  Elder  Avenue,  Block  5137,  Lot  110, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
2  P.M.  at  the  request  of  the  applicant  to  await  new  rul¬ 
ing  from  Fire  Department,  and  for  decision. 


656-64-A 

APPLICANT — Reavis  &  McGrath  for  Newport  Associ¬ 
ates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 4120  18th  Avenue,  north  side, 
29  feet  east  of  East  3rd  Street,  Block  5410,  Lots  1  and 
47,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  at  the  request  of  the  applicant  to  await  new 
ruling  from  Fire  Department,  and  for  decision. 


673-64-A 

APPLICANT — Crinnion  &  Crinnion  for  Thomas  B.  Daly, 
Jr.,  owner. 

SUBJECT — Application  June  23,  1964  —  Appeal  from  a 
decision  of  the  Borough  Superintendent,  re  alteration 
of  existing  frame  building  within  fire  limits. 

PREMISES  AFFECTED — 1920  Yates  Avenue,  east  side, 
150  feet  north  of  Rhinelander  Avenue,  Block  4275,  Lot 
51,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1965,  at  2 
P.M.  for  applicant  to  obtain  new  decision  from  Borough 
Superintendent,  and  for  decision;  hearing  previously 
closed. 
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971-64-A 

APPLICANT — Chemical  Specialties  Manufacturers  Asso¬ 
ciation,  Incorporated,  owner. 

SUBJECT — Application  September  28,  1964  —  Review  of 
Decision  of  Fire  Commissioner  re-  Packaging  and  trans¬ 
portation  of  Ethylene  Glycol  Base  Anti-Freeze  in  New 
York  City  (Caps  not  in  accordance  with  Adm.  Code  Re¬ 
quirements.) 

APPEARANCES— 

For  Applicant:  Robert  L.  Ackerly. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1965, 
at  2  P.M.  for  continued  hearing. 


412-65-A 

APPLICANT — Victor  Taranto  and  Andrew  Miro,  owners. 

SUBJECT— Application  April  13,  1965 — Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re-  Building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 351  Adelaide  Avenue,  north¬ 
east  corner  of  Falcon  Avenue,  Block  4676,  Lot  73,  Oak- 
wood  Heights,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Stanley  A.  Applebaum. 


ACTION  OF  BOARD— Laid  over  to  July  13,  1965,  at  2 
P.M.  for  decision;  applicant  to  submit  additional  plan 
information. 


576-65-A 

APPLICANT — Lindenbaum  and  Young  for  Bay  Street 
Realty  Corporation,  owner. 

SUBJECT— Application  May  20,  1965— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  building 
— change  in  use,  Open  well  between  1st  and  second  floor, 
etc. 

PREMISES  AFFECTED— 41-59  Otsego  Street,  north¬ 
east  corner  of  Bay  Street,  Block  590,  Lot  1  and  6,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  L.  Borsack. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  2 
P.M.  for  continued  hearing;  applicant  to  submit  corrected 
drawings. 


Adjourned  4:15  P.M. 

James  P.  Mulroy,  Secretary 
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CALENDAR 


DOCKET 

New  Cases  filed  up  to  July  13,  1965 

Cal.  No.  Dept.  Premises  Affected 

755-65-BZ—B.M.— 418-424  West  114th  Street  and  1091 
Amsterdam  Avenue,  northeast  corner  and  421-443  West 
113th  Street,  Block  1866,  Lot  1,  Borough  of  Manhattan, 
Alt.  No.  792-65  re  Hospital,  Sections  24-11,  24-622,  25-31 
and  25-72  Zoning  Resolution. 


756-65-A — B.Q. — 124-25  Lucas  Street,  north  side,  237.94 
feet  east  of  Williamson  Avenue,  Block  12727,  Lot  7, 
Springfield,  Borough  of  Queens,  N.B.  1329-65  re  Bed 
of  Mapped  Street,  General  City  Law. 


757-65-SA— Duo-Therm,  Motor  Wheel  Corporation, 
Duo-Therm  Gas-Fired  Space  Heaters,  manufactured  by 
Duo-Therm,  Motor  Wheel  Corporation,  Appliance. 


758-65-A — F.D. — 50-09  27th  Street,  northeast  corner  of 
51st  Avenue,  Block  114,  Lot  1,  Long  Island  City,  Bor¬ 
ough  of  Queens,  F.D.  Order  1449-5  re  Sprinkler  System. 


759-65-A — B.Q. — 145-55  226  Street,  southeast  corner  of 
145th  Road,  Block  13474,  Lot  12,  Laurelton,  Borough 
of  Queens,  N.B.  3066-61  re  Class  1  construction,  Sec¬ 
tion  10.2.5  Building  Code. 


760-65-A — F.D. — 110  West  14th  Street,  south  side,  150 
feet  west  of  Avenue  of  the  Americas,  Block  609,  Lot 
33,  Borough  of  Manhattan,  F.D.  Order  2721-5  re-  Sprink¬ 
ler  System. 


761-65-A — F.D. — 876  DeKalb  Avenue,  south  side,  175 
feet  west  of  Sumner  Avenue,  Block  1782,  Lots  27  and 
51,  Borough  of  Brooklyn,  F.D.  Order  026-5  re  Sprink¬ 
ler  System. 


762-65-A — B.  F.  Goodrich  Company,  Packaging  of  In¬ 
flammable  mixtures,  known  as  BFG  PL  200  Construc¬ 
tion  Industry  Adhesive,  in  cardboard  cartridge,  not  in 
accordance  with  Administrative  Code. 


763-65-A — F.D. — 599  Avenue  Z,  north  side,  57  feet  west 
of  West  2nd  Street,  Block  7213,  Lot  40,  Borough  of 
Brooklyn,  F.D.  Order  2646-3  re  Sprinkler  System. 


764-65-A — F.D. — 2284-2294  Third  Avenue,  west  side,  25 
feet  11  inches  north  of  East  124th  Street,  Block  1773, 
Lots  33  and  37,  Borough  of  Manhattan,  F.D.  Order 
1942-5  re  Sprinkler  System. 


765-65-A — F.D. — 2296-2298  Third  Avenue  and  192  East 
125th  Street,  southwest  corner,  Block  1773,  Lot  37,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  1972-5  re  Sprinkler 
System. 


766-65-BZ — B.B. — 2367  86th  Street,  north  side,  138  feet 
west  of  24th  Avenue,  Block  6858,  Lot  49,  Borough  of 
Brooklyn,  Alt.  No.  50-65  re-  Retail  Store,  one  family 
residence  above,  Sections  33-121  and  35-411  Zoning 
Resolution. 


767-65-A — F.D. — 150-162  East  125th  south  side,  75  feet 
east  of  Lexington  Avenue,  Block  1773,  Lot  47,  Borough 
of  Manhattan,  F.D.  Order  2203-5  re  Sprinkler  System. 


768-65-A — Sprayon  Products  Incorporated,  re  Packag¬ 
ing  of  non-flammable  propellants  in  Aerosol  containers, 
known  as  Omni-Pak  enamel  Base  and  Omni-Pak  Lac¬ 
quer  Base,  containers  not  in  accordance  with  Adminis¬ 
trative  Code. 


769-65-SM— Chesebro-Whitman  Company,  Aluminum 
Shoring  Beam,  for  use  in  construction  as  a  shoring  beam, 
manufactured  by  Chesebro-Whitman  Company,  Material. 


770-65- A — B.Bx. — 3151  Westchester  Avenue,  west  side, 
264.92  feet  south  of  Wilkinson  Avenue,  Block  4235,  Lots 
45,  46,  50,  51,  52,  53,  55,  57,  Borough  of  The  Bronx,  N.B. 
974-64  re  Review  of  a  decision  of  the  Borough  Super¬ 
intendent,  Section  33-25  Zoning  Resolution. 


771-65-SA — Space  Conditioning  Incorporated,  Automatic 
Oil  Burner  for  firing  heating  boilers,  manufactured  by 
Space  Conditioning,  Incorporated,  Appliance. 


772-65-SA — The  Reeve  Electrical  Company,  Incorpor¬ 
ated,  Fire  Alarm  Transmission  Devices,  Manufactured 
by  The  Reeve  Electrical  Company,  Incorporated,  Appli¬ 
ance. 


773-65-SM — Arcos  Corporation,  Arcosarc,  manufactured 
by  Arcos  Corporation,  Material. 


774-65-SA — Webster  Engineering  Division  of  Midland- 
Ross  Corporation,  Webster  Power  Gas  Burner,  Conver¬ 
sion  burner,  manufactured  by  Webster  Engineering  Di¬ 
vision  of  Midland-Ross  Corporation,  Appliance. 


775-65-BZ — B.R. — 2107  Richmond  Road,  north  side, 
350.04  feet  east  of  Todt  Hill  Road,  Block  899,  Lot  18, 
Grant  City,  Borough  of  Richmond,  N.B.  2470-61  re 
Retail  stores  and  accessory  customer  and  employee  park¬ 
ing,  Section  1,1-31  Zoning  Resolution. 


776-65-BZ — B.R. — 2035  Victory  Boulevard,  northwest 
corner  of  Jewett  Avenue,  Block  462,  Lot  1,  Meiers  Cor¬ 
ners,  Borough  of  Richmond,  Alt.  No.  143-65  re  Auto¬ 
motive  Service  Station,  Sections  52-22,  52-41,  33-25  and 
32-22  Zoning  Resolution. 


777-65-A — B.B. — 201-07  Flatbush  Avenue,  east  side,  30 
feet  north  of  Dean  Street,  Block  1127,  Lot  3,  Borough 
of  Brooklyn,  Alt.  No.  1274-62  re  Marquee  Section 
2.4.1.4.8  Building  Code. 


778-65-A — B.R. — 20  Windemere  Avenue,  south  side, 
473.94  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  26, 
Oakwood,  Borough  of  Richmond,  N.B.  286-65  re  Build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 


779-65-A — B.R. — 24  Windemere  Avenue,  south  side, 

446.61  feet  east  of  Reidel  Avenue,  Block  4656,  Lot  25, 
Oakwood,  Borough  of  Richmond,  N.B.  287-65  re  build¬ 
ing  not  facing  legal  street,  Section  36  General  City  Law. 


780-65-A — B.R. — 26  Windemere  Avenue,  south  side, 
419.28  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  23, 
Oakwood,  Borough  of  Richmond,  N.B.  288-65  re  build¬ 
ing  not  facing  legal  street,  Section  36  General  City  Law. 
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781- 65-A — B.R. — 30  Windemere  Avenue,  south  side, 

391.95  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  22 
Oakwood,  Borough  of  Richmond,  N.B.  289-65  re  build¬ 
ing  not  facing  legal  street,  Section  36  General  City  Law. 

782- 65-A — B.R. — 32  Windemere  Avenue,  south  side, 
364.62  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  20' 
Oakwood,  Borough  of  Richmond,  N.B.  290-65  re  build¬ 
ing  not  facing  legal  street,  Section  36  General  City  Law. 

— B.R. — 36  Windemere  Avenue,  south  side, 
337.29  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  19 
Oakwood,  Borough  of  Richmond,  N.B.  291-65  re  build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 

™n"nf"^~B'R,—38  Windemere  Avenue,  south  side, 

309.96  feet  east  of  Riedel  Avenue,  Block  465 6  Lot  17 
Oakwood,  Borough  of  Richmond,  N.B.  292-65  ’re  build¬ 
ing  not  facing  legal  street,  Section  36  General  City  Law. 

Windemere  Avenue,  south  side, 

282  63  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  16. 
Oakwood,  Borough  of  Richmond,  N.B.  293-65  re  build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 

Z?p‘®^"^“B-r-  44  Windemere  Avenue,  south  side, 

255.50  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  14 
Oakwood,  Borough  of  Richmond,  N.B.  294-65  re  build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 

B-R.  48  VVindemere  Avenue,  south  side, 

227.97  feet  east  of  Riedel' Avenue,  Block  4656,  Lot  13 
Oakwood,  Borough  of  Richmond,  N.B.  295-65  re  build- 
lng  not  facmg  legal  street,  Section  36,  General  City  Law. 

20nti"fTB'R'r5?  Wmdemere  Avenue,  south  side, 

2W.64  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  11 
Oakwood,  Borough  of  Richmond,  N.B.  296-65  re  build- 
mg  not  facing  legal  street,  Section  36,  General  City  Law. 

54  Windemere  Avenue,  south  side, 

175  31  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  10 
Uakwood,  Borough  of  Richmond,  N.B.  297-65  re  build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 

U?~o«'f~B'R'~5r  Windemere  Avenue,  south  side, 

145.98  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  8 
Oakwood,  Borough  of  Richmond,  N.B.  298-65  re  build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 

??J'®5"f‘~B'R-~69  Windemere  Avenue,  south  side, 

118.65  feet  east  of  Riedel  Avenue,  Block  4656,  Lot  7 
Uakwood,  Borough  of  Richmond,  N.B.  299-65  re  build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 

q?2'®S:A— B-R-— 62  Windemere  Avenue,  south  side, 

nl  fCei  £ast  of  RiedeI  Avenue,  Block  4656,  Lot  5. 
Uakwood,  Borough  of  Richmond,  N.B.  300-65  re  build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 

6^3c)Q5fA‘rB'R’~6r6  Windemere  Avenue,  south  side, 

rif  j  £ast  of  RiedeI  Avenue,  Block  4656.  Lot  4, 
uakwood,  Borough  of  Richmond,  N.B.  301-65  re  build¬ 
ing  not  facing  legal  street,  Section  36,  General  Citv  Law 


Restored  to  Docket 

30'48'BZ— -Vol.il  B.B,  — 1701-1725  Bedford  Avenue 
and  109-151  Sullivan  Place,  northeast  corner,  Block  1304, 
Lot  1,  Borough  of  Brooklyn,  amendment  to  Alt.  2112- 
49,  reopened  lor  consideration  as  to  extension  of  term 
of  variance,  re-  gasoline  service  station,  boiler  rooni, 
lubritorium,  auto  laundry,  motor  vehicle  repair  shop, 
sale  of  accessories  office  and  also  parkin  gand  storage 
of  more  than  five  motor  vehicles  and  with  curb  cuts 
more  than  the  permitted  distances  from  the  intersection, 
residence  and  business  use  district. 


773-48-BZ  B_Q. — 162-15  Rockaway  Boulevard  and  165- 
U1  to  165-13  145th  Drive,  northeast  corner,  Block  13281, 
Lot  1,  Jamaica,  Borough  of  Queens,  N.B.  276-48,  re¬ 
opened  for  consideration  as  to  extension  of  term  of 
variance,  re-  gasoline  service  station,  lubritorium,  auto 
laundry,  sale  of  auto  accessories,  office  and  motor  ve¬ 
hicle  repair  shop,  parking  and  storage  of  more  than  five 
motor  vehicles  in  the  open  area  and  with  curb  cuts  more 
than  permitted  distance  from  the  intersection,  residence 
and  retail  use  district. 


^7p‘54-BZ— B.B. — 10202-10224  Flatlands  Avenue,  east 
side  of  Flatlands  Avenue  from  East  102nd  Street  to 
East  103rd  Street,  Block  8210,  Lot  37,  Borough  of  Brook- 
lyn,  JN1.B.  503-54,  reopened  for  consideration  as  to  ex¬ 
tension  of  term  of  variance,  re-  gasoline  service  station, 
lubritorium,  auto  laundry,  motor  vehicles  repair  shop 

and  office,  parking  of  motor  vehicles,  residence  use  dis¬ 
trict. 


332-33-BZ— B.M. — 14  West  66th  Street,  south  side,  225 
feet  west  of  Central  Park  West,  Block  1118,  Lot  42,  Bor¬ 
ough  of  Manhattan, .  Alt.  1040-65,  reopened  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  re-  garage 
for  more  than  five  motor  vehicles,  business  use  district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

^u«‘ng  .  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  oi.  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar  15,  1955— Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  .  Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  , .  December  16,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  .  December  16,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  .  July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952— Vol.  77,  No.  1 1  A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964— Vol.  49,  No.  63 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  ofFeb.  4,  1965— Vol.  50,  No.  5 

Hatchways  Protection  .  June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  .  April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 
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Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20>  1960 

Procedure,  Rules  of  . Jan.  14,  1965-Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  ...  June  4,  1964 — Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937 — Vol.  22,  No.  2o 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  Q. — Department  of  Buildings;  B.B.— Depart 
ment  of  Buildings,  Brooklyn;  B.M.— Department  ot  Buildings, 
Manhattan;  B.Q.— Department  of  Buildings,  Queens;  B.K.— 
Department  of  Buildings;  Richmond;  B.Bx.—D'V*nmenX  of  Build 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department 


SEPTEMBER  14,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  14,  1965,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 

262-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owners. 

SUBJECT— Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district  the 
erection  of  a  six-story  multiple  dwelling,  that  exceeds 
the  permissible  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room,  pene¬ 
trates  the  sky  exposure  plane,  has  less  than  the  re¬ 
quired  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED— 125-02  Sutphin  Boulevard, 
west  side.  176.24  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 
Laid  over  to  September  14,  1965,  hearing  at  the  request 
of  the  applicant. 


PREMISES  AFFECTED— 125-32  Sutphin  Bou  evard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 
Laid  over  to  September  14,  1965,  heading  at  the  request 
of  the  applicant. 


265-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2  of  the 
Multiple  Dwelling  Law  re  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


266-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 

owner. 

SUBJECT— Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  R3-2  and  C2-2  districts 
the  erection  of  a  six-story  multiple  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area;  per  room  pene¬ 
trates  the  sky  exposure  plane,  encroaches . on  the  re¬ 
quired  distance  between  windows  and  buildings  and 
with  less  than  the  required  parking  with  access  within 
50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  September  14,  1965,  for  hearing  at  the  re¬ 
quest  of  the  applicant. 


263-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pur¬ 
suant  to1  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  spaces  and  Section  3 10  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2 
of  the  Multiple  Dwelling  Law  re-  minimum  dimen¬ 
sions  of  yards. 

PREMISES  AFFECTED— 125-02  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


264-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district,  the 
erection  of  a  six-story  multiple  dwelling,  that  ex¬ 
ceeds  permissible  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room, 
penetrates  the  sky  exposure  plane,  has  less  than  the 
required  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 


267-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd  2  of  the 
Multiple  Dwelling  Law  re-  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED— 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boule¬ 
vard.  Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


1288-64-BZ 

APPLICANT— Charles  M.  Shapiro  &  Sons  for  Ideal 
Handbag  Frame  Mfg.,  Corp.,  owner. 

SUBJECT— Application  December  21,  1964  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory. 

PREMISES  AFFECTED— 333-339  Greene  Avenue, 
north  side,  100  ft.  west  of  Franklin  Avenue,  174-176 
Clifton  Place,  Block  1953,  Lots  35,  36  and  49,  Borough 
of  Brooklyn. 
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Laid  over  to  September  14,  1965,  for  applicant  to  send 
out  twenty-day  notices. 


511-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Karl  Kraus, 
owner. 

SUBJECT — Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED— 1141  Castle  Hill  Avenue, 
southwest  corner  of  Powell  Avenue,  Block  3810,  Lots 
82,  83,  85  and  86,  Borough  of  The  Bronx. 


520-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alex  Liber¬ 
man,  owner. 

SUBJECT — Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
store  and  office  building  previously  granted  by  the 
Board. 

PREMISES  AFFECTED — 8702-8704  Avenue  L,  1201- 
1211  East  87th  Street,  southeast  corner,  Block  8066, 
Lot  36,  Borough  of  Brooklyn. 


556-65-BZ 

APPLICANT — Guerino  Salerni  for  Rago  Holding  Cor¬ 
poration,  owner.  Rago  Foundations,  Incorporated, 
lessee. 

SUBJECT — 'Application  May  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  erection  of  a  one  story  and  cellar  enlargement  to 
an  existing  factory. 

PREMISES  AFFECTED— 18-15  27th  Avenue,  north 
side,  77.06  feet  east  of  18th  Avenue,  Block  885,  Lots 
12  and  15,  Long  Island  City,  Borough  of  Queens. 


561-65-BZ 

APPLICANT — John  J.  Regan  for  New  York  Central 
Railroad  Company,  owner;  Hotel  Waldorf-Astoria 
Corporation,  lessee. 

SUBJECT — Application  May  18,  1965  - decision  of  the 

Borough  Superintendent,  under  Section  73-47  of  the 
Zoning  Resolution  and  Section  60  (3)  of  the  Multiple 
Dwelling  Law,  to  permit  in  a  C5-3  and  C6  district,  in 
an  existing  multiple  dwelling  the  addition  of  transient 
parking  for  the  unused  parking  spaces  for  a  temporary 
term  of  fifteen  years. 

PREMISES  AFFECTED — 301  Park  Avenue,  east  side, 
_>ounded  by  East  50th  Street,  Lexington  Avenue  and 
East  49th  Street,  100  East  50th  Street,  538  Lexington 
Ave.  and  101  East  49th  Street,  Block  1304,  Lot  1 
Borough  of  Manhattan. 


562-65-A 

^d^I^NT  John  J.  Regan  for  New  York  Central 
Railroad  Company,  owner;  The  Hotel  Waldorf-As¬ 
toria  Corporation,  lessee. 


SUBJECT — Application  May  18,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
transient  parking. 

PREMISES  AFFECTED — 301  Park  Avenue,  east  side, 
Bounded  by  East  50th  Street,  Lexington  Avenue  and 
East  49th  Street,  100  East  50th  Street,  538  Lexington 
Avenue  and  101  East  49th  Street,  Block  1304,  Lot  1, 
Borough  of  Manhattan. 


653-65-BZ 

APPLICANT — Clemens  J.  Benevenga  for  Williams- 
burgh  Savings  Bank,  owner. 

SUBJECT — Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  con¬ 
struction  of  an  off-site  accessory  parking  lot  for  an 
existing  bank. 

PREMISES  AFFECTED— 2314-2318  85th  Street,  south 
side,  100  feet  east  of  23rd  Avenue,  Block  6858,  Lot  12, 
Borough  of  Brooklyn. 


691-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  and  Linden- 
baum  and  Young  for  Fox  Lumber  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  of  an  existing  lumber  yard  and  the  use  of  power 
tools  and  equipment  with  the  storage  of  lumber  in 
the  open  area. 

PREMISES  AFFECTED— 2114-2134  Coyle  Street 
west  side,  100  feet  south  of  Avenue  U,  Block  7367,  Lot 
11  and  part  of  Lot  14,  Borough  of  Brooklyn. 


588-63-A 

APPLICANT — Morris  Bernard  Adler  for  Fox  Lumber 
Company,  Incorporated,  owner. 

SUBJECT  Application  July  17,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  — 2114-2134  Coyle  Street 
west  side  100  feet  south  of  Avenue  U,  Block  7367,’ 
Lot  11  and  Part  of  Lot  14,  Borough  of  Brooklyn. 


171-44-BZ 

APPLICANT— De  Rose  and  Cavalieri  for  The  H.  W. 
Wilson  Company,  owner. 

SUBJECT  Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  27,  1965 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  use  district,  the  warehouse  for  the  storage  of 
paper  products  but  without  the  storage  of  any  motor 
vehicles  in  the  building. 

PREMISES  AFFECTED— 519  West  161st  Street, 
north  side,  300.6  feet  west  of  Amsterdam  Avenue’ 
Block  2120,  Lot  50,  Borough  of  Manhattan. 


604-49-BZ 

APPLICANT — William  J.  Karp  for  George  Nintzel, 
owher. 
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SUBJECT— Application  reopened  July  7,  1965  —  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  September  27,  1965— decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7i  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  maintenance  of  ignition 
repairs,  battery  charging,  auto  parts,  cleaning,  test¬ 
ing  room,  office  and  one  family  and  parking  of  more 
than  five  motor  vehicles  waiting  to  be  services  on 
open  portion  of  lot. 

PREMISES  AFFECTED— 34-16  31st  Street,  west  side, 
140.5  feet  south  of  34th  Avenue,  Block  60/,  Lot  35, 
Long  Island  City,  Borough  of  Queens. 


385-64-BZ 

APPLICANT— Ingram  S.  Carner  for  H.  M.  Williams 
Company,  Incorporated,  owner. 

SUBJECT— Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
December  31,  1965 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution  and  Section  666 
(7)  of  New  York  City  Charter,  permitting  in  C8-1 
and  R4  district,  parking  area  for  the  storage  of  cars 
for  sale  at  the  World’s  Fair  into  the  R4  district. 

PREMISES  AFFECTED— 94-05  Northern  Boulevard, 
northwest  corner  of  Junction  Boulevard,  Block  1423, 
Lots  1,  2  and  45,  Jackson  Heights,  Borough  of  Queens. 


346-48-BZ 

APPLICANT— Benjamin  Zlochower  for  Hehmay  Gar¬ 
age  Corporation,  owner. 

SUBJECT— Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  o  fterm  of  variance,  expired 
October  6,  1964 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections 
7e  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  district  an  auto  upholstering 
shop  and  parking  and  storage  of  more  than  five  motor 
vehicles  on  the  unbuilt  portion  of  the  lot. 

PREMISES  AFFECTED— 452-460  West  167th  Street, 
south  side,  119.3%  feet  east  of  Amsterdam  Avenue. 
Block  21111,  Lot  92,  Borough  of  Manhattan. 


16-36-BZ— Vol.  II 

APPLICANT — Joseph  B.  Lynch  for  Humble  Oil  & 
Refining  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  18,  1965 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections 
7f  and  7i  of  the  Zoning  Resolution  permitting  in  a 
retail  use  district  the  maintenance  of  a  gasoline  ser¬ 
vice  station,  motor  vehicle  repair  shop,  auto  washing, 
lubritorium,  office,  and  sales  of  accessories,  parking 
and  storage  of  more  than  five  motor  vehicles  as  an  ac¬ 
cessory  use  to  gasoline  service  station. 

PREMISES  AFFECTED — 1885  Westchester  Avenue, 
northeast  corner  of  Leland  Avenue,  Block  3880,  Lots 
1  to  5  inclusive,  Borough  of  The  Bronx. 


721-41-BZ — Vols.  I  and  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  H.  N.  F.  Realty  Company,  owner. 


SUBJECT— Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  12,  1965— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7e  and  7i  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  maintenance  of  a  gasoline 
service  station,  lubritorium  and  office  and  minor  re¬ 
pairs  (hand  tools  only)  may  be  permitted  within  the 
accessory  building. 

PREMISES  AFFECTED— 260-01  to  260-09  Nassau 
Boulevard  and  54-47  to  54-63  Little  Neck  Parkway, 
northeast  corner,  Block  8274,  Lot  135  (formerly  Lot 
128)  Little  Neck,  Borough  of  Queens. 


196-49-BZ— Vol.  I 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony-Vacuum  Oil  Company,  Inc.,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  25,  1965 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district,  the  maintenance  of  a  gasoline  service  sta¬ 
tion  to  include  auto  laundry,  lubritorium,  minor  repairs 
(with  hand  tools  only)  and  office. 

PREMISES  AFFECTED  — 1280  Allerton  Avenue, 
southwest  corner  of  Wilson  Avenue,  Block  4468,  Lot 
43,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

397-54-BZ 

APPLICANT — Patrick  D.  Concagh  for  309-311  West 
46th  Street  Corporation,  owner. 

SUBJECT — Application  reopened  April  6,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
February  2,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 309-311  West  46th  Street, 
north  side,  145  feet  west  of  8th  Avenue,  Block  1037, 
Lots  125,  and  26,  Borough  of  Manhattan. 

Hearing  close. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  14,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  14,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 

494-64-A 

APPLICANT — Cupples  Company,  manufacturers,  own¬ 
er. 

SUBJECT — Application  April  17,  1964  —  Packaging, 
storage  and  sales  of  matches  known  as  Alladin  Kit¬ 
chen  Matches  (packaging  not  in  accordance  with  Ad¬ 
ministrative  Code  requirements) 


338-64-A 

APPLICANT— Law  offices  of  Gilbert  H.  Weil  for  The 
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Ohio  Match  Company,  Division  of  Hunt  Foods  and 
Industries,  Incorporated,  owner. 

SUBJEC  r  Application  March  25,  1964 — Packaging  of 
matches  known  as  BLUE  TIP  MATCHES  not  in 
conformity  with  Administrative  Code,  New  York  City. 


an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 122-01  to  122-15  New  York 
Boulevard,  southeast  corner  of  122nd  Avenue,  Block 
12380,  Lot  21,  Jamaica,  Borough  of  Queens. 


345-64-A 

APPLICANT — Diamond  National  Corporation,  form¬ 
erly  named  The  Diamond  Match  Company,  owner. 

SUBJECT — Application  March  26,  1964  —  Packaging 
of  kitchen  matches  “Diamond  Matches”  not  in  com 
formity  with  Administrative  Code,  New  York  City 


382-64-A 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer 
for  Queens  Syndicate  Company,  owner;  House  of 
Bagles  Incorporated,  lessee. 

SUBJECT  Application  April  8,  1964 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning- 
Matter.  b 

PREMISES  AFFECTED— 64-01  to  64-23  108th  Street, 
northeast  corner  of  64th  Road,  Block  2170,  Lot  1,  Co¬ 
rona,  Borough  of  Queens. 


993-63-A 


APPLICANT — Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 


SUBJECT — Application  December  6,  1963 — Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 1552-1608  Ralph  Avenue, 
west  side,  96.39  feet  north  of  Farragut  Road,  Block 
7955,  Lots  20,  27,  29,  31,  32,  33,  35  and  43,  Borough 
of  Brooklyn. 


256-64-A 


APPLICANT  William  A.  Mohr  for  Wdolworths,  own 
er. 


SUBJECT— Application  March  3,  1964  —  Appeal  from 
an  order,  and  a.  decision  of  the  Fire  Commissioner,  re 
Automatic  Sprinkler  system 

PREMISES  AFFECTED — 1566-1568  Westchester  Ave- 

?ue>  ^ou^h  east  corner  of  Ward  Avenue,  Block  3742 
Lot  40,  Borough  of  The  Bronx. 


359-64-A 


APPLICANT— Leo  V.  Berger  for  Jack  Finkelstein, 
owner;  Richmond’s  Drygoods,  lessee. 

SUBJECT— Application  March  30,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 


PREMISES  AFFECTED — 14-32  Barrett  Avenue,  nortf 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1561 
b orest  Avenue,  Block  385,  Lots  38  and  200,  Port  Rich¬ 
mond,  Borough  of  Richmond. 


590-64-A 

APPLICANT — Ingram  S.  Carner  for  Robjo,  Incorpor¬ 
ated,  owner. 

SUBJECT— Application  June  3,  1964  —  Appeal  from 


591-64-A 

APPLICANT — Ingram  S.  Carner  for  Curt  Blank,  own¬ 
er;  York  Bay  Incorporated,  lessee. 

SUBJECT — Application  June  13,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 163-01-163-07  Baisley  Bou¬ 
levard,  122-17  to  122-25  New  York  Boulevard,  north¬ 
east  corner,  Block  12380,  Lots  1,  14,  Jamaica,  Borough 
of  Queens. 


612-63-A 

APPLICANT — Reavis  and  McGrath  for  Phyllis  Realty 
Corporation,  owner;  Waldbaum’s  57,  Incorporated, 
lessee. 

SUBJECT — Application  August  1,  1963  — •  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 35-09  Francis  Lewis  Boule¬ 
vard,  east  side,  from  35th  Avenue  to  36th  Avenue, 
Block  6142,  Lot  50,  Bayside,  Borough  of  Queens. 


655-64-A 

APPLICANT  Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 

SUBJECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED— 44-09  to  44-14  Kissena  Bou¬ 
levard,  northwest  corner  of  Elder  Avenue,  Block  5137, 
Lot  110,  Borough  of  Queens,  Flushing. 


656-64-A 

APPLICANT — Reavis  &  McGrath  for  Newport  Asso* 

ciates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED — 4120  18th  Avenue,  north 
side,  29  feet  east  of  East  3rd  Street,  Block  5410,  Lots 
1  and  47,  Borough  of  Brooklyn. 


486-64-A 

APPLICANT — Michael  C.  Gray  for  Cardox  Division 
of  Chemetron  Corporation,  owner. 

SUBJECT  Application  Ma}*-  7,  1964  —  Appeal  from  an 
decision  of  the  Fire  Commissioner  re-  use 
of  C02  receiver. 

PREMISES  AFFECTED — 46-02  Fifth  Street,  west  side 
from  Standard  Canal  to  47th  Avenue,  Blocks  21  and 
22,  Lot  1,  Long  Island  City,  Borough  of  Queens. 


492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 
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SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  950 
feet  west  of  3rd  Avenue,  Piers  B  and  C,  East  River, 
Block  635,  Lot  13,  Borough  of  Brooklyn. 


493-64-A 

APPLICANT— Daf ton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 


739-63-A 

APPLICANT— William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT— Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 


1051-63-A 

APPLICANT— Reavis  and  McGrath  for  Shoreview 
Gardens,  owner,  Waldbaum’s  Twenty-Six,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  December  19,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 6630  Avenue  U,  Southeast 
corner  of  East  66th  Street,  Block  8470,  Lot  424,  Bor¬ 
ough  of  Brooklyn. 


157-64-A 

APPLICANT— Reavis  and  McGrath  for  County  Hold¬ 
ing  Corporation,  owner;  Waldbaum  Stores,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  January  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 911-927  Kings  Highway, 
north  side,  244.80  feet  west  of  Coney  Island  Avenue, 
Block  6666,  Lot  37,  Borough  of  Brooklyn. 


618-64-A 

APPLICANT— Charles  M.  Shapiro  &  Sons  for  Fred¬ 
erick  Ippolito  and  Stanley  Sasowki,  owners;  Atlas 
Gas  &  Service  Corporation,  lessee. 

SUBJECT— Application  June  8,  1964  —  Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  temporary 
certificate  of  occupancy. 

PREMISES  AFFECTED— 97  Georgia  Avenue,  east 
side  125  feet  north  of  Liberty  Avenue  and  112  Shef¬ 
field  Avenue,  Block  3685,  Lots  6  and  38,  Borough 
of  Brooklyn. 


629-64-A 

APPLICANT— Minnie  Dick  for  First  27  Howard  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  June  9,  1964 — Appeal  from  an 


order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 27  Howard  Street,  south 
side,  187  feet  west  of  Lafayette  Street,  Block  209,  Lot 
11,  Borough  of  Manhattan. 


771-64-A 

APPLICANT— Patrick  D  Concagh  for  Mackey  Con¬ 
struction  Corporation,  owner. 

SUBJECT— Application  July  20,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
Discontinue  use  of  unapproved  lubrication  oil  pumps. 

PREMISES  AFFECTED— 168-90  East  98th  Street, 
west  side,  80  feet  south  of  Winthrop  Avenue,  Block 
4633,  Lot  13,  Borough  of  Brooklyn. 


773-64-A 

APPLICANT — Larry  Meltzer  for  Isaac  Baron,  owner; 
Big  Apple  Super  Market,  lessee. 

SUBJECT— Application  July  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1613-1635  East  16th  Street, 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Lot 
69,  Borough  of  Brooklyn. 


792-64-A 

APPLICANT— Wollman’s  Dept.  Store  Incorporated 
and  Wolkat  Realty  Corp.,  for  Wolkat  Realty  Corpor¬ 
ation,  owner;  Wollman’s  Department  Store  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  July  23,  1964— Appeal. from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2833-2839  Broadway  and 
600-606  West  110th  Street,  southwest  corner,  Block 
1893,  Lot  50,  Borough  of  Manhattan. 


810-64-A 

APPLICANT— Daub  and  Daub  for  Eldridge  Street  As¬ 
sociated,  owner. 

SUBJECT— Application  July  27,  1964— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  exterior 
stairway  and  entrance  hall. 

PREMISES  AFFECTED— 50-52  Eldridge  Street,  east 
side,  225  feet  11  inches  north  of  Canal  Street,  Block 
300,  Lot  8;,  Borough  of  Manhattan. 


812-64-A 

APPLICANT— Samuel  Cohen  for  Atlantic  Leasing 
Company,  owner;  Latin  Quarter  Restaurant  &  Ma¬ 
jestic  Dance  Hall,  lessee. 

SUBJECT— Application  July  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 1578-1590  Broadway,  200 
West  48th  Street,  southeast  corner,  720  7th  Avenue, 
Block  1019,  Lot  36,  Borough  of  Manhattan. 


813-64-A 

APPLICANT — Samuel  Cohen  for  Northern  Fee  In- 
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corporated,  owner;  Birdland  Restaurant  Incorporated, 
lessee. 

SUBJECT  Application  July  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1672-1678  Broadway,  205 
West  52nd  Street,  northeast  corner,  Block  1024,  Lot 
3 IV2,  Borough  of  Manhattan. 


823-64-A 

APPLISANT — Elias  K.  Herzog  for  Herb  Realty  Cor 
poration,  owner. 

SUBJECT — -Application  31,  1964 — Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 7802-7810  20th  Avenue 
southwest  corner,  of  20th  Avenue,  Block  6262,  Lot 
39,  Borough  of  Brooklyn. 


921-64-A 

APPLICANT — William  Schwartz,  owner. 

SUBJECT — Application  September  3,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system.  , 


PREMISES  AFFECTED — 2087-2093  Boston  Road, 
1014  East  180th  Street,  southwest  corner,  Block  3137,’ 
Lot  20,  Borough  of  The  Bronx. 


735-65-A 

APPLICANT  Fred  L.  Liebmann  for  18  East  54th 
Street  Corporation,  owner. 

SUBJECT  Application  June  25,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3 
construction — office  use. 

PREMISES  AFFECTED— 18  East  54th  Street,  south 
side,  132.2  feet  west  of  Madison  Avenue,  Block  1289, 
Lot  61,  Borough  of  Manhattan. 


945-64-A 

APPLICANT— Morris  Hannes  and  Alfred  Rader  for 
Sylvia  and  Laura  Ackerman  D/B/A  Coldover  Realty 
Company,  owner. 

SUBJECT — Application  September  21,  1964  — ■  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 111  Chambers  Street,  north 
side,  50  feet  west  of  Church  Street,  Block  145,  Lot  5. 
Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  13,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  June  29,  1965,  were 
approved  as  printed  in  the  Bulletin  of  July  8,  1965,  Vol.  50, 
No.  27. 

209-63-BZ— Vol.  II 

APPLICANT — Edwin  Storch  for  Dorothy  DeNicola,  own¬ 
er. 

SUBJECT — Application  reopened  September  29,  1964  as 
Volume  II — Decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  R2  district,  the  erection  of  a  two  story,  one  family 
dwelling  that  encroaches  on  the  required  front  and  side 
yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 52-28  Marathon  Parkway, 
northwest  corner  of  Horace  Harding  Expressway,  Block 
8225,  Lot  45,  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  continued  hearing. 


1257-64-BZ 

A?^LICANT-ArnoId  W-  Lederer  and  Cecil  Wolk  for 
John  Adam  Apartments,  owner. 


SUBJECT — Application  December  10,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  Cl-7,  C6-2  and  R6 
district,  the  use  of  the  unused  and  surplus  tenants  spaces 
in  an  existing  multiple  dwelling  accessory  garage  for  tran¬ 
sient  parking  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 487-503  Avenue  of  the  Amer¬ 
icas,  101-115  West  12th  Street,  northwest  corner,  100- 
102  West  13th  Street,  Block  608,  Lot  39,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Opposition:  Anne  Donlin  and  Frank  Raskin. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision.  Applicant  is  to  submit  letter  to  the 
Board ;  hearing  closed. 


1258-64-A 

APPLICANT— Arnold  W.  Lederer  and  Cecil  Wolk  for 
John  Adam  Apartments,  owner. 

SUBJECT — Application  December  10,  1964 — Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re-  tran¬ 
sient  parking. 

PREMISES  AFFECTED — 487-503  Avenue  of  the  Amer¬ 
icas,  101-115  West  12th  Street,  northwest  corner,  100- 
102  West  13th  Street,  Block  608,  Lot  39,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision  in  conjunction  with  Calendar  Number 
1257-64-BZ;  hearing  closed. 
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406-65-BZ 

APPLICANT — Crimiion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  re¬ 
quired  side  yards. 

PREMISES  AFFECTED — 4033  Bruner  Avenue,  west  side, 
146.59  feet  north  of  East  233rd  Street,  Block  4977,  Lot 
58,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision ;  applicant  to  submit  revised  drawings ; 
hearing  previously  closed. 


407-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED— 4035  Bruner  Avenue,  west 
side,  214.25  feet  north  of  East  233rd  Street,  Block  4977, 
Lot  57,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision ;  applicant  to  submit  revised  drawings ; 
hearing  previously  closed. 


408-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED  —  4039  Bruner  Avenue,  west 
side,  270.75  feet  north  of  East  233rd  Street,  Block  4977, 
Lot  55,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision;  applicant  to  submit  revised  drawings; 
hearing  previously  closed. 


409-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a  three 


story,  two  family  dwelling  that  encroaches  on  the  re¬ 
quired  side  yards. 

PREMISES  AFFECTED — 4037  Bruner  Avenue,  west 
side,  242.5  feet  north  of  East  233rd  Street,  Block  4977, 
Lot  56,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision;  applicant  to  submit  revised  drawings; 
hearing  previously  closed. 


410-65-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  re¬ 
quired  side  yards. 

PREMISES  AFFECTED — 4041  Bruner  Avenue,  west 
side,  299  feet  north  of  East  233rd  Street,  Block  4977, 
Lot  54,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision ;  applicant  to  submit  revised  drawings ; 
hearing  previously  closed. 


497-65-BZ 

APPLICANT — Max  Siegel  Associates  for  57th  Street 
Hotel  Corporation,  owner.  Motor  Hotel  Garage,  Incor¬ 
porated,  Garage  lessee. 

SUBJECT — Application  April  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  R8  district,  in  an 
existing  multiple  dwelling  of  transient  parking  for  the 
unused  and  surplus  tenants  spaces  in  the  required  ac¬ 
cessory  garage  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED— 426-40  West  57th  Street,  south 
side,  300  feet  east  of  10th  Avenue,  423-437  West  56th 
Street,  Block  1066,  Lot  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition:  Norma  Hack. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1965,  at  10 
A.M.  for  consideration  and  decision;  hearing  closed. 


498-65-A 

APPLICANT — Max  Siegel  Associates  for  57th  Street 
Hotel  Corporation,  owner.  Motor  Hotel  Garage,  Incor¬ 
porated,  Garage  lessee. 

SUBJECT — Application  April  26,  1965  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED — 426-440  West  57th  Street,  south 
side,  300  feet  east  of  10th  Avenue,  423-437  West  56th 
Street,  Block  1066,  Lot  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  10 
A.M.  for  decision  in  conjunction  with  Calendar  Number 
497-65-BZ ;  hearing  closed. 
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517-65-BZ 

APPLICANT  Herbst  and  Rusciano  for  Kelrein  Corpora¬ 
tion,  owner. 

SUBJECT  Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  in  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district,  the  erection  of 
a  one  story  structure  over  an  existing  outdoor  ice  skat¬ 
ing  rink  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5740  Broadway,  southeast  cor¬ 
ner  of  West  236th  Street,  Block  3269,  Lots  23,  26  and  35 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  Rusciano,  Howard  Zimmerman 
and  Robert  C.  Kelton. 

A(Fvr°^  BOARD— Laid  over  to  July  20,  1965,  at  10 

A.M.  for  decision.  Applicant  is  to  submit  statement  to  the 
Board.  Hearing  closed. 


518-65-A 

APPLICANT— Herbst  and  Rusciano  for  Kelrein  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  7,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  6  struc¬ 
ture,  area,  enclosed,  materials  for  construction— approved. 
PREMISES  AFFECTED — 5740  Broadway,  southeast  cor- 
ner  of  West  236th  Street,  Block  3269,  Lots  23,  26  and 
35,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  Rusciano,  Howard  Zimmerman 
and  Robert  C.  Kelton. 

A  A^ivr0 ^  B9AREU-Laid  over  to  July  20,  1965,  at  10 

,  “I1  m  conjunction  with  Calendar  Number 
M/-05-BZ;  hearing  closed. 


539-65-BZ 

APPLICANT— Paul  F.  Pellicoro  for  Lowell  Harwood, 
owner ;  Diriro,  Inc.,  lessee. 

SUBJECT— Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
ing  Resolution  and  Section  666  (7)  of  the  New  York 
City  Charter,  to  permit  in  a  C2-1  and  R8  district,  the 
erection  of  a  seventeen  story  enlargement  to  an  existing 
seventeen  story  office  and  showroom  building  that  exceeds 
the  permitted  floor  area  ratio,  encroaches  on  the  required 
rear  yard  with  a  public  garage. 

PREMISES  AFFECTED— 971-979  Third  Avenue,  north- 
east  corner  of  58th  Street,  206-216  East  59th  Street,  Block 
1332,  Lots  1,  3,  4,  5,  7,  8,  9,  40,  41,  42,  43  and  45,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Paul  F.  Pellicoro. 

For  Opposition:  Saul  S.  Berziro,  Anthony  J.  Weslan 
Esq,  Maxim  Ingher,  Mrs.  Bernard  Schanzer,  Edward 
Schwartz,  Bernard  Miller,  Leon  Abramson,  Theresa 
Pellegrini,  Louis  Barnhardt.  G.  Albert  Klaffky  Mrs 
John  Passom,  Thomas  J.  Smith  and  Arthur  C.  Berlines 
and  others. 

A' ATm°?  °f  B0ARD— Laid  over  to  July  20,  1965,  at  10 
for  decision;  hearing  closed. 


601-65-BZ 

APPLICANT— Goldwater  and  Flynn  for  90  William  Cor¬ 
poration,  owner. 

SUBJECT  Application  May  25,  1965  —  decision  of  the 


Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
es'  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  fifteen  story  and  penthouse  office  building  that  en¬ 
croaches  on  the  required  rear  yard,  penetrates  the  sky 
exposure  planes  and  without  the  required  loading  berth 

PREMISES  AFFECTED — 90-92  William  Street,  South- 
east  corner  of  Platt  Street,  Block  68,  Lot  22,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  L.  R.  Colman  and  Fred  Safran. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1965,  at  10 
A.M.  for  inspection  and  decision;  applicant  to  submit  fi¬ 
nancial  statement ;  hearing  closed. 


529-40-BZ — Vol.  II 

APP,LRrANT— Charles  M.  Spindler  for  Sun  Oil  Company 
and  Elvira  DeFalco,  owners. 

SUBJECT— Application  reopened  January  9,  1962  as  Vol¬ 
ume  II  decision. of  the  Borough  Superintendent,  in  a 
business  use  district,  the  reconstruction  and  extension  in 
area  of  an  existing  gasoline  service  station  with  acces¬ 
sory  uses  of  lubrication,  non-automatic  car  washing,  of¬ 
fice  sale  of  accessories  minor  repairs  wit  hhand  tools  only, 
safety  inspection  station  and  the  parking  and  storage  of 
motor  vehicles  with  a  ground  sign. 

PREMISES  AFFECTED — 1788-1804  Eastern  Parkway 
2131-2139  Bergen  Street,  northeast  corner,  Block 
1449,  Lots  43  and  47,  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  dismissed  without 
prejudice  because  of  the  Board’s  lack  of  jurisdiction 

THE  VOTE— 

Affirmative.:  Chairman  Foley.,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 

Negative:  _ _ _ _ _  ~  ~  n 


857-47-BZ— Vol.  II 

APPLICANT— Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Socony  Mobil  Oil  Com¬ 
pany,  lessee. 

SUBJECT— Application  reopened  October  3,  1961  as  Vol- 
ume  H— decision  of  the.  Borough  Superintendent,  under 
Section  7a  of  the.  Zoning  Resolution,  to  permit  in  a 
residence  use  district,  the  reconstruction  and  extension 
in  area  of  an.  existing  gasol.in  eservice  station  to  provide 
lubrication,,  minor  auto  repairs,  car  washing,  store,  utility 
room,  parking  storage  of  more  than  five  motor  vehicles 
on  the  open  area  with  a  business  sign  and  ground  sign. 
PREMISES  AFFECTED — 2173  Grand  Concourse,  west 
side,  108.73  feet  north  of  East  181st  Street,  Block  3162, 
Lots  40,  and  41  and  43,  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  because  of  the  Board’s  lack  of  jurisdiction 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ 5 

Negative:  _ _ _  a 
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1555-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Mobil  Oil  Company, 
lessee. 

SUBJECT— Application  filed  July  25,  1961  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Gasoline 
Tanks. 

PREMISES  AFFECTED— 2173  Grand  Concourse,  west 
side,  180.73  feet  north  of  East  181st  Street,  Block  3162, 
Lots  40,  41  and  43,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  withdrawn  without 
prejudice  at  request  of  the  applicant  because  of  the  Board’s 
lack  of  jurisdiction. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - 5 

Negative :  - 0 


719-49-BZ 

APPLICANT— Charles  M.  Spindler  for  Milton  Gold, 
owner. 

SUBJECT— Application  reopened  June  15,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
June  20.  1965 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7c  and 
7i  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district  the  maintenance  of  a  gasoline  service  station, 
lubritorium,  repairs  with  hand  tools  only,  auto  laundry, 
office  and  sales  and  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 750-766  Utica  Avenue,  100 
feet  south  of  Lenox  Road,  Block  4655,  Lot  9,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  - - - 0 

THE  RESOLUTION— 

Whereas,  on  June  20,  1950,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  this  application  was  reopened  on  June  15,  1965 
and  set  for  hearing  on  July  13,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  24,  1965,  acting  on  Amended  Alt.  Applic.  No. 
2685/1949,  reads: 

“1.  On  a  lot  formerly  in  a  business  C  District  now  lo¬ 
cated  in  a  C8-1  district  proposed  amendment  for 
extension  of  time  for  existing  gasoline  service  sta¬ 
tion,  lubritorium,  repairs  mainly  with  hand  tools, 
auto  laundry,  office  and  sales,  and  storage  room 
and  parking  and  storage  of  more  than  (5)  cars 


must  be  referred  to  the  Board  of  Standards  and 
Appeals  for  approval. 

Note:  Premises  previously  subject  to  B.S.A.  Cal¬ 
ender  No.  719-49-BZ.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  20,  1950  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
resolution,  to  permit  .  .  . ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


114-50-BZ — Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Pepi  Fishman, 

owner. 

SUBJECT— Application  reopened  June  15,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  6,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  gasoline  service  station,  lubritorium, 
auto  washing,  accessory  sales  and  office. 

PREMISES  AFFECTED— 1924-1938  Linden  Boulevard 
and  786-796  Pennsylvania  Avenue,  southwest  corner, 
Block  4346,  Lots  1,  2  and  6.  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  - ® 

THE  RESOLUTION— 

Whereas,  on  June  6,  1950,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  June  15,  1965 
and  set  for  hearing  on  July  13,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publication  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  24,  1965,  acting  on  Alt.  Applic.  No.  1905/1953, 
reads : 

“1.  The  proposal  to  extend  the  term  of  a  variance  pre¬ 
viously  granted  by  the  B.S.A.  under  Cal.  No.  114- 
50-BZ  is  referred  back  to  the  B.S.A.  as  per  Sect. 
11-40  of  the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  6,  1950  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


943-57-BZ — V oL  II 

APPLICANT — Albert  Melniker  for  Isle  Fuel  Oil  Service 
Company,  owner. 
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SUBJECT — Application  reopened  February  20,  1962  as 
Volume  II  decision  of  the  Borough  Superintendent, 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  to 
permit  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  an  automotive  service  station,  lubritorium,  car 
wash,  minor  auto  repairs  with  hand  tools,  sale  of  acces¬ 
sories  and  the  parking  of  more  than  five  motor  vehicles. 
PREMISES  AuFECTED — 1310  Richmond  Avenue  and 
603  Caswell  Avenue,  northwest  corner,  Block  1644,  Lot 
87,  Granitvilie,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

For  Administration:  Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Application  dismissed  without  pre¬ 
judice  because  of  the  Board’s  lack  of  jurisdiction. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ „ _ _ _ 0 


1567-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Harold 
Hyman,  owner. 

SUBJECT — Application  September  26,  1961  —  decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  district, 
the  change  in  occupancy  of  an  existing  3  story  building 
from  public  garage  of  the  manufacture  of  flashlights  and 
batteries,  offices,  storage  and  loading  and  unloading  with 
a  business  sign  for  a  temporary  term  of  twenty  (20) 
years. 

PREMISES  AFFECTED— 520-530  West  135  Street,  south 
side,  115  feet  east  of  Broadway,  Block  1988,  Lot  53,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  because  of  the  Board’s  lack  of  jurisdiction 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ _ _ _  0 


1568-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Harold 
Hyman,  owner. 

SUBJECT— Application  September  26,  1961  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  egress, 
steel  stairs,  etc. 

PREMISES  AFFECTED — 520-530  West  135th  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  because  of  the  Board’s  lack  of  jurisdiction. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein 
Negative: _ 


5 

0 


1857-61-BZ 

APPLICANT — Carl  H.  Salminen  for  Joseph  La  Barbera 
owner. 

SUBJECT  Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  G-l  area 
district,  the  change  in  occupancy  from  a  one  family  dwell¬ 
ing  to  a  two  family  dwelling,  the  existing  open  terrace 
encroaches  on  the  required  15  foot  set-back. 

PREMISES  AFFECTED — 227-50  Murdock  Avenue,  south 
side ,160  feet  west  of  Cross  Island  Parkway,  Block  11248, 
Lot  7,  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Denis  A.  Weinstock. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  dismissed  without  pre¬ 
judice  because  of  the  Board  lack  of  jurisdiction. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _  ~  n 


1881-61-BZ 

APPLICANT— John  J.  Lynch  and  James  J.  Lyons,  Jr. 

for  P.B.G.  Realty  Incorporated,  owner. 

SUBJECT— Application  December  14,  1961— decision  of 
the  .  Borough  Superintendent  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E  area 
district,  the  erection  of  a  six  story  and  basement  multiple 
dwelling  that,  exceeds  the  permitted  area  coverage  and 
floor  area  ratio  and  encroaches  on  the  required  setbacks 
PREMISES  AFFECTED — 761-763  Astor  Avenue,  2301- 
ZoI3  Wallace  Avenue,  northwest  corner,  Block  4348,  Lots 
1  and  4,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD' — -Application  dismissed  without  pre- 
THE  VOTE— 6  °f  thC  B°ard’S  kck  °f  jurisdiction- 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Lommissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  e 

Negative: _ _ _  q 


1945-61-BZ 

APPLICANT  Burke  and  Groh  for  George  Caro,  owner. 

SYuBJ  cCT~^ppoicati°n  December  K  1961— decision  of 
the  Boiough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  G-l  area 
district,  the  conversion  of  an  existing  building  from  a 
one  family  to  a  two  family  dwelling 

PR5MSS<  AFFECTED — 220-27  100th  Avenue,  north 

dj '  I  F  eas‘  °,f  2201,1  Str«‘.  R'ock  10785,  Lots  56 
and  58,  Queens  Village,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  Denis  A.  Weinstock  and  George  Caro, 
hor  Opposition:  None. 

ACTION  OF  BOARD— Application  dismissed  without  pre¬ 
judice  because  of  the  Boards’  lack  of  jurisdiction. 
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THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  5 

Negative: - ® 


1184-64-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Peter  I.  Fein- 
berg,  owner ;  White  Castle  System  Incorporated,  lessee. 
SUBJECT— Application  December  1,  1964— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  and  Section  666  (7)  of  N.Y.C. 
Charter,  to  permit  in  a  R5  district  the  enlargement  in 
area  of  an  existing  eating  and  drinking  establishment 
to  provide  car  hop  service. 

PREMISES  AFFECTED— 1677  Bruckner  Boulevard, 
northwest  corner,  of  Fteley  Avenue,  Block  3721,  Lots 
1  and  13,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT : 

Affirmative:  Chairman  Foley  - - - -  1 

Negative:  Vice  Chairman  Kleinert,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein  -  4 

THE  RESOLUTION: 

Whereas,  on  February  16,  1965,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 
Whereas,  this  application  was  reopened  on  June  29,  1965 
and  set  for  hearing  on  July  13,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  17,  1965,  acting  on  Alt.  Applic.  No.  549/64, 
reads : 

“10.  Proposed  to  extend  parking  area  into  vacant  por¬ 
tion  of  land  and  to  provide  additional  curb  cut  for 
subject  non-conforming  building  used  for  eating  and 
drinking  estab.,  Use  Group  6,  located  in  R-5  dis¬ 
trict  where  a  variance  was  granted  by  the  Board  of 
Standards  and  Appeals  under  Cal.  No.  229-49-BZ 
and  1184-64-BZ  must  be  referred  back  to  the  Board 
of  Standards  and  Appeals  for  action  as  per  Sect. 
11-41  of  Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  found  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Section  11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  May  17,  1965  acting  on  Alt.  Applic.  No.  549/64, 
Objection  No.  10  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


1242-64-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Scolza  Realty, 
Incorporated,  owner. 

SUBJECT — Application  December  11,  1964  —  decision  of 


the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  (7)  of  New  York 
City  Charter,  to  permit  in  a  Cl-2  and  R4  district  the  en¬ 
largement  in  lot  area  and  floor  area  of  an  existing  auto¬ 
motive  service  station  and  the  extension  of  the  uses  to 
include  the  parking  of  motor  vehicles  awaiting  service. 
PREMISES  AFFECTED— 900-902  East  _  225th  Street, 
southeast  corner  of  Bronxwood  Avenue,  Block  4860,  Lots 
35  and  56,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion  and  Charles  J.  Ma- 
cellard. 

For  Opposition:  Frank  A.  Danes,  Haze  L.  Moore,  Fred¬ 
die  Brown,  Dorothy  Greene,  Ada  Bell  Brye,  Dorothy 
Moore,  Hildegarde  Samuel  and  Robert  Lasaiter. 
ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — — - - — — —  5 

Negative:  - - - . - . —  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  27,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  4,  1965;  then  to  May  25,  1965; 
then  to  June  8,  1965  for  continued  hearing;  then  to  July 
13,  1965;  applicant  to  obtain  new  decision  from  Borough 
Superintendent  amend  application  to  include  Lot  157  and 
send  out  20  day  notices;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November.  17,  1964,  acting  on  Alt.  Applic.  779/1964, 
reads : 

“1  Enlargement  and  extension  to  a  non-conforming 
building  (automotive  service  station  with  facilities 
for  lubrication,  minor  repairs  and  washing  within 
a  completely  enclosed  building  Use  Group  13  and 
parking  of  motor  vehicles  awaiting  service)  is  con¬ 
trary  to  Sections  32-10  and  52-43  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-2  and  R-4  district,  the  enlargement  in  lot 
area  and  floor  area  of  an  existing  automotive  service  sta¬ 
tion  and  the  extension  of  the  uses  to  include  the  parking 
of  motor  vehicles  awaiting  service  on  condition  the  work 
be  done  in  accordance  with  drawings  filed  with  this  appli¬ 
cation  marked  “Received  March  16,  1965,”  1  sheet,  “July 
9,  1965”,  3  sheets,  revised;  on  further  condition  that  Lot 
Number  157  will  not  be  used  by  the  owner  for  the  parking 
of  motor  vehicles  but  may  be  used  as  access  to  neighbors’ 
garages  on  East  225th  Street  adjacent  to  this  lot;  on  further 
condition  that  Lots  56  and  55  shall  be  paved  with  blacktop 
and  properly  drained  to  sewage  connection  to  prevent  drain¬ 
age  on  to  adjoining  property;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that 
permit  be  obtained,  work  done,  and  a  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this  Re¬ 
solution. 
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85-65-BZ 

APPLICANT— H.  M.  Cole  for  444  St.  Mark’s  Place,  In¬ 
corporated,  owner. 

SUBJECT— Application  January  25,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the  change 
in  occupancy  of  an  existing  three  story  building,  from 
telephone  exchange  to  factory  with  a  loading  berth  with 
less  than  the  required  depth. 

PREMISES  AFFECTED — 444  St.  Mark’s  Place,  west 
side,  296.5  feet  north  of  Victory  Boulevard,  123  Mont- 

M^TchmoVnd  UC’  16’  LOt  10’  St  George’  Borou§h 
APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  L.  Pastolone. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE- 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _  j 

Negative:  _ __________ _ _ _ g 

THE  RESOLUTION— 

nnWAHn!;|EA|Si  a  public  hearing  was  held  on  this  application 
°%Apnl  1965,  after  due  notice  by  publication  in  the 

«ol,jS,ynu"wsrandMay  18'  1965 ;  hearing  d°Sed; 

Khe  4eCiS^  of  -the  Borough  Superintendent, 
reads  • DeCeml>er  1964’  acting  on  Alt-  Applic.  379/1964, 

“h  7U  fi  fftri1C,t’  the  Proposed  uses  in  Use  Groups 

(k  ii’  io’onooV,  oA  vloIates  respectively  Sec. 
32-16,  32-20,  32-22,  32-23,  32-24,  32-25,  42-14  of  the 
Zoning  Resolution. 

2.  In  a  C4-2  district  .some  uses  listed  in  Use  Groups 

/  and  12  violate  respectively  Sec.  32-17,  32-18 
ana  oZ-Zl  of  the  Zoning-  Resolution. 

3.  32'— m  depth  for  required  off-street  loading  berth 
and  V10  ates  Bec-  ^^-681  of  the  Zoning  Resolution. 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 

stamLf^AS’kth?  B°ard  f°Und  that  the  aPPbcant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 

fore'enbifr,  721!  r°f  the  Zoning  ^solution,  and  is  there! 

and/nr  !ed  t0  rehel  0n,  tbe  grounds  of  practical  difficulty 
ana/ or  unnecessary  hardship. 

hef/h l°lVedb  that  th^  Board  of  Standards  and  Appeals  does 
£e y  ™ake  a  variation  in  the  application  of  the  Zoning 

S^10nuandetha^  tBe ,  application  be  and  it  hereby  if 
pe?mft  in ",  r4S7CtJP?  72'2!’  °futhe  Zoning  Resolution^  to 
existino-  ihv  C4t2  dlktr'tCi’  thGi-  change  ln  occupancy  of  an 
f?ctnrva  hIee‘Strry,  budding  from  telephone  exchangge  to 
death  L ^dh  a  loading  berth  with  less  than  the  required 
pth  on  condition  the  building  conforms  to  drawings  filed 
11  v,  Vs  application  marked  “Received  January  25  1965” 

H  5?2f]  °n  [lrther  coition  that  the  uses  in  the  building 
£22*  *°  those  Permitted  under  Use  Group  11  and  tS 
Sfannrmg  apparel  °r.  other  textile  products  and  elec- 
ali  nth  PP  lf CCS  aS,  permBted  under  Use  Group  17;  that 
comnliJJ  S’  and  regulations  applicable  shall  be 

a  Cer  ffir!7  h  ’/n  that  permit  be  obtained>  work  done,  and 
fteta^thl  Resolution.  obta  ned  ™  yeas  from 


85-65-A 

APPLICANT— H.  M.  Cole  for  444  St.  Mark’s  Place,  In¬ 
corporated,  owner. 

SUBJECT— Application  January  25,  1965— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairway  etc 

AFFECTED— 444  St.  Mark’s  Place,  west 
side,  296.5  feet  north  of  Victory  Boulevard,  123  Mont- 

MReichn^nednUe’  16’  Lot  10’  St  George,  Borough 

appearances— 

For  Applicant:  H.  M.  Cole  and  L.  Pastolone. 

THE1  VOT^  B°ARI)'— AppeaI  granted  on  condition. 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative :  Commissioner  Fox  _ _  j 

THE  RESOLUTION— 

j,!Vi‘nEAS’  ,the  decision  of  the  Borough  Superintendent 
dated  December  31,  1964  on  Alt.  Applif.  379-6%  reTds" ’ 

4.  Required  stairways,  terminating  at  a  floor  below 
roof,  violate  Sec.  270.4  (d)  of  the  New  York  State 
sage/  LaW  (n0t  connected  trough  a  fireproof  pas- 

5’  ISS  270  4SSirtk ayMnearV  f  r?nt  °f  buiIding  violates 
?k  2J?"4  •  f  th-e  New  York  State  Labor  Law  (less 
than  44  in  width  and  height  between  successive 
landings  more  than  12/6").  eccssive 

6'  NewYork^t7  T  SeC>  278’  subd.  1  of  the 

u  St  u  Lrbor  Law  (cannot  accommodate 
^  the  stated  number  of  occupants).” 

ik^VR  EREfS’  ubei  Premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  PP  granted 

Resolved,  that  the  order  and  decision  of  the  Borough  Su 

eS-Bzihahte  “"der  Ca'“dar  N“mber  8S‘ 


358-65-BZ 

AChohKanN«bert  G°“Heb  for  AS°P  Louisintak 

SUBJECT— Application  March  25,  1965  —  derision  of  +k*> 
orough  Superintendent,  under  Section  72-21  of  the 

The  Bro,J  formerly)  Lots  180  and  185,  Borough  of 
APPEARANCES— 

For  Applicant:  Robert  Gottlieb. 

For  Opposition:  None. 

TH^1  VOTE— B  ° ARB>  ^App!i cation  granted  on  condition. 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert 
Sne?1SKlSnr  ^  Commissioner  Becker  and  Commis- 

Negative:  _  ^ 

THE  RESOLUTION—" .  ° 

Whereas,  a  public  hearing  was  held  on  this  application 
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on  June  22,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1965,  acting  on  N.B.  Applic.  2589/1961, 
reads : 

“1.  Proposed  modification  of  plans  filed  prior  to  Dec. 
15,  1961,  where  such  modification  consist  of  adding 
parking  and  curb  cuts  to  subject  non-conforming 
building  (commercial  use  in  Residence  District)  vio¬ 
late  Sects.  ll-31b  and  22-00  of  Amended  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficuty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  .  and  it  hereby,  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district, 
the  addition  of  accessory  parking  to  a  one-story  retail  store 
and  office  building  presently  under  construction,  on  condi¬ 
tion  that  the  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  March  25,  1965”,.  6 
sheets  and  “June  18,  1965”,  one  sheet;  on  further  condition 
that  a  retaining  wall  shall  be  constructed  at  the  expense  of 
this  owner  along  the  north  lot  line  with  a  split  sapling  fence 
on  top  of  it  to  a  height  of  five  feet  above  the  grade  of  Lot 
414;  that  parking  shall  be  in  conjunction,  with  the  office  and 
sales  building ;  that  the  hours  of  operation  shall  be  limited 
to  from  8  A.M.  to  6  P.M. ;  that  any  lights  used  in  the 
parking  lot  shall  be  so  screened  that  they  will  not  shine  on 
the  neighboring  properties ;  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with ;  and  that  permit 
shall  be  obtained,  work  completed  and  a  Certificate  of  Oc¬ 
cupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


362-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Knights  of  St. 
Pius  X,  Incorporated  owner;  Knights  of  Columbus  Saint 
Pius  X,  Council  No.  4541,  lessee. 

SUBJECT— Application  March  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R4  district,  the  erection  of 
a  one-story  enlargement  to  an  existing  community  facility 
building  that  encroaches  on  the  required  side  yards  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 77  Conklin  Avenue,  north  side, 
23  feet  10%  inch  east  of  East  93rd  Street,  Block  8181, 
Lot  53,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -  "  ■-  5 

Negative :  -  ■■■■■■  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1965,  after  due  notice  by  publication  in  the 


Bulletin;  laid  over  to  July  7,  1965;  hearing  closed;  then 
to  July  13,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  25,  1965,  acting  on  Alt.  Applic.  3170/1965, 
reads : 

“1.  The  side  yards  provided  are  not  adequate  nor  in 
accord  with  Sect.  24-35  of  the  Z.R. 

2.  Proposed  club  does  not  have  required  parking  fa¬ 
cilities,  this  is  not  in  accord  with  Sect.  25-31  of  the 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is.  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards. and  Appeals  does 
hereby  make  a  variation  in  the  application  of.  the  Zoning 
Resolution  and  that  the  application  be.  and  it  hereby,  is 
granted  under  Section  72-21,  to  permit  in  an  R-4.  district, 
the  erection  of  a  one-story  enlargement  to  an  existing  com¬ 
munity  facility  building  that  encroaches  on  the  required 
side  yard,  and  without  the  required  parking  on  condition 
that  the  work  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  May  11,  1965”,  one  sheet, 
“March  24,  1965”,  6  sheets  and  “July  9,  1965”,  3  sheets 
revised ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


370-65-BZ 

APPLICANT — Arthur  Levine  for  Lot  26  —  Constel  Real¬ 
ty  Corporation,  and  Lot  68 — Sidney  Busch,  owners. 
SUBJECT — Application  March  30,  1965  —  decision  of  the 
Borough  Superintendent  under  Sections  11-41  and  . 11-412 
of  the  Zoning  Resolution,  to  permit  in  a  R6  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  motor 
vehicle  repair  shop  including  welding  and  spraying,  sale 
of  auto  parts  and  accessory  parking  previously  granted 
by  the  Board. 

PREMISES  AFFECTED — 89  Furman  Avenue,  west  side, 
82  feet  north  of  Bushwick  Avenue,  Block  3462,  Lots  26 
and  68.  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  - 4 

Negative:  Commissioner  Fox _ -  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  29,  1965;  hearing  closed;  then 
to  July  13,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  26,  1965,  acting  on  Alt.  Applic.  201/1965, 
reads : 

*T.  On  a  lot  formerly  located  in  a  business  use  district 
and  subject  to  B.S.A.  Cal.  No.  280-41-BZ  and  now 
located  in  an  R-6  district  proposed  enlargement  of 
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a  non-conforming  use  of  motor  vehicles  repair  shop 
including  welding  and  paint  spraying,  sale  of  auto 
parts,  office  and  storage  for  more  than  5  cars  for 
employees  and  customers  on  unbuilt  portion  etc.  by 
the  erection  of  a  2  story  and  cellar  enlargement  for 
use  as  offices  and  storage  and  sale  sale  of  auto  parts 
is  not  permitted  as  of  right  and  is  contrary  to  Z.R. 
22-10. 

2.  The  proposed  enlargement  constitutes  structural  al¬ 
teration  and  is  contrary  to  Z.R.  52-22  (non-corm- 
ing  bldg.). 

3.  In  an  R-6  district  there  are  no  bulk,  parking,  load¬ 
ing  berth  etc.  regulations  for  non-conforming  use. 
Application  must  be  referred  to  B.S.A.  for  ap¬ 
proval.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  •  conditions ;  and 

Whereas,  the  Bpard  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
11-41  and  11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Sections  11-41  and  11-412,  to  permit  in  an 
R-6  district,  the  erection  of  a  two-story  enlargement  to  an 
existing  motor  vehicle  repair  shop  including  welding  and 
spraying,  sale  of  auto  parts  and  accessory  parking,  previ¬ 
ously  granted  by  the  Board,  on  condition  that  the  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  March  30,  1965”,  6  sheets  and  “July  9,  1965”,  2 
sheets  revised;  that  the  use  of  the  addition  shall  be  limited 
to  office  and  storage;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with ;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


384-65-BZ 

APPLICANT — Harry  Soled  for  Abraham  Greisman, 
owner. 

SUBJECT — Application  March  31,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required  side 
yards  and  with  a  balcony  in  the  required  rear  yard. 
PREMISES  AFFECTED— 1657  46th  Street,  north  side, 
278  feet  1%  inches  west  of  17th  Avenue,  Block  5434,  Lots 
64  and  129,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  11,  1965,  acting  on  N.B.  Applic.  118/1965, 
reads : 

“1.  Proposed  structure  to  be  occupied  by  two  families 
on  a  existing  small  lot  is  contrary  to  Sec.  23-33  of 
the  Amended  Zoning  Resolution. 


2.  Side  yards  less  than  5'-0"  in  width  are  contrary  to 
Sect.  23-48  of  the  Amended  Zoning  Resolution. 

3.  Proposed  balcony  in  the  required  rear  yard  is  con¬ 
trary  to  Sec.  23-13  of  the  Amended  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-5  district,  the  erection  of  a  two-family 
dwelling  that  encroaches  on  the  required  side  yards  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  March  31,  1965”,  3  drawings, 
and  “July  2,  1965”,  2  drawings;  on  further  condition  that 
there  shall  be  no  porch  on  the  rear  of  the  building;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with ;  and  that  permit  be  obtained,  work  done,  and 
a  Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


391-65-BZ 

APPLICANT — Henry  Nordheim  for  Silverio  Mazzella, 
owner. 

SUBJECT — Application  April  6,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R5  district,  on  a  plot  with  a  one 
family  dwelling  the  use  of  the  open  area  as  a  non-tran¬ 
sient  parking  lot. 

PREMISES  AFFECTED— 4748  Matilda  Avenue,  east 
side,  425.04  north  of  East  241st  Street,  Block  5106,  Lots 
35  and  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Anita  Mazzella. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _  0 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  26,  1965,  acting  on  Alt.  Applic.  354/1964, 
reads : 

“1.  The  proposed  public  parking  lot  located  in  an  R5 
district  is  contrary  to  Sec.  22-00  of  Zone  Res. 

2.  The  surfacing  of  the  parking  lot  with  crushed  stone 
is  contrary  to  Sec.  25-65  of  Zone  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied,  and 
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Whereas,  the  Board  found  that  the  proposed  parking  lot 
would  be  detrimental  to  the  neighborhood;  and 

Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  March  26,  1965,  acting  on  Alt.  Applic  354/1965, 
Objection  Nos.  1  and  2  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


402-65-BZ 

APPLICANT— Edward  J.  Hurley  for  Andoreal  Realty 
Corporation  and  B  and  S  Properties  Incorporated,  own¬ 
ers. 

SUBJECT — Application  April  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-52  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  and  R8  district,  the 
erection  of  a  one  story  enlargement  to  the  first  floor  store 
extending  into  the  R8  district. 

PREMISES  AFFECTED’— 204  East  58th  Street,  south 
side,  90  feet  east  of  Third  Avenue,  Block  1331,  Lot  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  Farinella. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  1,  1965,  acting  on  Alt.  Applic.  2048/1964,  reads: 
C-3  Construction  of  extension  to  non-conforming  use 
not  permitted  as  per  Z.R.  Sec.  52-41.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-52  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  73-52  of 
the  Zoning  Resolution,  to  permit  in  a  C6-4  and  R-8  dis¬ 
trict,  the  erection  of  a  one-story  enlargement  to  the  first 
floor  store  extending  into  the  R-8  district  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received  May  21,  1965”,  8  sheets;  on  further  con¬ 
dition  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  be  obtained,  work  done, 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


403-65-BZ 

APPLICANT — Edward  J.  Hurley  for  Andoreal  Realty 
Corporation  and  B.  and  S.  Properties  Incorporated,  own¬ 
ers. 


SUBJECT — Application  April  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R8  district,  in  an  existing 
three  story  and  basement  building  the  erection  of  a  one 
story  enlargement  to  the  store  on  the  first  floor. 
PREMISES  AFFECTED— 206  East  S8th  Street,  south 
side,  110  feet  east  of  Third  Avenue,  Block  1331,  Lot  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frank  Farinella. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  -  5 

Negative:  - 0 

THE  RESOLUTION— 

W hereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  13,  1965 ;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  1,  1965,  acting  on  Alt.  Applic.  98/65,  reads: 

C-3  Construction  of  extension  to  non-conforming  use 
not  permitted  as  per  F.  R.  Sec.  52-41.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-8  district,  in  an  existing  three-story  and 
basement  building,  the  erection  of  a  one-story  enlargement 
to  the  store  on  the  first  floor  on  condition  the  building  con¬ 
forms  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  May  25,  1965”,  8  sheets ;  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with;  and  that  permit  be  obtained,  work  done,  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  Resolution. 


441-65-BZ 

APPLICANT — Albert  Melniker  for  Estate  of  Marjorie 
B.  Menden,  owner;  Maxine  B.  Forman  Executrix,  Hess 
Oil  and  Chemical  Corporation,  lessee. 

SUBJECT — Application  April  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 2488  Hylan  Boulevard,  395 
New  Dorp  Lane,  southeast  corner,  Block  3900,  Lot  12, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  .  _  3 

Negative :  Commissioner  Fox  .  j 

Not  Voting;  Vice  Chairman  Kleinert  .  _  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  13,  1965;  hearing  closed;  and 

Whereas  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1965,  acting  on  N.B.  Applic.  408/1961,  reads: 
1.  Proposed  increase  in  size  of  zoning  lot  and  change 
in  size  of  and  relocation  of  buildings,  and  curb  cuts 
are  not  in  accordance  with  approval  based  on  a 
variance  granted  by  the  Board  of  Standards  and 
Appeals  for  a  gasoline  service  station  under  Cal 
No.  568-61 -BZ.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions  ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  m  which  to  exercise  discretion  to  grant  under  Section 
73  211  and  73-212  of  the  Zoning  Resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  herebv  is 
granted  under  Section  _  73-211  and  73-212,  to  permit  in  a 
T'.1  district,  the  erection  and  maintenance  of  an  automo- 
tive  service  station  with  accessory  uses,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap- 
T  1o«»ed,  Received . April  14,  1965”,  2  sheets  and 
r  aj  •  3  ?heets  revlsed  ;  that  all  the  requirements 

of  the  Administrative  Building  Code  shall  be  complied  with; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  shall  be  obtained,  work- 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


455-65-BZ 

APPLICANT— Albert  Melniker  for  Mario  Migliori,  own¬ 
er  ,  Sun  Oil  Company,  lessee. 

SUBJECT— Application  April  22,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  including  a  projecting 
sioiiiiQ  sign. 

PREMISES  AFFECTED-1650  Forest  Avenue,  southeast 
corner  of  Willowbrook  Road,  Block  1438,  Lot  1  Port 
Kichmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative :  Commissioner  Fox _  1 

THE  RESOLUTION— 

WhereaS  a  public  hearing  was  held  on  this  application 
ip.-„  .n,e  .2.9,  196a,  after  due  notice  by  publication  in  the  Bul- 
,  laid  over  to  July  13,  1965 ;  hearing  closed ;  and 

d2V4HARE^iS’i  ^  decision  of  the  Borough  Superintendent, 
dated  April  1,  1965,  acting  on  N.B.  Applic.  834/1965,  reads: 

1.  The  proposed  Automotive  Service  Station  (Use 


Group  13),  located  in  a  C2-1  district  within  an 
K3-1  is  contrary  to  Sec.  32-10  and  Sec.  32-22  of 
the  Zoning  Resolution. 

2.  Proposed  signs,  accessory  to  Use  Group  13,  are  con- 
trary  to  See  32-10,  Sec.  32-22  and  Sec.  32-62  of 
the  Zoning  Resolution.” 

and 

crv^fHfRiEAS’  Pr.em’ses  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

w  Board  ,found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec¬ 
tions  73  211  and  73-212  of  the  Zoning  Resolution. 

^solved  that  the  Board  of  Standards  and  Appeals  does 
a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
Oranted  under  Sections  73-211  and  73-212,  to  permit  In  a 
1  district,  the  erection  and  maintenance  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  a  pro¬ 
jecting  ground  sign,  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  April  22,  1965”,  one  sheet,  “July  2,  1965”  4  sheets 
revised  and  “July  2,  1965”,  one  sheet  additional/  with  the 
tht-  thj  fenCe  °n  the  Willowbrook  Road  front 

lit  l  ne^hm  Tld  t0  50  feet  110rth  of  the  south 

v/  ,Jt  all  laws,  rules  and  regulations  applicable  shall 

r/m  l  kP!rd  Tth  Vand  -that  permit  shaI1  be  obtained,  work 
“  ’p'ded  and  a  Certificat  eof  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 

489-65-BZ 

APPLICANT— Herman  J.  Jessor  for  Rochdale  Village 
Incorporated,  owner.  5 

SUBJECT— Application  April  30,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C4-2  district,  at  an  existing 
shopping  center,  the  use  of  business  signs  that  exceed 
tne  permitted  surface  area  and  height  above  curb  level. 
PREMISES  AFFECTED— 165-50  to  165-70  Baisley  Bou- 

iZnc  Tsoutbea^  cofner  of  New  York  Boulevard,  Block 
12495,  Lot  2,  Jamaica,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  H.  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . . .  3 

Negative:  . . . .  q 

Not  Voting:  Commissioner  Fox  . . . . .  j 

Absent:  Vice-Chairman  Kleinert  ......  _  '*1 

THE  RESOLUTION—  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  196o,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

,  Whereas,  the  decision  of  the  Borough  Superintendent, 

?Asod  ASni  JS  1965  actmg  on  B-N.  Applic.  Nos.  1687,  1688, 
1689  and  1690,  reads: 

T.  As  proposed  signs  are  within  100'  at  Residence 
Disti ict,  they  must  comply  to  a  C-l  district  as  per 
Sec.  32-67  Zoning  Res. 

(A)  Proposed  surface  area  at  228  sq.  ft.  is  in  excess 
of  the  50  sq.  ft.  permitted  illuminated  sign  area  per 
each  street  frontage  per  Sec.  32-643  Zone  Res. 

(B)  Proposed  height  of  34  ft.  for  applications  BN-1688- 
64  and  BN-1690-64  is  in  excess  than  the  25  ft  per¬ 
mitted  in'  Sec.  32-655  Zone  Res.” 
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and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions , 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  «  there- 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of.  the  Zoning 
Resolution  and  that  the  application  be  .  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C4-2  district,  at  an  existing  shopping  center, 
the  use  of  business  signs  that  exceed  the  permitted  sur¬ 
face  area  and  height  above  curb  level,  on  condition  that 
the  signs  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  April  30,  1965”,  4  sheets;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  shall  be  obtained  and  work  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


490-65-A 

APPLICANT— Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT— Application  April  30,  1965  —  Appeal  from  a 
decision  of  the;  Borough  Superintendent  re-  height. 
PREMISES  AFFECTED— 165-50  to  165-70  Baisley  Bou¬ 
levard,  southeast  corner,  of  New  York  Boulevard,  Block 
12495,’  Lot  2,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  H.  J.  Jessor. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative :  . . - - - - 

Absent:  Vice  Chairman  Kleinert  — - -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1965  on  B.N.  Applies.  1687,  1688,  1689  and 
1690  of  1964,  reads : 

“2.  Proposed  height  of  34  ft.  for  applications  B.N.  Ap¬ 
plies.  BN-1688-64  and  B.N.-1690-64  is  in  excess  of 
the  24  ft.  permitted  by  B26-10.0  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  28,  1965,  acting  on  B.N.  Applic.  1687,  1688, 
1689  and  1690  of  1964  Objection  No.  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  all  of  the  requirements  in  the  resolution 
adopted  by  the  Board  this  day  under  Calendar  Number 
489-65-BZ  shall  be  complied  with. 


521-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Arnold  Schon- 
berg,  owner. 

SUBJECT— Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-50  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Ml-1  district, 
the  erection  of  a  one  story  factory  that  encroaches  on 
the  required  front  yard. 


PREMISES  AFFECTED— 42-07  20th  Avenue,  northeast 
corner  of  42nd  Street,  Block  789,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  - - - - - - ; —  ^ 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  1,  1965,  acting  on  N.B.  Applic.  128/1965,  reads: 
“1.  Provide  2(X  front  yard  along  district  boundary  lo¬ 
cated  in  centerline  of  20th  Ave.  (43-304  Z.R.) 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied ;  and 

Whereas,  the  Board  found  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  van- 
ance  under  Section  73-50  of  the  Zoning  Resolution ,  and 
Whereas,  the  Board  found  that  the  construction  of  the 
proposed  building  would  be  detrimental  to  the  residence 
portion  of  the  neighborhood,  and 

Whereas,  the  Board  found  that  the  applicant  failed  lO 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of 
practical  difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  1,  1965,  acting  on  N.B.  Applic.  128-1965, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


534-65-BZ 

APPLICANT— Lindenbaum  and  Young  for  Yellowstone 
Towers,  Incorporated,  owner. 

SUBJECT— Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  (60)  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  R7-1  district,  in 
an  existing  multiple  dwelling  th  euse  of  the  surplus 
tenants  spaces  in  the  required  accessory  garage  for  tran¬ 
sient  parking  for  a  term  of  twenty  years. 

PREMISES  AFFECTED— 104-40  Queens  Boulevard, 
northeast  corner  of  Yellowstone  Boulevard,  Block  3175, 
Lot  Part  1,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - —  " 

Negative:  - 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  hearing  closed;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  16,  1965,  acting  on  Alt.  Applic.  463/1965,  reads: 

“2-M  Proposed  use  of  accessory  garage  in  multiple  dwell¬ 
ing  for  transient  parking  located  in  R7-1  District  is 
contrary  to  Art.  II  Chapter  5  Sec.  25-412  Amended 
Zoning  Resolution.” 

and 

W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  60 
(3)  of  the  Multiple  Dwelling  Law,  to  permit  in  an  R7-1 
district,  in  an  existing  multiple  dwelling,  the  use  of  the  sur¬ 
plus  tenants’  spaces  in  the  required  accessory  garage  for 
transient  parking  for  a  term  of  fifteen  years,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  May  10,  1965”,  3  sheets;  that 
the  vehicles  parked  in  the  transient  parking  space  shall  be 
pleasure-type  cars  only  and  shall  not  exceed  110  in  num¬ 
ber  ;  that  the  the  tenants  of  this  apartment  house  may  re¬ 
capture  ^any  of  the  space  devoted  to  transient  parking  on 
30  days’  notice  to  the  owner  in  accordance  with  Section 
60 ( lb)  of  the  Multiple  Dwelling  Law;  that  the  sign  at  the 
entrance  shall  be  limited  to  that  required  by  the  Department 
of  Licenses ;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with;  and  that  an  amended  Certificate  of 
Occupancy  for  the  garage  portion  of  the  building  shall 
be  obtained  within  one  year  from  the  date  of  this  resolution. 


535-65-A 

APPLICANT — Lindenbaum  and  Young  for  Yellowstone 
Towers,  Incorporated,  owner. 

SUBJECT — Application  May  10,  1965— Filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED— 104-40  Queens  Boulevard, 
northeast  corner  of  Yellowstone  Boulevard,  Block  3175, 
Lot  Part  1,  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  16,  1965  on  Alt.  Applic.  463-65,  reads : 

“1M  Proposed  use  of  accessory  garage  in  multiple  dwell¬ 
ing  for  transient  parking  is  contrary  to  Sec.  60 
Subd.  1  (b)  Multiple  Dwelling  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  16,  1965,  acting  on  Alt.  Applic.  463-65,  Ob¬ 
jection  ko.  1M,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
modified  under  the  powers  vested  in  the  Board  by  Section 


60  of  tne  Multiple  Dwelling  Law,  and  that  the  appeal  be 
and  it  hereby  is  granted,  on  condition  that  all  of  the  re¬ 
quirements  in  the  resolution  adopted  by  the  Board  this 
day  under  Calendar  Number  534-65-BZ  shall  be  complied 
with. 


569-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Elizabeth  La- 
boyteaux  Durand  and  Mary  Laboyteaux  Purdy,  owners; 
Gray-Long-Kammler,  Incorporated,  lessee. 

SUBJECT.  Application  May  20,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R8  district,  the  change  in  occu¬ 
pancy  of  an  existing  three  story  building  from  dwelling 
and  studio  with  accessory  garage  to  a  photographic 
studio. 

PREMISES  AFFECTED — 225  East  67th  Street,  north 
side,  177  feet  6  inches  west  of  Second  Avenue,  Block  1422 
Lot  17,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Anthony  W.  Fitzgerald. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . _  5 

Negative:  _ _ _ _ _  q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  April  22,  1965,  acting  on  Alt.  Applic.  621/1965,  reads: 

“2.  Proposed  photographic  studio  not  permitted.  Sec. 

52-331  Zoning  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions  • 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  an  dis  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-8  district,  the  change  in  occupancy  of  an 
existing  three-story  building  from  dwelling  and  studio 
with  accessory  garage  to  a  photographic  studio  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  May  20,  1965”,  9  sheets ;  on  further 
condition  that  there  shall  be  no  film  processing  done  in 
the  building,  and  that  there  shall  be  no  equipment  for  air 
conditioning  located  on  the  roof  of  the  building;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com- 
phed  with;  and  that  permit  be  obtained,  work  done,  and 
a  Gei  tificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


578-65-BZ 

APPLICANT— John  J.  Saunders  for  Board  of  Education 
owner.  ’ 
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SUBJECT — Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  public  school 
that  encroaches  on  the  required  front  yard. 
PREMISES  AFFECTED— 248-05  86th  Avenue,  northeast 
corner  of  248th  Street,  Block  8616,  Lot  1,  Bellerose,  Bor¬ 
ough  of  Queens.  P.S.  133  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Saunders  for  Board  of  Educa¬ 
tion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1965,  acting  on  Alt.  Applic.  680/1965,  reads: 

“1.  In  an  R-2  district,  for  a  community  facility  build¬ 
ing,  front  yard  less  than  15  feet  deep  is  contrary  to 
Sec.  24-34  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-2  district,  the  erection  of  a  one-story  en¬ 
largement  to  an  existing  public  school  that  encroaches  on 
the  required  front  yard  on  condition  the  work  be  done  in 
accordance  with  drawings  filed  with  this  application  marked 
“Received  May  24,  1965”,  8  sheets;  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with; 
and  that  permit  be  obtained,  work  done,  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  Resolution. 


Adjourned  12:50  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  JULY  13,  1965,  NOON 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

73-63-BZX — Vol.  II 

APPLICANT — David  Kraus  for  Stem  Realty  Corporation, 
owner. 

PREMISES  AFFECTED— 290  West  12th  Street,  Block 
624,  Lot  44,  Borough  of  Manhattan. 


ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox  -  1 

THE  RESOLUTION— 

Whereas,  this  application  for  extension  of  time  to  permit 
the  completion  of  construction  was  filed  and  accepted  in 
accordance  with  previous  decisions  of  the  Courts,  for  con¬ 
sideration  under  the  provisions  of  Section  11-324  of  the 
Zoning  Resolution ;  and 

Whereas,  the  Board  found  that  as  of  June  11,  1964  a 
substantial  portion  of  construction  had  been  completed  and 
substantial  expenditures  in  connection  with  such  construc¬ 
tion  had  been  made. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  extend  the  time  within  which  to  complete  construc¬ 
tion  for  a  term  of  one  year  from  the  date  of  this  resolution. 


145-49-A 

APPLICANT — Reverend  Peter  D.  Duhart,  owner. 
SUBJECT — -Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  July  2,  1965 
— Appeal  from  a  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition  for  a  term  of  years. 

PREMISES  AFFECTED— 535  West  159th  Street,  north 
side,  300  feet  west  of  Amsterdam  Avenue,  Block  2118, 
Lot  52,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Rev.  Peter  D.  D'uhart. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ _ _ 4 

Negative:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  7,  1949,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  last  extended  on  July 
2,  1963 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  7,  1949,  as 
amended  through  July  2,  1963,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained. 

(Alt.  865/65) 


143-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Aquila  Realty 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  June  23, 
1965 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e,  7f,  7h  and  7i  of 
the  Zoning  Resolution,  permitting  partly  in  a  retail  and 
partly  in  a  residence  use  district,  the  erection  and  main- 
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tenance  of  a  gasoline  service  station,  accessory  motor  ve¬ 
hicle  repairs  with  hand  tools  only,  lubritorium,  car  wash- 
non-automatic,  office,  sales  and  parking  lot. 
PREMISES  AFFECTED — 1590  Hutchinson  River  Park¬ 
way,  southeast  corner  of  Middleton  Road  and  Appleton 
Avenue,  Block  5386,  Lots  1,  2,  3,  6,  7  and  8,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  Ob  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  . .  _  3 

Negative .  Vice  Chairman  Kleinert  and  Commissioner 
Fox  . _ . . . . .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1958,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  May  14,  1963; 
and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  June  23,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  18  1958 
as  amended  through  June  23,  1964,  only  as  ot  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution  ; 

(N  Ba  79/58)fiCate  °f  0ccupancy  sha11  be  obtained”! 


1000-62-BZ 

APPLICANT — Charles  M.  Spindler  for  Doris  Bauer 
owner;  Bee-Gee  S/S  Station,  Incorporated,  lessee. 
SUBJECT — Application  for  consideration  —  reopening  for 
?n^cnS*°n-^  ^me  to  cornplete  which  expires  July  21, 
1965— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-4  district,  the  reconstruc¬ 
tion  .  and  enlargement  in  area  of  an  existing  automotive 
service  station  with  accessory  uses. 

EFFECTED— Amsterdam  Avenue,  462- 
470  West  167th  Street,  southeast  corner,  Block  2111,  Lot 
88,  Borough  of  Manhattan. 

appearances— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Lommissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  __  5 

Negative:  _  _  q 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
January  8,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  21,  1964 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  amend  the  resolution  adopted  on  January  8,  1963, 
as  amended  through  July  21,  1964,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained” 
(N.B.  47/62) 


1048-62-BZ 


APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  John  C.  Hoffman,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension .  of  time  to  complete  which  expired  June  30, 
1965  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R6  district,  the  con¬ 
struction  of  a  roof  to  enclose  and  connect  two  existing 
lumber  sheds,  the  extension  of  the  lumber  yard  area  and 
the  continuance  of  business  signs. 

PREMISES  AFFECTED — 2514-2520  Albermarle  Road, 
south  side,  100  feet  2$i  inches  east  of  Lott  Street,  Block 
5128,  Lot  3,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE — 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _  n 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  21,  1963,  on  certain  conditions;  and 


Whereas,  time  to  obtain  permits  and 
was  extended  on  June  30,  1964;  and 


complete  the  work 


.  vvHEREAS,_tne  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  21  1963  as 
amended  through  June  30,  1964,  only  as  to  the  time  to  ob¬ 
tain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”! 
(Alt.  2103/62) 


96-63-BZ 

APPLICANT— Goldwater  and  Flynn  for  Chatham  Towers 
Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  . of  time  to  complete  which  expired  April  28, 
1965  decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  72-21  of  the  Zon- 
lng  Resolution,  permitting  in  a  C6-1  district,  the  erection 
of  a  twenty-five  multiple  dwelling  that  encroaches  on  the 
required  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 170  Park  Row,  northwest  cor- 
ner  of  Worth  Street,  Block  161,  Lots  1,  28  and  150  (for¬ 
merly  Blocks  160  and  161,  Lot  1),  Borough  of  Manhaat- 
tan. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - ** 

Negative:  - ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  19,  1963,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  28,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  19,  1963, 
as  amended  through  April  28,  1964,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read.: 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  Applic.  38/62) 


835-64-BZ 

APPLICANT— Burke  and  Groh  for  the  Inter-Boro  Trans¬ 
port  Terminal  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  Ml -3 
district,  the  erection  of  a  two  story  garage  with  roof 
truck  parking  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— S86-S98  Washington  Street 
northwest  corner  of  Clarkson  Street,  Block  601,  part  of 
Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Becker -  4 

Negative:  Commissioner  Klein  -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  1,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  1,  1964, 
by  adding  thereto: 

“that  the  ramp  leading  to  the  roof  parking  area  may 
be  enclosed;  and  that  the  building  shall  be  constructed 
substantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  May  19,  1965’,  4  sheets, 
on  condition  that  other  than  as  herein  amended  the  re¬ 
solution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (N.B.  11/63) 


SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  July  14, 
1965 — decision  of  the  Borough  Superintendent;  previous- 
ly  granted  on  condition,  under  Section  72-21  of  the  Zon- 
ing  Resolution  and  Section  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  C2-2  district,  the  erection  of  a  one  story 
enlargement  to  an  existing  two  story  building  to  extend 
the  first  floor  restaurant  that  will  increase  the  degree  of 
non-compliance  as  to  floor  area  ratio  and  lot  area  re¬ 
quirements. 

PREMISES  AFFECTED— 3587-3589  East  Tremont  Ave¬ 
nue  and  2905  Sullivan  Place,  northeast  corner,  Block 
5427,  Lot  90,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 


Negative : 


0 


THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  14,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  14,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certifi¬ 
cate  of  Occupancy,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 


“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  857/63) 


30-48-BZ — Vols.  I  and  II 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT— Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7c,  7 i 
and  7A  of  the  Zoning  Resolution,  permitting  in  a  resid¬ 
ence  and  business  use  district,  the  maintenance  of  a  gaso¬ 
line  service  station,  boiler  room,  lubritorium,  auto  laun¬ 
dry,  motor  vehicle  repair  shop,  sale  of  accessories,  office 
and  parking  and  storage  of  more  then  five  motor  vehicles 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue  and 
109-131  Sullivan  Place,  northeast  corner,  Block  1304, 
Lot  1,  Borough  of  Brooklyn. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  21,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance  and  amendment  of  the 
resolution,  requiring  a  new  decision  of  the  Borough  Su¬ 
perintendent  and  photographs,  which  have  been  filed,  and 
two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,.  Commissioner  Becker  and  Cotn- 

misicmer  Klein - — —  5 

Negative - — - 0 


395-64-BZ 

APPLICANT— DeRose  and  Cavalieri  for  Amerigo  Cop¬ 
pola,  owner. 


773-48-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti, 
record  applicant  for  Nicholas  R.  Imperiale,  record  owner. 
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SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance— decision  of  the  Borough 
superintendent ;  prefiously  granted  on  condition,  under 
sections.  ,  ?e  and  ^  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  retail  use  district,  for  a  term 
of  ten  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  to  include  lubritorium,  auto  laundry,  sale 
of  auto  accessories,  office  and  motor  vehicle  repair  shop, 
with  parking  and  storage  of  more  than  five  motor  vehicles 
in  the  open  area  and  with  ourb  cuts  more  than  the  per¬ 
mitted  distance  from  the  intersection. 

Rockaway  Boulevard 
™dJ65-01  \°  165-13  145th  Drive,  northeast  corner,  Block 
Rot  1,  Jamaica,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  21,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci- 
S1?1?  .  °*  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . .  5 

Negative :  _  q 


779-54-BZ 

Af>n^LTCANT~^ama’  P.roskauer>  Prober  and  Vassalotti 
for  Tremarco  Corporation,  owner. 

SUBJECT-Application  for  consideration  —  reopening  for 

ter?  vaJiance  which  expired  March  29, 
l^o-Mecision  of  the  Borough  Superintendent;  previ- 

W  R  gra.nt^d  on  condition,  under  Section  7e  of  theZon- 

erecHon50^011’  p.er,mittlng  a  residence  use  district,  the 

lubritorium  a  §'asokne  service  station, 

tormm,  auto  laundry,  motor  vehicle  repairs  and  of- 

r p£, ;Tn±?rn,ming  tI,e  Parki"S  of  motor  Chicles 

8210,  Lot°37,  Borough”!*  Brook^^68*  C°mer’  BI°Ck 
APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 
hearh"^  BOARD  Application  reopened  and  set  for 
ex  eTsfon°nofS^Tber  2 '}’  1965’  at  10  A-M.,  to  consider 
sion  of  the  R  u  °c  van.ance>  requiring  a  new  deci- 
„  u-1  u°u  t  6i  Borough  Superintendent  and  photo^ranhs 

tii/as  notice1*6611  and  tW°  publications  in  the^Bulle- 

the  VOTE- 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert 

missiXrSn  IT.  °mmiSSi0n'r  Becker  and  Cora; 

Negative:  . . . . .  _  __  . .  . 


M.  B.  Realty  Cor- 


332-33-BZ 

APPLICANT — Isidore  Cohen  for  S. 
poration,  owner. 

S^PJBOT  Application  for  consideration  —  reopening  for 
iScnS!?n-°f  t€1\m  of  variance  which  expired  June  28, 
decision  of  the  Borough  Superintendent ;  previous¬ 
ly  granted  on  condition,  under  Section  7f  of  the  Zoning 
Kesolution,  permitting  in  a  business  use  district,  the 
c  ange  of  occupancy  of  an  existing  building,  to  a  garage, 
for  more  than  five  (5)  motor  vehicles. 


p REMISES  AFFECTED — 14  West  Mth  Street,  south 

’  ,?5r,feet  west  of  Central  Park  West,  Block  1118, 
Rot  42,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Garrett. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  September  21,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci- 
S1°”  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affimmtive:  Chairman  Foley,  Vice  Chairman  Kleinert 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  . . . .  .  j 

4429-BZY — Vol.  I 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein . .  r 

Negative: _ “  n 

THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board 

oils  SsVinf2  in  accordance  wilh  ™ 

Whereas,  the  Board  finds  that  substantial  construction 
ot  foundations  had  been  completed  on  December  15  1963 
as  shown  on  a  survey  filed  with  this  case. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  extend  the  time  within  which  to  complete  construe 
tion  to  December  15,  1964.  P  construc- 


4429-BZY— Vol.  II. 

ACTION  OF  BOARD— Time  to  complete  construction  ex- 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . c 

Negative:  . q 

THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board 
under  Section  11-324  in  accordance  with  previous  decisions 
of  the  Courts ;  and 

Whereas,  the  Board  finds  that  the  building  is  now  sub¬ 
stantially  completed. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324,  an  additional  ex- 
tension  of  time  to  complete  construction  to  December  15 
1965.  ’ 


Adjourned  1 :05  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  July  13,  1965,  2  P.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

274-40-SM 

APPLICANT — City  Steel  Door  Corp.,  owner. 
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APPEARANCES— 

For  Applicant:  Samuel  Shear. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein . . .  3 

Negative:  Commissioner  Fox  . . . —  1 

Absent:  Vice  Chairman  Kleinert  -  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
274-40-SM — Amendment  to  resolution  as  to  lock  seam. 


change  of  ownership.  The  applicant  has  filed  an  affidavit 
stating  that  the  Griscom-Russell  Company  was  acquired  in 
January  1962  and  liquidated.  Baldwin-Lima-Hamilton  Cor¬ 
poration  purchased  all  rights  to  the  design  and  manufacture 
of  their  fuel  oil  preheaters  and  no  change  has  been  made 
in  the  Twin  G-Fin  Section  Fuel  Oil  Preheater— Steam. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1951,  under  Cal. 
No.  398-50-SA,  be  reopened  and  amended  as  to  change  of 
ownership,  owner-manufacturer  is  now  Baldwin-Lima- 
Hamilton  Corporation,  on  condition  that  all  other  require¬ 
ments  of  the  resolution  adopted  May  22,  1951,  under  Cal. 
No.  398-50-SA,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 


City  Steel  Door  Corp.,  requested  that  the  resolution 
adopted  April  16,  1940,  under  Cal.  274-40-SM,  be  reopened 
and  amended  so  as  to  permit  a  modification  of  the  lock  seam 
on  the  face  of  the  door  panel. 

PROPOSED  USE:  Three-hour  fire  door. 
DESCRIPTION:  There  has  been  no  change  in  the  ma¬ 
terials  nor  in  the  main  construction  of  the  door  nor  in  the 
insulation  used.  The  modification  requested  consists  of  a 
method  of  joining  the  two  face  sheets.  The  face  sheets  are 
formed  in  channel  form  and  the  legs  of  one  channel  overlap 
the  legs  of  the  other  channel  shape  and  this  seam  is  con¬ 
tinuous  heliarc  welded.  The  original  approval  called  for  a 
welded  lock  seam.  The  seam  is  in  accordance  with  Dwg.  P6, 
which  is  on  file  with  and  is  part  of  the  record. 

This  request  is  based  on  an  approval  of  this  same  seam 
granted  under  Cal.  483-62-SM  for  the  same  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  16,  1940  under  Cal. 
274-40-SM,  be  reopened  and  amended  so  as  to  permit  the 
substitution  of  the  seam  as  herein  described,  on  condition 
that  all  other  requirements  of  the  resolution  adopted  April 
16,  1940  under  Cal.  274-40-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  .in  accordance  with 
the  above  report. 


398-50-SA 

APPLICANT — Baldwin-Lima-Hamilton  Corp.,  owner. 

For  Applicant:  J.  W.  Connolly. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 


Commissioner  Klein -  3 

Negative:  Commissioner  Fox  . . . . . . .  1 

Absent:  Vice  Chairman  Kleinert  . . . .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
Cal.  No.  398-50-SA — Baldwin-Lima-Hamilton  Corp.,  Phila¬ 
delphia,  Pa.,  requested  that  the  resolution  which  was  granted 
on  May  22,  1951,  under  Cal.  No.  398-50-SA,  to  the  Griscom- 
Russell  Company  for  their  Twin  G-Fin  Section  Fuel  Oil 
Preheater — Steam,  be  reopened  and  amended  to  show  a 


John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


399-50-SA 

APPLICANT — Baldwin-Lima-Hamilton  Corp.,  owner. 
APPEARANCES— 

For  Applicant:  J.  W.  Connolly. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . . . - . —  3 

Negative:  Commissioner  Fox  - ’ -  1 

Absent :  Vice  Chairman  Kleinert . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  399-50-SA — Baldwin-Lima-Hamilton  Corp.,  Phila¬ 
delphia,  Pa.,  requested  that  the  resolution  which  was  granted 
on  May  22,  1951,  under  Cal.  No.  399-50-SA,  to  the  Griscom- 
Russell  Company  for  their  G-R  G-Fin  Storage  Tank  Oil 
Heater,  be  reopened  and  amended  to  show  a  change  of 
ownership.  The  applicant  has  filed  an  affidavit  stating  that 
the  Griscom-Russell  Company  was  acquired  in  January  1962 
and  liquidated,  Baldwin-Lima-Hamilton  Corporation  pur¬ 
chased  all  rights  to  the  design  and  manufacture  of  their 
storage  tank  oil  heaters  and  no  change  has  been  made  in 
the  G-R  G-Fin  Storage  Tank  Oil  Heater. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1951,  under  Cal. 
No.  399-50-SA,  be  reopened  and  amended  as  to  change  of 
ownership,  owner-manufacturer  is  now  Baldwin-Lima- 
Hamilton  Corporation,  on  condition  that  all  other  require¬ 
ments  of  the  resolution  adopted  May  22,  1951,  under  Cal. 
No.  399-50-SA,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer 

George  F.  Sklenarik, 
Assistant  Engineer 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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900-50-SM — Vols.  I  &  II 

APPLICANT — Asbestospray  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Wm.  G.  Boyle. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative :  . . . .  q 

Absent:  Vice  Chairman  Kleinert  . . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

. 'SM  Vols..  I.  &  II — Amendment  to  resolution  as  to 
additional  fire  resistive  floor  construction. 

Asbestospray  Corp.  Newark,  New  Jersey,  requested  that 
the  resolution  adopted  July  24,  1951  and  amended  through 
November  20,  1962,  under  Cal.  900-50-SM— Vol.s.  I  &  II, 
be  reopened  and  amended  so  as  to  include  additional  fire 
resistive  floor  and/ or  roof  construction. 

PROPOSED  USE:  Three-hour  fire  resistive  floor  construc¬ 
tion. 

DESCRIPTION :  The  material,  a  sprayed  asbestos  fire- 
«  js  the  same  as  that  approved  July  24,  1951,  under 
Cal.  900-50-SM — Vol.  I. 

JNSPECTION  AND  TEST :  The  material  was  tested  at 
the  Underwriters  Laboratories  as  a  component  part  of  a 
fire  resistive  floor  construction.  The  tests  were  conducted  in 
with  the  requirements  of  C26-588.0  through 
C26-590.0  and  C26-609.0,  Administrative  Building  Code. 

The  construction  was  as  follows : 

Type  A  This  type  consisted  of  a  floor  and  ceiling  as¬ 
sembly  composed  of  a  concrete  floor  and  electrical  header 
duct  supported  by  a  blend  of  cellular  and  fluted  steel  floor 
units  and  a  steel  beam,  protected  by  the  sprayed  asbestos, 
known  as  Asbestospray. 

The  fluted  floor  units  are  12"  wide  by  3-1/16"  deep 
fabricated  from  a  single  sheet  of  14  gauge  steel.  The  cellu¬ 
le  fUmtf  are  24"  wide  by  3%"  deep,  fabricated  of  a  bottom 
plate  of  16  gauge  steel  to  which  is  spot  welded  a  fluted 
section  of  18  gauge  steel. 

The  header  ducts  are  fabricated  of  10  gauge  steel  6%" 
wide  by  1%  deep. 

The  floor  units  are  first  installed,  resting  on  and  welded 
to  he  supporting  beam.  The  header  ducts  are  then  installed 
resting  on  and  at  right  angles  to  the  floor  units.  Concrete 
reinforced  with  6x6  No.  10  gauge  wire  mesh,  is  then 
poured  to  a  depth  of  214"  over  the  top  plane  of  the  floor 
units.  Concrete  must  be  vibrated  to  fill  the  valleys  in  the 
floor  units  under  the  header  ducts. 

snrT^LUnnlrside  !  the  d,eck  and  the  steel  beam  is  then 
sprayed  with  an  adhesive  known  as  Asbestospray  Adhesive 

a/rffi  Jv°+i?nd  WaterJ  ^ he,  material,  Asbestospray,  is  then 
applied  to  the  prepared  deck  and  beam. 

follows  !amped  thickness  of  ^e  applied  Asbestospray  .is  as 

Flat  plates  of  cellular  units  —  13/16".  Valleys  and  crests 
of  qUted  r,ltS  ~.7/s"-  Under  the  header  ducts,  Flat  Plates 
, ,tie  cellular  units.  Under  the  header  ducts  —  crests  and 

flange ^nd'afl  ^  ^  ^  alIJ%"  Beam'  Bottom  of  lower 
nange  and  all  other  exposed  surfaces  —  1". 

wSf  .construction  Js  in  accordance  with  Dwg.  1-R3372-10, 
which  is  on  file  with  and  is  part  of  the  record. 

.  ile  door  successfully  met  the  requirements  of  a  three- 
nour  hre  resistive  floor  construction  and  the  beam  success- 
iuiiy  met  the  requirements  of  a  four-hour  fire  resistive  beam 


protection.  The  complete  report  U.L.  R3372-10  is  on  file 
with  and  is  part  of  the  record. 

Type  B  —  This  is  basicajly  the  same  type  of  construction 

as  Type  A.  The  difference  is  in  the  shape  of  the  floor  units 
and  the  applied  thickness  of  fireproofing. 

The  floor  units  consist  of  cellular  and  fluted  sections.  The 
cellular  units  are  fabricated  of  18  gauge  top  section,  spot 
welded  to  16  gauge  steel  bottom  section.  The  units  are  3 
cell  units,  total  width  of  18".  The  fluted  sections  are 
fabricated  of  20  gauge  steel  and  are  also  a  total  of  18"  wide. 
Both  cellular  and  fluted  units  are  1%"  high. 

The  header  duct  is  fabricated  of  10  gauge  steel  .  .  .  1-9/16" 
deep  by  6V2"  wide. 

The  floor  units  are  first  installed,  resting  on  and  welded 
to  the  supporting  beam.  The  header  ducts  are  then  installed 
resting  on  and  at  right  angles  to  the  floor  units.  Concrete, 
reinforced  with  6x6  No.  10  gauge  wire,  is  then  poured  to 
a  depth  of  2%"  over  the  top  plane  of  the  floor  units. 

The  underside  of  the  deck  and  the  steel  beam  is  then 
sprayed  with  an  adhesive  known  as  Asbestospray  Adhesive, 
Type  L-30  and  water.  The  material,  Asbestospray,  is  then 
applied  to  the  prepared  deck  and  beam. 

The  tamped  thickness  of  the  applied  Asbestospray  is  as 
follows : 

Beam  bottom  of  lower  flange  and  all  exposed  surfaces  — 
%".  Form  units  —  %",  and  Form  units  under  the  header 
ducts  —  1". 

The  construction  is  in  accordance  with  Dwg  S-235,  con¬ 
tained  in  U.L.  R3372-9,  which  is  on  file  with  and  is  part  of 
the  record. 

The  construction  successfully  met  the  requirements  of  a 
three-hour  fire  resistive  floor  construction  and  three-hour 
beam  potection.  The  complete  report  U.L.  R3372-9  is  on 
file  with  and  is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  24,  1951  and  amended 
through  November  20,  1962,  under  Cal.  900-50-SM— Vols. 

I  &  II,  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  fire  resistive  floor  constructions  and  beam  protection 
as  herein  described  as  a  three-hour  fire  resistive  floor  con- 
stuction  and  four-hour  beam  protection  as  described  under 
Type  A,  and  as  a  three-hour  fire  resistive  floor  construction 
and  three-hour  beam  protection  as  described  under  Type  B, 
on  condition  that  all  other  requirements  of  the  resolution 
adopted  July  24,  1951  and  amended  through  Nov.  20  1964 
under  Cal.  900-50-SM— Vols.  I  &  II,  be  complied  with.  ’ 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Asst.  Engr..- 

George  F.  Sklf.nartk, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


578-51-SA 

APPLICANT — ADT  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  A.  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
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Commissioner  Klein  -  ~ 

Negative:  Commissioner  Fox  - * 

Absent;  Vice  Chairman  Kleinert -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
578-51-SA — ADT  Company,  Inc.,  New  York  N.  Y.,  re- 
quested  that  the  resolution  adopted  January  26,  1965  under 
Calendar  Number  578-51-SA  be  reopened  and  amended  so 
as  to  include  a  new  Model  2632  Power  Panel  and  Model 
D774-MF  Aero  Detector  and  to  include  a  change  in  model 
designation  for  their  Aero  Rosette  from  B4103  to  D4103. 
DESCRIPTION:  These  are  components  of  a  fire  alarm 
system  actuated  by  a  temperature  rise. 

The  Model  2632  power  panel  is  similar  to  the  previously 
approved  Model  2637  power  set.  It  has  the  same  rectifier 
unit  as  in  the  2637  but  is  not  used  with  standby  batteries. 
Therefore,  it  is  to  be  used  where  the  reliability  of  the  A.C. 
power  source  warrants  the  elimination  of  batteries. 

The  Model  D774-MF  Aero  Detector  is  similar  to  the 
previously  approved  764  Aero  Detector  but  is  made  for 
flush  to  the  wall  installation. 

The  Model  D4103  Aero  Rosette  is  the  same  as  the  B4103 
previously  approved. 

The  Fire  Department  has  submitted  a  report,  dated  June 
22,  1965,  recommending  approval  of  the  2632  power  panel. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1965  under 
Calendar  Number  568-51-SA  be  reopened  and  amended  so 
as  to  include  Model  2632  Power  Panel,  Model  D674-MF 
Aero  Detector  and  Model  D4103  Aero  Rosette,  on  condition 
that  the  requirements  of  the  resolution  adopted  January  26, 
1965  under  Calendar  Number  578-51-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr.. 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


76-58-SM 

APPLICANT — American  Pecco  Corp.,  agent  for  Nord- 

deutsche-Schrauben-Und  Mutternwerke  A-G,  owner. 

APPEARANCES— 

For  Applican :  Marvin  Bloch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _ 0 

Absent:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
76-58-SM — American  Pecco  Corp.,  White  Plains,  New 
York,  for  Norddeutsche-Schrauben-Und  Mutternwerke  A-G 
Peine,  Germany,  filed  for  approval  of  the  material  known  as 
Pecco  Beams  under  the  provisions  of  the  Rules  of  the 
Board  adopted  under  Cal.  784-41-SR. 

PROPOSED  USE:  Supporting  frame  work  for  concrete. 
DESCRIPTION :  The  beams  are  designated  as  Quickbeam 
I,  Quickbeam  II  and  Lightweight.  The  beams  consists  of 


inner  section  known  as  the  plate  section  and  the  outer 
section  known  as  the  lattice  section.  The  plate  section  tele¬ 
scopes  into  the  lattice  section,  thereby  making  a  variety  of 
spans  possible.  This  can  be  further  increased  by  using  two 
lattice  sections  and  a  plate  section. 

The  plate  section  is  a  “V”  shaped  section  which  is  a  bent 
shaped  piece  of  steel  which  is  welded  at  the  bottom  and  is 
minutely  smaller  than  the  lattice  section  for  telescoping. 

The  lattice  section  consists  of  two  web  trusses  welded  o 
either  leg  of  a  channel  which  is  the  top  chord  and  a  flat  bar 
which  is  the  lower  chord. 

The  plate  member  and  the  lattice  member  are  held  rigid 
by  a  wedge  lock  which  locks  the  lattice  to  the  plate  and 
causes  the  two  elements  to  act  as  a  simple  beam. 
INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  conducted  by  Columbia  University  on  the 
three  beams.  The  beams  were  tested  on  three  spans,  longest, 
intermediate  and  shortest  span.  The  tests  showed  that  the 
factor  of  safety  ranged  from  2  to  4  on  the  load  ables.  The 
beams  have  been  approved  by  the  New  York  State  Board 
of  Standards  and  Appeals  under  4297.  The  applicant  has 
also  submitted  load  tables  certified  by  a  Mr.  J.  F.  Camellerie, 
P.E. 

The  subject  of  factor  of  safety  was  discussed  with  the 
Board  in  executive  session  and  is  was  decided  that  a  factor 
of  2.5  should  apply. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Pecco  Beams, 
Quickbeam  1,  Quickbeam  2.  Lightweight  as  herein  described, 
for  voluntary  use  in  New  York  City  as  a  supporting  frame 
work  for  concrete  under  the  provisions  of  the  Rules  of  the 
Board  adopted  under  Cal.  784-41-SR,  under  the  following 
conditions:  That  all  designs  shall  comply  with  the  require¬ 
ments  of  7.8.1  of  the  Board’s  Rules  adopted  under  Cal.  784- 
41-SR,  and  the  design  drawings  as  required  under  7.8.1.2, 
shall  include  a  copy  of  the  applicant’s  load  tables  as  de¬ 
scribed  &  shall  be  submitted  to  the  Department  of  Buildings. 
The  load  tables  as  figured  on  a  basis  of  factor  of  safety  of 
2.0  shall  be  decreased  by  20%  so  that  the  factor  of  safety 
shall  be  2.5  instead  of  2.0.  In  the  event  motorized  concrete 
equipment  is  to  be  used,  the  layout  shall  be  designed  for 
such  use  and  that  fact  shall  be  noted  on  the  detail  drawing. 
The  beams  shall  be  kept  in  good  working  condition.  The 
beams  shall  bear  a  label,  permanently  affixed,  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  76-58-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


211-62-SA 

APPLICANT — 'Charles  M.  Shapiro  &  Sons  for  Vic  Manu¬ 
facturing  Co.,  owner. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Corn- 
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missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _ _ _ _ _  0 

Absent :  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
211-62-SA — Amendment  to  resolution  as  to  additional  model 
of  dry  cleaner  and  permission  to  market  under  additional 
trade  name. 

Charles  M.  Shapiro  &  Sons  for  Vic  Manufacturing  Co., 
Minneapolis,  Minnesota,  requested  that  the  resolution 
adopted  October  2,  1962,  under  Cal.  211-62-SA,  be  reopened 
and  amended  so  as  to  include  an  additional  model  of  dry 
cleaner  and  permission  to  market  under  additional  trade 
name. 


PROPOSED  USE:  Dry  cleaner  using  Valclene  solvent. 
DESCRIPTION :  The  requested  Model  141  is  identical  to 
the  presently  approved  Model  140,  with  the  following 
exception : 

The  Model  140  generated  its  own  steam  through  an  in¬ 
tegral  electrically  powered  generator;  the  Model  141  draws 
the  steam  from  an  outside  source.  High  or  low  pressure 
may  be  used  —  and  if  high  pressure  steam  is  used  pressure 
regulating  controls  as  required  shall  be  installed  and  the 
controls  shall  be  installed  at  the  steam  source. 

The  requested  Model  141  has  a  key-operated  coin  box 
bypass  so  as  to  permit  the  unit  to  be  operated  as  a  non-coin 
operated  machine. 


RECOMMENDATION :  The  Committee  on  Test  recom- 
rToiClo  A6  resolution  adopted  October  2,  1962,  under 
Cal.  ^H-62-bA,  be  reopened  and  amended  so  as  to  include 
the  additional  Model  141  dry  cleaner,  on  condition  that  the 
requirements  of  the  resolution  adopted  October  2,  1962 
under  Cal.  211-62-SA,  be  complied  with. 


The  Committee  further  recommends  that  the  Models  140 
and  141  may  be  marketed  by  the  Marquette  Corp.,  under 
the  trade  name  of  Marquette  Models  140  and  141. 

The  Committee  still  further  recommends  that  when  the 
mode  141  is  equipped  with  the  by-pass,  all  installations  shall 
comply  with  the  Rules  Covering  Dry  Cleaning  Establish- 


460-62- SM — Amendment  to  resolution  as  to  additional  con¬ 
struction. 

Zonolite,  Division  of  W.  R.  Grace  &  Co.,  requested  that 
the  resolution  adopted  November  19,  1963,  under  Cal.  460- 
62- SM,  be  reopened  and  amended  so  as  to  include  additional 
form  of  construction. 

PROPOSED  USE:  Incombustible  roof  fill  for  use  over  an 
incombustible  structural  roof. 

DESCRIPTION :  There  has  been  no  change  in  the  ver- 
miculite  from  that  presently  approved  under  Cal.  581-48-SM. 

The  first  request  is  to  permit  the  use  of  a  Zonolite  Ver- 
miculite  concrete  fill  of  a  1  to  6  mix  to  be  used  as  a  fill 
over  a  structural  steel  roof  deck  as  permitted  under  C26- 
618.0,  Administrative  Building  Code.  This  would  allow  the 
deck  to  be  unprotected  in  single  story  construction  and  as 
the  roof  in  multi-story  construction  when  the  lower  chords 
of  the  trusses  have  a  clear  height  of  at  least  20'-0". 

The  second  request  is  to  permit,  the  same  design  to  be 
used  in  multi-story  construction  when  the  ceiling  of  1" 
vermiculite  plaster  is  used  to  protect  the  structural  steel 
and  deck. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  as  conductde  by  the  National  Bureau  of 
Standards  showing  that  a  steel  deck  with  2"  of  vermiculite 
concrete  fill  and  covered  with  3  ply  asphalt-saturated 
asbestos-felt  roofing  and  protected  on  the  ceiling  side  with 
1"  of  vermiculite  plaster  on  metal  lath  met  the  requirements 
of  a  three-hour  fire  resistive  construction. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1963,  under 
Cal.  460-62-SM,  be  reopened  and  amended  so  as  to  permit 
the  use  of  Zonolite  vermiculite  concrete  of  a  1  to  6  mix 
to  be  used  as  an  insulating  fill  over  structural  steel  _  deck 
under  the  provisions  of  C26-618.0,  Administrative  Building 
Code  for  uses  as  herein  described  and  the  same  construction 
when  protected  with  a  1"  vermiculite  plaster  on  wire  lath 
ceiling  to  be  used  under  the  provisions  of  C26-619.0,  Ad¬ 
ministrative  Building  Code,  on  condition  that  all  other  re¬ 
quirements  of  the  resolution  adopted  November  19,  1963, 
under  Cal.  460-62-SM,  be  complied  with. 


(Sgd.)  William  A,  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Engineer 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  iln  accordance  with 
the  above  report. 


460-62-SM 


APPLICANT — Zonolite,  Division  of  W.  R.  Grace  &  Co 
owner.  ’ 

APPEARANCES— 

For  Applicant:  John  C.  Ottinger. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  .in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 

THE  VOTE— 


Affirmative :  Chairman  Foley,  Commissioner  Fox 

missioner  Becker  and  Commissioner  Klein  _ 

Negative:  . . . . . . 

Absent:  Vice  Chairman  Kleinert  _ 

THE  RESOLUTION— 


Com- 

_  4 

-  0 

—  1 


Whereas,  the  report  of  a  Committee  on  Test  reads : 


623-62-SM 

APPLICANT — F.  J.  Rarig  for  South  Western  Plastics, 
Incorporated,  owner. 

APPEARANCES— 

Fof  Applicant :  H.  J.  Bartosic  and  J.  M.  Richardson. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendations  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _  0 

Absent:  Vice  Chairman  Kleinert  _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
623-62-SM — F.  J.  Rarig  for  South  Western  Plastics,  Inc., 
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Houston,  Texas,  filed  for  approval  of  the  material  known 
as  Solarlite  and  Spacelite  under  the  provisions  of  C26-191.U 
and  C26-670.0,  Administrative  Building  Code. 

PROPOSED  USE:  Plastic  dome. 

DESCRIPTION :  The  dome  consists  of  a  one-piece  plastic 
dome  with  an  extruded  aluminum  frame. 

The  plastic  is  known  as  Plexiglas  G,  which  is  an  acrylic 
resin  sheet  and  is  rated  as  slow  burning.  This  material  was 
approved  by  the  Board  under  Cal.  444-60- SM.  The  thick¬ 
ness  of  the  plastic  range  fom  Vs"  to  V±"  depending  on  size. 

The  curb  frame  is  manufactured  of  6063-T5  aluminum 
0.080  inches  in  thickness. 

The  domes  are  either  round,  square  or  rectangular  in 
shape  and  the  rise  of  the  dome  is  dependent  on  the  diameter 
of  the  round  dome  and  the  outside  dimensions  of  the  square 
or  rectangular  domes. 

INSPECTION  AND  TEST:  A  sample  of  the  dome  was 
examined  by  the  Committee  on  Test.  It  was  noted  that  the 
plastic  dome  is  of  slow-burning  material  and  therefore 
cannot  be  considered  to  be  an  incombustible  material.  The 
applicant  has  submitted  load  tests  reports  showing  that 
failure  did  not  occur  under  60  p.s.f. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Solarlite  and 
Spacelite  for  voluntary  use  in  New  York  City  under  the 
following  conditions:  That  the  dome  shall  not  be  used 
where  a  skylight  is  required,  as  the  glazing  does,  not  con¬ 
form  to  the  requirements  of  C26-676.0,  Administrative  Build¬ 
ing  Code.  The  dome  may  be  used  only,  in  those  locations 
permitted  under  C26-670.0,  Administrative  Building  Code, 
namely,  structures  less  than  40'-0"  in  height  located  outside 
of  the  fire  limits.  Plans  showing  the  proposed  use  of  this 
dome  shall  be  submitted  to  the  Department  of  Buildings  so 
that  side  thrust,  if  any,  may  be  considered.  Each  dome 
bear  a  label,  permanently  affixed,  reading:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  623-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


152-64-SM 

APPLICANT — Zonolite,  Division  of  W.  R.  Grace  &  Co., 
owner. 

APPEARANCES— 

For  Applicant:  Gerald  R.  Caplan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _  3 


Negative :  Commissioner  Fox  _  1 

Absent :  Vice  Chairman  Kleinert _ _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
152-64-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  floor  construction. 

Zonolite  Division  W.  R.  Grace  &  Company,  Chicago, 


Illinois,  requested  that  the  resolution  adopted  September  29, 
1964,  under  Cal.  152-64-SM,  be  reopened  and  amended  so 
as  to  include  additional  fire  resistive  floor  construction  and 
column  protection. 

PROPOSED  USE:  Three-hour  beam  protection. 
DESCRIPTION  :  There  has  been  no  change  in  the  ma¬ 
terial  from  that  presently  approved.  The  request  is  for  a 
3-hour  rating  as  column  protection.  . 

DESCRIPTION  :  There  has  been  no  change,  in  the  material 
from  that  presently  approved.  The  request  is  for  a  3-hour 
rating  as  column  protection. 

The  applicant  has  an  approval  of  a  two-hour  fire  resistive 
column  protection  with  1%  inches  of  fireproofing  and  a 
four-hour  fire  resistive  column  protection  with  2Vz  inches  of 
fireproofing. 

The  applicant  has  submitted  an  Underwriters’  Labora¬ 
tories  Report  R  4374-13,  which  shows  that  the  Underwriters’ 
Laboratories  granted  a  three-hour  fire .  resistive  column 
protection  based  on  the  basis  of  a  time-thickness  graph  and 
not  as  the  result  of  an  actual  test.  The  thickness  arrived 
at,  off  the  graph,  was  1%  inches. 

The  applicant  has  also  requested  an  approval  of  the  deck 
being  either  all  cellular  or  all  fluted  section.  This  request 
is  based  on  the  Underwriters’  Laboratories  Report  R  4374- 
18,  which  grants  the  right  to  use  either  the  fluted  section 
or  the  cellular  section.  A  study  of  U.L.  Report  R  4374-12 
and  the  approval  granted  September  29,  1964,  under  Cal. 
152-64-SM,  show  that  the  floor  construction  consisted  of 
both  type  of  sections  and  that  the  limiting  temperature 
was  not  reached  until  3-hours,  57  minutes.  This  shows  that 
both  or  either  sections  are  protected. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  29,  1964,  under 
Cal.  1 52-64- SM,  be  reopened  and  amended  so  as  to  permit 
the  steel  floor  units  used,  to  be  either  a  blend  of  cellular 
and  fluted  or  all  cellular  or  all  fluted,  on  condition  that  the 
requirements,  as  set  forth  in  the  resolution,  adopted  Septem¬ 
ber  29,  1964,  under  Cal.  152-64-SM,  as  to  concrete  fill, 
thickness  and  density  of  the  fireproofing  “Zonolite  Mono- 
Kote”  under  the  type  of  deck,  namely,  cellular  section  % 
inches,  fluted  section  top  1  inch,  side  and  bottom  7/s  inches, 
and  all  other  requirements  of  the  resolution  adopted  Septem¬ 
ber  29,  1964,  under  Cal.  152-64-SM,  be  complied  with. 

The  Committee  finds  that  they  cannot  recommend  the 
approval  of  the  3-hour  fire  resistive  column  as  no  test  was 
conducted  on  this  construction. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  iln  accordance  with 
the  above  report. 


461-64-SA 

APPLICANT— York  Division,  Borg-Warner  Corporation, 
owner;  York  Wholesalers,  Branch  of  York,  Cop.,  Agent. 
APPEARANCES— 

For  Applicant:  Sam  Tucker. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Corn- 
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missioner  Becker  and  Commissioner  Klein  . 4 

N  egative :  . . . . . . . . . . . . .  0 

Absent :  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
461-64-SA — York  Division,  Borg-Warner  Corp.,  York, 
Penna.,  filed  for  approval  of  the  appliance  known  as  Borg- 
Warner  Gas-Fired  Heaters,  Models  UG  80,  100,  120,  160, 
and  200;  LG  120,  160  and  200,  and  CG  80,  100  and  120, 
under  the  provisions  of  Article  12,  Chapter  26,  Adminis¬ 
trative  Building  Code. 

PROPOSED  USE:  Gas-fired  furnaces. 

DESCRIPTION :  The  furnaces  are  designated  as  either  up 
flow,  counterflow  or  lo-boy.  The  casing  is  made  of  22 
gauge  steel  and  is  insulated  with  Yz  inch  aluminum  faced 
%  lb.  density  glass  fiber.  The  heat  exchanger  is  made  of  16 
gauge  steel.  The  burners  are  milled  slot  cast  iron. 

,  The  furnaces  are  equipped  with  a  combination  fan  and 
limit  control  actuated  by  a  helical  bimetal  element,  which 
provide  high  limit  temperature  control  of  the  burner  and 
also  plenum  temperature  control  of  the  blower  motor.  The 
furnaces  are  also  equipped  with  a  combination  gas  and  pilot 
valve  providing  100%  shutoff  in  the  event  of  electrical  or 
pilot  failure. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts.  The  furnaces 
have  been  approved  by  the  American  Gas  Association.  The 
BTU  range  from  80,000  to  200,000  BTU  per  hour.  The 
AGA  approval  grants  permission  to  install  the  furnaces 
with  reduced  clearance  and  permission  to  install  on  a  com¬ 
bustible  floor  when  installed  on  a  special  base. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Borg-Wfarner 
Gas-Fired  Furnaces,  Models  UG  80,  100,  120,  160,  and  200; 
LG  120,  160  and  200;  and  CG  80,  100  and  120  for  voluntary 
use  in  New  York  City  when  installed  in  accordance  with 
the  requirements  of  Article  12,  Chapter  26,  Administrative 
Building  Code.  The  Committee  further  recommends  that 
hte  furnaces  may  be  installed  with  clearance  from  com¬ 
bustible  material  as  permitted  Under  C26-693.0.d.2,  except 
that  _  the  furnaces  shall  not  be  installed  on  combustible 
flooring.  The  clearances  shall  be  as  permitted  by  the  AGA 
and  as  shown  on  the  AGA  tag  attached  to  the  furnaces.  All 
urnaces  shall  bear  a  label,  permanently  affixed  reading: 
Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  461-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts. 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


640-64-SM 

APPLICANT — National  Gypsum  Company,  owner-manu¬ 
facturer.  J.  K.  Hovind,  agent. 

SUBJECT— Application  June  15,  1964  —  Gold  Bond  Yz" 
.Super  X  Fire-Shield  Gypsum  Wallboard,  approval  of. 

APPEARANCES— 

For  Applicant :  Donald  K.  Busch. 

For  Opposition:  T.  J.  Martin  and  Andrew  C  Risoli. 
ACTION  OF  BOARD — Application  disapproved. 


THE  VOTE  TO  GRANT— 

Affirmative:  _ _ _ _ _ _ _  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . .  4 

Absent :  Vice  Chairman  Kleinert  _ . . . .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
640-64-SM — National  Gypsum  Company,  owner-manufac¬ 
turer,  Buffalo,  New  York,  filed  for  approval  of  the  material 
known  as  Gold  Bond  Yz"  SUPER  X  Fire-Shield  Gypsum 
Wallboard  for  use  in  New  York  City  under  the  provisions 
of  C26-88.0,  C26-191.0,  C26-242.0,  C26-243.0,  and  C26-257.0, 
Administrative  Building  Code. 

PROPOSED  USE:  One  hour  fire  resistive  floor-ceiling 
assemblies,  combustible  and  interior  incombustible  finish. 
DESCRIPTION :  The  wallboard  is  incombustible  and  is 
basically  identical  with  the  material  previously  approved 
under  Calendar  Number  439-52-SM,  except  that  the  core 
contains  special  incombustible  proprietary  additives  which 
increase  its  fire  resistive  properties.  It  is  produced  in  thick¬ 
ness  of  Yz" ,  is  4'  wide  with  square,  beveled  or  tapered  edges 
and  is  _  supplied  in  lengths  up  to  16'.  The  formula  of  the 
board  is  on  file  with  the  Board  and  may  be  examined  at 
any  time,  if  the  need  arises. 

INSPECTION  AND  TEST :  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker,  Jr.  The  fire  resistance 
tests,  as  herein  described,  were  conducted  at  Underwriters 
Laboratories,  Chicago,  in  accordance  with  the  requirements 
of  C26-588.0  though  C26-590.0,  Administrative  Building 
Code.  The  test  reports,  hereinafter  referenced,  have  been 
filed  with  and  are  part  of  the  record.  In  the  construction 
tested  under  U.L.  R  3501-29,  the  finished  flooring  consisted 
of  1"  x  4” '  Douglas  fir  in  16'  lengths.  The  sub-floor  con¬ 
sisted  of  1"  x  6"  tongue  and  groove  yellow  pine  in  18' 
lengths.  Commercial  red  rosin  building  paper  36"  wide, 
0.010"  thick,  was  placed  on  the  sub-floor.  Wood  joists  used 
to  support  the  flooring  were  Douglas  fir  “Standard”  2"  x  10" 
■in  16'  lengths  spaced  16"  o.c. 

The  bridging  installed  along  the  center  line  of  the  assembly 
consisted  of  1"  x  4"  yellow  pine.  Wood  fire  stops  2"  x  10” 
“Standard”  Douglas  fir  were  toe-nailed  in  place  between 
the  joists  at  the  ends. 

The  Gold  Bond  SUPER  X  Fire- Shield  Gypsum  Wall- 
board  in  sheets  Yz"  thick,  48"  wide  and  12'  long  were  in¬ 
stalled  on  the  ceiling  side  of  the  assembly.  The  wallboard 
was  attached  to  furring  channels  3"  wide  x  %"  deep,  formed 
of  No.  25  gauge  galvanized  steel,  spaced  24"  o.c.  with  1" 
self-drilling  sheet  metal  screws  spaced  12"  o.c.  End  joints  of 
wallboard  similarly  fastened  to  additional  pieces  of  furring 
channel  to  extend  a  minimum  of  2 Yz"  beyond  ends  of  butt 
joint.  Wallboard  joints  and  screw  heads  may  be  exposed 
or  covered  with  a  joint  compound  system.  U.L.  Report  3501- 
29  indicates  that  this  assembly  met  all  criteria  for  a  1-hour 
fire  resistive  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  approval  of  the  material  known  as  Yz"  Gold  Bond 
SUPER  X  Fire-Shield  Gypsum  Wallboard  as  incombustible 
interior  finish  where  a  fire  rating  is  not  required  and  for 
use  of  the  Yz”  thick  material  as  ceiling  fireproofing  in  a  1- 
hour  fire  resistive  combustible  floor  or  ceiling  in  an  assem¬ 
bly  as  hereinbefore  identified  with  U.L.  Report  R  3501-29, 
on  condition  that  all  plans  submitted  to  the  Department  of 
Buildings  showing  the  proposed  use  of  these  constructions 
shall  be  stamped :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  640-64-SM”,  and  all  bundles  or  pieces  of  Gold 
Bond  SUPER  X  Fire-Shield  Gypsum  Wallboard  shall  be 
similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director, 
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John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 
Assistant  Architect 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  disapprove  this  material  in  accordance  with  the 

report. 


710-64-SM 

APPLICANT— William  A.  Faiella  for  Pittsburgh  Steel 
Company,  owner. 

APPEARANCES— 

For  Applicant :  William  A.  Faiella. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  - . -  4 

Negative:  - ••••-• -  - 

Absent:  Vice  Chairman  Kleinert - 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
710-64-SM— W.  A.  Faiella  for  Pittsburgh  Steel  Company, 
Pittsburgh,  Penna.,  filed  for  approval  of  ^material  known 
as  Fab-Form  under  the  provisions  of  C26-191.0,  L20-O15 
and  C26-619.0,  Administrative  Building  Code. 

PROPOSED  USE:  Steel  form  for  concrete  and  use  as 
an  incombustible  roof. 

DESCRIPTION :  The  sheet  is  designated  as  either  standard 
or  heavy  duty.  The  standard  is  fabricated  in  27  gauge  steel 
and  the  heavy  duty  from  25  gauge  steel. 

The  nominal  corrugation  pattern  for  the  27  gauge  is 
2 %"  x  %"  depth.  The  pattern  for  the  25  gauge  is  2%  x 
1"  depth. 

The  steel  has  a  tensile  strength  of  90,000  to  100,000  p.s.i. 
The  section  modulus  is  0.0333  and  0.086  inches^  and  the 
moment  of  inertia  is  0.0104  and  0.041  inches4  for  the  27 
and  25,  respectively. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  tests  conducted  by  Pittsburgh  Testing  Laboratory. 
This  test  showed  that  the  deflections  for  he  specific  loads 
as  shown  in  he  applicant’s  load  tables  as  published  in  the 
applicant’s  catalogue  PSPL-118-5M-1-61,  are  substantiated 
by  actual  deflection  tests.  The  complete  report  is  on  file 
with  and  is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Fab-Form 
as  manufactured  by  Pittsburgh  Steel  Company  for  voluntary 
use  in  New  York  City  as  a  permanent  steel  form  for  con¬ 
crete  or  as  an  incombustible  roof  deck  with  loads  as  set 
forth  in  the  applicant’s  catalogue  PSPL-118-5M-1-61,  load 
table  labeled:  Safe  Superimposed  Load  in  Pounds  per  sq. 
ft.  when  used  as  a  form.  All  bundles  in  which  the  material 
is  marketed  shall  be  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  710-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 


hereby  approve  this  material  in  accordance  with  the  above 
report. 


798-64-SA 

APPLICANT— R.  W.  New  for  Cook  Machinery  Company, 
Incorporated,  owner ;  A  L  D  Incorporated,  agent. 

APPEARANCES— 

For  Applicant:  W.  L.  Barton. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  - - - -  0 

Absenf:  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
798-64-SA — Cook  Machinery  Company,  Dallas,  Texas,  filed 
for  approval  of  the  appliance  known  as  Sofspra  and  Mr. 
Top  Model  504,  now  known  as  Sofspra  and  Auto  Washette 
Model  512,  under  the  provisoins  of  the  Submerged  Inlet 
Rules  of  the  Board. 

PROPOSED  USE:  Coin  operated  car  washer. 
DESCRIPTION :  The  unit  is  designed  for  indoor  installa¬ 
tion.  The  usual  method  of  installation  is  place  the  unit, 
consisting  of  the  tanks,  pressure  pump  and  controls,  between 
the  wash  stalls. 

The  unit  requires  a  supply  of  both  hot  and  cold  water. 
The  temperature  of  the  hot  water  supply  should  not  exceed 
120°F.  The  soap  tank  in  the  unit  is  equipped  with  a  1500- 
watt  heating  element  in  order  to  maintain  correct  tank  tem¬ 
perature. 

The  unit  is  equipped  with  two  tanks,  one  the  concentrate 
tank,  the  second  is  the  wash  solution  or  soap  tank.  In  op¬ 
eration,  2V2  lbs.  of  the  washing  compound  is  mixed  with 
5  gallons  of  hot  water.  This  is  poured  into  the  concentrate 
tank.  This  is  repeated  until  the  tank  is  filled  to  within  six 
inches  of  the  top.  The  wash  solution  tank  is  then  filled  to 
within  12  inches  of  the  top  of  the  tank.  The  transfer  pump 
is  started  and  the  wash  tank  begins  to  fill.  A  metering  valve 
is  adjusted  so  that  8  ozs.  of  concentrate  is  admitted  to  the 
wash  tank  for  every  2  inch  rise  in  water  level  in  the  wash 
tank.  The  water  fill  valve  and  the  transfer  pump  cut  off 
automatically  when  the  water  in  the  wash  tank  reaches  3 
inches  from  the  top  of  the  wash  tank. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts.  The  Model 
512  has  been  approved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Sofspra  and 
AutoWashette  Model  512,  for  voluntary  use  in  New  York 
City  as  a  coin  operated  car  washer,  on  condition  that  all 
electrical  equipment  comply  with  the  Electrical  Code  of 
the  City  of  New  York.  That  vacuum  breakers,  approved  by 
the  Board,  and  check  valves  shall  be  installed  in  accordance 
with  the  Submerged  Inlet  Rules  of  the  Board.  Each  ap¬ 
pliance  bear  a  label,  permanently  affixed,  reading :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Cal.  798-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above  hereby  approve  this  appliance  in  accordance  with  the  above 
report.  report. 


799-64-SA 

APPLICANT — R.  F.  New  for  Cook  Machinery  Company, 
Incorporated,  owner ;  A.  L.  D.  Incorporated,  agent. 

APPEARANCES— 

For  Applicant:  W.  L.  Barton. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ _  4 

Negative:  . . . . . .  0 

Absent :  Vice  Chairman  Kleinert  _ _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
799-64-SA — Cook  Machinery  Company,  Dallas,  Texas,  filed 
for  approval  of  the  appliance  known  as  Mr.  Top  and 
Captain  Cook  Model  513,  Portable  Car  Wash  under  the 
provisions  of  the  Submerged  Inlet  Rules  of  the  Board. 
PROPOSED  USE:  Coin  operated  car  wash. 
DESCRIPTION :  The  unit  is  designed  for  either  permanent 
or  portable  installation. 

The  single  stall  unit  requires  a  cold  water  supply.  When 
it  is  used  for  a  two  stall  operation,  then  both  hot  and  cold 
water  supply  connections  are  needed. 

The  single  stall  unit  is  equipped  with  a  5000-watt  heating 
element  which  will  maintain  a  proper  temperature  in  the 
soap  tank.  The  two  stall  unt  is  equipped  with  a  1500-watt 
eleent  to  maintain  the  temperature  in  the  soap  tank.  The 
temperature  of  the  water  shall  not  exceed  120°  F. 

Th  unit  is  equipped  with  two  tanks,  one  the  concentrate 
tank,  the  second  is  the  soap  tank.  In  operation,  2%  lbs.  of 
soap  are  ixed  with  5  gallons  of  water,  this  is  then  poured 
into  the  concentrate  tank.  This  is  repeated  until  the  tank  is 
filled  to  within  six  inches  of  the  top  of  the  tank.  Cold  water 
is  then  turned  on  to  supply  the  unit.  The  soap  tank  is  filled 
to  a  depth  of  12  inches.  The  transfer  pump  is  turned  on 
and  the  soap  tank  will  start  to  fill.  The  metering  valve  is 
adjusted  so  that  16  ozs.  of  concentrate  is  pumped  for  every 
5  inch  rise  of  water  level  in  the  tank.  The  water  valve  and 
transfer  pump  shuts  off  when  the  water  level  reaches  be¬ 
tween  3  and  6  inches. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts.  The  Model 
513  has  been  approved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Mr.  Top  and 
Captain  Cook  Model  513,  Portable  Car  Wash  for  voluntary 
use  in  New  York  City  as  a  coin  operated  car  washer,  on 
condition  that  all  electrical  equipment  comply  with  the 
Electrical  Code  of  the  City  of  New  York.  That  a  vacuum 
breaker,  approved  by  the  Board,  and  check  valves  shall 
be  in  accordance  with  the  Submerged  Inlet  Rules  of  the 
Board.  Each  appliance  bear  a  label,  permanently  affived, 
reading:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  799-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engineer 

Committee  on  Test. 


822-64-SA 

APPLICANT — Peter  S.  Gluck  for  Nordson  Corporation, 
owner;  Nordson  Eastern,  Incorporated,  agent. 
APPEARANCES— 

For  Applicant:  Peter  S.  Gluck  and  Leonard  H.  Jaxon. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recojnmendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _ _ _  0 

Absent :  Vice  Chairman  Kleinert  _ _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  822-64-SA — Peter  Gluck  for  Nordson  Corporation, 
Amherst,  Ohio,  filed  for  approval  of  the  Nordson  Plot 
Airless  Electrostatic  Spray  Unit  under  the  provisions  of  the 
Rules  Governing  the  Use  of  Equipment  for  Spraying  and 
Drying  of  Paints,  etc.,  of  the  Board. 

PROPOSED  USE:  To  coat  objects  with  electrostatically 
charged  paint  spray. 

DESCRIPTION :  The  Nordson  Hot  Airless  Electrostatic 
Spray  Unit  is  made  up  of  two  systems.  One  system  is  the 
Nordson  Hot  Airless  Spray  System,  previously  approved 
under  Cal.  No.  747-62-SA,  which  consists  of  a  paint  heater, 
a  paint  pump,  AP  or  Versa  model,  and  filter.  To  this  system, 
the  electrostatic  system  has  been  added.  This  consists  of  a 
fixed  system,  the  electrostatic  system  has  been  added.  This 
consists  of  a  fixed  automatic  or  a  hand  spray  gun,  a  power 
pack  for  generating  high  voltage  and  a  coaxial  cable  to 
transmit  voltage  from  the  power  pack  to  the  gun. 

For  fixed  automatic  gun  operation,  an  oil  sealed  power 
pack,  model  B-500,  is  used  and  operates  on  three  wire,  115 
volt  a.c.  with  less  than  2  amperes.  The  high  voltage  is 
generated  by  a  transformer  and  a  circuit  consisting  of 
capacitors  and  rectifiers  to  build  up  the  voltage  to  90,000 
volts  d.c.  at  the  output  terminals.  Included  in  this  circuit 
for  safety  are  resistors  totalling  1000  megohms  before  each 
output  terminal.  In  case  of  a  direct  short  circuit  from  any 
output  terminal  to  ground  these  resistors  will  limit  the 
curren  flow  to  200  microamperes  maximum.  This  low  cur¬ 
rent  renders  the  high  output  voltage  harmless  to  personnel. 
There  is  also  a  total  of  2000  megohms  resistance  from  the 
high  voltage  side  of  the  circuit  to  ground  which  will  bleed 
off  the  high  voltage  in  approximately  15  seconds  after  the 
power  pack  is  shut  off. 

The  coaxial  cable  is  made  up  of  a  series  of  3/32"  diameter 
resistors  connected  by  flexible  sleeves  of  conductive  material 
covered  with  a  dielectric  insulation,  such  as  polyethylene,  a 
grounded  metal  braid  and  an  outer  cover  of  rubber  of  vinyl. 

If  the  dielectric  insulation  should  break  down,  the  high 
voltage  discharge  will  be  confined  to  the  braided  metallic 
sheath  which  is  grounded  through  the  fittings  of  the  power 
supply.  Because  of  the  high  resistive  circuit,  this  discharge 
will  be  a  very  low  current.  In  each  cable  length,  the  resistors 
are  sized  and  spaced  from  a  total  of  290  megohms  to  394 
magohms,  the  cable  length  varying  between  25  ft.  and  75  ft. 

The  series  connected  resistors  continually  diminish  current 
purges  caused  by  capacitance  along  the  entire  cable  length. 
Therefore,  there  will  not  be  sufficient  energy  from  the 
cable  to  cause  ignition  of  flammable  vapors.  This  construc¬ 
tion  also  prevents  ignition  if  the  cable  should  accidentally 
be  cut  anywhere  along  its  entire  length. 
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The  cable  is  inserted  into  the  power  unit  and  fastened 
securely  by  a  swivel  nut  which  serves  to  ground  the  sheath 

to  the  power  pak.  _  .  , 

The  end  of  the  cable  is  inserted  into  the  plastic  body  or 
the  gun.  The  electrostatic  charge.  is  transferred  from  the 
cable  tip  through  a  stud  and  a  spring  in  the  nozzle  adapter. 
The  charge  then  goes  through  a  20  megohm  resistor  through 
a  carbon  impregnated  teflon  plug  and  to  the  nozzle.  T  re 
combination  of  the  resistor  and  plug  diminishes  any  high 
current  surges  due  to  the  capacitance  between  the  cable  tip 
and  the  20  megohm  resistor. 

The  20  megohm  resistor  also  diminishes  arcing  from  the 
nozzle  to  a  point  where  there  is  not  enough  energy  to 
ignite  combustible  mixtures. 

The  resistors  in  the  power  pack,  cable  and  nozzle  adapter 
cause  the  voltage  at  the  nozzle  to  drop  as  the  nozzle  ap¬ 
proaches  ground.  With  the  nozzle  actually  grounded  its 
voltage  is  zero. 

The  fixed  guns  are  identified  as  the  models  156520  and 
156525  Versa  guns.  The  difference  is  only  in  the  length  oi 
cable  used. 

For  hand  operation,  a  Model  C-200  oil  sealed  power  pack 
is  used  to  convert  115  volt  a.c.  60  cycle  current  supplied 
through  a  three  wire  conduit  into  80,000  volt  d.c.  by  means, 
of  a  transformer  and  rectifier  circuit,  the  high  voltage 
passes  through  a  200  megohm  resistor  and  then  to  the  output 
of  the  power  supply.  The  200  megohm  limits  the  current 
directly  from  the  outlet  to  350  microamperes  maximum. 

The  C-200  power  supply  has  an  internal  high,  voltage 
bleed  to  ground  through  two  2000  megohm  resistors  in  series. 

The  power  supply  voltage  (80,000  volts)  is  controlled  by 
a  switch  in  the  spray  gun  handle.  When  the  trigger  is  de¬ 
pressed  for  spraying,  the  switch  activates  the  power  supply 
and  high  voltage  then  flows  from  the  power  pack  to  the 
gun  through  the  coaxial  cable  similar  to  the  one  used  with 
the  fixed  gun,  but  provided  with  two  small  control  wires 
beneath  the  outer  jacket  connecting  gun  switch  and  power 
pack.  These  wires  are  used  with  12  volt  a.c. 

The  cable  is  fastened  to  the  power  pack  with  a  swivel 
nut  and  to  the  gun  by  a  threaded  .fitting  in  the  handle..  The 
gun  end  of  the  cable  electrostatically  charges  a  resilient 
conductive  seal  washer  located  behind  the  nozzle  and  this 
charges  the  nozzle  and  a  small  wire  electrode  which  pro¬ 
trudes  beyond  the  nozzle. 

On  the  hand  gun  there  is  a  safety  device  which  is.  also 
used  on  the  standard  airless  spray  gun.  This  device  is 
manually  rotated  90°  when  the  gun  is  not  in  use,  and 
it  will  prevent  the  gun  to  spray  material  or  to  become  elec¬ 
trically  energized. 

The  gun  handle  is  constantly  at  ground  potential  due  to 
contact  between  the  handle  and  the  ground  metallic  sheath 
on  he  cable. 


The  resistors  in  the  power  pack  and  the  resistors  in  the 
cable  cause  the  voltage  at  the  nozzle  to  drop  as  the  nozzle 
approaches  ground  as  in  the  case  for  automatic  nozzle 
operation  as  described  above.  With  the  nozzle  actually 
grounded,  its  voltage  is  zero. 

INSPECTION  AND  TEST:  This  equipment  was  in¬ 
spected  at  964  Koehl  Ave.,  Union,  New  Jersey,  by  Assistant 
Engineer  G.  F.  Sklenarik.  Present  were  Mr.  Peter  Gluck 
and  Mr.  Leonard  Jaxon  represting  the  applicant. 

It  was  noted  that  in  hand  spraying  a  metal  object  electro¬ 
statically  when  the  gun  was  brought  up  to  touch  the  object, 
while  spraying,  there  was  no  reaction  of  any  kind.  The 
paint  used  was  thinned  with  mineral  spirits  and  xylol. 

The  hand  gun  and  power  pack  were  tested  and  approved 
by  Factory  Mutual  Engineering  Division,  January  19,  1965. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  appliance  known  as  Nordson  Hot  Airless  Elec- 


trostatic  Spray  Unit  for  use  in  New  York  City  under  the 
provisions  of  the  Rules  of  the  Board  Governing  the  Use 
of  Equipment  for  Spraying  and  Drying  of  Paints  on  the 
following  conditions : 

1.  Provide  a  reliable  ground  for  the  power  pack. 

2.  Ground  the  spray  booth  and  all  conductive  objects  with¬ 
in  io  feet  of  the  gun. 

3.  Keep  work  hangers  clean  so  work  pieces  are  provided 
with  a  good  contact  to  ground. 

4.  Sprayers  must  hold  handgun  in  bare  hand. 

5  People  in  spray  area  should  wear  shoes  with  conduc¬ 
tive  sole  such  as  leather.  Floor  at  the  booth  should  be 
grounded. 

6.  Turn  off  power  pack  before  cleaning  nozzle. 

7.  Do  not  store  solvents  in  the  spray  area. 

8.  The  unit  shall  be  interlocked  with  the  ventilation  of 
the  spraying  area  so  that  the  equipment .  cannot  be  operated 
unless  the  ventilating  fans  are  in  operation. 

The  Committee  further  recommends  that  all  guns  and 
power  packs  bear  a  label,  permanently  affixed,  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  822-64-SA  . 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
renort. 


825-64-SA 

APPLICANT— General  Electric  Company,  owner;  E.  D. 

Tilin,  agent. 

APPEARANCES— 

For  Applicant:  George  J.  McCabe. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  — . . . . ; - -  : 

Absent:  Vice  Chairman  Kleinert  . . .  1 

TFIE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
825-64-SA— General  Electric  Company,  owner-manufacturer, 
Louisville,  Kentucky,  filed  for  approval  of  the  appliance 
known  as  General  Electric  Cooking  Range,  Series  J200, 
J300,  J400,  J700,  for  use  in  New  York  City  under  the 
provisions  of  C26-695.0.2.,  Administrative  Building  Code. 
PROPOSED  USE:  Domestic  Electric  Range  for  cooking. 
DESCRIPTION :  The  General  Electric  line  of  electric 
ranges  are  manufactured  in  four  (4)  basic  styles: 

J200  series  21"  width— single  oven  (except  J299  which  is 
30") 

J300  series  30"  width— single  oven 
J400  series  40"  width— single  or  double  oven 
J700  series  30"  width— single  or  double  oven  “Americana” 
The  numeral  designation  in  each  of  the  basic  style  of 
range  indicate  changes  in  the  range  features  as  added  or 
deleted,  i.e.,  J235  Y235  Y2WH  signify:  J  =  range,  2  = 
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size  class,  3  =  price  class,  5=  features,  Y  =  model  year, 
2  =  product  service  change,  WH  =  color — white. 

All  range  models  except  the  J760  and  J770  are  designed 
for  free-standing  on-floor  installation  and  are  equipped  with 
a  terminal  block  for  3-wire,  single  phase  electrical  service. 
The  J760  and  J770  ranges  are  designed  for  installation  on 
top .  of  an  accessory  wood  or  steel  base  cabinet  and  are 
equipped  with  44",  %"  flexible  conduit  for  connection  to 
3-wire,  single  phase  electrical  service  thru  a  junction  box 
installed  external  to  the  range. 

The  heating  elements  used  in  both  surface  units  and 
ovens  _  are  General  Electric  “Oarrod”  manufactured  of 
chromium  nickel  resistance  wire  in  helical  coils  installed 
in  an  incoloy  sheath  with  crystalline  magnesium  oxide  in¬ 
sulation.  Terminal  ends  of  all  Calrods  are  glass  sealed. 

The  requested  ranges  are  manufactured  by  the  General 
Electric  Company  Major  Appliance  Division  at  its  plants 
in  Louisville,  Kentucky.  Except  as  where  noted  in  UL 
reports,  all  components  of  the  range  are  designed  and 
manufactured  by  the  General  Electric  Company.  Where  com¬ 
ponent  parts  are  purchased  from  outside  vendors,  the  parts 
are  manufactured,  in  accordance  with  General  Electric 
specifications  and  dawings. 

The  requested  models  for  approval  within  each  series  are 
as  follows : 

J200  Series  J300  Series  J400  Series  J700  Series 
J235Y  J315Y  J405Y  J754Y 

J245Y  J317Y  J415Y  J756Y 

J299Y  J323Y  J425Y  J762Y 

J325Y  J446Y  J764Y 

J346Y  J465Y  J772Y 

J485Y  J785Y 

J486Y  J786Y 

J795Y 
J796Y 

May  have  suffixes  following  “Y”  to  indicate  service  parts 
changes  and  letters  to  indicate  color.  The  U.L.  approved 
suffixes  are:  Wl,  W2,  W3,  W4,  XI,  X2,  X3,  Yl,  or  Y2 

™  addJtlonH  letJer  BC>  BR-  DC,  GR,  PIC,  PD, 

8b,  WH,  or  YE  indicating  color. 

Each  range  has  a  metal  plate  affixed  specifying  the  model 
number  KW  rating,  cycles,  current,  voltage,  wire,  instal¬ 
lation  clearance,  and  company  name. 

INSPECTION  AND  TEST:  All  data  was  examined  by 
Assistant  Architect  T.  W,  Farricker,  Jr. 

The  , ranges  were  tested  and  approved  by  the  Under- 
wnters  Laboratories,  Inc.,  Chicago,  under  File  E23718 
Volume  II,  Sections  6,  7  and  9.  ’ 

The  ranges  are  U.L.  approved  for  installation  directly 
on  combustible  flooring  or  base  cabinet  and  with  no  clear¬ 
ances  to  combustible  material  at  sides  and  back. 

mmd?IflMENDATi10? :  ,The  Committee  on  Test  recom- 
mends  the  approval  of  the  appliance  known  as  General 

poking  Range,  J200,  J300,  J400,  J700  Series,  with 
C26  dQSq  (V?  aS^  “  .New.Yo£R  City  under  the  provisions  of 
Code  of°;2CAr^iniSftrxT1Ve  Code  and  the  Electrical 

k  h  <rlt71of  New  York-  Provided  that  each  unit 
./l  *!  b  J  U  ^bel  °r  ta£>  permanently  affixed,  reading: 
Approved  by  the  Board  of  Standards  and  Appeals  for  use 

New  York  City  under  Calendar  Number  825-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr. 

Assistant  Architect 
Committee  on  Test 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


892-64-SM 

APPLICANT — Universal  Atlas  Cement  Division,  United 
States  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Boothe  B.  Blakeman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ 4 

Negative :  . .  q 

Absent :  Vice  Chairman  Kleinert  _ _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

Cal.  No.  892-64-SM — Universal  Atlas  Cement  Division, 
United  States  Steel  Corp.,  owner,  filed  for  approval  of  the 
material  known  as  Atlas  White  High-Early  Portland 
Cement  Type  III,  as  manufactured  at  the  Universal  Atlas 
Cement  Division’s  Plant  at  Northampton,  Pennsylvania 
The  application  was  filed  under  the  provisions  of  C26-312.0 
of  the  Administrative  Building  Code. 

PROPOSED  USE:  Cement  used  for  concrete  and  concrete 
products. 

DESCMPTION:  The  clinker  for  Atlas  White  High- 
Early  Portland  Cement,  Type  III,  is  manufactured  by  the 
wet  process  from  a  two  component  mix,  using  high  grade 
calcareous  limestone  and  a  low  iron  siliceous  clay. 

The  high  grade  calcareous  limestone  having  a  Ca  CO« 
content  of  94.0  to  97.0  is  purchased  from  the  H.  E.  Millard 
Dime  and  Stone  Company  quarry.  The  quarry  consists  of 
d00  acres  of  land  in  Lebanon  County,  Pennsylvania.  The 
Annvdle  formation  stone  is  about  240  feet  thick  and  the 
life  ot  the  quarry  is  figured  to  be  over  20  years  with  the 
present  surface  operation. 

.  The  stone  is  drilled,  blasted  and  loaded  by  power  shovel 
into  trucks  for  transportation  to  the  plant. 

iy,T1?enClay  is_,secured  from  company-owned  property  near 
Ivunkeltown,  Pennsylvania.  The  clay  is  uncovered  and 

a  P°)ver  shovel  and  then  transported  by 

to  pkmt  The  supply  of  clay  is  estimated  to  be 
sufficient  for  50  years  operation. 

hpfi  h^;i!mmn0nei 1S  c.rushed  in  a  hammermill,  then  fed  to  a 
dured  tn  JhK  u  ay-uS  prep,ared  in  a  wash  mill,  then  intro- 
fromVkl)3  r11  •  A  s  urry  feed  for  the  kiln  is  made 
control  Prl  hTSt°ne  ?nd  c,lay  ^  intergrinding  under 
the  Ihlrl  2  entfung  the  kdn’  the  moisture  content  of 
J  f%oLo1?UCed  by  -means  of  filters-  The  fliln  is  fired 
to  about  2800  F  using  oil  as  fuel.  The  resulting  clinker  is 
air  cooled  and  transported  to  covered  storage  bins.  Washed 
and  screened  gypsum  (obtained  from  Nova  Scotia)  is 
placed  in  bins  equipped  with  weigh  feeders.  The  gypsum  is 
ground  with  the  clinker  in  a  grinding  eircuit  conSting  5 

fie!  Th  m‘l,.a"d  bal1  mill  closed  circuited  with  an  air  classi- 
fier.  1  he  finished  cement  is  pumped  to  storage  silos 
METHODS  OF  CONTROL: 

1.  Limestone  clay  and  gypsum  analyzed  on  arrival. 

2.  Raw  mill :  Composite  sample  obtained  every  two  hours 
from  discharge. 

3.  Kiln  feed:  Thickener  draw-off  analyzed  and  composi¬ 
tion  is  corrected,  if  necessary. 

4.  Clinker:  Sampled  every  two  hours;  Uncombined  CA  O 
determined  every  eight  hours  and  complete  chemical  an¬ 
alysis  every  24  hours  and  more  often,  if  necessary. 
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5.  Finished  Cement. 

(a)  Two  hour  sample  from  continuous  sampler.  Sample 
tested  for  color,  fineness  and  setting  time. 

(tO  Composite  sample  of  daily  production.  Sample 
tested  for  fineness,  setting  time,  autoclave,  tensile  and 
compressive  strength,  color  and  air  content.  It  also  re¬ 
ceives  a  complete  chemical  analysis. 

INSPECTION  AND  TEST:  The  Northampton,  Pen¬ 
nsylvania  plant  of  the  applicant  was  previously  inspected 
by  a  Committee  on  Test.  Samples  of  the  cement  were 
analyzed  by  the  Haller  Testing  Laboratories,  Plainfield, 
New  Jersey,  and  found  to  be  in  compliance  with  ASIJVL 
requirements  for  Type  III,  Portland  Cement. 
RECOMMENDATION:  On  the  basis  of  the  tests  and 
the  data  filed  by  the  applicant,  the  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Atlas  White 
High-Early  Portland  Cement  Type  III,  as  manufactured 
at  the  Universal  Atlas  Cement  Division’s  Plant  at  North¬ 
ampton,  Pennsylvania.  This  cement  may  be  used  in  New 
York  City  under  the  provisions  of  C26-512.U  ol  tne  aq- 
ministrative  Building  Code.  Also,  the  type  of  cement  shall 
be  legibly  marked  on  each  bag  or  container  with  the  state¬ 
ment:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number.  892-64- 
SM”  When  cement  is  shipped  in  bulk  for  use  in  New 
York  City,  the  bill  of  lading  shall  be  similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


934-64-SA 

APPLICANT— Temco,  Incorporated,  owner;  George 

Darcje,  asda  Corp.,  Agent. 

APPEARANCES— 

For  Applicant:  Jean  R.  Darche. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  - ® 

Absent:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
934-64-SA— Temco,  Inc.,  Nashville, .  Tenn.  owner-manufac¬ 
turer,  filed  for  approval  of  the  appliance  known  as  Temco, 
Models  CSW251-1  and  CSW252-1,  and  to  be  marketed 
under  the  trade  name  Kenmore,  Models  138.590525  and 
138.590925  for  use  in  New  York  City  under  the  provisions 
of  Article  12,  Chapter  26,  Administrative  Building  Code 
and  Article  18,  Chapter  19,  Administrative  Code. 
PROPOSED  USE:  Wall  combination  gas  heating  and  air 
condition  unit. 

DESCRIPTION:  The  Temco  “4  Seasons”  Combination 
Heating  and  Cooling  Unit  (for  wall  installation  only).  is 
designed  to  be  installed  through  the  exterior  walls  of  build¬ 
ings,  whether  such  are  of  combustible  or  noncombustible 
construction. 


All  the  models  are  housed  in  a  16"  high  x  46  wide  x  10 
deep  wall  mounting  sleeve  of  20  gauge  zmc  plated  steel 
finish  in  epoxy  enamel  with  a  weather  resistant  louvered 
aluminum  grille  which  protrudes  from  the  interior  to  ex¬ 
terior.  When  wall  thicknesses  exceed  10",  a  kit  is  available 
to  accommodate  wall  thicknesses  not  to  exceed  15  .  ine 
unit  cabinet,  which  protrudes  from  the  interior  wall  into 
the  area  being  conditioned,  is  26"  high  x  48  wide  x  9/8 
deep. 

On  the  left-hand  side  cabinet  top  of  the  interior  is  the 
outlet  discharge  grille  for  the  air  conditioner.  Outlet  air 
from  the  heating  side  is  discharged  through  the  top  and 
front  face  of  the  cabinet  on  the  right-hand  side. 

The  bulkhead  between  the  conditioned  area  and  outdoors 
is  insulated. 

THE  HEATING  SECTION:  The  heating  compartment 
has  a  20  gauge  sealed  combustion  chamber  coated  with  A19 
porcelain  enamel. 

The  main  burner  is  cast  iron  with  milled  slots,  and 
is  equipped  with  a  target  type  pilot  burner,  also  equipped 
with  a  Honeywell  combination  gas  valve  #V8298A1006 
with  built-in  pressure  regulator,  solenoid  valve  and  100% 
safety  pilot  valve  with  a  minimum  input  rating  of  12,500 
BTU/Hr.  and  maximum  of  25,000  BTU/Hr. 

The  heating  section  is  also  equipped  with  a  fan  driven 
with  a  Fasco  motor  (high  impedance  protected)  for  circu¬ 
lating  heated  air  within  the  area  being  heated  and  a  high 
limit  switch. 

The  combustion  process  is  of  the  gravity  type,  not  re¬ 
quiring  fans  or  sail  switches  for  combustion  air.  Air  for 
combustion  is  pulled  from  the  outside  and  flue  gases  are 
vented  to  outside.  It  takes  no  air  for  combustion  from  the 
area  being  heated. 

The  gas  heating  section  is  approved  by  the  American 
Gas  Association  as  a  “Fan  Type  Sealed  Combustion  System 
Wall  Furnace  with  cooling  unit  (mechanical)”.  Tests  were 
conducted  in  accordance  with  the  American  Standard  Ap¬ 
proved  Requirements  for  Gravity  and  Fan  Type  Sealed 
Combustion  System  Wall  Furnaces,  effective  January  1, 
1964,  and  the  Underwriters’  Laboratories,  Inc.,  Standards 
for  Safety,  Room  Air  Conditioners,  Standard  No.  UL484, 
effective  December  1961. 

The  units  are  identical  on  heating,  except  for  the.  supply 
voltages.  The  control  components  in  the  heating  section  are 
AGA  approved. 

The  gas  fitting  is  %"  female.  The  proper  pipe  size  must 
be  computed  in  accordance  with  type  of  gas  being  used  and 
length  of  run.  The  gas  connection  to  the  unit  can  be  made 
from  the  front  inside  or  at  the  bottom. 

THE  COOLING  SECTION :  The  cooling  section  for  the 
Temco  “4  Seasons”  is  the  Whirlpool  compressor-absorption 
window  air  conditioner  which  dissipates  heat  and  condensate 
to  the  outside  atmosphere. 

Model  CSW251-1  (115  volts)  8500  BTU 

Air  conditioner  assembly  Whirlpool  Part  #TDL-090-20 
Compressor  Tescumseh  AU  1612 
Run  Capacitor  G.E.  49F3605FB 
Refrigerant  Charge  F22-22.5  oz. 

Model  CSW252-1  (230  volts)  9500  BTU 
Compressor  Tescumseh  AU  1P12 
Run  Capacitor  G.E.  49F3602FR 
Refrigerant  Charge  F22-26.5  oz. 

Air  conditioner  assembly  Whirlpool  Part  #TDL-100-30 

The  Kenmore  Model  138.590525  is  identical  to  Temco 
Model  CSW251-1  with  a  cabinet  style  change.  The  Kenmore 
Model  138.590925  is  identical  to  Kenmore  Model  138.590525, 
except  the  seventh  digit  of  the  model  number  designates 
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the  type  of  gas,  i.e.,  the  figure  5  donates  natural  gas  and  the 
figure  9  donates  liquefied  petroleum  gas. 

The  Kenmore  models  will  be  marketed  by  Sears,  Roebuck 
&  Company. 

The  Model  CSW251-1  for  operation  at  115  volts. 

The  Model  CSW252-1  for  operation  at  230  volts. 

All  models  are  AGA  approved  with  the  following  clear¬ 
ances  to  combustible  construction:  Sides  1  in.,  floor  0  in., 
rear  wall  0  in.,  top  18  in. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Temco, 
Models  CSW251-1  and  CSW252-1,  and  to  be  marketed 
under  the  trade  name  Kenmore,  Models  138.  590525  and 
138.590925  for  use  in  New  York  City,  when  installed  in 
accordance  with  this  report  and  the  provisions  of  Article 
12,  Chapter  26,  Administrative  Building  Code,  and  Article 

18,  Chapter  19,  Administrative  Code,  and  in  addition  when 

installed  in  Multiple  Dwellings,  the  pertinent  sections  of 
the  Multiple  Dwelling  Law  be  complied  with.  Each  such 
heater  shall  bear  a  label,  permanently  affixed,  reading  as 
follows :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  934- 
64-SA”. 


(Sgd.)  William  A.  Nolan. 

Director, 


John  A.  Darts, 

Asst.  Engr. 


Thomas  W.  Farricker,  Jr. 

Asst.  Architect, 
Committee  on  Test 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


938-64- S  A 

APPLICANT — Worthington  Air  Conditioning  Company 
Climatrol  Division,  owner;  M.  V.  James  agent. 
APPEARANCES— 

For  Applicant:  Frank  M.  Russell. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative:  . . .  0 

Absent :  Vice  Chairman  Kleinert  ...„ . . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
938-64-SA— Worthington  Air  Conditioning  Company, 

Climatrol  Division,  Milwaukee,  Wisconsin,  filed  for  approval 
of.  the  appliance  known  as  Climatrol  Forced  Air  Furnace 
with  Cooling  Unit,  750  Series,  for  use  in  New  York  City 
under  the  provisions  of  Article  12,  Chapter  26,  and  Article 
18,  Chapter  19,  Administrative  Building  Code. 

PROPOSED  USE:  Thru-the-wall  combination  gas-fired 
heating  and  air  condition  unit. 

DESCRIPTION:  The  Climatrol  750  Series,  Apartment 
combination  heating  and  cooling  package  units  are  designed 
for  installation  in  individual  apartments  on  an  outside  wall 
as  a  ducted  system,  whether  such  wall  is  of  combustible  or 
incombustible  construction. 

The  750  Series  are  housed  in  a  41  %"  high  x  28"  wide  x 
28"  deep  cabinet  of  18  gauge  steel,  with  legs  2-11/16"  high 
x  1%"  wide.  The  cabinet  is  phosphatized  and  finished  in 
baked  enamel.  The  casings  outdoor  air  grille  (exterior 
side)  has  6  rows  of  36  louvers  each  at  the  top  half,  and  6 


rows  of  52  louvers  each  at  bottom  half.  On  the  cabinet  face 
(room  side)  at  top  of  unit  is  the  indoor  air  supply.  Below 
the  air  supply  is  the  burner  pouch  door.  The  indoor  air 
return  and  filter  is  near  the  bottom  of  unit.  The  unit  is 
controlled  by  a  wall  thermostat. 

The  interior  of  cabinet  is  insulated  around  heating  section 
and  at  bulkhead  between  heating  and  cooling  section. 

THE  HEATING  SECTION :  The  heating  compartment 
incorporates  a  sealed  combustion  system  and  employs  a 
sectional  16  gauge  heat  exchanger  constructed  of  aluminized 
steel.  The  heat  exchangers  range  from  3  sections  for  model 
750-037  to  6  sections  for  Model  750-075. 

Air  for  combustion  is  forced  into  the  combustion  chamber 
from  the  outside  by  a  power  fan.  The  fan  pressurizes  the 
combustion  chamber  and  provides  forced  venting  through 
the  vent  assembly  extension.  This  method  of  forced  com¬ 
bustion  does  not  require  combustion  air  from  the  interior 
of  the  building.  The  vent  assembly  extension  extends  less 
than  2  inches  from  the  face  of  the  wall.  The  unit  utilizes  a 
slotted  port,  steel  gas  burner  for  each  heat,  exchanger  sec¬ 
tion  and  is  equipped  with  a  pilot  burner, .  complete  with 
thermocouple,  electric  ignition  glow  coil  and  pilot  relay. 
The  pilot  gas  line  has  a  pressure  switch  with  electrical 
contacts  to  interrupt  current  flow  to  gas  coil  in  the  event  of 
gas  flow  failure.  An  automatic  relay  allows  gas  valve  to 
open  after  pilot  is  established.  The  limit  control — S.P.D.T. 
type— shuts  off  gas  valve  and  starts  blower.  The  power  fan 
provides  positive  combustion  air  in  a  sealed  chamber  and 
incorporates  a  switch  to  insure  fan  operation  before  gas 
valve  can  open.  The  gas  valve  complete  with  pressure  regu¬ 
lator.  operator,  and  main  gas  cock  automatically  controls 
gas  flow.  The  100%  safety  valve  shuts  off  completely  the 
incoming  gas  in  the  event  of  any  failure.  A  terminal  block 
on  the  bulkhead,  in  the  controls  compartment  permits  all 
low  voltage  wiring  connections  at  one  place. 

The  gas  heating  sections  and  controls  are  approved  by 
the  American  Gas  Association  as  a  natural  or  mixed  gas 
fan  type  recessed  wall  furnace.  The  heaters  have  an  input 
rating  ranging  from  37,500  BTU/hr.  to  75,000  BTU/hr. 

A  condensate  drain  is  provided  for  moisture  removal 
from  the  heat  exchanger. 

THE  COOLING  SECTION :  The  unitary  refrigerant  sys¬ 
tem  consists  of  a  hermetic  compressor  with  built-in  over 
pressure  control  and  overload  protection,  direct  expansion 
cooling  coil,  filter  drier,  direct  drive,  multi-speed  centrifugal 
type  air  circulating  blower,  provided  with  automatic  speed 
change  from  heating  to  cooling,  air  cooled  condenser  coil 
with  propeller  fan  and  pre-wired  control  panel. 

The  unit  is  completely  charged  with  refrigerant  R22  with 
amount  shown  on  each  model  rating  plate.  Positive  flow 
of  the  refrigerant  to  the  cooling  coil  is  controlled  by  a 
capillary  tube,  and  a  filter  dryer  is  provided  for  efficient 
flow.  The  condensate  drain  pan  below  cooling  coil  is  of 
galvanized  sheet  steel  and  is  furnished  with  a  neoprene  “P” 
trap. 


Models 

Volts 

Phase 

Cycle 

Cooling 

Capacity 

750-037-11 

208/230 

Single 

60 

16,000  BTU 

750-050-11 

208/230 

Single 

60 

16,000  BTU 

750-062-11 

208/230 

Single 

60 

16,000  BTU 

Compressor 

Models 

—  Copeland 

Volts 

RRJ2-0175 

Phase 

Cycle 

Cooling 

Capacity 

750-050-21 

208/230 

Single 

60 

22,000  BTU 

750-062-21 

208/230 

Single 

60 

21,000  BTU 

750-075-21 

208/230 

Single 

60 

22,000  BTU 

Compressor 

—  Copeland 

SRC2-0200 

The  750  Series-  optional  wall  sleeve  is  designed  to  be  in¬ 
stalled  in  a  block  wall  during  initial  construction.  It  is 
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constructed  of  heavy  gauge  metal  to  support  the  units.  The 
extending  angles  on  top  and  both  sides  permanently  secure 
the  sleeve  to  the  block  wall.  Built-in-  rails  guide  the  unit 
into  position  during  installation.  A  steel  lintel  shall  be 
installed  to  the  satisfaction  of  the  Department  of  Buildngs. 
INSPECTION  AND  TEST:  All  data  submitted  was  ex¬ 
amined  by  Assistant  Architect  T.  W.  Farricker,  Jr. 

These  combination  heating  and  cooling  units,  were  tested 
and  approved  by  the  American  Gas  Association  under 
Certificate  Numbers  4 — 2035.301,  4 — (2035.2  and  1.2). 001, 
4— (2035.1  and  — 1.1)  .001,  4— (2035.0  and  — 1.0)  .001. 

The. units  have  been  AGA  approved  for  installation  thru- 
the-wall  with  the  following  clearances  to  combustible  con¬ 
struction.  Top  —  0  in.,  Sides  —  0  in.,  Front  —  1  in., 
Floor  —  3  in. 

RECOMMENDATION :  The  Committee  on  Test  Recom¬ 
mends  the  approval  of  the  appliance  known  as  Climatrol 
Forced  Air  Furnace  with  Cooling  Unit,  750  Series,  as  listed 
herein  for  use  in  New  York  City  when  installed  in  accord¬ 
ance  wth  the  requirements  of  Article  12,  Chapter  26,  and 
Article  18,  Chapter  19,  Administrative  Building  Code.  Each 
installation  shall  be  filed  with  the  Department  of  Buildings 
for  approval.  Electrcal  wiring  shall  be  in  accordance  with 
the  Electrical  Code  of  the  City  of  New  York.  Each  unit 
shall  bear  a  label  or  plate,  permanently  affixed,  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar ’Number  938-64-SA”. 

(Sgd.)  William  A.  Nolan. 

Director, 

John  A.  Darts. 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


955-64-SA 

APPLICANT — Air  Products  and  Chemicals,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Milton  R.  Hillegass. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  _ _  4 

N egative :  . . .  0 

Absent :  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
955-64-SA — Air  Products  &  Chemicals,  Inc.,  Trexlertown, 
Penna.  filed  for  approval  of  the  appliance  known  as  Cus¬ 
tomer  Liquid  Converter  Unit,  Models  CLC  300,  600,  1200, 
2400,  4800,  and  7500,  under  the  provisions  of  Article  17, 
Chapter  19,  Administrative  Code. 

PROPOSED  USE:  Container  for  storage  of  liquid  nitrogen, 
oxygen  or  argon. 

DESCRIPTION :  The  containers  range  from  300  to  7500 
gallons  capacity  and  are  essentially  a  vertical  cylindrical 
storage  vessel  and  a  vaporizer.  The  storage  vessel  is  manu¬ 
factured  of  9%  Ni  Alloy  steel  or  stainless  steel  designed  in 
accordance  with  the  ASME  Code  for  unfired  pressure 
vessels  and  is  code  stamped.  The  storage  vessel  is  jacketed 


with  an  outer  carbon  steel  jacket  constructed  to  comply 
with  the  ASTME  Code,  but  is  not  stamped.  The  intervening 
space  between  the  inner  and  outer  shell  is  insulated  and  kept 
under  vacuum. 

The  containers  up  to  and  including  Model  1200  are 
equipped  with  built-in  vaporizers,  and  the  Models  2400 
through  7500  require  a  separate  vaporizer. 

The  design  pressure  of  the  vessel  is  245  p.s.i.,  and  it  was 
noted  that  the  applicant’s  specifications  for  the  rupture  disc 
were  in  excess  of  that  allowed  under  UG-125  of  the  ASME 
Code. 

INSPECTION  AND  TEST:  All  details,  submitted  by  the 
applicant  were  examined  by  Assistant  Engineer  J.  A.  Darts. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Customer  Li¬ 
quid  Converter  Unit,  Models  CLC  300,  600,  1200,  2400,  4800, 
and  7500,  for  use  in  New  York  City  under  the  provisions,  of 
Article  17,  Chapter  19,  Administrative  Code,  on  condition 
that  every  installation  will  be  made  outdoors  where  per¬ 
mitted  by  law;  that  the  minimum  clearance  between  con¬ 
verter  and  adjacent  structures  may  be  5  feet  if  the  walls 
are  fire  resistive  in  construction  and  with  no  openings 
within  25  feet  of  the  converter,  unless  such  openings  lead 
to  rooms  used  exclusively  for  the  storage  of  nitrogen  and/ 
or  the  charging  of  cylinders  or  suitable  containers  in  which 
case  the  distance  from  converter  to  wall  opening  may  be 
reduced  to  10  feet,  no  storage  of  combustible  material  to  be 
permitted  in  the  storage  area;  no  smoking  or  open  flames 
in  the  same  area  that  all  piping  from  the  converter  and 
within  the  building  will  be  as  required  by  the  Fire  Depart¬ 
ment  ;  that  each  installation  will  be  serviced  and  periodically 
inspected  by  specially  trained  personnel  holding  certificates 
of  fitness  issued  by  the  Fire  Department;  that  all  electrical 
work  will  be  in  accordance  with  the  Electrical  Code  of 
the  City  of  New  York.  Each  converter  installation  will 
bear  a  label,  permanently  affixed,  reading:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  955-64-SA”. 

The  Committee  further  recommends  that  rupture  discs 
complying  with  the  ASME  requirements  and  set  at  a  maxi¬ 
mum  of  294  p.s.i.g.  shall  be  installed  instead  of  the  discs 
specified  by  the  applicant,  and  such  discs  shall  be  so  marked 
with  that  pressure.  That  the  relief  valves  protecting  the 
inner  vessel  shall  be  set  at  a  maximum  of  270.  The  outer 
vessel  shall  have  a  relief  device  at  the  top  to  relieve  annular 
space  pressure  if  it  should  exceed  atmospheric  pressure. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenariic, 
Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

956-64-SA 

APPLICANT — Air  Products  and  Chemicals,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Milton  R.  Hillegass. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 
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Negative:  _ _ _ 

Absent :  Vice  Chairman  Kleinert 


0  (Sgd.)  William  A.  Nolan, 

1  Director, 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
956-64-SA — Air  Products  &  Chemicals,  Inc.,  Trexlertown, 
Penna.,  filed  for  approval  of  the  appliance  known  as 
Customer  Liquid  Storage  Unit  CLS  2400,  4600,  7500,  and 
20,000,  under  the  provision  of  Article  17,  Chapter  19,  Ad¬ 
ministrative  Code. 

PROPOSED  USE:  Container  for  storage  of  liquid  nitro¬ 
gen,  oxygen  or  argon. 

DESCRIPTION :  The  containers  range  in  size  from  2400 
to  20,000  gallons  capacity  and  are  essentially  a  vertical 
storage  vessel.  The  inner  vessel  is  manufactured  of  9%  Ni 
Alloy  steel  design  in  accordance  with  ASME  Code  for 
unfired  pressure  vessel  and  are  code  stamped.  The  storage 
vessel  is  jacketed  with  an  outer  carbon  steel  jacket  con¬ 
structed  to  comply  with  ASME  Code,  but  is  not  stamped. 
The  intervening  space  between  the  inner  and  outer  shell  is 
insulated  and  kept  under  vacuum. 

The  units  are  equipped  with  a  pressure  building  coil  and 
controls  necessary  to  regulate  the  storage  and  pressure  dis¬ 
charge  of  the  liquid  in  the  tank. 

The  maximum  working  pressure  for  the  various  con¬ 
tainers  is  as  follows:  CLS-2400  —  75  p.s.i.,  CLS-4600  — 
45  p.s.i,  CLS-7500  —  70  p.s.i,  CLS-20,000  —  83  p.s.i.  It 
was  noted  that  the  applicant’s  specifications  for  sjafety  relief 
valves  and  rupture  discs  were  in  excess  of  that  allowed 
under  UG-125  of  the  ASME. 

INSPECTION  AND  TEST :  All  details  submitted  by 
the  applicant  were  examined  by  Assistant  Engineer  J.  A. 
Darts. 


RECOMMENDATION::  Tire  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Customer 
Liquid  Storage  Unit  CLS  2400,  4600,  7500,  and  20,000  for 
use  an  New  York  City  under  the  provisions  of  Article  17, 
Chapter.  19,  Administrative  Code,  on  condition  that  every 
installation,  will  be  made  outdoors  where  permitted  by  law ; 
that  the  minimum  clearance  between  converter  and  adjacent 
structures  may  be  5  feet,  if  the  walls  are  fire  resistive  in 
construction  and  with  no  openings  within  ,25  feet  of  the 
converter,  unless  such  openings  lead  to  rooms  used  ex¬ 
clusively  for  the  storage  of.  nitrogen  and/or  the  charging 
of  cylinders  or  suitable  containers  in  which  case  the  distance 
from  converter  to  wall  opening  may  be  reduced  to  10  feet, 
no  storage  of  combustible  material  to  be  permitted  in  the 
storage  area;  smoking  or  open  flames  in  the  same  area 
that  all  piping  from  the  converter  and  within  the  building 
willwill.be  as. required  by  the  Fire  Department;  that  each 
installation  will  be  serviced  and  periodically  inspected  by 
specially  trained,  personnel  holding  certificates  of  fitness 
lssued  by  the  Fire  Department:  that  all  electrical  work 
will  be  m  accordance  with  the  Electrical  Code  of  the  City 
of  New  \ork.  Each  converter  installation  will  bear  a  label 
permanently  affixed,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  956-64-SA”. 


The  Committee  further  recommends  that  safety  valves  and 
rupture  discs  complying  with  ASME  requirements  shall  be 
used  instead  of  the  valve  and  rupture  discs  specified  by  the 
applicant.  The  valves  and  discs  shall  be  set  as  follows : 


CLS  2,400  —  Valve  83  p.s.i. 
CLS  4,600  —  Valve  50  p.s.i. 
CLS  7,500  — Valve  77  p.s.i. 
CLS  20,000  —  Valve  92  p.s.i. 


Disc —  90  p.s.i. 
Disc —  60  p.s.i. 
Disc —  85  p.s.i. 
Disc  — 100  p.s.i. 


The  outer  vessdl  shall  be  protected  by  a  relief  device 
at  the  top  to  relieve  annular  space  pressure,  if  it  should 
exceed  atmospheric  pressure. 


John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Assistant  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1089-64-SM 

APPLICANT — 'General  Electric  Company  Laminated 

Products  Department,  owner;  L.  G.  Derbyshire  Building 
Components,  agent. 

APPEARANCES— 

For  Applicant:  Roger  F.  Drews. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . . . 4 

Negative:  . . . . .  0 

Absent :  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1089-64-SM — General  Electric  Co,  Laminated  Products 
Dept,  Coshocton,  Ohio,  filed  for  approval  of  the  material 
known  as  General  Electric  Batten  Panel  System  under  the 
provisions  of  C26-667.0,  Administrative  Building  Code. 
PROPOSED  USE:  Interior  wall  trim. 

DESCRIPTION :  The  panel  is  a  three  ply  decorati  ve  sur¬ 
faced  laminate  construction,  total  thickness  of  54  inch.  The 
components  consist  of  Johns-Manville  Thermostone  Board, 
approved  by  the  Board  under  Cal.  1174-61-SM,  0.185  inches 
thick  as  the  core  material.  To  this  core  material  is  laminated 
a  decorative  face  veneer  of  plastic  0.035  inches  in  thickness 
and  a  back  veneer  of  the  same  plastic  and  of  the  same 
thickness. 

INSPECTION  AND  TEST :  Details  of  the  panel  were 
examined  by  Assistant  Engineer  J.  A.  Darts,  and  it  was 
noted  that  the  core  is  of  incombustible  material.  The  panel 
was  tested  by  the  Underwriters’  Laboratories  and  has  a 
flame  spread  rating  of  20.  It  was  also  noted  that  the  face 
veneers  were  less  than  1/20  of  an  inch  in  thickness. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
mends.  the  approval  of  the  material  known  as  General 
Electric  Batten  Panel  System  A50  JL5500  for  voluntary  use 
in  New  York  City  as  an  interior  trim  under  the  provisions 
of  C26-667.0.3,  without  restriction  as  the  core  is  incom¬ 
bustible  and  the  face  veneer  is  less  than  1/20  of  an  inch 
on  condition  that  the  panels  shall  be  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  1089-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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1090-64-SM 

APPLICANT— General  Electric  Company  Laminated, 
Products  Department,  owner ;  L.  G.  Derbyshire  Building 
Components,  agent. 

APPEARANCES— 

For  Applicant:  Roger  F.  Drews. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein - 4 

Negative:  — - ® 

Absent:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1090-64-SM— General  Electric  Co.,  Laminated  Products 
Dept.,  Coshocton,  Ohio,  filed  for  approval  of  the  material 
known  as  General  Electric  Spline  Panel  System  under  the 
provisions  of  C26-667.0,  Administrative  Building  Code. 

PROPOSED  USE:  Interior  wall  Trim. 

DESCRIPTION :  The  panel  is  three  ply  decorative  surfaced 
laminate  construction,  total  thickness  13/16  of  an  inch.  The 
components  consist  of  Johns-Manville  Thermostone  Board, 
approved  by  the  Board  under  Cal.  1174-61-SM,  0.750  inches 
thick.  To  this  core  material  is  laminated  a  decorative  face 
veneer  of  plastic  0.035  inches  in  thickness  and  a  back 
veneer  of  the  same  plastic  and  of  the  same  thickness. 
INSPECTION  AND  TEST:  Details  of  the  panel  were 
examined  by  Assistant  'Engineer  J.  A.  Darts,  and  it  was 
noted  that  the  core  is  incombustible  material.  The  panel 
was  tested  by  the  Underwriters’  Laboratories  and  it  has  a 
flame  spread  rating  of  20.  It  was  also  noted  that  the  face 
veneers  were  less  than  1/20  of  an  inch  in  thickness. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  General  Elec¬ 
tric  Spline  Panel  System  A50  SL5501,  for  voluntary  use 
in  New  York  City  as  an  interior  trim  under  the  provisions 
of  C26-667.0.3,  without  restriction  as  the  core  is  _  incom¬ 
bustible  and  the  face  veneer  is  less  than  1/20  of  an  inch,  on 
condition  that  the  panel  shall  be  labeled:  ‘‘Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  1090-64-SM”. 

(Sgd.)  William  A.  Not. ax. 

Director, 

John  A.  Darts. 

Asst.  Engr., 

George  F.  Sklknarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1 

1 


Negative:  Commissioner  Fox - 

Absent:  Vice  Chairman  Kleinert - 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1104-64-SM— Johns-Manville  Products  Corp.,  New  York, 
filed  for  approval  of  the  materials  known  as  Placewel  R.  Y 
and  WH,  under  the  provisions  of  C26-191.0,  Administrative 

Building  Code. 

PROPOSED  USE:  Admixtures  for  concrete,  (air  entrain¬ 
ing  agent)  .  ,.  . 

DESCRIPTION :  The  materials  are  an  organic  salt  ot  a 
hydroxylated  carboxylic  acid  plus  surface  active  agent  o 
anionic  type  and  are  a  minor  modification  of  Placewel  W, 
presently  approved.  . 

The  materials  are  completely  water  soluble.  The  pH  is 
8.1  for  the  Y  and  WH  and  7.4  for  R.  The  color  is  brown- 
black  for  Y  and  WH  and  amber  for  R.  . 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  test  report  conducted  by  Pittsburgh  Testing  Laboratories 
and  Walter  H.  Flood  &  Co.,  showing  that  concrete  with 
the  admixture  compared  favorably  with  concretes  without 
the  admixture. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Placewel  K, 
Y  and  WH  for  voluntary  use  in  New  York  -City,  on  con¬ 
dition  that  the  dosage  shall  not  exceed  2%.  ozs.  per  sack 
of  cement.  All  containers  in  which  the  material  is  marketed 
shall  be  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  1104-64-SM  . 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1104-64-SM 

APPLICANT— Johns-Manville  Products  Corporation, 

owner;  Harold  Perrine,  agent. 

APPEARANCES— 

For  Applicant:  H.  C.  Fischer. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative;  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  - - - - -  3 


1105-64-SM 

APPLICANT— Johns-Manville  Products  Corporation, 

owner;  Harold  Perrine,  agent. 

APPEARANCES— 

For  Applicant:  H.  C.  Fischer. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative;  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . .  ^ 

Negative:  Commissioner  Fox  . — - - *■ 

Absent:  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
1105-64-SM — Johns-Manville  Products  Corp.,  New  York, 
filed  for  approval  of  the  material  known  as  Placewel  30 
under  the  provisions  of  C26-191.0,  Administrative  Building 
Code. 

PROPOSED  USE:  Concrete  admixture. 

DESCRIPTION  :  The  material  is  a  complex  anionic  ester 
that  is  completely  water  soluble.  The  material  is  a  blue- 
black  liquid  having  a  pH  of  7.8. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  tests  conducted  by  E.  L.  Conwell  &  Co.  These 
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tests  showed  that  the  use  of  the  material  PLacewel  30  had 
no  adverse  effect  on  concrete  when  compared  with  concrete 
that  did  not  have  the  admixture.  The  complete  report  is 
on  file  with  and  is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Placewel  30 
for  voluntary  use  in  New  York  City  as  an  admixture  for 
concrete,  on  condition  that  the  dosage  shall  not  exceed  3 
ozs.  per  sack  of  cement,  and  further  that  all  containers  in 
which  the  material  marketed  shall  be  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  1105-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1106-64-SM 


■APPLICANT — Johns-Manville  Products  Corporation, 

owner ;  Harold  Perrine,  agent. 

APPEARANCES— 


For  Applicant:  H.  C.  Fischer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative;  Chairman  Foley,  Commissioner  Becker  and 


Commissioner  Klein  _  3 

Negative:  Commissioner  Fox  _ _  1 

Absent:  Vice  Chairman  Kleinert  _  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
11U6-64-SM— Johns-Manville  Products  Corp.,  New  York, 
filed  for  approval  of  the  material  known  as  Airecon  under 
the  provisions  of  C26-191.0,  Administrative  Building  Code. 
PROPOSED  USE:  Air  entraining  agent. 

DESCRIPTION :  The  material  is  a  12  per  cent  solution  of 
j®0  rc?sin.Jn  a.  neutralized  soluble  form  and  meets  the 
AS  i  M  Specification  C260,  for  Air  Entraining  Admixtures 
tor  Concrete.  The  material  is  brown  in  color  with  a  pH  of 
ll.o  with  the  characteristic  rosin  odor. 


INSPECTION  AND  TEST.  The  applicant  has  submitti 
reports  of  tests  conducted  by  United  States  Testing  Con 
pany,  Inc.  These  tests  showed  that  the  material  Airecc 
compared  favorably  with  the  materials  Placewel  and  Dare: 
presently  approved  by  the  Board.  The  complete  report 
on  file  with  and  is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recon 
mends  the  approval  of  the  material  known  as  Airecon  f< 
voluntary  use  in  New  York  City  as  an  air  entrainir 
agent,  on  condition  that  the  dosage  shall  be  Vz  to  1  flu: 
ounce,  per  sack  of  cement.  All  containers  in  which  ti 
matenal  js  marketed  shall  be  labeled:  “Approved  by  tl 

SM".  APPea'S  f°r  ”  NCW  Y°rk  Cil 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 


George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1118-64-SA 

APPLICANT — Heat-Timer  Corporation,  owner;  Lee 
Leighton,  agent. 

APPEARANCES— 

For  Applicant:  L.  Leighton. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  „ . .  4 

Negative:  . . . . . . . .  0 


Absent :  Vice  Chairman  Kleinert  _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  1118-64-SA — Heat  Timer  Corporation,  New  York, 
New  York,  filed  for  approval  of  the  appliance  known  as 
Smoke  Eye  SG  207,  under  the  provisions  of  C26-191.0 
Administrative  Building  Code. 

PROPOSED  USE:  To  detect  smoke  in  the  flue  gases  of 
heavy  oil  burning  or  soft  coal  burning  boilers. 

DESCRIPTION :  The  Smoke  Eye  SG  207  smoke  alarm 
has  three  major  components.  One  is  a  6  volt  G.E.  light 
source  with  transformer,  the  second  is  a  photocell  unit  con¬ 
taining  a  cadmium  sulphide  cell,  and  the  third  unit  con¬ 
sists  of  alarm  lights,  smoke  density  indicator,  time  delay 
relay,  resistors,  capacitors,  electron  tubes,  and  provisions  to 
make  connection  for  burner  shutoff. 

The  light  source  unit  and  photocell  unit  are  installed  on 
opposite  sides  of  a. flue  pipe  and  supported  in  position  either 
by  a  1  inch  iron  pipe  passed  through  holes  made  in  the  flue 
pipe  or  by  securing  the  two  units  to  side  walls  or  similar 
support,  provided  that  the  minimum  distance  between  each 
unit  and  flue  pipe  is  12  inches.  Two  and  one-half  inch  or 
larger  holes  are  cut  into  the  flue  pipe  for  passage  of  light 
from  source  to  photocell.  This  installation  is  to  be  made 
where  the  draft  is  negative. 

INSPECTION  AND  TEST :  A  sample  of  the  SG  207 
smoke  alarm  was  examined  at  the  offices  of  the  Board  by 
Assistant  Engineer  G.  F.  Sklenarik.  This  device  can  be 
installed  so  as  not  to  interfere  with  the  oil  burner  safety 
controls. 

This  smoke  alarm  has  been  tested  and  listed  by  Canadian 
Standards  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
cr11^^  aPProval  of  the  appliance  known  as  Smoke  Eye 
Stir  207  smoke  alarm  for  use  in  New  York  City  when 
installed  in  accordance  with  this  report  and  to  the  satisfac- 
tl-jnjJhe  ,DePartment  of  Air  Pollution  Control,  and  pro¬ 
vided  that  the  installation  of  such  equipment  will  not  inter¬ 
fere  with  the  operation  of  the  oil  burner  safety  control  or 
in  any  way  with  the  draft  or  passage  of  flue  gases  through 
the  heating  device.  Each  installation  shall  bear  a  label 
permanentiy  affixed,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  1118-64-SA'. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
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George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 


Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


1211-64-SM 

APPLICANT — iFredenburg  and  Lounsbury,  Incorporated 
for  Provel,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Drew  Pearsall. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE- 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 

missioner  Becker  and  Commissioner  Klein  ~~ . ************* 

Negative: - - - 

Absent:  Vice  Chairman  Kleinert  - - —  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 

1211-64-SM — Fredenburg  &  Lounsbury,  Inc.  for  Provel, 
Inc.,  Avenel,  New  Jersey,  filed  for  approval  of  the  material 
known  as  Travar  under  the  provisions  of  C26-667.0  Ad¬ 
ministrative  Building  Code  and  the  Veneering  Rules  of  the 
Board. 

PROPOSED  USE:  Wall  veneer. 

DESCRIPTION  :  The  material  is  a  precast  concrete  wall 
panel  composed  of  concrete  sand,  Portland  Cement,,  silica 
flour  water,  and  inert  color.  The  units  are  molded  m  flat 
panel’s  with  a  surface  simulating  traveltme  marble.  The 
panels  are  cured  in  an  autoclave.  The  panels  are  2  -U  x  o  - 
0"  x  0'-7/8". 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  conducted  by  The  Haller  Testing  Labora¬ 
tories.  The  test  shows  that  the  panel  has  a  compressive 
strength  of  12,800  p.s.i.  ultimate  and  a  modulus  of  rupture 
of  1350  p.s.i.  The  complete  report  is  on  file  with  and  is  part 
of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Travar  as  an 
inferior  wall  veneer  without  restriction  as  to  location  under 
the  provisions  of  C26-667.0,  Administrative  Building  Code, 
and  as  an  exterior  Veneer  when  installed  in  accordance  with 
the  Veneering  Rules  of  the  Board,  on  condition  that  all 
cartons  in  which  the  material  is  marketed  shall  be  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  1211-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1212-64-SM 

APPLICANT — Fredenburg  and  Lounsbury,  Incorporated, 
Agent  for  Provel,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Drew  Pearsall. 


ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  — - - 4 

Negative:  - - - . 

Absent:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
1212-64-SM— Fredenburg  &  Lounsbury,  Inc.,  for  Provel, 
Inc.,  Avenel,  New  Jersey,  filed  for  approval  of  the  material 
known  as  Travar  Floor  Tile  under  the  provisions  of  C26- 
667.0,  Administrative  Building  Code. 

PROPOSED  USE :  Incombustible  floor  tile. 
DESCRIPTION  :  The  floor  tiles  are  composed  of  concrete 
sand,  Portland  cement,  silica  flour,  water  and  inert  color. 
The  tiles  are  molded  in  flat  panels  12  x  12  x  h  and 
have  a  surface  similating  travertine  marble. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  conducted  by  the  Haller  Testing  Labora¬ 
tories.  The  test  shows  that  the  compressive  strengh  is 
12,800  p.s.i.  ultimate  and  a  modulus  of  rupture  of  1350 
p.s.i.  and  that  the  material  meets  Federal  Spec.  SS-T-308b 
as  to  Abrasion  Resistance.  The  complete  report  is  on  file 
with  and  is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Travar  Floor 
Tile  for  voluntary  use  in  New  York  City  under  the  pro¬ 
visions  of  C26-667.0.4,  Administrative  Building  Code.  As 
this  tile  is  incombustible,  the  restriction  as  to  use  under 
C26-667.0.4  Administrative  Building  Code  shall  be  waived. 
All  cartons  in  which  the  material  is  marked  shall  be 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  1212-64-SM”. 

(Sgd.)  William  A.  Nolan, 


John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1302-64-SM 

APPLICANT— Frackville  Development  Corporation, 

owner;  John  Ely,  agent. 

APPEARANCES— 

For  Applicant:  John  C.  Ely. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


TPIE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein - 4 

Negative: . . . .  —  ® 

Absent:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1302-64-SM— Frackville  Development  Corp.  for  Frackville 
Block  Company,  Inc.,  Frackville,  Penna.  filed  for  approval 
of  the  material  known  as  Frackville  Cinder  Block  under 
the  provision  of  the  Masonry  Rules  of  the  Board. 
PROPOSED  USE:  Load  bearing  cinder  masonry  units. 
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DESCRIPTION :  The  units  are  either  hollow  or  solid  load 
bearing  cinder  blocks.  There  are  two  design  mixes :  one  for 
hollow  and  the  other  for  the  solid  units.  The  mix  for  the 
hollow  units  is  500  lbs.  of  cement,  2400  lbs.  coarse  cinders, 
1200  lbs.  fine  cinders  and  400  lbs.  of  sand.  The  design  for 
the  solid  unit  is  the  same  except  that  the  cement  is  in¬ 
creased  to  564  lbs.  The  water  ratio  is  the  same,  namely, 
6  gallons/sack  of  cement. 


INSPECTION  AND  TEST :  The  applicant  has  submitted 
reports  of  tests  conducted  by  Allentown  Testing  Laboratory. 
The  tests  showed  that  the  blocks  successfully  met  the  re¬ 
quirements  of  the  Masonry  Rules  of  the  Board  and  C26-309.0, 
Administrative  Building  Code. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Frackville 
Cinder  Blocks  fo?  voluntary  use  in  New  York  City,  in  the 
following  sizes:  Solid  Cinder  —  2"  x  8"  x  18"  3"  x  8" 
x  18",  4"  x  8"  x  18",  6"  x  8"  x  18",  8"  x8"  x  18",  and 
12  x  8  x  18  .  Hollow  Cinder  —  4"  x  8"  x  18",  6"  x  8" 
x  18  ,  8  x  8  x  18  ,  and  12"  x8'x  18",  on  condition  that  the 
blocks  be  of  a  design  mix  as  herein  described,  and  the 
requirements  of  the  Masonry  Rules  of  the  Board  are  com¬ 
plied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


29-65-SA 

APPLICANT — K.  G.  Hull  for  Peerless  Manufacturing 
Division,  Doyer  Corporation,  owner;  Thermo-Dymo- 
Dyne  Corporation,  agent. 

APPEARANCES— 

For  Applicant :  K.  G.  Hull. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  . . .  ,, 

Absent:  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
29-65-SA — K.  C.  Hull  Peerless  Manufacturing  Division, 
Dover  Corporation,  filed  for  approval  of  the  appliances 
known  as  Peerless  Gas-Fired  Duct  Furnace,  DF-C  Series 
and  Peedes3  Uni-Matic  Gas-  Fired  Down  Blast  Heater,’ 
Models  DB  and  DBH,  under  the  provisions  of  Article  12, 
Chapter  26,  Administrative  Building  Code. 

PROPOSED  USE:  Gas-fired  furnaces. 

:  The  basic  model  is  the  DF-C  Series, 
the  DB  and  DBH  are  simply  modifications  of  the  DF-C 
t>y  including  fans  and  blowers. 


The  DF-C  Series .  consist  of  a  cabinet  containing  the 
burner  system  which  is  a  die  formed  aluminized  steel  burner 
with  flange  ports,  the  heat  transfer  system  which  is  of 
aluminized  steel.  The  controls  consist  of  pressure  regulator, 
electric  gas  valve,  pilot  burner-thermocouple  actuated  safety 
Pilot  with  100%  shutoff,  high  limit  control,  and  manual 
mam  and  pilot  shutoff  cocks. 


The  BTU  input  ranges  from  150,000  to  300,000  BTU 
per  hour.  If  greater  input  is  required,  then  additional  units 
are  added  to  reach  the  required  input. 

INSPECTION  AND  TEST :  The  appliance  has  been  ap¬ 
proved  by  the  American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Peerless 
Gas-Fired  Duct  Furnace,  DF-C  Series,  and  Peerless  Uni- 
Matic  Gas-Fired  Down  Blast  Heater,  Model  DB  and  DBH, 
for  use  in  New  York  City  when  installed  in  accordance  with 
the.  requirements  of  Article  12,  Chapter  26,  Administrative 
Building  Code,  and  that  each  unit  bear  a  label,  permanently 
affixed,  reading :  Approved  by  the  Board  of  Standards  and 
Appeals  for  the  use  in  New  York  City  under  Cal.  29-65-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


131-65-SA 


APPLICANT — Dyna  Manufacturing  Company,  owner 
APPEARANCES— 

For  Applicant:  David  Massemilla. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 


Affirmative :  Chairman  -Foley,  Commissioner 
missioner  Becker  and  Commissioner  Klein 

Negative: _ 

Absent:  Vice  Chairman  Kleinert  . . . 

THE  RESOLUTION— 


Fox,  Com- 

. .  4 

- 0 

. .  1 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No..  131-65-SA — Dyna  Manufacturing  Co.,  Los  Angeles, 
California,  filed  for  approval  of  the  appliance  known  as 
Dyna  Flame  Gas  Log  Fireplaces,  Models  2001,  2001F, 
2002,  2003,  2004,  2010,  201  OF,  2009C,  and  2009W,  under  the 
provisions  of  Article  12,  Chap.  26  Administrative  Building 
Code  and  the  Multiple  Dwelling  Code. 

PROPOSED  USE:  As  a  decorative  gas  burning  fireplace 
for  domestic  use. 


DESCRIPTION :  The  Dyna  Flame  Gas  Log  Fireplaces 
consist  of  a  cast  iron  burner  with  drilled  ports  and  a 
ceramic  log  assembly  installed  inside  a  metal  firebox  with 
open  front.  The  firebox  is  vented  to  outdoors  through  a  5 
inch  approved  Type  B  vent,  either  round  or  oval  in  shape. 
The  firebox  unit  is  surrounded  by  a  metal  jacket  decorative 
in  appearance.  The  intervening  space  provides  a  passage 
to  heat  room  air  as  it  passes  upward  by  convection  and 
flows  through  grilles  placed  near  the  top  in  the  outer  jacket. 

Burner  operation  is  controlled  by  means  of  a  safety  pilot 
and  thermocouple,  a  temperature  limiting  device  and  an 
automatic  gas  valve.  The  pilot,  which  is  manually  ignited, 
establishes  a  current  flow  through  the  thermocouple  of 
sufficient  power  to  open  the  automatic  gas  valve  to  allow 
gas  flow  to  burner.  In  case  of  flame  failure,  the  gas  valve 
will  close  and  cut  off  the  flow  of  gas.  By  means  of  the 
self-generated  current,  the  gas  valve  is  controlled  from  a 
remote  push  button  wall  switch  or  a  similar  switch  mounted 
on  the  unit  itself  to  operate  the  burner.  The  temperature 
limiting  device  is  part  of  this  circuit. 
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All  Models  have  the  same  heat  imput  —  28,000  BTU  per 
hour  for  natural  gas. 

The  Models  2001,  2002,  2003,  and  2004  are  designed  for 
installation  against  a  wall.  The  Model  2010  is  designed  or 
corner  installation.  The  suffix  F  indicates  a  front  louvre  on 
the  fireplace.  The  Model  2009C  is  for  corner  installation 
and  the  2009W  for  wall  installation. 

INSPECTION  AND  TEST:  The  data  submitted  was 
examined  by  Assistant  Engineer  G.  F.  Sklenarik. 

These  fireplace  units  have  been  tested  and  approved  by 
the  American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom- 

2010  2010F,  2009C,  and  2009W  for  voluntary  use  in  New 
York  City  ’  when  installed  in  accordance  with  the  manu¬ 
facturer’s  instructions  as  approved  by  the  American  Gas 
Association  the  requirements  of  Article  12,  Chap.  26,  and 
Sub-Article  13,  Administrative  Building  Code  and,  where 
applicable,  the  Multiple  Dwelling  Code. 

Each  fireplace  unit  bear  a  label,  permanently  affixed, 
reading :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  131-65-SA  . 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


174-65-SM 

APPLICANT— M.  H.  Lazarus  and  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  J.  David  Lazarus. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  - ® 

Absent:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
174-65-SM— M.  H.  Lazarus  &  Company,  Inc.,  filed  for 
approval  of  the  material  known  as  RO-X  Flame  Proof 
Fabrics  under  the  provisions  of  the  Flameproofing  Rules 
of  the  Board. 

PROPOSED  USE:  Drapery  fabric. 

DESCRIPTION:  The  fabric  consists  of  42%  Rovana 
which  is  a  Saran  material,  29%  Verel  and  29%  Viscose. 
This  percentage  of  viscose  is  the  maximum  percent  of 
viscose  that  would  be  used  in  the  construction  of  the  fabric. 
INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  tests  as  conducted  by  Better  Fabrics  Testing 
Bureau,  Inc.,  which  showed  that  there  was  no  flashing, 
flaming  or  glow  of  the  samples  tested.  The  material  success¬ 
fully  met  the  requirements  of  the  Flameproofing  Rules  of 
the  Board.  The  complete  reports  are  on  file  with  and  are 
part  of  the  record. 


RECOMMENDATION:  The  Committee  on  Test  ^com¬ 
mends  the  approval  of  the  material  known  as  RO-X  Plame 

Proof  Fabrics  an  manufactured  by  M.  H.  Lazarus  fit 

Company,  Inc.,  for  voluntary  use  in  New  York  City  as  a 

drapery  fabric,  on  condition  that  all  requirements  of  the 

Flameproofing  Rules  of  the  Board  are  complied  with  and 
that  each  carton  or  wrapper  in  which  the  material  is 
marketed  shall  be  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  174-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


193-65-SM 


APPLICANT— United  States  Mineral  Products  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Frank  M.  Stumpf. 

Interested  Party :  Gerald  R.  Caplan. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  - ® 


Ahspnt'  •  Vice  Chairman  Kleinert 


1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
193-65-SM— U.  S.  Mineral  Products  Company,  Stanhope, 
New  Jersey  filed  for  approval  of  the  material  known  as 
Cafco  Blaze-Shield  Type  D  as  a  fire-proofing  material  for 
the  protection  of  steel  columns  under  the  provisions  of 
C26-593.0  through  C26-595.0  and  C26-599.0,  Administrative 
Building  Code. 

PROPOSED  USE:  As  a  3-hour  fire  resistive  column  con¬ 
struction. 

DESCRIPTION :  The  material  is  the  same  as  that  pre¬ 
viously  approved  under  Calendar  No.  139-58-SM,  except 
that  there  are  added  inert  binders. 

INSPECTION  AND  TEST:  The  material  was  tested  at 
Underwriters’  Laboratories,  Inc.,  in  accordance  with  the 
*  requirements  of  Sections  C26-588  through  C26-590  and 
C26-609  of  the  Administrative  Building  Code. 

Column  Assembly :  A  load  bearing  wide  flange  _  steel 
column  was  used.  The  column  was  first  sprayed  with  a 
light  coating  of  water,  and  then  the  CAFCO  BLAZE- 
SHIELD  was  sprayed  to  an  average  thickness  of  1%"  in 
one  application.  The  sprayed  fiber  was  left  untamped. 

Results  of  Test:  The  construction  successfully  met  the 
fire  test  for  a  3-hour  fire  resistive  column.  At  180  minutes 
the  average  and  maximum  temperatures  recorded  were 
943°F.  and  958°F.  respectively,  which  were  well  below  the 
allowable  limits  of  100Q°F.  average  and  1200°F.  maximum. 
The  complete  report,  ULI  R3749-10,  is  on  file  with  and  is 
part  of  the  record. 

RECOMMENDATION :  On  the  basis  of  the  tests  and 
data  filed  by  the  applicant,  the  Committee  on  Test  recom- 
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mends  the  approval  of  the  material  known  as  CAFCO 
BLAZE-SHIELD  Type  D  for  use  in  New  York  City  as  a 
fireproofing  medium  when  used  in  construction  as  described 
under  Column  Assembly;  as  a  fireproofing  for  structural 
steel  columns  having  a  fire  resistive  rating  of  3-hours,  in 
classes  of  construction  as  permitted  under  the  pertinent 
sections  of  the  Administrative  Building  Code,  on  condition 
that  all  plans  submtted  to  the  Department  of  Buildings 
showing  the  proposed  area  of  this  construction  shall  be 
stamped  or  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
No.  193-65-SM”,  and  further,  that  all  bags  and  containers 
in  which  this  material  is  marketed  shall  be  similarly 
marked,  and  still  further,  that  this  material  shall  only  be 
marketed  under  the  trade  name  of  CAFCO  BLAZE- 
SHIELD  Type  D. 

The  Committee  further  recommends  that  steel  columns 
protected  by  this  material  shall  be  protected  under  the 
provisions  of  C26-613.0,  Administrative  Building  Code. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


194-65-SM 

APPLICANT — United  States  Mineral  Products  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Frank  M.  Stumff. 

Interested  Party :  Gerald  F.  Caplan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . 4 

Negative:  _ 0 

Absent:  Vice  Chairman  Kleinert  _ 1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
194-65-SM — U.  S.  Mineral  Products  Co.,  Stanhope,  New 
Jersey,  filed  for  approval  of  the  material  known  as  Cafco 
Blaze-Shield  Type  D  as  a  fireproofing  material  for  the 
protection  of  steel  columns  under  the  provisions  of  C26-593.0 
through  C26-595.0  and  C26-599.0,  Administrative  Building 
Code. 

PROPOSED  USE:  As  a  4-hour  fire  resistive  column  con¬ 
struction. 

DESCRIPTION :  The  material  is  the  same  as  that  previ¬ 
ously  approved  under  Calendar  No.  139-58-5M,  except  that 
there  are  added  inert  binders. 

INSPECTION  AND  TEST:  The  material  was  tested  at 
Underwriters’  Laboratories,  Inc.,  in  accordance  with  the 
requirements  of  Sections  C26-588  through  C26-590  and 
C26-609  of  the  Administrative  Building  Code. 

Column  Assembly :  A  load  bearing  wide  flange  structural 
steel  column  was  used.  The  column  was  first  sprayed  with 
a  light  coating  of  water,  and  then  the  CAFCO  BLAZE- 
SHIELD  Type  D  was  sprayed  onto  all  four  sides  of  the 
column  to  an  average  thickness  of  1%"  in  one  application. 
The  sprayed  fiber  was  left  untamped. 


Results  of  Test-.  The  construction  successfully  met  the 
fire  test  for  a  4-hour  fire  resistive  column.  At  240  minutes 
the  average  and  maximum  temperatures  recorded  were 
830°F.  and  854°F.  respectively,  which  were  well  below  the 
allowable  limits  of  1000°F.  average  and  1200°F.  The  com¬ 
plete  report,  ULI  R3749-9  is  on  file  with  and  is  part  of  the 
record. 

RECOMMENDATION :  On  the  basis  of  the  tests  and  data 
filed  by  the  applicant,  the  Committee  on  Test  recommends 
the  approval  of  the  material  known  as  CAFCO  BLAZE- 
SHIELD  Type  D  for  use  in  New  York  City  as  a  fire¬ 
proofing  medium  when  used  in  construction  as  described 
under  Column  Assembly ;  as  a  fireproofing  for  structural 
steel  columns  having  a  fire  resistive  rating  of  4-hours,  in 
classes  of  construction  as  permitted  under  the  pertinent 
sections  of  the  Administrative  Building  Code,  on  condition 
that  all  plans  submtted  to  the  Department  of  Buildings 
showing  the  proposed  area  of  this  construction  shall  be 
stamped  or  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar  No. 
194-65-SM’’,  and  further,  that  all  bags  and  containers  in 
which  this  material  is  marketed  shall  be  similarly  marked, 
and  still  further,  that  this  material  shall  only  be  marketed 
under  the  trade  name  of  CAFCO  BLAZE-SHIELD 
Type  D. 

The  Committee  further  recommends  that  steel  columns 
protected  by  this  material  shall  be  protected  under  the  pro¬ 
visions  of  C26-613.0,  Administrative  Building  Code. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


268-65-SM 

APPLICANT — Cored  Panels,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Max  Malvase. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  _  4 

Negative: _ 0 

Absent:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

268-65-SM — Cored  Panels,  Inc.,  Farmingdale,  Long  Island, 
New  York,  filed  for  approval  of  the  material  known  as 
Cored  Panels  under  the  provisions  of  C26-667.0  Adminis¬ 
trative  Building  Code. 

PROPOSED  USE:  Interior  subdividing  partition  (non 
rated). 

DESCRIPTION :  The  panels  are  to  be  used  as  sub¬ 
dividing  partitions  and  are  of  two  types. 

One  type  consists  of  a  paper  honeycomb  core  and  facings 
of  Vs  inch  cement  asbestos  board.  The  entire  panel  is 
enclosed  in  an  aluminum  or  steel  framing  system.  The 
maximum  size  of  this  panel  is  4'-0"  x  lO'-O"  and  the 
minimum  thickness  is  2". 
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The  second  type  consists  of  a  Permilite  Core  &  face 
material  which  is  perlite,  incombustible  fibers  and  binder. 
This  core  material  has  been  approved  by  the  Board  under 
Calendar  Number  781-63-SM.  The  face  materials  are 
Glasweld,  a  cement  asbestos  panel  with  an  enameled  facing 
approved  by  the  Board  under  Calendar  Number  581-53-SM. 

The  entire  panel  is  enclosed  in  an  alunjinum  or^  steel 
framing  system.  The  maximum  size  of  the  panel  is  4'-0"  x 
lO'-O"  and  the  minimum  thickness  is  IV2". 

INSPECTION  &  TEST:  Samples  of  both  panels  were 
examined  by  AssSt.  Engr.  J.  A.  Darts  and  it  was  noted 
that  the  honeycomb  core  does  not  meet  the  requirements  of 
an  .incombustible  material.  The  entire  construction  of  the 
Permilite  and  Glasweld  Panel  are  of  incombustible  materials. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Cored  Panels 
for  voluntary  use  in  New  York  City  as  a  subdividing  par¬ 
tition  under  the  provisions  of  C26-667.0.5  Administrative 
Building  Code,  on  conditon  that  the  paper  honeycomb  cored 
panel  shall  be  so  labeled  and  shall  not  be  installed  in 
buildings  in  excess  of  150'-0"  in  height;  the  Permilite  and 
Glasweld  partitions  may  be  installed  without  restrictions  as 
a  subdividing  partiton.  All  cartons  or  wrappers  in  which 
the  material  is  marketed  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  268-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


333-65-SA 

APPLICANT — Acme  Fire  Alarm  Company  Incorporated, 
agent  for  B.R.K.  Electronics,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  William  J.  Plenge  and  William  C.  Plenge. 
ACTION  OF  BOARD— Appliance  approved  •in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 


Commissioner  Klein  _  3 

Negative:  . 0 

Not  Voting:  Commissioner  Fox  _  1 

Absent :  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
Cal.  No.  333-65-SA; — B.R.K.  Electronics,  Ina,  Skokie, 
Illinois,  filed  for  approval  of  the  appliance  known  as  B.R.K. 
Combustion  Products  Fire  Detector,  Model  64  TP  and 
B.R.K.  Voltage  Regulator  Unit  Panel,  Model  CP-64T, 
under  the  provisions  of  the  Fire  Department’s  Requirements 
in  relation  to  the  Installation  of  Automatic  Thermostatic 
Fire  Alarm  Systems. 

PROPOSED  USE:  A  fire  detector  with  power  supply 
unit. 

DESCRIPTION :  The  B.R.K.  equipment  is  intended  to 
detect  combustion  products  by  installing  one  or  more  detec¬ 
tors  at  or  near  the  ceiling  in  the  protected  area  and  con¬ 
necting  them  in  supervised  circuits  to  the  voltage  regulator 
unit  which  acts  as  a  power  supply  unit.  The  voltage 


regulator  unit  is  provided  with  one  to  six  detector  modules 
and  each  module  is  capable  of  operating  a  number  of  de¬ 
tectors.  To  form  a  system,  each  module  is  connected  to 
the  supervised  activating  device  circuit  to  operate  alarm 
bells,  releasing  devices,  etc.  The  power  supply  unit  is 
rated  at  120  V.  a.c.  15  amp. 

The  combuston  detector  utilizes  the  change  of  a  sensing 
grid  resistance  when  it  is  exposed  to  the  products  of  com¬ 
bustion.  Two  such  grids  are  used  in  each  detector,  one 
mounted  in  an  open  section  of  the  detector  enclosure  and 
one  mounted  in  a  protected  section  of  the  enclosure.  When 
the  detector  is  exposed  to  flow  of  combustion  products, 
the  resistance  of  the  open  grid  decreases  faster  than  the 
resistance  of  the  protected  grid.  With  the  two  sensing  grids 
connected  in  an  electronic  bridge  circuit,  an  electric  po¬ 
tential  is  developed  under  the  fire  conditions  because  of 
the  difference  in  grid  resistances.  This  potential  is  used  to 
actuate  a  triode  gas  tube  in  the  combustion  detector  circuit 
whch  energizes  the  connected  alarm  relay  within  the  module 
of  the  voltage  regulator  unit  for  the  alarm  signal. 

A  single  open  circuit  in  either  supply  line  to  a  detector  de¬ 
energizes  the  normally  energized  supervisory  relay  within 
the  module  of  the  voltage  regulator  unit  for  a  trouble  signal. 

Each  detector  is  provided  with  an  indicator  light.  When 
the  light  is  on,  the  detector  unit  is  operating  .properly.  When 
the  detector  reacts  to  combustion  products  activating  the 
alarm,  the  light  goes  put.  Also,  if  any  malfunction  should 
develop  in  the  detector  circuit,  the  indicator  light  will  go 
out,  but  without  an  alarm  sounding. 

The  voltage  regulator  unit  employs  a  voltage  regulator 
and  one  to  six  combustion  detector  circuit  modules  and  is 
intended  to  be  mounted  near  the  system  conrol  unit.  The 
primary  circuit  of  the  voltage  regulator  is  to  be  connected 
to  the  power  supply  terminals  of  the  system  control  unit. 

Each  combustion  detector  circuit  extends  to  an  end-of-line 
resistor  unit  from  the  high  side  of  the  regulator  output, 
then  back  to  the  circuit  module  through  a  bridge  rectifier 
to  the  common  side  of  the  regulator.  The  bridge  circuit 
provides  direct  current  for  the  series  supervisory  and  alarm 
relays.  The  current  through  the  detector  and  relay  circuits 
is  sufficient  to  operate  the  supervisory  relay  but  insufficient 
to  operate  the  alarm  relay.  When  the  combustion  detector 
operates  for  alarm  signal  and  the  triode  gas  tube  conducts, 
the  current  in  the  circuit  is  increased  a  sufficient  amount 
to  operate  the  alarm  relay  and  to  close  actuating  contacts 
for  the  system  control  unit. 

When  the  products  of  combustion  have  cleared  from  the 
detector  that  has  operated,  it  is  necessary  to  manually  de¬ 
energize  the  regulator  unit,  so  that  the  gas  tube  in  the 
detector  will  no  longer  conduct.  Upon  restoration  of  power, 
the  system  again  will  be  in  normal  supervisory  condition. 

INSPECTION  AND  TEST :  All  data  was  examined  by 
Assistant  Engineer  G.  F.  Sklenarik.  This  B.R.K.  equipment 
was  tested  and  approved  by  Underwriters’  Laboratories. 
File  S911,  when  detector  units  are  spaced  not  more  than 
60  feet  apart  nor  more  than  30  feet  from  a  wall  or  par¬ 
tition. 

The  Fire  Department  tested  this  equipment  and  has  sub¬ 
mitted  a  report,  dated  June  16,  1965,  recommending  approval 
of  this  equipment,  provided  that  not  more  than  20  detector 
units  are  operated  by  one  module. 

RECOMMENDATION :  The  Committee  recommends  the 
approval  of  the  B.R.K.  Combustion  Products  Fire  Detector, 
Model  64  TP  and  B.R.K.  Voltage  Regulator  Unit  Panel, 
Model  CP-64T  for  use  in  New  York  City  under  the  pro¬ 
visions  of  the  Fire  Department’s  Requirements  in  Relation 
to  the  Installation  of  Automatic  Thermostatic  Fire  Alarm 
System  and  any  additional  requirements  of  the  Fire  Com¬ 
missioner,  provided  that  each  detector  unit  and  voltage 
regulator  unit  panel  shall  bear  a  label,  permanently  affixed, 


955 


MINUTES 


reading :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  333-65-SA”. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  SkleNarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


220-64-SM 

APPLICANT — John  J.  Fogarty  for  Mosaic  Building  Prod¬ 
ucts  Incorporated,  owner. 

SY£J,ECT-ApPlication  February  24,  1964  —  Mosaic  Panel 
Wall  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1965  for 
decision;  applicant  to  submit  sample. 


1091-64-SM 

APPLICANT— General  Electric  Company,  Laminated 
Products  Department,  owner:  L.  G.  Derbyshire,  Specialist 
Building  Components,  agent. 

SUBJECT— Application  November  4,  1964 — General  Elec¬ 
tric  Fire  Rated  Panel  Model  A  50  JL  5502  approval  of 
APPEARANCES— 

For  Applicant:  Roger  F.  Drews. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1965,  at  2 
P.  M.  Applicant  is  to  be  notified  to  be  present. 


195-65-SM 

APPLICANT — United  States  Mineral  Products  Company 
owner. 

SLc?;TYFXr_AppIic'ation  February  24,  1965— Cafco  Blaze- 
bhield  Type  D  fire  retardation  (cellular  construction  or 
I  Beam)  approval  of. 

APPEARANCES— 

For  Applicant:  Frank  M.  Stumpf. 

Interested  B&rty:  Gerald  R.  Capjan. 

AFT^9Y  F9AFD — LaicJ  over  to  July  20,  1965,  at  2 

*  •  M.  for  decision. 


975-63-A 


APPLICANT— Alfred  Rader  for  275  Water  Street  Cor¬ 
poration,  owner;  Empire  Office  Equipment,  Incorpor¬ 
ated,  lessee. 


SUBJECT— Application  November  26,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 


^E|^*SES.  AFFECTED — 275  Water  Street,  east  side, 
52  feet  6  inches  south  of  Dover  Street,  Block  107,  Lot 
49,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Morris  Hannes  and  Alfred  Rader. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ q 


APPEARANCES— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  26,  1961  and  November  26,  1963  on 
Violation  Order  No.  494268,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  C19-161.0  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  26,  1961  and  November  26,  1963, 
acting  on  Viol.  Order  No.  494268,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  marked  “Received  Febru¬ 
ary  8,  1965”,  3  sheets ;  that  an  automatic  fire  alarm  system 
with  central  office  connection  shall  be  installed  throughout 
the  building ;  and  that  there  shall  be  no  repairs  or  refinishing 
of  furniture  on  the  top  floor. 


225-64-A 

APPLICANT — Arnold  W.  Lederer  for  Florence  Ross  and 
Sylvia  Marcus,  owners. 

SUBJECT — Application  February  21,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Wet  automatic  Sprinkler  system. 

PREMISES  AFFECTED — 655  5th  Avenue,  north  east 
corner  of  19th  Street,  Block  879,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . . . . . . . . . _  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _ _ _ _  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  9,  1963  and  February  20,  1964  on  Order 
No.  3512-3,  reads: 

“1.  Install  a  one  source  wet  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as 
per  Art.  16  Chapter  26  Administrative  Code;  C19- 
161. Oob  Adm.  Code." 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee,  of  the  Board  which  recommended 
that  the  appeal,  be  denied  because  of  high  fire  load  and 
hazardous  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  9,  1963  and  February  20,  1964,  acting 
on  Order  No.  3512-3,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


535-64-A 

APPLICANT — Louis  A.  Braun  for  Pneumatic  Air  Com¬ 
pression  Corporation,  owner. 
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SUBJECT— Application  May  19,  1964— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re  egiess. 
PREMISES  AFFECTED— 791  East  144th  Street  north 
side,  57.3  feet  West  of  Southern  Boulevard,  Block  2576, 
Lot  25,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Louis  A.  Braun. 

ACTION  OF  B OA RD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - ** 

Negative: - - - - — - ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  6,  1964  on  Alt.  Applic.  662-6o,  reads : 

“2.  Provide  means  of  egress,  properly  enclosed,  with 
proper  termination  at  the  street  and  roof  from  the 
mezzanine  level  as  per  C26-273.0  (B-3a)  A.C. 
NOTE:  The  area  of  the  mezzanine  exceeds  50% 
of  the  area  of  the  floor  below  and  is  therefore  treat¬ 
ed  as  a  separate  floor  for  exit  purposes  as  per  C26- 
273.0  (B-4a)  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  6,  1964,  acting  on  Alt.  Applic.  662-63,  Ob¬ 
jection  No.  2,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  filed  with  this  appeal  marked 
“Received  May  19,  1964”,  4  sheets;  and  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


634-64-A 

APPLICANT— Max  O.  Urbaln  for  Atlantic  Plaza  Hous¬ 
ing  Corp.,  owner. 

SUBJECT— Application  June  12,  1964  —  Appeal  from  a 
decision  of  the  Fire  Commissioner,  re  sprinkler  system 
per  “Guide  Line  Requirements.” 

PREMISES  AFFECTED— 247-253  Hopkinson  Avenue, 
east  side,  between  Atlantic  Avenue  &  Dean  Street,  Block 
1434-1441,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  A.  Wahl. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - 5 

Negative - -  ® 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  21,  1964,  acting  on  Fold  No.  28527.01 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  marked 
“Received  June  12,  1964”,  4  sheets. 


635-64-A 

APPLICANT— Max  O.  Urbahn  for  Atlantic  Plaza  Hous¬ 
ing  Corporation,  owner. 

SUBJECT— Application  June  12,  1964— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re  sprinkler  system  per 
“Guide  Line  Requirements.” 

PREMISES  AFFECTED— 214-220  Rockaway  Avenue, 
west  side,  between  Atlantic  Avenue  &  Dean  Street,  Block 
1434-1441,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  A.  Wahl. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - . - - - 

Negative - - - —  . — - ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  21,  1964  on  Folder  No.  28527.01,  reads: 

“In  reply  to  your  letters  of  May  7th  and  May  13th,  1964 
concerning  the  above  premises,  please  be  advised  as 
follows: 

1.  Further  consideration  of  facts  as  presented  have 
not  changed  our  position  regarding  the  necessity  of 
automatic  wet  sprinklers.  All  areas  must  be  pro¬ 
tected  as  stated  during  our  conference  of  May  6, 
1964  as  per  Fire  Dept.  Guide  Lines  and  as  outlined 
in  your  letter  of  May  7,  1964.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  21,  1964,  acting  on  Folder  No.  28527.- 
01,  Objection  No.  1  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received  June  12,  1964”,  4  sheets. 


636-64-A 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  21,  1964  on  Folder  No.  28527.01,  reads: 

“In  reply  to  your  letters  of  May  7th  and  May  13th, 
1964  concerning  the  above  premises,  please  be  advised 
as  follows : 

1.  Further  consideration  of  facts  as  presented  have 
not  changed  our  position  regarding  the  necessity  of 
automatic  wet  sprinklers.  All  areas  must  be  pro¬ 
tected  as  stated  during  our  conference  of  May  6, 
1964  as  per  F.D.  Guide  Lines  and  as  outlined  in 
your  letter  of  May  7,  1964.” 


APPLICANT— Max  O.  Urbahn  for  Atlantic  Plaza  Hous¬ 
ing  Corporation,  owner. 

SUBJECT— Application  June  12,  1964— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re  sprinkler  system  per 
“Guide  Line  Requirements.” 

PREMISES  AFFECTED— 2220  Atlantic  Avenue,  south 
side,  282  feet  east  of  Hopkinson  Avenue,  Block  1434- 
1441,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  A.  Wahl. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  21,  1964  on  Folder  No.  28527.01,  reads : 

“In  reply  to  your  letters  of  May  7th  and  May  13th, 
1964  concerning  the  above  premises,  please  be  advised 
as  follows : 

1.  Further  consideration  of  facts  as  presented  have  not 
changed  our  position  regarding  the  necessity  of 
automatic  wet  sprinklers.  All  areas  must  be  pro¬ 
tected  as  stated  during  our  conference  of  May  6, 
1964  as  per  Fire  Dept.  Guide  Lines  and  as  outlined 
in  your  letter  of  May  7,  1964.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  21,  1964,  acting  on  Folder  No.  28527.- 
01,  Objection  No..  1  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  the  build¬ 
ing  conforms  to  drawings  filed  with  this  application  marked 
“Received  June  12,  1964”,  2  sheets;  on  further  condition 
that  the  first  floor  areas  are  not  to  exceed  7500  square  feet, 
with  partitions  having  a  fire  rating  of  three  hours,  and  that 
the  store  cellar  areas  are  not  to  exceed  2500  square  feet. 


637-64-A 


APPLICANT— Max  O.  Urbahn  for  Atlantic  Plaza  Hous¬ 
ing  Corporation,  owner. 

SUBJECT — Application  June  12,  1964  —  Appeal  from  a 
decision  of  the  Fire  Commissioner,  re  sprinkler  system 
per  “Guide  Line  Requirements.” 

PREMISES  AFFECTED — 2229-2311  Dean  Street,  north 
side,  between  Hopkinson  and  Rockaway  Avenues,  Block 
1434-1441,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  A.  Wahl. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative: _  ___  q 

APPEARANCES— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  21,  1964  on  Folder  No.  28527.01,  reads: 


“In  reply  to  your  letters  of  May  7th  and  May  13th,  1964 
concerning  the  above  premises,  please  be  advised  as 
follows : 


1.  Further  consideration  of  facts  as  presented  have 
not  changed  our  position  regarding  the  necessity 
of  automatic  wet  sprinklers.  All  areas  must  be  pro¬ 
tected  as  stated  during  our  conference  of  May  6, 
1964  as  per  F.D.  Guide  Lines  and  as  outlined  in 
your  letter  of  May  7,  1964.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
tne  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com- 
sioner,  dated  May  21,  1964,  acting  on  Folder  No.  28527.01, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  build¬ 
ing  conforms  to  drawings  filed  with  this  application  marked 
“June  12,  1964”,  4  sheets;  on  further  condition  that  two 
dry  stand-pipes  be  located  to  serve  each  parking  level  with 
separate  Siamese  connection  for  each  stand-pipe  on  Dean 
Street  and  with  no  cross-connections. 


759-64-A 

APPLICANT — Diran  Karibian  for  Diran  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  July  14,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 21-25  Bleecker  Street,  north 
side,  250.2  feet  west  of  Bowery,  Block  529,  Lot  52,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Diran  Karibian. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ ______  5 

Negative: _ _ _ u 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  22,  1962  and  July  10,  1964  on  Violation 
Order  No.  594195,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

C19-161.0  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  22,  1962  and  July  10,  1964,  acting  on 
Violation  Order  No.  594195  Objection  No.  1  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  July  14,  1964”, 
3  sheets. 


908-64-A 

APPLICANT — Harold  G.  Lederer  for  Firestone  Tire  and 
Rubber  Company,  owner. 

SUBJECT — Application  September  4,  1964  —  Packaging 
of  combustible  liquid  known  as  Fireston  eGlass  Cleaner 
in  plastic  8  ounce  bottle  not  in  accordance  with  Admin¬ 
istrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  Harold  G.  Lederer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  28,  1964  on  Folder  No.  122-885,  reads: 
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“Replying  to  your  request  to  Amen  dthe  registration  of, 
‘FIRESTONE  GLASS  CLEANER’  under  N.Y.F.D. 
C.  of  A.  #  1932  by  recording  that  this  product  will  be 
packaged  in  an  eight-ounce  plastic  spray  bottle,  re¬ 
placing  the  previously  registered  twelve  ounce  metal 
cans. 

You  are  hereby  notified  that  Section  C-19.62.o.b.  of  the 
N.Y.  City  Administrative  Code  clearly  limits  the  pack¬ 
aging  of  Combustible  Mixtures  to  either  glass  or  metal 
containers.  The  use  of  a  plastic  container  for,  FIRE¬ 
STONE  GLASS  CLEANER’  will  nullify  the  regis¬ 
tration  of  this  product  under  N.Y.F.D.  C.  of  A.  1932. 

and 

Whereas,  the  appeal  has  been  considered  by  the  Board 
which  finds  that  it  can  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  28,  1964,  acting  on  Folder  No.  122-885,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  plastic  container 
shall  be  identical  with  the  sample  submitted  to  the  Board; 
that  it  shall  be  packed  12  containers  to  a  cardboard  case 
with  egg  crate  partitions,  having  a  busting  test  of  200 
pounds  per  square  inch ;  that  each  container  shall  be  labeled 
to  the  satisfaction  of  the  Fire  Commissioner;  and  that  the 
flashpoint  of  the  mixture  shall  not  be  less  than  110  degrees 
Fahrenheit. 


1012-64-A 

APPLICANT— Colibri  Corporation,  owner. 

SUBJECT— Application  October  14,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  packaging  of 
flammable  mixtures. 

APPEARANCES— 

For  Applicant:  Marvin  M.  Notkins. 

Tor  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative :  Vice  Chairman  Kleinert  — - -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  14,  1964,  reads : 

“As  Sec.  C-19-59.0.C  of  the  New  York  City  Adminis¬ 
trative  Code  clearly  limits  containers  for  packaging 
Flammable  Mixtures  to  be  made  of  glass  or  metal,  you 
are  in  violation  by  marketing  this  plastic  container 
in  New  York  City.” 

and 

Whereas,  the  Board  has  considered  this  case  and  the 
sample  and  documents  submitted. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  14,  1964,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  to  per¬ 
mit  the  use  of  1  1/3  fluid  ounce  nylon  containers  with 
thermoset  plastic  caps  on  condition  that  these  containers  be 
packed  120  to  a  corrigated  carton  which  is  125  pound  test 
strength,  and  that  the  containers  be  labeled  to  the  satisfac¬ 
tion  of  the  Fire  Commissioner. 


412-65-A 

APPLICANT — Victor  Taranto  and  Andrew  Miro,  own¬ 
ers. 

SUBJECT— Application  April  13,  1965— Filed  pursuant _  to 
Section  36  Art  3  of  the  General  City  Law  re-  Building 
not  fronting  legal  street. 


PREMISES  AFFECTED— 351  Adelaide  Avenue,  north¬ 
east  corner  of  Falcon  Avenue,  Block  4676,  Lot  73,  Oak- 
wood  Heights,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Stanley  A.  Applebaum,  Esq. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  -  ^ 

Negative :  - ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  26,  1965  on  N.B.  Applic.  1443-64,  reads : 

“1.  The  street  giving  access  to  this  premises  is  not  on 
the  official  map  of  the  City  of  New  York  and„  is 
contrary  to  Section  36  of  the  General  City  Law.” 

and 

Whereas,  this  appeal  has  been  considered  by  the  Board 
which  finds  that  it  should  be  granted  under  certain  condi¬ 
tions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  26,  1965,  acting  on  N.B.  Applic.  1443-64, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  “Received  April  13,  1965  ,  7 
sheets ;  and  on  further  condition  that  sidewalk,  curb,  curb 
cut  and  pavement  ot  the  middle  of  the  street  in  front  of  the 
building  shall  be  constructed  or  put  in  condition  to  com¬ 
ply  with  the  standards  of  the  Department  of  Highways. 


496-65-A 

APPLICANT— Simeon  Heller  and  George  J.  Meltzer  for 
Marmon  Enterprizes  Incorporated,  owner. 

SUBJECT— Application  April  30,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning  mat¬ 
ter. 

PREMISES  AFFECTED— 46-08  Francis  Lewis  Boule¬ 
vard,  northwest  corner  of  46th  Road,  Block  5541,  Lots 
5  and  1,  Block  5554,  Lots  12,  6,  1  and  55  and  Block  5555, 
Lot  19,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  J.  Meltzer. 

For  Opposition:  John  Belmonte  and  Joseph  Annunziato. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  - - -  I,;,“  ® 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein . . —  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1965  on  N.B.  Applic.  6-64,  reads: 

“1.  Reconsideration  for  the  erection  of  a  building  with 
Use  Group  VI  occupancy  on  a  site  used  for  Use 
Group  XVII  is  contrary  to  Sec.  52-30  of  the  Zon¬ 
ing  Resolution  and  has  been  denied  by  the  Com¬ 
missioner. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintend- 
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ent,  dated  April  29,  1965  acting  on  N.B.  Appilc.  6-64,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


563-65-A 


APPLICANT — George  J.  Hendricks  for  the  G.  R.  Kirk 
Company,  owner. 

SUBJECT— Application  May  18,  1965  —  Appeal  from  a 
decision  of  the  Fire  Commissioner — re  distribution  of 
processed  Christmas  Trees  in  New  York  City. 

APPEARANCES— 

For  Applicant:  George  J.  Hendricks. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ _ _ 0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  17,  1965,  reads: 

‘‘Replying  to  your  letter  of  May  14,  1965,  please  be  ad¬ 
vised  that  your  request  for  permission  to  ship  and/or 
distribute  processed  painted  trees  for  use  at  Christmas 
time  with  the  New  York  City  area  is  denied.  This  De- 
partment  has  taken  the  position  which  prohibits  the 
distribution  of  these  trees/' 
and 


Whereas,  the  Board  has  considered  the  result  of  tests 
conducted  at  Manhattan  College  and  other  supporting  data 
on  the  fire  resistence  of  these  trees. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  17,  1965,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted,  to  permit  the  dis¬ 
tribution  and  sale  of  green,  white  and  silver  trees,  and  to 
further  permit  the  sale  and  display  of  these  trees  in  stores 
from  November  1st  to  December  25th  in  each  year  on 
condition  that  the  treatment  of  these  trees  shall  not  take 
place  before  October  1st. 


606-65-A 

APPLICANT — Wank,  Adams  and  Slavin  for  New  York 
University,  owner. 

SUBJECT — Application  May  26,  1965  —  Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — North  side  of  West  Tremont 
Avenue,  338  feet  west  of  Cedar  Avenue,  Block  3231,  Lot 
125,  Block  2883,  Lot  80,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Roland  A.  Wank  and  Edmund  J.  Gal¬ 
lagher. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commi5$ioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein _ . _ 5 

Negative:  _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  19,  1965  on  N.B.  Applic.  194-65,  reads : 

“5.  Proposed  new  building  without  frontage  on  a  mapped 
street,  is  contrary  to  Section  36  of  the  General  City 
Law. 


NOTE:  Description  of  right  of  way  (certified  copy) 
has  been  filed  with  this  application.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  19,  1965,  acting  on  N.B.  Applic.  194-65, 
Objection  No.  5,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  located  as  shown  on 
drawings  filed  with  this  appeal  marked  “Received  Tune  10 
1965”,  2  sheets. 


627-65-A 

APPLICANT— Max  B.  Schreiber  for  NYC  Housing  Au¬ 
thority,  owner. 

SUBJECT— Application  June  1,  1965— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  paints. 

PREMISES  AFFECTED — 690-700  Westchester  Avenue 
east  side,  165  feet  north  of  East  152nd  Street,  Block  2654,’ 
Lot  2,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Sam  V.  Becker,  Oscar  Johnston  and 
James  P.  Fitzsimmons. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative  :  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _ _ _  q 

Absent:  Chairman  Foley  _ _ _ _ _ _  j 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  21,  1965  on  Fire  Department  Letter,  reads : 

“In  relation  to  your  communication  dated  May  6,  1965, 
requesting  a  modification  of  Regulations  dealing  with 
storage  of  paints  at  the  above  captioned  premises, 
please  be  advised  that  your  request  is  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  21,  1965,  acting  on  Fire  Department 
Letter  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
conform  with  drawings  filed  with  this  application  marked 
“Received  June  1,  1965,”  3  sheets ;  that  the  windows  on  the 
exterior  ramp  up  to  grade  shall  have  fixed  louvres ;  that  the 
windows  on  the  opposite  side  of  the  paint  shop  shall  be 
made  openable;  that  all  electric  wiring  in  the  paint  stor¬ 
age  room  shall  be  explosion  proof;  that  the  incinerator 
door  adjacent  to  the  doors  to  the  paint  shop  and  storage 
room  shall  be  kept  in  good  condition  and  not  be  permitted 
to  remain  open;  that  the  quantities  of  paints  shall  be  limited 
to  the  following:  1100  gallons  of  flat  wall  and  ceiling  paint; 
700  gallons  of  wall  and  trim  enamel;  50  gallons  of  zinc 
chromate  primer,  and  acrylic  patch  primer  ;  100  gallons  of 
shellac  and  varnish ;  500  gallons  of  alcohol,  paint  thinners, 
with  a  total  of  2,450  gallons ;  that  ample  approved  type 
metal  containers  shall  be  provided  for  paint  rags ;  that  the 
paint  shop  and  paint  rooms  shall  be  kept  under  lock  and 
key  accessable  only  to  approved  personnel ;  that  the  sprink¬ 
ler  system  be  maintained  to  the  satisfaction  of  the  Fire 
Commissioner;  that  two  2Vi  gallon  portable  foam  fire- 


960 


MINUTES 


fighting  extinguishers  be  provided  and  maintained  in  good 
condition,  and  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 


662-65-A 

APPLICANT— Robert  J.  Crinnion  for  Thomas  Romero, 
owner. 

SUBJECT— Application  June  8,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Frame  builu- 
ing — change  of  use  to  Church,  -stairways,  exits  etc. 
PREMISES  AFFECTED— 666  East  161st  Street,  south 
side,  50  feet  west  of  Trinity  Avenue,  Block  2630,  Lot 
47,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  Commissioner  Fox - 1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1965  on  It.  Applic.  60-65  , reads : 

“1.  The  proposed  church  in  a  frame  building  is  con¬ 
trary  to  C26-254.0  of  the  Adm.  Code. 

3.  The  stairway  must  be  enclosed  as  per  C26-292-(h) 
and  openings  in  enclosure  protected  by  FPSC  doors. 

4.  The  stair  must  terminate  at  roof  as  per  C26-292.0 
(k3). 

5.  It  is  unlawful  to  open  toilet  rooms  in  stair  enclosure 
C26-292.0(h2). 

6.  Provide  2  exits  from  boiler  room  C26-273.0(e). 

7.  Fire  retard  frame  walls  and  openings  in  them,  along 
passageway  between  the  buildings  (C26-291.0)  with 

the  doors  at  street  swinging  out. 

8.  All  walls  and  openings  in  them,  less  than  3'  from 
lot  lines  must  comply  with  C26-248.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  June  4,  1965,  acting  on  Alt.  Applic.  60-65,  Ob¬ 
jection  Nos.  1,  3,  4,  5,  6,  7  and  8,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  June  8,  1965”,  3  sheets; 
on  further  condition  that  the  second  floor  occupancy  shall 
be  limited  to  occupancy  by  the  Minister  of  the  church  and 
his  family;  and  that  the  present  shed  shall  be  removed  from 
the  rear  yard. 


670-65-A 

APPLICANT — Burke  and  Groh  for  Inter-Boro  Transport 
Terminal  Corporation,  owner. 

SUBJECT — Application  June  7,  1965  —  Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-Ramp  consti¬ 
tutes  a  shaft,  Wall  opening,  Ramp  bulkhead. 

PREMISES  AFFECTED — 586-598  Washington  Street, 
northwest  corner  of  Clarkson  Street,  Block  601,  Part 
of  Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Ehrlich. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Kleinert,  Commissioner  Fox 
and  Commissioner  Becker  - 3 

Negative:  Commissioner  Klein  -  1 

Absent :  Chairman  F oley  -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1965  on  N.B.  Applic.  11-63,  reads: 

“21.  Ramp  constitutes  a  shaft  and  must  comply  with  Sec. 
C26-238.0  and  C26-661.0. 

22.  Wall  openings  in  2nd  story  must  comply  with  C26- 
651.0. 

23.  Ramp  bulkhead  must  comply  with  C26-239.0  and 
C26-671.0  as  to  fire  resistive  ratings.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  10,  1965  acting  on  N.B.  Applic.  11-63,  Ob¬ 
jection  Nos.  21,  22  and  23,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  in  accordance  with  draw¬ 
ings  filed  with  this  application  marked  “Received  June  7, 
1965”,  4  sheets,  and  in  accordance  with  the  Zoning  Resolu¬ 
tion  as  modified  under  Cal.  Number  835-64-BZ,  and  that 
all  other  laws  rules  and  regulations  shall  be  compliew  with. 


533-63-A 

APPLICANT — Adler  and  Apicella  for  A  E  and  R  Realty 
Corp.,  owner  Bedell  Woodworking  Co.,  Inc.,  lessee. 
SUBJECT — Application  June  28,  1963  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 548-550  Union  Street,  south¬ 
west  corner  of  Third  Avenue,  Block  440,  Lot  29,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Adler  and  Apicella. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant  Fire  Department  Order  has  been  rescinded. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative  Commissioner  Fox  - - - 1 


1697-61-A 

APPLICANT — William  S.  Shary  for  Jules  Greene,  owner. 

SUBJECT — Application  October  18,  1962  —  Appeal  from 
an  order  and  a  deciison  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 16  Greene  Street,  east  side, 
178  feet,  6V2  inches  north  of  Canal  Street,  Block  230, 
Lot  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mrs.  William  S.  Shary. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1965, 
at  2  P.M.  on  condition  the  building  shall  remain  vacant 

and  the  Fire  Department  shall  continue  monthly  inspections. 
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739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Roads  Building 
Co.,  owner. 

SUBJECT — Application  September  20,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

APPEARANCES— 

For  Applicant:  Mrs.  William  E.  Shary. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.  M.  for  inspection  and  decision;  hearing  previously 
closed. 


1051-63-A 

APPLICANT — Reavis  and  McGrath  for  Shoreview 
Gardens,  owner;  Waldbaum’s  Twenty-Six,  Incorporated, 
lessee. 

SUBJECT — Application  December  19,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 6630  Avenue  U,  Southeast 
corner  of  East  66th  Street,  Block  8470,  Lot  424,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.  M.  at  request  of  applicant. 


157-64-A 

APPLICANT — Reavis  and  Ale  Grath  for  County  Holding 
Corporation,  owner;  Waldbaum  Stores,  Incorporated, 
lessee. 

SUBJECT — Application  January  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 911-927  Kinks  Highway,  north 
side,  244.80  feet  west  of  Coney  Island  Avenue,  Block  6666, 
Lot  37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  at  request  of  applicant. 


492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Turner 
and  Blanchard  Incorporated,  lessee. 

SUBJECT — Application  May  7,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — Foot  of  21st  Street,  950  feet 
west  of  3rd  Avenue,  Piers  B  and  C,  East  River,  Block 
635,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Helmut  Furth. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.  M.  at  request  of  applicant ;  on  condition  that  the 

building  shall  remain  vacant  or  if  the  building  is  occuped, 


that  a  twenty-four  hour  watchman  service  shall  be 
maintained. 


493-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Turner 
and  Blanchard,  Incorporated,  lessee. 

SUBJECT — Application  May  7,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Helmut  Furth. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.  M.  at  request  of  applicant;  on  condition  that  the 
building  shall  remain  vacant  or,  if  the  building  is  occupied, 
that  a  twenty-four  hour  watchman  service  shall  be  main¬ 
tained. 


577-64-A 

APPLICANT — Solomon  Friedlander,  d/b/a  Lisker  Realty 
Co. ;  E.  J.  H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT — Application  May  27,  1964 — Appeal  from  orders 
and  a  decision  of  the  Fire  Commissioner  re-  remove  all 
combustible  decorations  on  walls  and  ceilings  etc.  and 
sprinkler  system. 

PREMISES  AFFECTED — -156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Genser. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1965,  at  2 
P.  M.  for  hearing. 


618-64-A 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Fredrick 
Ippolito  and  Stanley  Sasowki,  owners ;  Atlas  Gas  & 
Service  Corporation,  lessee. 

SUBJECT — Application  June  8,  1964 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  temporary 
certificate  of  occupancy. 

PREMISES  AFFECTED — 97  Georgia  Avenue,  east  side, 
125  feet  north  of  Liberty  Avenue  and  112  Sheffield 
Avenue,  Block  3685,  Lots  6  and  38,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.  M.  at  request  of  applicant,  awaiting  action  of 
Building  Department. 


992-64-A 

APPLICANT — Bernard  J.  Gillroy  for  A  Ludwig  and 
Company,  owner. 

SUBJECT — Application  September  28,  1964 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  use  of 
and  approval  of  Paint  Machine. 

PREMISES  AFFECTED — 133  Middleton  Street,  north- 
side,  85  feet  east  of  Marcy  Avenue,  Block  2237,  Lot  53, 
Borough  of  Brooklyn. 


962 


MINUTES 


APPEARANCES— 

For  Applicant :  Irving  Kudroff. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1965,  at  2 
P.  M.  for  inspection  and  decision ;  hearing  closed. 


Adjourned  4:00  P.M. 

James  P.  Mulroy,  Secretary 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  June  15,  1965,  as  they 
appeared  in  Bulletin  No.  25,  Vol.  50,  are  hereby  corrected 
to  read  as  follows : 

589-6U-A 

APPLICANT — Larry  Meltzer  for  Newbrook  Paper  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  29,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 32-36  Bleecker  Street,  311-325 
Mott  Street,  southwest  corner,  Block  521,  Lot  11,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  22,  1963  and  May  13,  1964  on  Order 
No.  4477-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  arranged  and  equipped  as  per  Chapt.  26, 
Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  November  22,  1963  and  May  13,  1964,  act¬ 
ing  on  Order  No.  4477-3,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received  May  29,  1964”,  9  sheets; 
on  further  condition  that  a  non-automatic  sprinkler  system 
be  installed  in  the  cellar  of  the  building,  and  that  an  auto¬ 
matic  fire  alarm  with  central  office  connection  be  installed 
throughout  the  building. 

*  Correction — The  Calendar  Number  is  corrected  to  read 

as  shown  above  in  italics. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT - 
ABLE. 
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Minutes  of  Special  Meeting,  Friday  Morning,  July  16, 
1965,  Affecting  Calendar  Numbers — 892-63-A,  896-63- 
A  and  897-63-A. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  July 
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481-65-BZ,  504-65-BZ,  539-65-BZ,  582-65-BZ,  583-65- 
A,  584-65-A,  585-65-BZ,  586-65-A,  5S7-65-A,  588-55- 
BZ,  589-65-A,  590-65-BZ,  591-65-A,  592-65-BZ,  593- 
65-A,  678-65-BZ,  515-54-BZ,  1752-61-BZ,  209-63-BZ 
Vol.  II,  1257-64-BZ,  1258-64-A,  388-65-BZ,  389-65- 
A,  406-65-BZ,  407-65-BZ,  408-65-BZ,  409-65-BZ,  410- 
65-BZ,  457-65BZ,  482-65-BZ,  497-65-BZ,  498-6S-A, 

517-65-BZ,  518-65-A,  551-65-BZ,  566-65-BZ,  571-65- 
BZ,  572-65-A,  601-65-BZ,  651-65-BZ,  671-65-BZ  and 
677-65-BZ. 


COURT  DECISIONS. 

Matter  of  Powers  vs.  Foley: — At  Supreme  Court,  Special  Term, 
Part  I,  Mr.  Justice  Beckinella  rendered  the  following  decision: 

“In  this  article  78  proceeding  petitioner  shall  have  judgment  to 
the  extent  that  respondents  shall  accept  petitioner’s  application 
for  an  extension  of  the  period  to  complete  construction  peti¬ 
tioner’s  building  retroactive  to  December  15,  1964  (see  CPLR 
2004)  .... 

Respondents  would  have  the  court  construe  the  time  requirements 
of  Section  11-824  of  the  Zoning  Resolution  with  the  same  rigor 
as  though  the  Section  were  a  statute  of  limitations.  It  is  more 
just  to  consider  it  as  a  rule  to  which  CPLR  2004  is  applicable. 
Settle  the  judgment  on  notice.”  Calendar  Number  4184-BZY ; 
Premises  2279-2283  East  69th  Street,  Block  No.  8438,  Part  of 
Lot  No.  6,  Borough  of  Brooklyn. 

(N.  Y.  Law  Journal,  June  24,  1965,  page  14). 

Matter  of  Small  vs.  Foley : — On  June  23,  1965,  the  Board  granted 
an  extension  of  time  to  complete  construction  to  June  23,  1965  and 
further  to  amend  the  resolution  to  permit  the  revised  arrangment  on 
the  first  floor  and  mezzanine  under  the  application  reopened  on  May 
19,  1964  ;  Calendar  Number  1755-61-BZ  ;  Premises  106  West  3rd  Street, 
south  side,  103  feet  east  of  MeDougal  Street,  Block  540,  Lot  20,  Bor¬ 
ough  of  Manhattan. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Arthur 
Markewich  ruled  as  follows : 

“Upon  the  papers  before  it,  the  court  holds  that  the  petitioners 
have  failed  to  demonstrate  adequately  the  manner  in  which  they 
were  specially  damaged,  prejudiced,  or  harmed  as  a  result  of  the 
Board’s  authorization  of  an  extension  of  time  to  complete  con¬ 
struction  (see  Matter  of  Brunschwig  [Foley]  N.Y.L.J.,  January 
7,  1965,  p.  18,  col.  7).  Under  the  circumstances,  petitioners  have 
failed  to  indicate  that  they  have  standing  to  maintain  this  pro¬ 
ceeding  (Matter  of  Moore  v.  Burchell,  14  App.  Div.  2d  572  ;  Mat¬ 
ter  of  Blum  v.  Board  of  Zoning,  8  Misc.  2d  403),  and  accordingly 
the  motions  are  granted  and  the  petitions  dismissed.  Settle  order 
forthwith  on  one  day’s  notice.” 

(N.  Y.  L.  J,  July  8,  1965,  page  9). 


Minutes  of  Regular  Meeting  Tuesday  Noon,  July  20, 
1965,  Affecting  Calendar  Numbers  —  129-54-A,  498- 
38-A,  394-62-A,  218-24-BZ,  551-37-BZ— Vol.  II,  604- 
48-BZ— Vol.  Ill,  392-60-BZ— Vol.  II,  392-60-BZ  — 
Vol.  Ill,  803-61-BZ,  1913-61-BZ,  500-63-BZ,  1029-64- 
BZ,  108-65-BZ,  725-24-BZ— Vol.  IV,  349-49-BZ  and 
642-54-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July 
20,  1965,  Affecting  calendar  Numbers  —  343-64-A, 
673-64-A,  992-64-A,  234-65-A,  235-65-A,  236-65-A, 
576-65-A,  628-65-A,  698-65-A,  699-65-A,  701-65-A, 
315-62-A,  551-64-A,  577-64-A,  723-65-A,  1091-64-SM, 
195-65-SM  and  220-64-SM. 

Correction  Affecting  Calendar  Number — 86-65-A. 
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DOCKET 

New  Cases  Filed  up  to  July  20th,  1965 

Cal.  No.  Dept.  Premises  Affected 

794-65- A — F.D. — Harper  Street,  Northeast  corner  of 
Northern  Boulevard,  Block  1790,  Lot  1,  F.D.  Order  4796- 
4  re-  Fire  Pump,  Section  26-1428  Administrative  Code. 


795-65-SM — L.I.  Aggregate  Corporation,  Ready  Mix 
Concrete,  etc.,  manufactured  by  L.I.  Aggregate  Corpora¬ 
tion,  Material. 


796-65-A— F.D.— 1190-1198  5th  Avenue  and  1-21  East 
100th  Street,  southeast  corner  and  1460-1468  Madison 
Avenue,  Block  1604,  Lot  6,  Borough  of  Manhattan,  F.D. 
Letter,  re  oxygen  trailers,  Administrative  Code. 


797-65-A — F.D. — 2182-2186  Broadway  east  side,  25  feet 
9%  inches  north  of  West  77th  Street,  227  West  77th 
Street,  Block  1169,  Lot  17,  Borough  of  Manhattan,  F.D. 
Order  3152-5  re  Sprinkler  System. 


798-65-A — F.D. — 21-29  Dunham  Place  and  38  South  6th 
Street,  southwest  corner,  Block  2468,  Lot  18,  Borough 
of  Brooklyn,  F.D.  Order  5571-4  re  Sprinkler  System. 


799-65-SA — Pow  R  Matic  Incorporated,  Pow  R  Matic, 
Power-Pak,  Oil  Fired  Heating  of  commercial  and  in¬ 
dustrial  factories  and  buildings,  garages  and  warehouses, 
manufactured  by  Pow  R  Matic,  Incorporated,  Appliance. 


800-65-A — F.D. — General  Dispersions  Incorporated,  re 
packaging  of  inflammable  mixture,  known  as  “Fray- 
Check”  in  polyethylene  containers  (containers  not  in 
accordance  with  Administrative  Code  requirement.) 


801-65-SM — Infra  Insulation,  Incorporated,  Infratherm- 
alfoam,  Plastic  material  used  as  thermal  insulation  and 
noise  deadening,  manufactured  by  Infra  Insulation,  In¬ 
corporated,  Material. 


802-65-A — F.D.  —  Christy  Chemical  Corporation,  re 
packaging  of  flammable  mixture  known  as  ‘‘Monarch 
Petrol-Aid”  in  polyethylene  containers  (containers  not 
in  accordance  with  Administrative  Code  requirements). 


803-65-BZ— -B.Bx. — 495-499  Brook  Avenue,  westside,  24 
feet  north  of  East  147th  Street,  Block  2292,  Lot  47,  Bor- 
ough  of  The  Bronx,  Alt.  No.  639-63  re  Laundry,  Section 
32-25  Zoning  Resolution. 


804-65-SM — Stuart  Sales  Engineering  Company,  Stuart 
Flush  Valve  for  plumbing  fixtures,  manufactured  by 
Stuart  Engineering  Company,  Material. 


805-65-BZ — B.Q. — 69-33  110th  Street,  east  side,  50  feet 
south  of  69th  Road,  Block  2230,  Lot  6,  Forest  Hills, 
Borough  of  Queens,  N.B.  1372-65  re  one  family  dwelling 
and  two  car  Accessory  Garage,  Section  23-32  Zoning 
Resolution. 


806-65-BZ — B.Q. — 110-06  69th  Road,  southeast  corner 
of  110th  Street,  Forest  Hills,  Borough  of  Queens,  N.B. 
1373-65  re  one  family  dwelling  and  one  car  accessory 
garage,  Section  23-32  Zoning  Resolution. 


807-65-A — F.D. — 2-8  Pell  Street,  and  20-22  Bowery  north 
west  corner,  Block  163,  Lot  38,  Borough  of  Manhattan, 
F.D.  Order  4913-4  re  Sprinkler  System. 


808-65-BZ— B.B.— 60-82  Washington  Street,  and  66-76 
Front  Street,  southwest  corner,  Block  45,  Lot  101,  Bor¬ 
ough  of  Brooklyn,  B.N.  962-65  re  Factory,  Sections  44- 
583,  77-12,  22-00,  43-12,  etc.  Zoning  Resolution. 


809-65-A — B.B. — 1837  East  17th  Street,  east  side,  220 
feet  south  of  Avenue  R,  Block  6821,  Lot  270,  Borough 
of  Brooklyn,  Alt.  No.  1203  re  Cellar  Apartment,  floor 
and  open  space  ratio,  revieAv  of  a  decision  of  the  Borough 
Superintendent,  Sections  23-22,  23-14  and  23-141  Zoning 
Resolution. 


810-65- A — F.D. — 92  Plymouth  Street  and  22-38  Wash¬ 
ington  Street,  southwest  corner,  Block  27,  Lot  1,  Bor¬ 
ough  of  Brooklyn,  F.D.  Order  758-2  re  Sprinkler  System. 


811-65-SM— Co-Polymer  Chemicals,  Incorporated,  Poly- 
flec  Seamless  Flooring,  Poly-flec  Flooring  is  a  custom  in¬ 
stalled  seamless  decorative  flooring,  manufactured  by 
Co-Polymer  Chemicals,  Incorporated,  Material. 


812-65-BZ — B.R. — 7  Edgar  Place,  northwest  corner  of 
Richmond  Road,  Block  835,  Lot  200,  Grassmere,  Borough 
of  Richmond,  N.B.  685-64,  re  one  family  dwelling,  Sec. 
tion  23-45,  Zoning  Resolution. 


813-65-A — F.D. — Wynn  Oil  Company,  re  packaging  of 
combustible  mixture  known  as  “Wynns  Spit  Fire” 
packaged  in  a  sealed  container,  container  not  in  accord¬ 
ance  with  Administrative  Code  requirements. 


814-65-BZ — B.Bx. — 1143-1151  Ogden  Avenue,  west  side, 
300.33  feet  north  of  West  166th  Street,  Block  2526,  Lot 
90,  Borough  of  The  Bronx,  Alt.  No.  361-65  re  Ware¬ 
house  for  theatre  equipment  and  supplies,  Sections  54-34 
and  52-22  Zoning  Resolution. 


Restored  to  Docket 

349-49-BZ — B.Q. — 58-02  Queens  Boulevard  and  46-03 
58th  Street,  southeast  corner,  Block  2313,  Parts  of  Lots 
9,  13  and  27,  Woodside,  Borough  of  Queens,  N.B.  2160- 
49,  reopened  for  consideration  as  to  extension  of  term 
of  variance,  re-  gasoline  service  and  oil  selling  station, 
salesroom,  lubritorium,  auto  laundry  and  motor  vehicle 
repair  shop,  business  use  district. 


725-24-BZ — Vol.  IV— B.M.— 321-343  West  54th  Street, 
north  side,  275  feet  east  of  9th  Avenue,  Block  1045,  Lots 
12  and  15,  Borough  of  Manhattan,  Alt.  1039-65,  reopened 
for  consideration  as  to  extension  of  term  of  variance,  re- 
offices,  warehousing  and  distribution  of  photographic 
products  and  its  incidental  processing  and  packaging, 
residence  use  district. 


642-54-BZ — B.Q. — 130-15  14th  Avenue  and  13-32  131st 
Street,  northwest  corner,  Block  4010,  Lot  1,  College 
Point,  Borough  of  Queens,  N.B.  1203-52,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
gasoline  service  station,  lubritorium,  storage  and  sale 
of  accessories  and  office,  business  use  district. 
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RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  .  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of.  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar  15,  1955— Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  .  Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937— Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . .  December  16,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  .  December  16,  1964 

Erection,  Alteration,  Repair,  Ex- 
cavation  for  and  Demolition  of 

Buildings  .  J uly  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952— Vol.  77,  No.  1JA 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964— Vol.  49,  No.  63 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Feb.  4,  1965— Vol.  60,  No.  6 

Hatchways  Protection  .  June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  1932 — Vol.  37,  No.  13 A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  _  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960 

Procedure,  Rules  of  . Jan.  14,  1965— Vol.  60,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  ...  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  Q. — Department  of  Buildings;  B.B. — Depart 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings. 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build- 
mgs,  Bronx;  H.D.  Health  Department;  F.D, — Fire  Department 


SEPTEMBER  8,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  September  8,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

862-60-BZ— Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Grazi- 
ano  Brothers  Realty  Corporation,  owner. 

SUBJECT — Application  reopened  January  5,  1965  as 
Volume  II- — Decision  of  the  Borough  Superintendent, 
under  Section  72-21  &  73-50  of  the  Zoning  Resolution, 
and  Section  666  (7)  of  the  New  York  City  Charter, 
to  permti  in  a  C2-2  district,  the  erection  of  a  one 
story  enlargement  to.  a  non-conforming  use  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 1974-1980  Utica  Avenue  and 
4913-4923  Avenue  L,  northwest  corner,  Block  7829, 
Lot  1,  Borough  of  Brooklyn. 


327-63-BZ 

APPLICANT — Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT  Application  April  16,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  11-412 
and  72-01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place, 
south  side,  333  feet  8  inches  east  of  Classon  Avenue, 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 


759-63-BZ— Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Vol¬ 
ume  II— -decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  and  Sec¬ 
tion  666  (7)  of  the  New  York  City  Charter,  to  permit 
in  a  C2-1  and  R3-2  district,  the  erection  of  a  six  story 
multiple  dwelling  that  encroaches  on  the  required 
front  yard,  rear  yard  and  rear  setback,  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
front,  yard,  rear  yard  and  rear  setback,  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  exceeds  the 
permitted  height  and  width  of  street  walls,  with  bal¬ 
conies  in  the  front  and  less  than  the  required  distance 
between  windows. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


760-63-A— Vol.  II 

APPLICANT — Burke  and  Groh  for  Greenway  Carpet 
Cleaning  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


502-65-BZ 

APPLICANT — Larry  Meltzer  for  Schachne  Feather 
Company,  Incorporated,  owner. 

SUBJECT— Application  May  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and 
73-63  of  the  Zoning  Resolution,  to  permit  in  a  Ml-2 
district,  the  erection  of  a  three  story  enlargement  to 
an  existing  factory  that  will  exceed  the  permitted  floor 
area  ratio  and  without  the  required  accessory  parking. 

PREMISES  AFFECTED— 566-574  Johnson  Avenue, 
72-80  Stewart  Avenue,  southeast  corner.  Block  2995, 
Lot  6,  Borough  of  Brooklyn. 


564-65-BZ 

APPLICANT — Robert  Gottlieb  for  Westchester  Asso¬ 
ciates,  owner;  Everlast  Sport  Goods  Mfg.  Company, 
Incorporated,  lessee. 

SUBJECT — Application  May  18,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21 
and  73-63  of  the  Zoning  Resolution,  to  permit  in  a 
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Ml-l  and  R6  district  in  an  existing  one  story  build¬ 
ing,  the  extension  of  the  factory  use  into  the  residence 
use. 

PREMISES  AFFECTED— 4506-4508  Park  Avenue, 
east  side,  100  feet  north  of  East  182nd  Street,  Block 
3038,  Lot  5,  Borough  of  The  Bronx. 


758-30-BZ — Vol.  IV 

APPLICANT— Charles  M.  Spindler  for  Leading  Es¬ 
tates,  Inc.  owner. 

SUBJECT— Application  reopened  June  29,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
March  3,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  permitting  in 
a  business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  non-auto¬ 
matic  car  wash,  minor  repairs  with  hand,  tools  only, 
auto  safety  inspection  station,  ground  sign,  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1507-1515  Myrtle  Avenue 
and  278-290  Irving  Avenue,  northwest  corner,  Block 
3318,  Lot  1,  Borough  of  Brooklyn. 


750-59-BZ 

APPLICANT— Lama,  Proskauer,  Prober  &  Vassalotti 
for  Fifty  States  Realty  Corporation,  owner. 

SUBJECT— Application  reopened  June  29,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  ex¬ 
pired  April  21,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Sec¬ 
tions  7f,  7 i  and  7e  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  storage  room,  office, 
sales,  ground  sign  and  parking  and  storage  of  motor 
vehicles  for  a  stated  term  of  fifteen  (15)  years. 

PREMISES  AFFECTED— 858-864  East  167th  Street 
and  1083-1087  Hall  Place,  southwest  corner,  Block 
2691,  Lot  86,  Borough  of  The  Bronx. 

Hearing  closed. 

The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

504-65-BZ 

APPLICANT— Arthur  Levine  for  Woodside  Associ¬ 
ates,  owner. 

SUBJECT — Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73- 
44  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and 
R5  district,  the  reduction  in  the  number  of  required 
accessory  off  street  parking  spaces  for  a  retail  store 
and  office  enlargement. 

PREMISES  AFFECTED— 53-01  to  53-15  Broadway, 
northeast  corner  of  53rd  Flace,  Block  1155,  Lot  36 
and  52,  Woodside,  Borough  of  Queens. 

Hearing  closed. 


481-65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJECT — Application  April  27,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 


York  City  Charter,  to  permit  in  a  R7-1  district,  in  an 
existing  six  story  multiple  dwelling  the  change  in 
occupancy  of  three  first  floor  stores  to  slip  cover 
manufacturing,  interior  decorator  establishment  and 
contractors  establishment. 

PREMISES  AFFECTED— 136  West  172nd  Street, 
1458  Plimpton  Avenue,  southeast  corner,  Block  2874, 
Lot  27,  Borough  of  The  Bronx. 

Hearing  closed. 


539-65-BZ 

APPLICANT— Paul  F.  Pellicoro  for  Lowell  Harwood, 
owner;  Diriro,  Inc.,  lessee. 

SUBJECT— Application  May  11,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section^  72-21  of 
the  Zoning  Resolution  and  Section  666  (7)  of  the 
New  York  City  Charter,  to  permit  in  a  C2-1  and 
R8  district,  the  erection  of  a  seventeen  story  enlarge¬ 
ment  to  an  existing  seventeen  story  office  and  show¬ 
room  building  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  rear  yard  with  a 
public  garage. 

PREMISES  AFFECTED— 971-979  Third  Avenue, 
northeast  corner  of  58th  Street,  206-216  East  59th 
Street,  Block  1332,  Lots  1,  3,  4,  5,  7,  8,  9,  40,  41,  42, 
43  and  45,  Borough  of  Manhattan. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  8,  1965,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday,  September  8,  1965,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following  ap¬ 
plications  for  extension  of  time  to  permit  the  completion  of 
construction,  filed  pursuant  to  Section  11-324. 

4430-BZY— Vol.  I  and  4430-BZY— Vol.  II— B.M.  — 

5-11  University  PI.  and  255-263  Greene  St. — N.B.  255- 
59,  accepted  under  Sect.  11-324  of  the  Zoning  Resolution 
in  accordance  with  previous  decisions  of  the  courts. 


4427-BZY— Vol.  II— B.Bx.— 544  Taylor  Ave.  —  N.B. 
1947-61 — accepted  under  Sect.  1 1  -324  of  the  Zoning  Re¬ 
solution  in  accordance  with  previous  decisions  of  the 
courts. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  8,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  September  8,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

577-64-A 

APPLICANT — Solomon  Friedlander,  d/b/a  Lisker 
Realty  Co.;  E.J.H.  Bar  and  Grill,  Incorporated,  lessee. 
SUBJECT — Application  May  27,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re¬ 
remove  all  combustible  decorations  on  walls  and  ceil¬ 
ings  etc.  and  sprinkler  system. 

PREMISES  AFFECTED — 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 
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575-62-A — Vol.  II 

APPLICANT — Robert  Parvin,  owner. 

SUBJECT— Application  reopened  May  25,  1965  as  Vol¬ 
ume  II  Appeal  from  an  order  of  the  Fire  Commis¬ 
sioner,  re  Sprinkler  system. 

PREMISES  AFFECTED — 5005-5007  5th  Avenue,  east 
side,  50  feet,  2  inches,  south  of  50th  Street,  Block  792, 
Lot  5,  Borough  of  Brooklyn. 


SUBJECT— Application  June  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PRE“IS5S  AFFECTED-913-957  East  108th  Street, 

;°r!h  ?ldf’  £9-5'  feel  east  of  Flatlands  Avenue,  Block 
o235,  Lot  342,  Borough  of  Brooklyn. 


721-64-A 


578-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lor¬ 
raine  Lighting  Prod.,  owners. 

SUBJECT  Application  May  27,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 8772-8794  18th  Avenue, 
1760-1772  Bath  Avenue,  southwest  corner,  Block  6435,’ 
Lots  36,  38,  40  and  43,  Borough  of  Brooklyn. 


615-64-A 

APPLICANT — Larry  Meltzer  for  Livonia- Georgia  Real¬ 
ty  Company,  Incorporated,  owner. 

SUBJECT— Application  June  5,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 561-575  Livoni  aAvenue, 
4/8-488  Georgia  Avenue,  northwest  corner,  Block 
3803,  Lot  46,  Borough  of  Brooklyn. 


APPLICANT— Reavis  and  McGrath  for  Daso  Realities 
Incorporated,  owner;  Alexander’s  Department  Stores’ 
Incorporated,  lessee.  ’ 


SUHJFC I—  Application  July  6,  1964  —  Appeal  from  an 

or  .ei  ana  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 2235  Webster  Avenue 
southwest  corner  of  East  182nd  Street,  Block  3143* 
Lot  65,  Borough  of  The  Bronx. 


727-64-A 

APPLICANT — Arthur  H.  Rosenfeld  for  691  Broadway 
Corporation,  owner. 

SUBJECT— Application  July  8,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 14  West  4th  Street,  south¬ 
east  corner  of  Mercer  Street,  Block  535,  Lot  47  Bor¬ 
ough  of  Manhattan. 


658-54-A 

APPLICANT— Leonard  F.  Rothkrug  for  H.  J.  Mills, 
Inc.,  owner. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re  use  of 
frame  building  for  manufacturing. 

PREMISES  AFFECTED — 919  Wyckoff  Avenue,  north¬ 
east  corner  of  Weirfield  Street,  Block  3549,  Lot  1, 
Ridgewood,  Borough  of  Queens. 


691-64-A 

APPLICANT — A.  L.  Seiden  for  Greendale  Realty  Cor¬ 
poration,  owner. 

SUBJECT  Application  June  26,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Combmissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 494  Broadway,  east  side, 
63  feet  1  inch  north  of  Broome  Street,  Block  483,  Lot 
3,  Borough  of  Manhattan. 


757-64-A 

API  LICANT  Stuart  Furman  for  Ideal  Management 
Corporation,  owner. 

SUBJECT — Application  July  15,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  An  FECTED — 3781-3799  Broadway,  west 
side,  from  157th  Street  to  158th  Street,  Block  2134, 
Lot  180,  Borough  of  Manhattan. 


703-65-A 

APPLICANT — Goldwater  and  Flynn  for  Chatham 
Towers,  Incorporated,  owner. 

SUBJECT  Application  June  16,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinldre  system. 

PREMISES  AFFECTED — 170  Park  Row,  northwest 
corner,  of  Worth  Street,  Block  161,  Lots  1,  28,  150 
Borough  of  Manhattan. 


702-64-A 

APPLICANT — Larry  Meltzer  for  Sidney  Lichter,  Trus¬ 
tee,  owner;  Supreme  Shortening  and  Oil  Corporation, 
lessee. 

SUBJECT — Application  June  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 51-02  to  51-10  27th  Street, 
inr>  t  0  51st  Avenue,  southwest  corner,  Block 

109,  Lot  26,  Long  Island  City,  Borough  of  Queens. 


704-65-A 


APPLICANT — Goldwater  and  Flynn  for  Chatham  Tow- 
ears,  Incorporated,  owner. 

SUBJECT  Application  June  16,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


Alt  HU  1ED— 180  Park  Row,  northwest 
corner  of  Worth  Street,  Block  161,  Lots  1,  28,  150 
Borough  of  Manhattan. 


MAX  H.  FOLEY,  Chairman 


703-64-A 

Salkow*tz  for  Irving  Warfield, 
xital  DBA  Flatlands  Shoppers  Mart  Company,  owner. 


SEPTEMBER  14,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  September  14,  1965,  at  10  o’clock  at  80 
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Lafayette  Street,  9th  floor,  New  \ork  13,  NA.,  on  the 

following  matters : 

262-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owners. 

SUBJECT— Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R.3-2  district  the 
erection  of  a  six-story  multiple  dwelling,  that  exceeds 
the  permissible  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room,  pene¬ 
trates  the  sky  exposure  plane,  has  less  than  the  re¬ 
quired  distance  between  windows  and  buildings  anc. 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED— 125-02  Sutphin  Boulevard, 
west  side,  176.24  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  September  14,  1965,  hearing  at  the  request 
of  the  applicant. 


263-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  spaces  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2 
of  the  Multiple  Dwelling  Law  re-  minimum  dimen¬ 
sions  of  yards. 

PREMISES  AFFECTED— 125-02  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


264-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  — -  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of.  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district,  the 
erection  of  a  six-story  multiple  dwelling,  that  ex¬ 
ceeds  permissible  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room, 
penetrates  the  sky  exposure  plane,  has  less  than  the 
required  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  September  14,  1965,  heading  at  the  request 
of  the  applicant. 


265-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2  of  the 
Multiple  Dwelling  Law  re  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  I,  Jamaica,  Borough  of  Queens. 


266-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  R3-2  and  C2-2  districts 
the  erection  of  a  six-story  multiple  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room  pene¬ 
trates  the  sky  exposure  plane,  encroaches  on  the  re¬ 
quired  distance  between  windows  and  buildings  and 
with  less  than  the  required  parking  with  access  within 
50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  September  14,  1965,  for  hearing  at  the  re¬ 
quest  of  the  applicant. 


267-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd  2  of  the 
Multiple  Dwelling  Law  re-  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED — 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boule¬ 
vard.  Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


1288-64-BZ 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Ideal 
Handbag  Frame  Mfg.,  Corp.,  owner. 

SUBJECT — Application  December  21,  1964  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to'  permit  in  a  Cl-3  and  R6 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory. 

PREMISES  AFFECTED— 333-339  Greene  Avenue, 
north  side,  100  ft.  west  of  Franklin  Avenue,  174-176 
Clifton  Place,  Block  1953,  Lots  35,  36  and  49,  Borough 
of  Brooklyn. 

Laid  over  to  September  14,  1965,  for  applicant  to  send 
out  twenty-day  notices. 


511-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Karl  Kraus, 

owner. 

SUBJECT — Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  and  accessory  sign. 
PREMISES  AFFECTED— 1141  Castle  Hill  Avenue, 
southwest  corner  of  Powell  Avenue,  Block  3810,  Lots 
82,  83,  85  and  86,  Borough  of  The  Bronx. 


520-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alex  Liber¬ 
man,  owner. 
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SUBJECT  Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
store  and  office  building  previously  granted  by  the 
Board. 

AFFECTED — 8702-8704  Avenue  L,  1201- 
lzil  East  87th  Street,  southeast  corner,  Block  8066 
Dot  06,  Borough  of  Brooklyn. 


556-65-BZ 

APPLICANT — Guerino  Salerni  for  Rago  Holding  Cor¬ 
poration,  owner.  Rago  Foundations,  Incorporated 
lessee.  ’ 

SYuBJ?CT  Application  May  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  erection  of  a  one  story  and  cellar  enlargement  to 
an  existing  factory. 

PREMISES  AFFECTED — 18-15  27th  Avenue,  north 

io’  77‘9f  feet  east  of  18th  Avenue,  Block  885,  Lots 
12  and  15,  Long  Island  City,  Borough  of  Queens. 


691-65-BZ 

APPLICANT— Samuel  H.  Lindenbaum  and  Linden- 
baum  and  Young  for  Fox  Lumber  Company,  Incor¬ 
porated,  owner. 

SUBJECT— Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  of  an  existing  lumber  yard  and  the  use  of  power 
tools  and  equipment  with  the  storage  of  lumber  in 
the  open  area. 

PREMISES  AFFECTED — 2114-2134  Coyle  Street 
west  side,  100  feet  south  of  Avenue  U,  Block  7367,  Lot 
11  and  part  of  Lot  14,  Borough  of  Brooklyn. 


561-65-BZ 

A — ^ohn  J-  Re&an  for  New  York  Central 
Kailroad _  Company,  owner;  Hotel  Waldorf-Astoria 
Corporation,  lessee. 

SUBJECT— Application  May  18,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-47  of  the 
Zoning  Resolution  and  Section  60  (3)  of  the  Multiple 
Dwelling  Law,  to  permit  in  a  C5-3  and  C6  district  in 
an  existing  multiple  dwelling  the  addition  of  transient 
parking  for  the  unused  parking  spaces  for  a  temporary 
term  of  fifteen  years. 

PREMISES  AFFECTED — 301  Park  Avenue,  east  side, 
Bounded  by  East  50th  Street,  Lexington  Avenue  and 
East  49th  Street,  100  East  50th  Street,  538  Lexington 
Ave.  and  101  East  49th  Street,  Block  1304,  Lot  1 
Borough  of  Manhattan. 


5S8-63-A 

APPLICANT— Morris  Bernard  Adler  for  Fox  Lumber 
Company,  Incorporated,  owner. 

SUBJECT— Application  July  17,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED -2114-2134  Coyle  Street 

72*1 1”1*,/??  |eetf  TSOU*  °f  Avenue  U,  Block  7367, 
Lot  11  and  Part  of  Lot  14,  Borough  of  Brooklyn. 


171-44-BZ 

Aw";YICAr^TT~De  Rose  and  CavaHeri  for  The  H  W 
Wilson  Company,  owner. 

SUBJECT — Application  reopened  July  7  1965  for  rrm. 
sideration  as  to  extension  of  term  of  variance  expires 
September  27,  .1965-decision  of  the  Borough  Super! 
intendent,  previously  granted  on  condition  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  use  district,  the  warehouse  for  the  storage  of 

vPeSefS?SSbbu^°Ut  *he  °f 

PREMISES  AFFECTED — 519  West  161st  Street 

BlnH  T30?'6cnfeot  WCSt  of  Amsterdam  Avenue’ 

Block  2120,  Lot  50,  Borough  of  Manhattan. 


562-65-A 

ARPRICANT— John  J.  Regan  for  New  York  Central 
Railroad  Company,  owner;  The  Hotel  Waldorf-As¬ 
toria  Corporation,  lessee. 

SUBJECT— Application  May  18,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re- 
transient  parking. 

PREMISES  AFFECTED — 301  Parfc  Avenue,  east  side, 

F^nio?ubCfEaSt  i5/?Ahr-Strert’  Lexington  Avenue  and 
East  49th  Street,  100  East  50th  Street,  538  Lexington 

Avenue  and  101  East  49th  Street,  Block  1304,  Lot  1 
Borough  of  Manhattan. 


653-65-BZ 

Ah,PL’ICcN-r_HCom^ns  Benevenga  for  Williams- 
Durgh  Savings  Bank,  owner. 

SUBJECT— Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  con¬ 
struction  of  an  off-site  accessory  parking  lot  for  an 
existing  bank. 

P!ideMinnEf  AFTECTED-ZM4^18  85th  Street,  south 
side,  100  feet  east  of  23rd  Avenue,  Block  6858,  Lot  12 
Borough  of  Brooklyn. 


604-49-BZ 

AownerCANT~WiIIiam  J'  Karp  f°r  GeorSe  Nintzel, 

SUBJECT— Application  reopened  July  7,  1965  —  for 
consideration  as  to  extension  of  term  of  variance  ex¬ 
pires  September  27,  1965-decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  un¬ 
der  Section  7i  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  maintenance  of  ignition 
repairs,  cattery  charging,  auto  parts,  cleaning  test- 
mg  room,  office  and  one  family  and  parking  of  more 

pVm0t°tr  ,Vehicles  waitin«  '° ^  se°rvke”  on 
open  portion  of  lot. 

P  UE0^YSYS  ARFECTED — 34-16  31st  Street,  west  side 
140.5  feet  south  of  34th  Avenue,  Block  607,  Lot  35’ 
Long  Island  City,  Borough  of  Queens. 


385-64-BZ 

APPLICANT— Ingram  S.  Carner  for  H.  M.  William 
Company,  Incorporated,  owner. 

SUBJFCT— Applikation  reopened  July  7,  1965  for  con 

D^  Kn  %Sit0me?cten,si0n  °f  term  of  variance,  expire 
December  31,  1965— decision  of  the  Borough  Super 

intendent,  previously  granted  on  condition,  under  Sec 
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tion  11-412  of  the  Zoning  Resolution  and  Section  666 
(7)  of  New  York  City  Charter,  permitting  in  C8-1 
and  R4  district,  parking  area  for  the  storage  of  cars 
for  sale  at  the  World’s  Fair  into  the  R4  district. 

PREMISES  AFFECTED— 94-05  Northern  Boulevard, 
northwest  corner  of  Junction  Boulevard,  Block  1423, 
Lots  1,  2  and  45,  Jackson  Heights,  Borough  of  Queens. 


previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  _  a  local  retail 
use  district,  the  maintenance  of  a  gasoline  service  sta¬ 
tion  to  include  auto  laundry,  lubritorium,  minor  repairs 
(with  hand  tools  only)  and  office. 

PREMISES  AFFECTED -1280  Allerton  Avenue 
southwest  corner  of  Wilson  Avenue,  Block  4468,  Rot 
43,  Borough  of  The  Bronx. 


346-48-BZ 

APPLICANT — Benjamin  Zlochower  for  Hehmay  Gar¬ 
age  Corporation,  owner. 

SUBJECT— Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  o  fterm  of  variance,  expired 
October  6,  1964 — decision  of  the  Borough  Superintend¬ 
ent  previously  granted  on  condition,  under  Sections 
7e  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  district  an  auto  upholsteiing 
shop  and  parking  and  storage  of  more  than  five  motor 
vehicles  on  the  unbuilt  portion  of  the  lot. 

PREMISES  AFFECTED— 452-460  West  167th  Street, 
south  side,  119.3%  feet  east  of  Amsterdam  Avenue. 
Block  21111,  Lot  92,  Borough  of  Manhattan. 


16-36-BZ — Vol.  II 

APPLICANT— Joseph  B.  Lynch  for  Humble  Oil  & 


Refining  Company,  owner. 

.SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  18,  1965— decision  of  the  Borough  Superintend¬ 
ent  oreviously  granted  on  condition,  under  Sections 
7f  and  7i  of  the  Zoning  Resolution  permitting  m  a 
retail  use  district  the  maintenance  of  a  gasoline  ser¬ 
vice  station,  motor  vehicle  repair  shop,  auto  washing, 
lubritorium,  office,  and  sales  of  accessories,  parking 
and  storage  of  more  than  five  motor  vehicles  as  an  ac¬ 
cessory  use  to  gasoline  service  station. 

PREMISES  AFFECTED— 1885  Westchester  Avenue, 
northeast  corner  of  Leland  Avenue,  Block  3oou,  Rots 
1  to  5  inclusive,  Borough  of  The  Bronx. 


721-4 1-BZ — Vols.  I  and  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  H.  N.  F.  Realty  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance  expires 
September  12,  1965— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec 
tions  7e  and  7i  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  maintenance  of  a  gasoline 
service  station,  lubritorium  and  office  and  minor  re¬ 
pairs  (hand  tools  only)  may  be  permitted  within  the 
accessory  building. 

PREMISES  AFFECTED— 260-01  to  260-09  Nassau 
Boulevard  and  54-47  to  54-63  Little  Neck  Parkway 
northeast  corner,  Block  8274,  Lot  135  (formerly  Lot 
128)  Little  Neck,  Borough  of  Queens. 


196-49-BZ— Vol.  I 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony-Vacuum  Oil  Company,  Inc.,  owner. 
SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  25,  1965 — decision  of  the  Borough  Superintendent, 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUiLS  ot 


cnr'l'S  ViMrinPS. 


397-54-BZ 

APPLICANT— Patrick  D.  Concagh  for  309-311  West 
46th  Street  Corporation,  owner. 

SUBJECT— Application  reopened  April  6,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
February  2,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 309-311  West  46th  Street, 
north  side,  145  feet  west  of  8th  Avenue,  Block  1037, 
Lots  125,  and  26,  Borough  of  Manhattan. 

Hearing  close. 


582-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  and 
73-62  of  the  Zoning  Resolution,  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  from  approved 
plans  as  to  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  / 5, 
Howard  Beach,  Borough  of  Queens. 

Hearing  closed. 


583-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  _  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
matter. 

PREMISES  AFFECTED— 149-29  85th  Street,  north- 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75 
(tentative)  Howard  Beach,  Borough  of  Queens. 


584-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75, 
(tentative)  Howard  Beach,  Borough  of  Queens. 


972 


CALENDAR 


585-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— AppUcaticm  May  24,  1965  —  decision  of 
the,  Superintendent,  under  Section  72-01  (b) 

a?V3;62  °{r the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R5  dis¬ 
trict,  the  eretcion  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  approved 
plans  in  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

P^M5SES1^?FfCTED-149-'30  88th  Street,  west 
side,  from  !49th  Avenue  to  151st  Avenue,  Block  11417, 
Cot  50,  Howard  Beach,  Borough  of  Queens. 

Hearing  closed. 


586-65-A 


APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 


SUBJECT — Application  May  28,  1965  _ 

a  decision  of  the  Borough  Superintendent 
matter. 


Review  of 
re-  zoning 


PREMISES 


•  i  r  .  FFECTED  149-30  88th  Street,  west 
side,  from  149th  Avenue  to  151st  Avenue,  Block  11417 
Howard  Beach,  Borough  of  Queens. 


Lot  50, 


587-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
riomes  Corporation,  owner. 

SUBJECT  Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 149-30  88th  Street,  west  side, 
from  149th  Avenue,  to  151st  Avenue,  Block  11417 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


588-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution,  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R5 
district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases,  the  degree  of  non-compliance  from  ap¬ 
proved  plans  in  lot  area  per  room  and  with  additional 
balconies  that  are  not  permitted  obstruction. 

PREMISES  AFFECTED — 85-10  149th  Avenue,  south¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 

Hearing  closed. 


589-65-A 


APPLICANT — Max  Siegel  associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter.  6 


PREMISES  AFFECTED — 85-10  149th  Avenue,  sou' 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Hows 
Beach,  Borough  of  Queens. 


590-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT  Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution  and  Section  666  of 
the  New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  ap¬ 
proved  plans,  as  to  lot  area  per  room  and  with  addi¬ 
tional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED — 86-11  151st  Avenue,  Build¬ 
ing  #2,  northeast  corner  of  85th  Street,  Block  11417, 
Lot  75,  Howard  Beach,  Borough  of  Queens. 

Hearing  closed. 


591-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 86-11  151st  Avenue,  north¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  75  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 


592-65-BZ 

APPLICANT — Max  Siegel  for  Patchogue  Homes  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01 
(b)  and  73-62  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  R5 
district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases  the  degree  of  non-compliance  from 
approved  plans  as  to  lot  area  per  room  and  with  ad¬ 
ditional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED — 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 

Hearing  closed. 


593-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent,  re-  Zoning 
matter. 

PREMISES  AFFECTED — 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive)  Howard  Beach,  Borough  of  Queens. 


678-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  73-11 
(g)  and  73-65  of  the  Zoning  Resolution  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  Cl-2 
and  R3  district,  the  erection  of  a  third  story  and  bulk¬ 
head  to  an  existing  telephone  exchange  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio, 
penetrates  the  sky  exposure  plane,  encroaches  on 
the  required  rear  yard  and  with  accessory  parking 
extending  into  the  residence  district. 
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PREMISES  AFFECTED— 355  Forest  Avenue,  north- 
west  corner  of  Hart  Boulevard,  Block  132,  Lot  159, 
West  Brighton,  Borough  of  Richmond. 

Hearing  closed. 


951-64-SA 

APPLICANT — Warren-Connelly  Company,  Inc.,  for 
Norge  Sales  Corp.,  Division  of  Borg-Warner  Corp., 
owner— gas-fired  refrigerators  for  the  preservation  of 
fresh  and  frozen  food. 


259-39-BZ 

APPLICANT— Meyer  Wilen  for  John  Crimarco,  Con¬ 
rad  Crimarco,  Joseph  Crimarco  and  Edward  Crimar¬ 
co,  owners. 

SUBJECT— Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  26,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  garage  for 
eight  motor  vehicles. 

PREMISES  AFFECTED— 57-18  to  57-24  Granger 
Street,  south  side,  131  feet  east  of  Martense  Avenue, 
Block  1950,  Lot  46,  Corona,  Borough  of  Queens. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  14,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  14,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 

260-54-SA 

APPLICANT— Watson  Elevator  Company,  owner  — 
hydraulic  buffer  for  elevators. 


970-64-SM 

APPLICANT— Royal  Partition  Mfg.  Corp.,  owner  — 
a  movable  subdividing  partition  (non-rated). 


1007-64-SM 

APPLICANT — La  France  Industries,  Inc.,  owner  — 
fire  resistant  cotton  and/or  rayon  velvets  (drapery 
fabrics). 


1207-64-SM 

APPLICANT— Herculite  Protective  Fabrics  Corp.,  — 
wall  covering  —  drapery  and  decorative  fabrics. 


1238-64-SM 

APPLICANT — The  Celotex  Corporation,  owner  — in¬ 
combustible  acoustical  tiles  for  floor  and/or  roof  and 
ceiling  constructions. 


494-64-A 

APPLICANT— Cupples  Company,  manufacturers,  own¬ 
er. 

SUBJECT— Application  April  17,  1964  —  Packaging, 
storage  and  sales  of  matches  known  as  Alladjn  Kit¬ 
chen  Matches  (packaging  not  in  accordance  with  Ad¬ 
ministrative  Code  requirements) 


783-63-SA 

APPLICANT — Remington  Arms  Company,  Inc.,  own¬ 
er — powder  actuated  stud  driving  tools. 


33-64-SA 

APPLICANT— Bright  Leaf  Industries,  Inc.,  owner  — 
gas  heater  for  industrial  space  heating. 


38-64-A 

APPLICANT — Law  offices  of  Gilbert  H.  Weil  for  The 
Ohio  Match  Company,  Division  of  Hunt  Foods  and 
Industries,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1964 — Packaging  of 
matches  known  as  BLUE  TIP  MATCHES  nothin 
A  rlminictrativp  fnrle  New  York  Citv. 


235-64-SM 

APPLICANT— Bohem  Manufacturing  Company,  owner 
— plastic  skylight  or  dome. 


499-64-SM 

APPLICANT— The  Georgia  Company,  Inc.,  owner  — 
drapery  for  commercial,  industrial  and  home  use. 


735-64-SA 

APPLICANT— International  Heater  Company,  owner 
— oil-fired  low  pressure  steam  and  hot-water  boilers 
for  residential  central  heating  systems. 


895-64-SA 

APPLICANT — Hof  man  Laboratories,  owner  —  to  store 
liquefied  oxygen,  nitrogen  or  argon  for  supplying  gas 
under  pressure  to  a  piping  system. 


345-64-A 

APPLICANT— Diamond  National  Corporation,  form¬ 
erly  named  The  Diamond  Match  Company,  owner. 

SUBJECT— Application  March  26,  1964  —  Packaging 
of  kitchen  matches  “Diamond  Matches”  not  in  con¬ 
formity  with  Administrative  Code,  New  York  City. 


382-64-A 

APPLICANT— Simeon  Heller  and  George  J.  Mcltzer 
for  Queens  Syndicate  Company,  owner;  House  of 
Bagles  Incorporated,  lessee. 

SUBJECT— Application  April  8,  1964— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED— 64-01  to  64-23^  108th  Street, 
northeast  corner  of  64th  Road,  Block  2170,  Lot  1,  Co¬ 
rona,  Borough  of  Queens. 
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993-63-A 


APPLICANT— Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  December  6,  1963 — Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 1552-1608  Ralph  Avenue, 
west  side,  96.39  feet  north  of  Farragut  Road,  Block 
7955,  Lots  20,  27,  29,  31,  32,  33,  35  and  43,  Borough 
of  Brooklyn. 


655-64-A 

APi  LI  CANT.  Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 

SUBJECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED — 44-09  to  44-14  Kissena  Bou¬ 
levard,  northwest  corner  of  Elder  Avenue,  Block  5137, 
Lot  110,  Borough  of  Queens,  Flushing. 


256-64-A 

APPLICANT — William  A.  Mohr  for  Woolworths,  own¬ 
er. 

SUBJECT— Application  March  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
Automatic  Sprinkler  system 

PREMISES  AFFECTED— 1566-1568  Westchester  Ave¬ 
nue,  south  east  corner  of  Ward  Avenue,  Block  3742 
Lot  40,  Borough  of  The  Bronx. 


359-64-A 

APPLICANT  Leo  V.  Berger  for  Jack  Finkelstein, 
owner;  Richmond’s  Drygoods,  lessee. 

SUBJECT  Application  March  30,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTfD — 14-32  Barrett  Avenue,  north 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1565 
Forest  Avenue,  Block  385,  Lots  38  and  200,  Port  Rich¬ 
mond,  Borough  of  Richmond. 


656-64-A 

APPLICANT — Reavis  &  McGrath  for  Newport  Asso¬ 
ciates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED— 4120  18th  Avenue,  north 
side,  29  feet  east  of  East  3rd  Street,  Block  5410,  Lots 
1  and  47,  Borough  of  Brooklyn. 


486-64-A 

APPLICANT — Michael  C.  Gray  for  Cardox  Division 
of  Chemetron  Corporation,  owner. 

SUBJECT  Application  May  7,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  use 
of  C02  receiver. 

PREMISES  AFFECTED— 46-02  Fifth  Street,  west  side 
from  Standard  Canal  to  47th  Avenue,  Blocks  21  and 
22,  Lot  1,  Long  Island  City,  Borough  of  Queens. 


590-64-A 

APPLICANT  Ingram  S.  Carner  for  Robjo,  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  June  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 122-01  to  122-15  New  York 
Boulevard,  southeast  corner  of  122nd  Avenue,  Block 
12380,  Lot  21,  Jamaica,  Borough  of  Queens. 


591-64-A 

APPLICANT— Ingram  S.  Carner  for  Curt  Blank,  own¬ 
er;  lork  Bay  Incorporated,  lessee. 

SUBJECT — Application  June  13,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECT nD — 163-01-163-07  Baisley  Bou¬ 
levard,  122-17  to  122-25  New  York  Boulevard,  nortb- 

e^SlAcorner’  P^oc^c  12380,  Lots  1,  14,  Jamaica,  Borough 
of  Queens. 


612-63-A 

APPLICANT — Reavis  and  McGrath  for  Phvllis  Realty 
Corporation,  owner;  Waldbaum’s  57,  Incorporated 
lessee. 

SUBJECT— Application  August  1,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 35-09  Francis  Lewis  Boule- 

d,  ,  Sast  Slde>  from  3Sth  Avenue  to  36th  Avenue, 
Block  6142,  Lot  50,  Bayside,  Borough  of  Queens. 


492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES' AFFECTED— Foot  of  21st  Street,  950 
feet  west  of  3rd  Avenue,  Piers  B  and  C,  East  River, 
Block  635,  Lot  13,  Borough  of  Brooklyn. 


493-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT — Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 


739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT — Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 1465-1467  Broadway  and 
597-599  7th  Avenue,  southwest  corner,  and  158-162 
West  42nd  Street,  Block  5994,  Lot  58,  Borough  of 
Manhattan. 
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1051-63-A 

APPLICANT — Reavis  and  McGrath  for  Shoreview 
Gardens,  owner,  Waldbaum’s  Twenty-Six,  Incorpor- 
cited,  lessee. 

SUBJECT— Application  December  19,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PRFMISES  AFFECTED— 6630  Avenue  U,  Southeast 
corner  of  East  66th  Street,  Block  8470,  Lot  424,  Bor¬ 
ough  of  Brooklyn. 


157-64-A 

APPLICANT— Reavis  and  McGrath  for  County  Hold¬ 
ing  Corporation,  owner;  Waldbaum  Stores,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  January  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES"  AFFECTED— 911-927  Kings  Highway, 
north  side,  244.80  feet  west  of  Coney  Island  Avenue, 
Block  6666,  Lot  37,  Borough  of  Brooklyn. 


618-64-A 

APPLICANT— Charles  M.  Shapiro  &  Sons  for  Fred¬ 
erick  Ippolito  and  Stanley  Sasowki,  owners;  Atlas 
Gas  &  Service  Corporation,  lessee. 

SUBJECT — Application  June  8,  1964  —  Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  temporary 


certificate  of  occupancy. 

PREMISES  AFFECTED— 97  Georgia  Avenue,  east 
side,  125  feet  north  of  Liberty  Avenue  and  112  bhel- 
field  Avenue,  Block  3685,  Lots  6  and  38,  Borough 
of  Brooklyn. 


551-64-A 

APPLICANT— Donald  J.  Steingisser  for  Copp  Stratton 
Company,  owner;  Craftsman  Framework,  lessee. 

SUBJECT— Application  May  22,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 40-60  Lawrence  Street, 

northwest  corner  of  41st  Avenue,  Block  5060,  Lot  o3, 
Flushing,  Borough  of  Queens. 


723-65-A 

APPLICANT— William  H.  Byrne  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT— Application  June  21,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  tank  for  the 
storage  of  liquefied  natural  gas. 

PREMISES  AFFECTED— 438  Varick  Avenue^  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot 
1,  Borough  of  Brooklyn. 


629-64-A 

APPLICANT— Minnie  Dick  for  First  27  Howard  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  June  9,  1964— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 27  Howard  Street,  south 
side,  187  feet  west  of  Lafayette  Street,  Block  209,  Lot 
11,  Borough  of  Manhattan. 


771-64-A 

APPLICANT — Patrick  D  Concagh  for  Mackey  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  July  20,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  r- 
Discontinue  use  of  unapproved  lubrication  oil  pumps. 

PREMISES  AFFECTED— 168-90  East  98th  Street, 
west  side,  80  feet  south  of  Winthrop  Avenue,  Block 


773-64-A 

APPLICANT — Larry  Meltzer  for  Isaac  Baron,  owner; 
Big  Apple  Super  Market,  lessee. 

SUBJECT — Application  July  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 1613-1635  East  16th  Street 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Loc 
69,  Borough  of  Brooklyn. 


792-64-A 

APPLICANT— Wollman’s  Dept.  Store  Incorporated 
and  Wolkat  Realty  Corp.,  for  Wolkat  Realty  Corpor¬ 
ation,  owner;  Wollman’s  Department  Store  Incorpor- 

3-tcd  lessee. 

SUBJECT — Application  July  23,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2833-2839  Broadway  and 
600-606  West  110th  Street,^  southwest  corner,  Block 
1893,  Lot  50,  Borough  of  Manhattan. 


310-64-A 

APPLICANT— Daub  and  Daub  for  Eldridge  Street  As¬ 
sociated,  owner. 

SUBJECT — Application  July  27,  1964 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  exterior 
stairway  and  entrance  hall. 

PREMISES  AFFECTED— 50-52  Eldridge  Street  east 
side,  225  feet  11  inches  north  of  Canal  Street,  Block 
300  Lot  8.  Borough  of  Manhattan. 


812-64-A 

APPLICANT — Samuel  Cohen  for  Atlantic  Leasing 
Company,  owner;  Latin  Quarter  Restaurant  &  Ma¬ 
jestic  Dance  Hall,  lessee. 

SUBJECT — Application  July  29,  1964 — Appeal,  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1578-1590  ^Broadway,  200 
West  48th  Street,  southeast  corner,  720  7th  Avenue, 
Block  1019,  Lot  36,  Borough  of  Manhattan. 


813-64-A 

APPLICANT— Samuel  Cohen  for  Northern  Fee  In¬ 
corporated,  owner;  Birdland  Restaurant  Incorporated, 
lessee. 

SUB IECT— Application  July  29,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  r, 

PREMISES  AFFECTED— 1672-1678  Broadway,  205 
West  52nd  Street,  northeast  corner,  Block  1024,  Lot 
3D/2,  Borough  of  Manhattan. 
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823-64-A 

APPLISANT — Elias  K.  Herzog  for  Herb  Realty  Cor 
poration,  owner. 

SUBJECT — Application  31,  1964 — Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 7802-7810  20th  Avenue, 
southwest  corner,  of  20th  Avenue,  Block  6262,  Lot 
39,  Borough  of  Brooklyn. 


921-64-A 

APPLICANT — William  Schwartz,  owner. 

SUBJECT — Application  September  3,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2087-2093  Boston  Road, 
1014  East  180th  Street,  southwest  corner,  Block  3137, 
Lot  20,  Borough  of  The  Bronx. 


735-65-A 

APPLICANT — Fred  L.  Liebmann  for  18  East  54th 
Street  Corporation,  owner. 

SUBJECT — Application  June  25,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3 
construction — office  use. 

PREMISES  AFFECTED — 18  East  54th  Street,  south 
side,  132.2  feet  west  of  Madison  Avenue,  Block  1289. 
Lot  61,  Borough  of  Manhattan. 


945-64-A 

APPLICANT — Morris  Hannes  and  Alfred  Rader  for 
Sylvia  and  Laura  Ackerman  D/B/A  Coldover  Realty 
Company,  owner. 

SUBJECT — Application  September  21,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 111  Chambers  Street,  north 
side,  50  feet  west  of  Church  Street,  Block  145,  Lot  5. 
Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  17,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  September  17,  1965  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  follow¬ 
ing  matters : 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT — Application  November  14,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized 
Products.  (Burma  Shaving  Lather.) 

Continued  Hearing. 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 
SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized 


Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 

Continued  Hearing. 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized  Pro¬ 
ducts.) 

Continued  Hearing. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  21,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  September  21,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 

338-65-BZ 

APPLICANT — Rene  C.  Brugnoni  for  Columbia  Gram¬ 
mar  School,  owner. 

SUBJECT — Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21,  73- 
63  and  73-641  of  the  Zoning  Resolution,  to  permit  in  a 
R7-2  district,  the  reconstruction  of  a  private  school 
that  encroaches  on  the  required  rear  yard  and  rear 
yard  equivalent  and  exceeds  the  permitted  lot  cover¬ 
age. 

PREMISES  AFFECTED— 5  West  93rd  Street,  north 
side,  173  feet  4 Vz  inches  west  of  Central  Park  West, 
20-28  West  94th  Street,  Block  1207,  Lots  23,  40,  41, 
141,  42,  142,  Borough  of  Manhattan. 


472-65-BZ 

APPLICANT — Israel  F.  Vogel  for  Ma'rchi  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  27,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-63  of 
the  Zoning  Resolution,  to  permit  in  a  R8  district,  in 
an  existing  four  story  and  basement  building,  the  erec¬ 
tion  of  a  one  store  enlargement  to  the  restaurant  in 
the  basement. 

PREMISES  AFFECTED — 247  East  31st  Street,  north- 
side,  100  feet  west  of  2nd  Avenue,  Block  912,  Lot  26, 
Borough  of  Manhattan. 


532-65-BZ 

APPLICANT — Daub  and  Daub  for  Sophie  Piacente, 
owner. 

SUBJECT — Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-4  district,  in  an 
existing  three  story  building,  the  erection  of  second 
floor  enlargement  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 285  East  149th  Street,  north 
side,  70.25  feet  east  of  Morris  Avenue,  Block  2331,  Lot 
71,  Borough  of  The  Bronx. 


549-65-BZ 

APPLICANT — ’Leonard  F.  Rothkrug  for  Abe  Gold¬ 
berg,  owner. 
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SUBJECT— Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  oi  tne 
Zoning  Resolution,  to  permit  in  a  R8  district,  the  con¬ 
struction  and  maintenance  of  a  non-transient  parking 


lot. 

PREMISES  AFFECTED— 188  St.  George  Crescent, 
north  side,  152.53  feet  west  of  East  206th  Street,  Block 
3313,  Lot  12,  Borough  of  The  Bronx. 


602-65-BZ 

APPLICANT — Millard  Bresin  for  General  Export 
Clothing  Corporation,  owner. 

SUBJECT — Application  May  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story 
building  used  for  the  baling  and  storage  of  clothing 
with  loading  and  unloading. 

PREMISES  AFFECTED— 393-409  Lexington  Avenue, 
north  side,  225  feet  west  of  Tompkins  Avenue,  Block 
1799,  Lots  55,  60,  61,  63,  Borough  of  Brooklyn. 


748-65-BZ 

APPLICANT— Andrew  Tsarsis  for  Concetta  Petriollo, 
owner. 

SUBJECT— Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erec¬ 
tion  of  a  two  family  dwelling  that  exceeds  the  permit¬ 
ted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 95-99  27th  Avenue,  south¬ 
east  corner  of  Bath  Avenue,  Block  6900,  Lot  34,  Bor¬ 
ough  of  Brooklyn. 


773-48-BZ 

APPLICANT— Lama,  Proslcauer,  Prober  and  Vassa- 
lotti  for  Nicholas  R.  Imperiale,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
November  28,  1965 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7 f,  7i,  7e  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  retail  use  district,  the  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry,  sale  of  auto  accessories,  office  and  motor 
vehicle  reoair  shop,  with  parking  and  storage  of  more 
than  five  motor  vehicles  in  the  open  area  and  with 
curb  cuts  more  than  permitted  distance  from  the  inter¬ 
sections. 

PREMISES  AFFECTED — 162-15  Rockaway  Boulevard 
and  165-01  to  165-13  145th  Drive,  northeast  corner, 
Block  13281,  Lot  1,  Jamaica,  Borough  of  Queens. 


779-54-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Tremarco  Corporation,  owner. 

SUBJECT— Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  29,  1965— decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  a  gasoline  service  station,  lubritorium,  auto 


laundry,  motor  vehicle  repairs  and  office,  and  parking 
of  motor  vehicles. 


PREMISES  AFFECTED— 102-02  —  102-24  Flatlands 
Avenue,  east  side  of  Flatlands  Avenue  from  East  lCLnd 
Coot  in^rrl  gtrppt.  Block  8210.  Lot  37,  Bor¬ 


ough  of  Brooklyn. 


332-33-BZ 

APPLICANT — Isidore  Cohen  for  S.M.B.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965— decision  of  the  Borough  Superintendent 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district  a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 14  West  66th  Street  south 
side,  225  feet  west  of  Central  Park  West,  Block  1118, 
Lot  42,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  21,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  21,  1965,  at  2  o  clock  at _  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol¬ 
lowing  matters : 

549-64-A 

APPLICANT — Martin  Paint  Stores,  Incorporated,  own¬ 
er. 

SUBJECT— Application  May  20,  1964  —  Appea  lfrom 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 153-22  153-24  Jamaica  Ave¬ 
nue,  south  side,  349.23  feet  east  of  152nd  Street,  Block 
8423,  Lot  19,  Jamaica,  Borough  of  Queens. 


821-64-A 

APPLICANT— Daub  and  Daub  for  40th  Associates  In¬ 
corporated  c/ o  Mills  and  Company  Real  Estate  In¬ 
corporated,  owner. 

SUBJECT— Application  July  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness. 

PREMISES  AFFECTED— 250  West  40th  Street,  south 
side,  272.6  feet  east  of  Eighth  Avenue,  Block  789,  Lot 
68  and  69,  Borough  of  Manhattan. 


83 1-64- A 

APPLICANT — Irwin  Emerman  for  the  Fairfield  In¬ 
vestors,  owners;  Riverdale  Nursing  Home,  lessee. 

SUBJECT— Application  August  5,  1964  —  Appeal  from 
2  orders  of  the  Fire  Commissioner,  re  sprinkler  sys- 
tem  and  double  swinging  fireproof  corridor  doors. 

PREMISES  AFFECTED— 641  West  230th^  Street, 
northwest  corner  of  Fairfield  Avenue,  Block  5737  (for¬ 
merly  3408),  Lot  40,  Borough  of  The  Bronx. 


839-64-A 

APPLICANT — Irwin  Emerman  for  22  Beekman  House, 
Inc.  owner;  College  Nursing  Home,  lessee. 
SUBJECT— Application  filed  August  7,  1964  —  Appeal 
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from  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 119-15  27th  Avenue,  north¬ 
east  corner  of  119th  Street,  Block  4291,  Lot  20,  Col¬ 
lege  Point,  Borough  of  Queens. 


848-64-A 

APPLICANT — Samuel  Garnett  for  Orkins  Apparel, 
owner;  Wise  Shoe  Stores,  Incorporated,  lessee. 

SUBJECT— Application  filed  August  12,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 2938  Third  Avenue,  east 
side,  25  feet  north  of  152nd  Street,  Block  2362,  Lot  39 
Borough  of  The  Bronx. 


860-64-A 

APPLICANT — Abraham  Grossman  for  Harry  Mesh- 
nick,  owner. 

SUBJECT— Application  filed  August  14,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 12  West  End  Avenue,  east 
side ,  50.244  feet  south  of  West  60th  Street,  Block  1151 
Lot  63,  Borough  of  Manhattan. 


883-64-A 

APPLICANT — Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restau¬ 
rant  Incorporated,  lessee. 

SUBJECT— Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  50th  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26 
Borough  of  Manhattan. 


909-64-A 

APPLICANT — Irwin  Emerman  for  Manhattan  Center 
incorporated,  owner. 

SUBJECT  Application  September  4,  1964  —  Appeal 
mom  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREAHSES  AFFECTED— 311-321  West  34th  Street, 
north  side,  200  feet  west  of  8th  Avenue,  316  West  35th 
Street,  Block  758,  Lot  28,  Borough  of  Manhattan. 

913-64-A 

A  nPnjICA¥rT~Louis  R>  Patur  for  Long  Island  Odd 
.bellows  Home,  owner. 

SUBJECT— Application  September  9,  1964  —  Appeal 
^om  a  decision  of  the  Borough  Superintendent  — 
egress. 

DEMISES  AFFECTED — 194-10  109th  Road,  south 

«\rTr  T  west,  of  195th  Street,  Block  10930,  Lot 
to,  Hollis,  Borough  of  Queens. 


916-64-A 

A^PLI5'4NR~Dlive.™°y  and  Sons,  Incorporated 
Agent,  for  F.  L.  Smithe  Corporation,  owner. 

SUBJECT— Application  August  10,  1964  —  Appeal 


from  a  decision  of  the  Fire  Commissioner  re-  smoke 
permit. 

PREMISES  AFFECTED— 633-645  West  44th  Street, 
560-570  Twelfth  Avenue,  northeast  corner,  Block  1092, 
Lot  7,  Borough  of  Manhattan. 

923-64-A 

APPLICANT — Ervin  Palmer  for  Matmor  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  replace  iron  shutters. 

PREMISES  AFFECTED — 45-18  Court  Square,  west 
side,  150  feet  south  of  Jackson  Avenue,  and  45-17  Pear¬ 
son  Street,  Block  97,  Lots  5  to  14  and  42  to  45,  Long 
Island  City,  Borough  of  Queens. 

93 1-64- A 

APPLICANT  Larry  Meltzer  for  Surf  32nd,  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  Septemb  er  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system.' 

PRR¥ISES  AFFECTED  — 3113-3129  Surf  Avenue 
^d^'2t89  ^est  32nd  Street>  northeast  corner,  Block 
/U49,  Lots  50  and  51,  Borough  of  Brooklyn. 


1042- 64-A 

APPLICANT  Stanley  C.  Grodski  for  Lindsay  Park 
Housing  Corporation,  owner. 

SUBJECT — Applications  October  21,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  safety 
buckets  for  each  2500  square  feet. 

PREMISES  Al-1  FECi  ED — 91  Boerum  Street,  north¬ 
west  corner  of  Manhattan  Avenue,  Block  3069,  Lot 
1,  Borough  of  Brooklyn. 

1043- 64-A 

APPLICANT — Stanley  C.  Grodski  for  Lindsay  Park 
Housing  Corporation,  owner. 

SUBJECT— Application  October  21,  1964  —  Appeal 
trom  an  order  of  the  Fire  Commissioner,  re-  safety 
buckets  for  every  2500  square  feet. 

PREMISES  AFFECTED — 29  Moore  Street,  northwest 
corner  of  Manhattan  Avenue,  Block  3078,  Lot  1  Bor¬ 
ough  of  Brooklyn. 


728-65-A 

APPLICANT — Samuel  Rosenblum  for  Fribourg  Foun¬ 
dation  Incorporated,  owner. 

SUBJECT— Application  June  23,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  Class  3  construction,  office  use, 
public  building,  stairs,  fire  tower,  egress,  hun°-  ceil¬ 
ings,  etc. 

PREMISES  AFFECTED-11  East  84th  Street,  north 
side  2-5  feet  east  of  Fifth  Avenue,  Block  1496,  Lot 
It),  Borough  of  Manhattan. 


750-65-A 

APPLICANT— Harry  Soled  for  Rabbi  Berek  Roten- 
berg,  owner. 
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SUBJECT— Application  July  2,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame 
structure  —  use  of  a  Synagogue. 

PREMISES  AFFECTED— 1546  47th  Street,  south  side, 
300  feet  west  of  16th  Avenue,  Block  5442,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  28,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  28,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol¬ 
lowing  matters : 

527-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassa- 
lotti,  for  Grace  Todd,  owner. 

SUBJECT— Application  May  10,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the 
maintenance  of  an  open  automobile  sales  lot  for  a 
temporary  term  of  five  years. 

PREMISES  AFFECTED— 36-30  Union  Street,  west 
side,  126.03  feet  north  of  37th  Avenue,  Block  4977, 
Lot  60  and  61,  Flushing,  Borough  of  Queens. 


610-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  So.  Oxford 
Realty  Corporation,  owner. 

SUBJECT— Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  enlargement 
in  area  of  an  existing  four  story  and  basement  multiple 
dwelling  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 60  South  Oxford  Street, 
west  side,  145  feet  north  of  Lafayette  Avenue,  Block 
2100,  Lot  68,  Borough  of  Brooklyn. 


611-65-A 

APPLICANT— Leonard  F.  Rothkrug  for  So.  Oxford 
Realty  Corporation,  owner. 

SUBJECT— Application  May  28,  1965  —  File  dpursu- 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  171  re-  bulk. 

PREMISES  AFFECTED— 60  South  Oxford  Street, 
west  side,  145  feet  north  of  Lafayette  Avenue,  Block 
2100,  Lot  68,  Borough  of  Brooklyn. 


616-65-BZ 

APPLICANT — Burke  and  Groh  for  Forest  Wood 
Homes,  Incorporated,  owner. 

SUBJECT — Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R2  district,  the  erection 
of  a  two  story  one  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  dwelling  unit  and 
encroaches  on  the  required  front  yard,  side  and  rear 
yards. 

PREMISES  AFFECTED — 84-17  Commonwealth  Bou¬ 
levard,  east  side,  140.06  feet  south  of  Hillside  Avenue, 
Block  8599,  Lot  134,  Bellerose,  Borough  of  Queens. 


661-65-BZ 

APPLICANT — Ingram  S.  Garner  for  Mario  Di  Fillip- 
po,  owner. 

SUBJECT— Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C2-2  and  R3-2  district, 
the  enlargement  in  area  of  an  existing  automobile  sales 
lot  and  the  addition  to  the  uses  to  include  accessory 
storage  of  automobiles. 

PREMISES  AFFECTED— 129-04  Merrick  Boulevard, 
suothwest  corner  of  129th  Avenue,  Block  12438,  Lots 
138,  146,  149  and  151,  Springfield  Gardens,  Borough  of 
Queens. 


752-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-1 1  (g)  and 
73-65  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R7-2  district, 
the  erection  of  a  fourth  store  to  an  existing  telephone 
exchange  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  en¬ 
croaches  on  the  required  side  and  rear  yards  and 
inner  and  outer  courts  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 380  Convent  Avenue  and 
451-461  West  146th  Street,  northwest  corner,  Block 
2061,  Lot  14,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  28,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  28,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

1697-61-A 

APPLICANT — William  S.  Shary  for  Jules  Greene, 
owner. 

SUBJECT — Application  October  18,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 16  Greene  Street,  east  side, 
178  feet,  6V2  inches  north  of  Canal  Street,  Block  230, 
Lot  15,  Borough  of  Manhattan. 


971-64-A 

APPLICANT — Chemical  Specialties  Manufacturers  As¬ 
sociation,  Incorporated,  owner. 

SUBJECT — Application  September  28,  1964  —  Review 
of  Decision  of  Fire  Commissioner  re-  Packaging  and 
transportation  of  Ethylene  Glycol  Base  Anti-Freeze 
in  New  York  City  (Caps  not  in  accordance  with  Adm. 
Code  Requirements.) 


514-64-A 

APPLICANT — Daub  and  Daub  for  United  Export 
Clothing  Company,  Inc.,  owner. 

SUBJECT — Application  May  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire-  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 109-111  Leonard  Street,  2-3 
Benson  Street,  northeast  corner,  Block  171,  Lot  31, 
Borough  of  Manhattan. 
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884-64-A 


APPLICANT — Ralph  L.  Winston,  Incorporated,  lessee, 
Stanley  Gertz,  et  al,  as  Trustees  c/ o  Streg,  Incorpor¬ 
ated,  owner. 


SUBJECT — Application  August  26,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

AFFECTED — 87-32  to  87-84  166th  Street, 
88th  Avenue,  northwest  corner,  Block  9816 
Lot  49  (Sec.  43)  Jamaica,  Borough  of  Queens. 


932-64-A 

APPLICANT — Robert  F.  Rosborne,  for  Barney  Zirlin, 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and 
Finishing  Corporation,  lessee. 

SUBJECT— Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 111  Third  Street,  north 
side  40  feet  west  of  Bond  Street,  Block  441,  Borough 
of  Brooklyn. 


941-64-A 

APPLICANT — Haus  and  Bresin  for  Saul  Krasne,  own¬ 
er;  Clarmon  Supermarkets,  Incorporated,  lessee. 

SUBJECT — Application  September  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 1362-1364  Nostrand  Avenue, 
west  side,  224  feet  6V2  inches  north  of  Linden  Boule¬ 
vard,  Block  5085,  Lot  61,  Borough  of  Brooklyn. 


946-64-A 

APPLICANT  Air  Reduction  Company,  Incorporated. 


SUBJECT— Application  September  21,  1964  —  Trans¬ 
portation  of  Gas  (Liquid  Nitrogen)  under  pressure  in 
New  York  City  contrary  to  Fire  Directive  and  Adm. 
Code. 


964-64-A 


APPLICANT— Ifill  and  Johnson  for  Andrew  Freedman 
Home,  Incorporated,  owner. 

SUBJECT— Application  September  16,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 


/  kCTED — 1125  Grand  Concourse,  west 
**?e>  West  166th  Street  to  McClellan  Street, 

Block  2472,  Lot  34,  Borough  of  The  Bronx. 


233-65-A 

APPLICANT — Albert  Melniker  for  Richard  Ekstrand 
owner. 

SUBJECT— Application  March  4,  1965  —  Filed  pursu- 
Section  36  Art  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED — 214  Brehaut  Avenue,  west 
side  189^19  feet  south  of  Craig  Avenue,  Block  8041, 
Lot  75,  Tottenville,  Borough  of  Richmond. 


746-65-A 

APPLICANT  Leonard  F.  Rothkrug  for  Morton  S. 
Rosenfeld,  owner. 

SUBJECT  Application  July  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  stairs 
and  enclosure. 

PREMISES  AFFECTED  —  1011  Madison  Avenue 
northeast  corner  of  East  78th  Street,  Block  1393,  Lot 
23,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


SPECIAL  MEETING 

FRIDAY  MORNING,  JULY  16,  1965 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT — Application  November  14,  1963  —  Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Burma  Shaving  Lather). 

APPEARANCES— 

For  Applicant:  Everett  Willis,  Allen  Blank,  William  T. 
Lifland,  Joseph  A.  Marino,  Angelo  Alessi,  Wm.  Geo. 
McKenna  and  Reed  H.  Johnston. 

For  Administration:  Chief  James  J.  Brennan,  Chief 
George  D.  Kelley,  Lieut.  John  P.  Manfredi,  Chief 
Inspector  H.  L.  Bernstein  and  Inspector  Milton  Fish- 
kin,  N.Y.C.  Fire  Dept. 

OF  BOARD — Lsid  °ver  to  September  17,  1965, 
10  A.M.,  for  continued  hearing. 


896-63-A 

APPLICANT — The  Gillett  Company,  owner. 

SUBJECT — Application  November  IS,  1963  —  Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts*  (Foamy  Shaving  Cream,  Adorn  Hair  Spray  and 
White  Rain  Hair  Spray.) 

APPEARANCES— 

For_  Applicant :  Everett  Willis,  Allen  Blank,  William  T. 
Lifland,  Joseph  A.  Marino,  Angelo  Alessi,  Wm.  Geo 
McKenna  and  Reed  H.  Johnston. 

For  Administration :  Chief  James  J.  Brennan,  Chief 
George  D.  Kelley,  Lieut.  John  P.  Manfredi,  Chief 
Inspector  H.  L.  Bernstein  and  Inspector  Milton  Fish- 
kin,  N.Y.C.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1965, 
10  A.M.,  for  continued  hearing. 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owners. 

SUBJECT— Application  November  15,  1963  —  Review  of 
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Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts  (Colgate-Palmolive  Various  Pressurized  Products.) 

APPEARANCES— 

For  Applicant:  Everett  Willis,  Allen  Blank,  William  T. 
Lifland,  Joseph  A.  Marino,  Angelo  Alessi,  Wm.  Geo. 
McKenna  and  Reed  H.  Johnston. 

For  Administration:  Chief  James  J.  Brennan,  Chief 
George  D.  Kelley,  Lieut.  John  P.  Manfredi,  Chief 
Inspector  H.  L.  Bernstein  and  Inspector  Milton  Fis 
kin,  N.Y.C.  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  September  17,  1965, 
10  A.M.,  for  continued  hearing. 


Adjourned  4:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING  JULY  20,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Wednesday  morning  and  afternoon  July  7,  1965,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  July  15,  1965,  Vol.  50, 
No.  28. 

259-39-BZ 

APPLICANT— Meyer  Wilen  for  John  Crimarco,  Conrad 
Crimarco,  Joseph  Crimarco  and  Edward  Crimarco,  owners. 
SUBJECT— Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  26,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  garage  for  eight  motor  vehicles. 
PREMISES  AFFECTED— 57-18  to  57-24  Granger  Street, 
south  sde,  131  feet  east  of  Martense  Avenue,  Block  1950, 
Lot  46,  Corona  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Reff. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  inspection  and  decision;  hearing  closed. 


504-65-BZ 

APPLICANT— Arthur  Levine  for  Woodside  Associates, 
owner. 

SUBJECT— Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  and  R5 
district,  the  reduction  .in  the  number  of  required  accessory 
off  street  parking  spaces  for  a  retail  store  and  office 
enlargement. 

PREMISES  AFFECTED— 53-01  to  53-15  Broadway, 
northeast  corner  of  53rd  Place,  Block  1155,  Lot  36  and 
52,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

For  Opposition:  Benjamin  M.  Shaw,  Fernanda  Pochucki, 
Anna  Browne,  Mary  Spengler,  Mary  Racaneilli,  M.  T. 
Mahoney,  Willia  mS.  Capalbo,  Weiner  R.  Unger,  Patsy 
Racanelli,  Therese  Drigerto,  Mabel  Terino,  Clara 
Hecht,  Ernst  Schmidt,  Roger  Sciole,  Luisa  Altieri, 
Gertrude  M.  Lawn,  Joan  Zarzycki,  Helen  P.  Quinn, 
Edward  Walsh,  F.  Spangle  and  Dominic  Altieri. 

ACTION  OF  BOARD— Laid  over  to  September  8,  1965, 
at  10  A.  M.  for  decision;  hearing  closed. 


539-65-BZ 

APPLICANT— Paul  F.  Pellicoro  for  Lowell  Harwood, 
owner ;  Diriro,  Inc.,  lessee. 

SUBJECT— Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  (7)  of  the  New  York 
City  Charter,  to  permit  in  a  C2-1  and  R8  district,  the 
erection  of  a  seventeen  story  enlargement  to  an  existing 
seventeen  story  office  and  showroom  buildi/ig  that  exceeds 
the  permitted  floor  area  ratio,  encroaches  on  the  required 
year  yard  with  a  public  garage. 

PREMISES  AFFECTED— 971-979  Third  Avenue,  north¬ 
east  corner  of  58th  Street,  206-216  East  59th  Street,  Block 
1332,  Lots  1,  3,  4,  5,  7,  8,  9,  40,  41,  42,  43  and  45,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  F.  Pellicoro  and  Paul  Kronick. 

For  Opposition :  Ethel  C.  Cramer. 

ACTION  OF  BOARD — -Laid  over  from  July  20,  1965  to 
September  8,  1965,  at  10  A.  M.  for  decision.  Applicant 
is  to  submit  revised  drawings  and  a  new  objection  from 
the  Borough  Superintendent.  Hearing  previously  closed. 


481-65-BZ 

APPLICANT— Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJECT— Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R7-1  district,  in  an  existing  six 
story  multiple  dwelling  the  change  in  occupancy  of  three 
first  floor  stores  to  slip  cover  manufacturing,  interior 
decorator  establishment  and  contractors  establishment. 

PREMISES  AFFECTED— 136  West  172nd  Street,  1458 
Plimpton  Avenue,  southeast  corner,  Block  2874,  Lot  27, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  8,  1965,  at 
10  A.  M.  for  decision  at  request  of  applicant;  hearing 
previously  closed. 


582-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-01  and  73-62 
of  the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the  erection 
of  a  six  story  multiple  dwelling  that  increases  the  degree 
of  noncompliance  from  approved  plans  as  to  lot  area  per 
room  and  with  additional  balconies  that  are  not  permitted 
obstructions. 

PREMISES  AFFECTED— 149-29  85th  Street,  northeast 
corner  of  151st  Avenue,  Block  11417,  Lot  75,  Howard 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  decision;  applicant  to  submit  additional 
drawings  and  material  for  findings  under  72-21 ;  hearing 
closed. 


583-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning  matter. 
PREMISES  AFFECTED — 149-29  85th  Street,  northeast 
corner  of  151st  Avenue,  Block  11417,  Lot  75  (tentative) 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel,  Alexander  Paulsen  and, 
Charles  Schmidt. 

ACTION  OF  BOARD — Laid  over  from  July  20,  1965  to 
September  14,  1965,  at  10  A.  M.  for  decision ;  hearing 
closed. 


584-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965 — Filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  34,  sbd  6a  of  the  Multiple  Dwelling  Law  re¬ 
minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 149-29  85th  Street,  northeast 
corner  of  151st  Avenue,  Block  11417,  Lot  75,  (tentative) 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  decision;  applicant  to  submit  additional 
drawings;  hearing  closed. 


585-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district,  the 
CueCj0n  a  s'x  s^ory  multiple  dwelling  that  increases 
the  degree  of  non-compliance  from  approved  plans  in  lot 
area  per  room  and  with  additional  balconies  that  are  not 
permitted  obstructions. 

PREMISES  AFFECTED — 149-30  88th  Street,  west  side 
from  149th  Avenue  to  151st  Avenue,  Block  11417,  Lot  50, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Apphcant:  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 

For  Opposition:  None. 

BOARD— Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  decision;  applicant  to  submit  additional 
drawings  and  material  for  findings  under  72-21 ;  hearing 


586-65-A 


APPLICANT— Max  Siegel  Associates 
Homes  Corporation,  owner. 


for 


Patchogue 


SUBJECT — Application  May  28,  1965 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED — -149-30  88th  Street,  west  side, 
from  149th  Avenue  to  151st  Avenue,  Block  11417,  Lot  50, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  decision ;  hearing  closed. 


587-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of.  Section  34  sbd  6a  of  the  Multiple  Dwelling  Law  re¬ 
minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 149-30  88th  Street,  west  side, 
from  149th  Avenue,  to  151st  Avenue,  Block  11417,  Lot 
50,  Howard  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  decision;  applicant  to  submit  additional 
drawings;  hearing  closed. 


588-65-B  Z 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT  Application  May  24,  1965  —  decision  of  the 
Borough  superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution,  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district,  the 
eueC^4°n  a  s'x  s^ory  multiple  dwelling  that  increases 
the  degree  of  non  compliance  from  approved  plans  in 
lot  area  per  room  and  with  additional  balconies  that  are 
not  permitted  obstruction. 


PREMISES  AFFECTED — 85-10  149th  Avenue,  southeast 
corner  of  85th  Street,  Block  11417,  Lot  1,  Howard  Beach, 
Borough  of  Queens. 

APPEARANCES— 

U™*  Applicant :  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 


For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965 
at  10  A.  M  for  decision ;  applicant  to  submit  additional 
drawmgs  and  material  for  findings  under  72-21;  hearing 


589-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT  Application  May  24,  1965 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED — 85-10  149th  Avenue,  southeast 
corner  of  85th  Street,  Block  11417,  Lot  1,  Howard  Beach, 
Borough  of  Queens. 

APPEARANCES— 

FoI,  Applicant :  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 

ACTION  OF  BOARD— Laid  over  to  September  14.  1965 
aL  10  A;  M.  for  decision ;  hearing  closed. 
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Associates  for  Patchogue 


590-65-BZ 

APPLICANT— Max  Siegel 

Homes  Corporation,  owner.  . 

SUBJECT-Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  '2-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  _  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district,  the 
erection  of  a  six  story  multiple  dwelling  that  increases 
the  degree  of  non-compliance  from  approved  plans  as  to 
lot  area  per  room  and  with  additional  balconies  that  are 
not  permitted  obstructions. 

PREMISES  AFFECTED  Building  #2  86-11  151st 

Avenue,  northeast  corner  of  85th  Street,  Block  11417,  Lot 
75  Howard  Beach,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 


For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  14  1963, 
at  10  A.  M.  for  decision ;  applicant  to  submit  additional 
drawings  and  material  for  findings  under  72-21 ;  hearing 
closed. 


Associates  for  Patchogue 


591-65-A 

APPLICANT— Max  Siegel 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning  matter 

PREMISES  AFFECTED— 86-11  151st  Avenue  northeast 
corner  of  85th  Street,  Block  11417,  Lot  75  (tentative), 
Howard  Beach,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant : .  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 

ACTION  OF  BOARD— Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  decision;  hearing  closed. 


592-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT-Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution,  and  Section  666  of  the 
New  York  City  Charter,  to  permit  m  a  R5  district,  the 
erection  of  a  six  story  multiple  dwelling  that  increases 
the  degree  of  non-compliance  from  approved  plans  as  to 
lot  area  per  room  and  with  additional  balconies  that  are 
not  permitted  obstructions. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  southwest 
corner  of  88th  Street,  Block  11417,  Lot  50,  (Tentative), 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 


For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  decision;  applicant  to  submit  additional 
drawings  and  material  for  findings  under  72-21 ;  hearing 
closed. 


593-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT-Application  May  24,  1965— Review,  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning  matter. 


PREMISES  AFFECTED— 87-10  149th  Avenue  southwest 
corner  of  88th  Street,  Block  11417,  Lot  50,  (Tentative) 


APPEARANCES— 

For  Applicant:  Max  Siegel,  Alexander  Paulsen  and 
Charles  Schmidt. 

ACTION  OF  BOARD— Laid  oyer  to  September  14,  1965, 
at  10  A.  M.  for  decision;  hearing  closed. 


678-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT-Application  June  10,  1965— decision  of  the 

Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  Cl -2  and  K3 
district,  the  erection  of  a  third  story  and  bulkhead  to  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  penetrates  the  sky 
exposure  plane,  encroaches  on  the  required  rear  yard 
and  with  accessory  parking  extending  into  the  residence 
district. 

PREMISES  AFFECTED— 355  Forest  Avenue,  northwest 
corner  of  Hart  Boulevard,  Block  132,  Lot  159,  AA'est 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Edward  B.  Cadley,  Aaron  G.  Goldman, 
K.  E.  Wheeler  and  Rupert  H.  Humer. 

For  Opposition:  Peter  T.  Vella,  Marie  Vella,  Ann 
Worobey,  Louise  Faulkner,  Lorraine  Tyson,  Frank  G. 
Cosmen  and  Joseph  D.  Baeszler. 

ACTION  OF  BOARD— Laid  over  to  September  14,  1965, 
at  10  A.  M.  for  decision;  Applicant  is  to  submit  state¬ 
ment  to  the  Board;  hearing  closed. 


515-54-BZ 

APPLICANT— Larry  Meltzer  for  Nola  Realty  Corporation, 
owner. 

.SUBJECT— Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
June  28,  1965  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  _  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 798-812  Schenck  Avenue,  west 
side,  185  feet  south  of  Linden  Boulevard,  Block  4354, 
Lots  16,  17  and  20,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - - • - ^ 

Negative:  - - ® 

THE  RESOLUTION— 

Whereas,  on  May  3,  1955,  this  application  was  granted 
by  the  Board  of  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  June  22,  1965 
and  set  for  hearing  on  July  20,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1965,  acting  on  Alt.  Applic.  No.  2029/1954, 
reads : 

“1.  The  proposed  amendment  for  an  extension  of  term 
for  “parking  and  storage  of  motor  vehicles  by 
monthly  tenants  on  open  lot,  no  transient  parking”, 
on  a  plot  formerly  located  within  Residence  use,  “D” 
Area,  Class  1  Height  Districts,  and  now  located 
within  an  R5  District,  previously  subject  to  a  con¬ 
ditional  variance  granted  by  the  Board  of  Standards 
and  Appeals  under  Calendar  #515-54-BZ,  will 
expire  June  28,  1965,  and  must  be  referred  to  the 
Board  for  their  consideration  under  Section  11-411 
of  the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  3,  1955,  as 
amended  through  June  28,  1960,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of 
this  amended  resolution  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


1752-61-BZ 

APPLICANT — Henry  Nordheim  for  Jack  DeLisi,  owner. 
SUBJECT— Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
February  4,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
21  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  parking  and  storage  of  motor  vehicles  of  the 
pleasure  type  only. 

PREMISES  AFFECTED — 3114  Villa  Avenue,  20  East 
204th  Street,  southeast  corner,  Block  3310,  Lots  29  and 
31,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative :  .  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Becker  .  3 

Negative :  Commissioner  Fox  and  Commissioner  Klein  2 
THE  RESOLUTION— 


obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


209-63-BZ — Vol.  II 

APPLICANT — Edwin  Storch  for  Dorothy  DeNicola,  own¬ 
er. 

SUBJECT — Application  reopened  September  29,  1964  as 
Volume  II — Decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  R2  district,  the  erection  of  a  two  story,  one  family 
dwelling  that  encroaches  on  the  required  front  and  side 
yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 53-28  Marathon  Parkway, 
northwest  corner  of  Horace  Harding  Expressway,  Block 
8225,  Lot  45,  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Edwin  Starch. 

For  Opposition:  Robert  Bohl. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  . . .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  29,  1965  for  continued  hearing; 
then  to  July  13,  1965 ;  then  to  July  20,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  31,  1964, _  acting  on  N.B.  Applic.  8/1963,  reads : 
""1.  Proposed  building  is 

a)  within  the  required  setback  of  15  ft.  as  required 
in  an  R-2  zone  by  Sec.  23-41  Zoning  Resolution. 

b)  Penetrating  the  sky  exposure  plane  as  req’d  by 
Sec.  23-631  Zoning  Resolution. 

c)  Not  providing  a  minimum  of  a  5  ft.  sideyard  as 
required  by  Sec.  23-461  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 


Whereas,  on  May  22  1962,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  this  application  was  reopened  on  June  22  1965 
and  set  for  hearing  on  July  20.  1965  at  10  A.M.,  requiring  a 
new  decision  of  the  Borough  Superintendent,  and  two 
publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  JuJy  20,1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

a  Borough  Superintendent, 

dated  May  20,  1965,  acting  on  Alt.  Applic.  744/1961,  reads: 

“1.  Proposed  extension  of  time  to  complete  work  & 
obtain  Certificate  of  Occupancy  is  contrary  to  vari¬ 
ance  granted  bv  the  Bd.  of  Standards  and  Appeals 
under  Cal.  ^1752-61-BZ  and  must  be  referred  to 
the  Bd.  for  its  determination  as  per  Sect.  11-41  of 
the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  22,  1962  as 
amended  through  February  4,  1964,  only  as  to  the  time  to 


Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-2  district, 
the  erection  of  a  two-story,  one-family  dwelling  that  en¬ 
croaches  on  the  required  front  and  side  yards  and  penetrates 
the  sky  exposure  plane,  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  application  marked 
‘Received  August  28,  1964”,  one  sheet,  “June  23,  1965”,  3 
sheets  revised  and  “July  9,  1965”,  2  sheets  revised  except 
that  the  automobile  parking  space  shall  be  on  the  side  of 
the  house  adjacent  to  Horace  Harding  Expressway  instead 
of  in  the  location  as  now  shown;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 
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1257-64-BZ 

APPLICANT— Arnold  W.  Lederer  and  Cecil  Wolk  for 


John  Adam  Apartments,  owner. 

SUBJECT— Application  December  10,  1964— decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  ot  the 
Multiple  Dwelling  Law  to  permit  in  a  Cl-7,  C6-Z  and  ko 
district  the  use  of  the  unused  and  surplus  tenants  spaces 
in  an  existing  multiple  dwelling  accessory  garage  tor 
transient  parking  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED— 487-503  Avenue  of  the  Amer¬ 
icas,  101-115  West  12th  Street,  northwest  corner,  100-102 
West  13th  Street,  Block  608,  Lot  39,  Borough  of  Man¬ 


hattan. 


APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer  and  Leon  H.  Silver. 
For  Opposition:  Frank  Raskin. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - - - ** 

Negative: - 9 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1965,  after  due  notice  by  publication  m  the 
Bulletin;  laid  over  to  July  20,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1964,  acting  on  Alt.  Applic.  418/1963, 
reads : 

“A-2  Proposed  transient  parking  in  a  barage  in  cellar  & 
1st  floor  in  a  Class  ‘A’  Multiple  Dwelling  which 
is  located  partly  in  Cl-7  &  C6-2  &  R-6  zoning 
district  is  contrary  to  Sect.  36-461  of  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  60  (3)  of 
the  Multiple  Dwelling  Law,  to  permit  in  a  Cl-7,  C6-2  and 
R-6  district,  the  use  of  the  unused _  and  surplus  tenants 
spaces  in  an  existing  multiple  dwelling  accessory  garage 
for  transient  parking  for  a  term  of  fifteen  years  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  December  10,  1964”,  1  sheet, 
“March  18,  1965”,  1  sheet,  and  “May  5,  1965”,  2  sheets; 
on  further  condition  that  the  motor  vehicles  in  the  transient 
parking  space  shall  be  limited  to  pleasure-type  cars  only 
limited  to  that  required  by  the  Department  of  Licenses; 
and  are  not  to  exceed  45  in  number ;  that  the  signs  be 
that  the  tenants  of  this  apartment  house  may  recapture  any 
of  the  space  devoted  to  transient  parking  on  30  days’  notice 
to  the  owner  in  accordance  with  Section  60  (lb)  of  the 
Multiple  Dwelling  Law;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with ;  and  that  an  amended 
Certificate  of  Occupancy  shall  be  obtained  for  the  garage 
portion  of  the  building  within  one  year  from  the  date  of 
this  Resolution. 


1258-64-A 

APPLICANT— Arnold  W.  Lederer  and  Cecil  Wolk  for 
John  Adam  Apartments,  owner. 


SUBJECT— Application  December  10,  1964  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
transient  parking. 

PREMISES  AFFECTED — 487-503  Avenue  of  the  Amer¬ 
icas,  101-115  West  12th  Street,  northwest  corner,  100-102 
West  13th  Street,  Block  608,  Lot  39,  Borough  of  Mon- 


APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer  and  Leon  H.  Silver. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  - 

Negative:  - - - - - 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1964  on  Alt.  Applic.  418-63,  reads. . 

“A-3  Proposed  daily  transient  parking  of  motor  vehicles 
in  garage  in  cellar  &  1st  floor  by  persons  other 
than  the  occupants  of  the  Multiple  Dwelling  is 
contrary  to  Sect.  60  Sub.  1  par.  b  &  d  of  the 
Multiple  Dwelling  Law.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  4,  1964,  acting  on  _  Alt.  Applic.  418-63, 
Objection  No.  A-3  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  the  Multiple  Dwelling  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  all  of  the  requirements  of  the  Resolution  adopted  this 
day  under  Calendar  Number  1257-64-BZ  shall  be  complied 
with. 


388-65-BZ 

APPLICANT— Arnold  W.  Lederer  for  Abe  Lurie,  owner. 
SUBJECT— Application  April  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  in  an 
existing  two  story,  two  family  dwelling  the  use  of  the 
front  porch  as  a  business  office. 

PREMISES  AFFECTED— 1729  Rockaway  Parkway,  east 
side,  145  feet  8  inches  north  of  Avenue  L,  Block  8243, 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Opposition:  James  Dukett,  Joseph  &  Lawrence 
Arencio,  Stanley  J.  Walendowski,  Frank  Catalano, 
Joseph  D’Elena  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _ - . - - -  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  7,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  20,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1965,  acting  on  Alt.  Applic.  3225/1964, 
reads : 

“3.  Proposed  office  in  an  R-5  district  is  contrary  to  Sect. 
32-15  Z.R.” 
and 
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THE  RESOLUTION— 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  found  that  the  use  of  the  dwelling 
as  a  business  office  is  detrimental  to  the  neighborhood;  and 

Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and  was 
therefore  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  22,  1965,  acting  on  Alt.  Applic.  3225/1964, 
Objection  No.  3  be  and  it  hereby  is  affirmed  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


389-65-A 


APPLICANT — Arnold  W.  Lederer  for  Abe  Lurie,  owner. 

SUBJECT — Application  April  6,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing,  office. 

PREMISES  AFFECTED — 1729  Rockaway  Parkway,  east 
side,  145  feet  8  inches  north  of  Avenue  L,  Block  8243, 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  o 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein  .  5 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1965  on  Alt.  Applic.  3225-64,  reads: 


“4-  Proposed  office  in  a  frame  building  is  contrary  to 


and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1965,  acting  on  Alt.  Applic.  3225-64,  Ob¬ 
jection  No.  4  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


406-65-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 


SUBJECT  Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on 
the  required  side  yards. 


P^MISES  AFFECTED — 4033  Bruner  Avenue,  west  side 
146.59  feet  north  of  East  233rd  Street,  Block  4977,  Lo 
•  58,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Corm 


missioner  Klein  _  5 

Negative:  _ 0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  hearing  closed;  then 
to  July  20,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1965,  acting  on  N.B.  Applic.  705/1964, 
reads : 

“6.  Three  story  residential  buildings  exceeding  30'  in 
height  (measured  from  filed  grade)  must  be  pro¬ 
vided  with  side  yards  as  per  Sect.  23-661  of  the 
Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore^  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and"or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-4  district,  the  erection  of  a  three-story, 
two-family  dwelling  that  encroaches  on  the  required  side 
yards  on  condition  the  building  conforms  to  drawings  filed 
with  this  application  marked  “Received  April  13,  1965”  2 
sheets,  “July  9,  1965”,  1  sheet,  revised,  and  “July  16,  1965”, 

1  sheet,  revised ;  on  further  condition  that  this  building 
shall  not  be  used  for  occupancy  by  more  than  two  families ; 
that  all  other  laws,  rules  and  regulations  applicable  shall  be 
compied  with ;  and  that  permit  be  obtained,  work  done,  and 
a  Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


407-65-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 4035  Bruner  Avenue,  west  side, 
214.25  feet  north  of  East  233rd  Street,  Block  4977,  Lot  57, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  5 

Negative :  .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  hearing  closed;  then 
to  July  20,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
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dated  March  23,  1965  acting  on  N.B 
reads : 


Applic.  706/1964, 


“6.  Three  story  residential  buildings  exceeding  30  in 
height  (measured  from  filed  grade)  must  be  provided 
with  side  yards  as  per  Sect.  23-661  of  the  Zoning 
Resolution.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  «  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  make  a  variation  in  the  application  of .  the  Zoning 
Resolution  and  that  the  application  be  .  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-4  district,  the  erection  of  a  three-story,  two- 
family  dwelling  that  encroaches  on  the  required  side  yards 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received  April  13,  1965  ,  2  sheets, 
“July  9,  1965”,  1  sheet,  revised,  and  “July  16,  1965  ,  1 
sheet,  revised ;  on  further  condition  that  this  building  shall 
not  be  used  for  occupancy  by  more  than  two  families ;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with ;  and  that  permit  be  obtained,  woik  done, 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


408-65-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT— Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a  three 
story,  two  family  dwelling  that  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED— 4039  Bruner  Avenue,  west  side, 
270.75  feet  north  of  East  233rd  Street,  Block  4977,  Lot  55, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - — —  3 

Negative  - - - -  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1965;  then  to  July  20,  1965; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1965,  acting  on  N.B.  Applic.  708/1964, 
reads : 

“6.  Three  story  residential  buildings  exceeding  30'  in 
height  (measured  from  filed  grade)  must  be  pro¬ 
vided  with  side  yards  as  per  Sect.  23-661  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 


spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions. 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards. and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution  to 
permit  in  an  R-4  district,  the  erection  of  a  three-story,  two- 
family  dwelling  that  encroaches  on  the  required  side  yards 
on  condition  the  building  conforms  to.  drawings  filed  With 
this  application  marked  “Received  April  13,  1965  ,  2  sheets, 
“July  9,  1965”,  1  sheet,  revised,  and  July  16,  1965  ,  1 
sheet,  revised;  on  further  condition  that  this  building  shall 
not  be  used  for  occupancy  by  more  than  two  families ;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with ;  and  that  permit  be  obtained,  work  done, 
and  a  Certificate  of  Occupancy  obtained  within  one  year 


409-65-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Epsilon  Build¬ 
ing  Corporation,  owner. 

SUBJECT— Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED— 4037  Bruner  Avenue,  west  side, 
242.5  feet  north  of  East  233rd  Street,  Block  4977,  Lot  56, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Ivleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - - - - 

Negative:  - - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  19,  1965;  hearing  closed;  then  to 
July  20,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1965,  acting  on  N.B.  Applic.  707/1964, 
reads : 

“6.  Three  story  residential  buildings  exceeding  30'  in 
height  (measured  from  filed  grade)  must  be  provided 
with  side  yards  as  per  Sect.  23-661  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Beard  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
peimit  in  an  R-4  district,  the  erection  of  a  three-story, 
two-family  dwelling  that  encroaches  on  the  required  side 
yards  on  condition  the  building  confroms  to  drawings  filed 
with  this  application  marked  “Received  April  13  1965”  2 
sheets,  “July  9,  1965”,  1  sheet,  revised,  and  “July  *16,  1965”, 
1  sheet,  i  evised ,  on  further  condition  that  this  building 
shall  not  be  used  for  occupancy  by  more  than  two  families ; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  be  obtained,  work  done, 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resoution. 


1  sheet,  revised;  on  further  condition  that  this  building 
shall  not  be  used  for  occupancy  by  more  than  two  families ; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  be  obtained,  work  done, 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


410-65-BZ 

APPLICANT  Crinnion  and  Crinnion  for  Epsilon  Building 
Corporation,  owner. 

SUBJECT  Application  April  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  yards. 

AFFECTED — 4041  Bruner  Avenue,  west  side, 
299  feet  north  of  East  233rd  Street,  Block  4977,  Lot  54 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  _  _  5 

Negative:  ...... _ _ _ _ q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 

T?nii  +-ne  i2^4  1965,  afTC^  d,ue  notlce  by  publication  in  the 

M  e?n ’ioic  ovejto  JuIy  13>  1965  J  hearing  closed;  then  to 
July  20,  1965;  and 

.Whkkkas  the  decision  of  the  Borough  Superintendent, 
reads -ah  ^  1965,  actlng  on  N-B.  APPhc.  709/1964, 

6.  Three  story  residential  buildings  exceeding  30'  in 
height  (measured  from  filed  grade)  must  be  provided 

Resolution.” 35  P"  SeCt  23~661  °f  the  Z°ni"S 

and 

tbe  pJem*ses  and  surrounding  area  were  in- 

that  thebyannrCT-mittKe  °f  the  Board  which  recommended 
^hat  the  application  be  granted  under  certain  conditions; 

StamSedAa’b?^  ?°ard  f°Und  tha*  the  'aPph’eant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 

forfenttST,  ^  ,°f  ‘he1Z»"i"S  Resolution  a„°d  £17“ 
anH  /  nt,tled  t0  reI,ef  °n  the  grounds  of  practical  difficultv 
and/or  unnecessary  hardship.  meuny 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
j  variation  in  the  application  of  the  Zoning 
nrm°!Uim°  /nd  ctha-  the  application  be  and  it  hereby  is 

the  z°ning  Resolution3;  to 

two-family  dwelling  tha"  encroacTef  on  the  reared 'llle 
yards  on  condition  the  building  conforms  to  drawings  filed 

sheets  “JuayP9C  1%5”  TsW  “Rec-ei^ed  April  13>  1965”,  2 
.  July  y,  1965  ,  1  sheet,  revised,  and  “July  16,  1965”, 


457-65-BZ 

APPLICANT-Albert  Melniker  for  Milton  Jaeger,  owner. 
SUBJECT— -Application  April  22,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
one  story  and  cellar  building  for  use  as  a  retail  store  with 
.accessory  open  parking  and  with  business  entrances  within 
MJ  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 4360  Hylan  Boulevard,  North- 
east  corner  of  Richmond  Avenue,  Block  5322,  Lot  1 
Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
TPIE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
-t*  ox  . . . . .  2 

THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Juiy  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  20,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Board  Superintendent,  dated 
March  24,  1965,  acting  on  N.B.  Applic.  145/1965,  reads: 

“1.  The  proposed  structure,  to  be  used  as  retail  stores 
and  accessory  parking,  located  in  an  R3-2  district  is 
contrary  to  Sec.  21-10  of  the  Zoning  Resolution. 

2.  Referred  to  the  Board  of  Standards  and  Appeals 
HlllZR)  bU  k  and  parking  requirements  (  Sec. 

3.  Proposed  curb  cut  for  accessory  group  parking  ar- 
ranged  and  designed  for  more  than  9  motor  vehicles 
wnhm  50  of  corner  is  contrary  to  Sec.  25-62,  25-63, 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 

that  thPby  a  co?mitt,ee  of  the  Board  which  recommended 
an?  ^  aPPhcation  be  granted  under  certain  conditions; 

Whereas,  the  Board  finds  that  the  property  has  unique 

ff  deveaionCpTdltl°nS  a,nd  Wil1  not  ^ield  a  reasonable  return 
if  devdoped  m  accordance  with  the  Zoning  Resolution  that 

borhoodP°thft  VTaT4  W1,U  n0t  be  detrimental  to  the  neigh- 
Sat  th-e  dlffi.culty  was  not  caused  by  the  owner 
and  that  the  variance  is  a  minimum  one;  and 

slantiS^'  h1  C  •B°frd  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 

f Xrefo««S„S  the,Zoning  R«oS" “.nd 

h P?fh°IVed’r  that  the-  Board  of  Standards  and  Appeals  does 

Resoffit, •  nn  ke  a  V£ri?houn  in  the  application  of  the  Zoning 
-resolution  and  that  the  application  be  and  it  herphv 

nrRS3?rt Kfi°f  "■‘.Zrt? ItooiSj  o 

Sr  hffiffiffi,/ f  dlStnCt'  the  erectlon  of  a  one-story  and 
cellar  building  for  use  as  a  retail  store  with  accessor? 

open  parking  and  with  business  entrances  within  50  feet  of 
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one  year  from  the  date  of  this  Resolution. 


and  that  permit  be  obtained,  work  done,  and  a .Cerate 
Of  Occupancy  obtained  within  one  year  from  the  date 

this  Resolution. 


482-65-BZ 

APPLICANT— Edward  S.  Lentol  for  J.A.S.  Holding 

of  a  one  transient  parking  lot  on  the  rea  p 
four  plots  and  retain  the  existing  dwellings. 

PREMISES  AFFECTED — 2518-2532  Tilden  Avenue  south 
^  side,  100  feet  west  of  Veronica  Place,  Block  5136,  Lot  , 

10,  11  and  12,  Borough  of  Brooklyn. 

APPEARANCES—  .  , 

For  Applicant:  Edward  S.  Lentol,  Philip  P.  Agusta  and 

Salvatore  D.  Chiaffitelli.  . 

For  Opposition :  Joseph  J.  Leifer,  Pachen  Broderick  and 
Una  Broderick. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  _  .  .  , 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein -  ^ 

Negative: - 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  ^application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 

Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Supermten  , 
dated  March  29,  1965,  acting  on  Alt.  Applic.  30/1965,  reads . 
“1.  Parking  Lot  not  permitted  as  of  right  in  R-6  district 
Sec.  32-17  Zoning  Resolutino.” 

and 

Whereas,  the  premises  and  surrounding  area  were  i  - 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  ^  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of_  the  Zoning 
Resolution  and  that  the  application  be  and  at  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
permit  for  a  term  of  five  years,  in  an  R-6  district,  the 
maintenance  of  a  non-transient  parking  lot  on  the  rear 
portion  of  four  plots  and  the  retension  of  the  existing  dwel¬ 
lings  on  condition  the  work  be  done  in  accordance  with 
drawings  filed  with  this  application  marked  Received 
April  27,  1965”,  1  sheet,  “June  11,  1965  ,  2  sheets;  on 
further  condition  that  parking  on  this  lot  be  restricted  to 
pleasure-type  vehicles  only  on  a  monthly  basis;  that  the 
lot  be  screened  on  three  sides  as  required  under  Sect-ion 
25-66  Subparagraph  (b)  of  the  Zoning  Resolution;  that 
the  lot  be  paved  with  .clean  cinders  or  gravel,  treated  with 
a  binder  and  rolled  to  proper  grade;  that  any  lights  used 
on  the  lot  shall  be  directed  away  from  the  adjoining  neigh¬ 
bors  :  that  signs  at  the  entrance  to  the  lot  be  limited  to  that 
required  by  the  Department  of  Licenses;  that  all  laws, 
rules  and  regulators  applicable  shall  he  complied  with; 


497-65'BZ  •  x  r7fu  Qtreet 

APPLICANT — Max  Siegel  Associate s  for  57t Str« 

Hotel  Corporation,  owner;  Motor  Hotel  uar  g  , 
corporated,  Garage  lessee.  .  .  f  ., 

SUBJECT— Application  April  26,  1965  —  decision  o 
^  Borough  Superintendent,  under  ^.(S^of^the 

Street,  Block  1066,  Lot  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

T  Affirmative-  Chairman  Foley,  Vice  Oiairman  Klemert, 
^  Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -  - -  o 

Negative:  - 

THE  RESOLUTION—  .  . 

Where'S  a.  public  hearing  was  held  on  this  application 
on^July  13*  1965,  after  due  notice  by  publication  in  th 
Bulletin ;  laid  over  to  July  20,  1965 ;  and  . 

Whereas,  the  decision  of  the  Ba  r°r ^  628/P1965  reads’ 
dated  April  22,  1965,  acting  on  Alt.  AppUc.  6-8/1 965,  je  d 
“a  i  Proposed  transient  parking  in  a  Multiple  Dwelling 
'  located  in  an  R-8  zoning  district^  contrary  to 
Sect.  25-412  of  Zoning  Resolution. 

^Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas  the  Board  found  that  this  was  an  appropriate 
ca«  fn  whkh To  exercise  discretion  to  grant  under  Sectron 
60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  m  the  app  ication  of  the  use  dis™ 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  ^  (3)  o* 
the  Multiple  Dwelling  Law,  to  permit  in  an  R-8  district, 
in  an  existing  multiple  dwelling,  transient  parking  for  the 
unused  and  surplus  tenants  spaces  in  the  required  accessor 
garage  for  a  term  of  fifteen  years  on  condition  that  the 
buildfng  shall  conform  to  drawings  filed .with  this 5  appli¬ 
cation  marked  “Received  April  24,  1965  ,  6  sheets  , 
further  condition  that  the  cars  parked  in  the  transient 
spaces  shall  be  limited  to  pleasure  type  cars  only  and  shal 
not  exceed  92  in  number;  that  the  tenants  of  this  motel 
may  recapture  any  of  the  spaces  devoted  to  transient  park¬ 
ing  on  30  days’  notice  to  the  owner  m  accordance  with 
Section  60  (lb)  of  the  Multiple  Dwelling  Law;  and  that 
an  amended  Certificate  of  Occupancy  shall  be  obtained 
for  the  garage  portion  of  the  building  within  one  year 
from  the  date  of  this  Resolution. 


498-65-A 

APPLICANT— Max  Siegel  Associates  for  57th  Street 
Hotel  Corporation,  owner ;  Motor  Hotel  Garage,  in¬ 
corporated,  Garage  lessee. 

SUBJECT — Application  April  26,  1965  —  Filed  pursuant- 
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to  Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED — 426-440  West  57th  Street, 
south  side,  300  feet  east  of  10th  Avenue,  423-437  West 
56th  Street,  Block  1066,  Lot  12,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _ _  _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  22,  1965,  on  Alt.  Applic.  628-65,  reads : 

“A4— Proposed  transient  parking  in  a  Multiple  Dwelling 
is  contrary  to  Sect.  60  Sub.  1  (d)  of  the  Multiple 
Dwelling  Law.” 
and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superin¬ 
tendent,  dated,  April  22,  1965,  acting  on  Alt.  Applic.  628-65, 
Objection  No.  A.4  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted ,  on  condition  that  all  of  the  requirements  of  the 
Resolution  adopted  by  the  Board  this  day  under  Calendar 
Number  497-65-BZ  shall  be  complied  with. 


517-65-BZ 

APPLICANT— Herbst  and  Rusciano  for  Kelrein  Corpora¬ 
tion,  owner. 

SUBJECT— Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  in  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district,  the  erection  of 
a  one  story  structure  over  an  existing  outdoor  ice  skating 
rink  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 5740  Broadway,  southeast  cor¬ 
ner  of  West  236th  Street,  Block  3269,  Lots  23,  26  and  35, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Howard  Zimmerman  and  Robert  C  Kel- 
ton. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Becker  . . .  _  3 

Negative:  Commissioner  Fox  .  1 

Absent :  Commissioner  Klein  .  1 


518-65-A 


APPLICANT— Herbst  and  Rusciano  for  Kelrein  Corpora¬ 
tion,  owner. 


SUBJECT  Application  May  7,  1965  —  Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  6  struc- 

PPRirKrr  JFaJ-erial s  for  construction— approved. 

REMISES  AFFECTED- — 5740  Broadway,  southeast  cor¬ 
ner  of  West  236th  Street,  Block  3269,  Lots  23,  26  and 
3a,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Howard  Zimmerman  and  Robert  C.  Kel- 
ton. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Vice  Chairman  Kleinert _ ] 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  May  5,  1965  on  N.B.  Applic.  306-65,  reads: 

“1.  The  proposed  class.  6  structure  of  approximately 
29,000  sq.  feet  in  area  for  commercial  and  public 
use  is  contrary  to  Sect.  C26-254.0  of  Adm.  Code. 
(Building  considered  fronting  on  one  street  only). 

2.  The  structure  must  be  enclosed  as  per  C26-422.0 
A.C. 

7.  Laminated  trusses  and  trade  name  materials  used 
in  construction  must  have  approvals  from  Board  of 
Standards  and  Appeals.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  May  5,  1965,  acting  on  N.B.  Applic. 
306-65,  Objection  Nos.  1  and  2  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  July  16,  1965”,  5  sheets;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


551-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  uord  Motor  Company  and  Harvey  Fischer,  owners. 

SUBJECT  Application  May  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-49  and  73- 
50  of  the  Zoning  Resolution,  to  permit  in  a  Ml-1  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an  auto¬ 
motive  establishment  that  encroaches  on  the  required  side 
and  rear  yards,  along  the  district  boundary  and  with  ac¬ 
cessory  roof  parking. 

PREMISES  AFFECTED  — 4814-4824  Glenwood  Road, 
1072-1142  East  49th  Street,  southwest  corner,  4811-4827 
Kings  Highway,  Block  7732,  Lots  45,  63  and  75,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative :  . . . . . .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  7,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  20,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  May  11,  1965,  acting  on  Alt.  Applic.  934/1965,  reads: 

“1.  Proposed  28'  open  area  provided  at  rear  of  pro¬ 
posed  enlargement  is  deficient  for  a  zoning  lot  in 
a  Ml-1  zone  whose  rear  lot  coincides  with  the  rear 
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lot  line  of  zoning  lots  in  an  R-4  zone  and  is  con¬ 
trary  to  Sect.  43-302  of  the  Z.R. 

2.  Proposed  parking  on  the  roof  of  proposed  enlarge¬ 
ment  which  is  above  a  story  other  than  a  basement 
is  contrary  to  Sect.  44-11  of  the  Z.R. 

3.  Proposed  open  sales  of  new  and  used  cars  in  south¬ 
erly  corner  portion  of  zoning  lot  within  the  15'  re¬ 
quired  open  area  in  a  Ml-1  zone  whose  side  lot  line 
coincide  with  the  side  and  rear  lot  lines  of  zoning 
lots  in  an  R-4  zone  is  contrary  to  Sections  43-301 
and  43-303  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-49  and  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Sections  / 3- 
49  and  73-50  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1 
district,  the  erection  of  a  one-story  enlargement  to  an  auto¬ 
motive  establishment  that  encroaches  on  the  required  side 
and  rear  yards,  along  the  district  boundary  and  with  ac¬ 
cessory  roof  parking  on  condition  the  building  conforms  to 
drawings  filed  with  this  application  marked  “Received  June 
7,  1965”,  5  sheets,  “June  14,  1965”,  1  sheet;  on  further 
condition  that  the  sash  in  the  west  wall  of  the  building 
shall  be  made  stationary;  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with;  and  that  permit 
be  obtained,  work  done,  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  Resolution. 


566-65-BZ 

APPLICANT — John  J.  Saunders  for  Board  of  Education, 
City  of  New  York,  owner. 

SUBJECT — Application  May  19,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-2  district,  the  erec¬ 
tion  of  a  three  story  and  basement  public  school. 
PREMISES  AFFECTED — 140  Lorimer  Street,  south  side, 
Entire  Block  Bounded  by  Throop  Avenue,  Harrison 
Avenue,  Harrison  Avenue  and  Walton  Street,  Block 
2246,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Saunders. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  this  application  on  July  20,  1965,  after  due  notice  by 
publication  in  the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  6,  1965,  acting  on  N.B.  Applic.  69/1965,  reads: 

“1.  Proposed  erection  of  building  to  be  occupied  as  a 
school,  Use  Group  3,  in  an  Ml-2,  constitutes  a  non- 
permitted  use  as  of  right  contrary  to  Sections  42-10 
and  22-13  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 


spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-19,  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of.  the  Zoning 
Resolution  and  that  the  application  .  be  and  it  hereby,  is 
granted  under  Section  73-19,  to  permit  in  an  Ml-2  district, 
the  erection  of  a  three-story  and  basement  public  school, 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  May  18,  1965”, 
8  sheets;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with;  and  that  permit  shall  be  obtained, 
work  completed  and  a  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  resolution. 


571-65-BZ 

APPLICANT— Pazel  G.  Jackson,  Jr.  for  Mt.  Morris  Park 
Hospital  Incorporated,  owner. 

SUBJECT— Application  May  21,  1965.—  decision  of  the 
Borough  Superintendent,  under  Sections  .72-21  and  73- 
641  of  the  Zoning  Resolution,  to  permit  in  a  R7-2  dis¬ 
trict,  on  a  plot  presently  developed  with  a  four  story  and 
basement  multiple  dwelling,  the  erection  of  a  seven  story 
stair  enclosure  for  use  by  the  adjoining  hospital  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  encroachment  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 9  Mt.  Morris  Park  West,  west 
side,  20  feet  11  inches  south  of  West  121st  Street,  Block 
1720,  Lot  20,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Pazel  G.  Jackson. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  - - - 5 

Negative:  - - -  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  7,  1965,  after  due  notice  by  publication  i,n  the  Bul¬ 
letin;  laid  over  to  July  20,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1965  acting  on  Alt.  Applic.  1781^11964,  reads: 

“A1  -  The  proposal  to  erect  a  seven  story  stair  enclosure 
for  the  adjoining  building  No.  10  Mt.  Morris  Park 
West  in  the  yard  of  this  building  not  acceptable. 

b)  As  it  would  reduce  the  depth  of  the  present  non¬ 
complying  zoning  yard  which  provides  required 
ventilation  for  the  rear  rooms,  Sec.  23-861  Zoning 
Resolution. 

c)  As  it  would  increase  the  degree  of  non-compliance 
of  the  open  space  ratio  and  the  floor  area  ratio  on 
this  lot.  Sec.  23-142  Zoning  Resolution. 

d)  The  proposed  increase  in  floor  area  on  this  lot  would 
increase  the  degree  of  non-compliance  of  the  lot 
area  requirements  for  the  residence  rooms.  Sec.  23- 
223  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub- 
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stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  and  73-641  of  the  Zoning  Re¬ 
solution,  to  permit  in  an  R7-2  district,  on  a  plot  presently 
developed  with  a  four-story  basement  multiple  dwelling, 
the  erection  of  a  seven-story  stair  enclosure  for  use  by  the 
adjoining  hospital  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  encroachment 
on  the  required  rear  yard  on  condition  the  work  be  done 
in  accordance  with  drawings  filed  with  this  application 
marked  “Received  May  21,  1965”,  14  sheets;  that  the  Mount 
Morris  Park  Hospital  shall  retain  ownership  of  the  pro¬ 
perty  at  9  Mt.  Morris  Park  West,  that  all  other  laws  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  be  obtained,  work  done,  and  a  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this  Re¬ 
solution. 


572-65-A 

APPLICANT — Pazel  G.  Jackson,  Jr.  for  Mt.  Morris  Park 
Hospital,  Incorporated,  owner. 

SUBJECT  Application  May  21,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  27  of  the  Multiple  Dwelling  Law  re¬ 
minimum  dimensions  of  yard. 

PREMISES  AFFECTED— 9  Mt.  Morris  Park,  West, 
west  side,  20  feet  11  inches  south  of  West  121st  Street 
Block  1720,  Lot  20,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Pazel  G.  Jackson. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  _  Fox,  Commissioner  Becker  and  Com* 


missioner  Klein  _ _ _ 5 

Negative: _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8  and  May  10,  1965  on  Alt.  Applic.  1781-64,’ 
reads : 

“A1  -  The  proposal  to  erect  a  seven  story  stair  enclosure 
for  the  adjoining  building  No.  10  Mt.  Morris  Park 
West  in  the  yard  of  this  building  not  acceptable, 
a)  As  it  would  encroach  on  the  required  Multiple 
Dwelling  Yard  for  this  building.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  January  8,  and  May  10,  1965,  acting  on  Alt. 
Applic.  1 78 1-64,  Objection  No.  A1  be  and  it  hereby  is 
modifhed  under  the  powers  vested  in  the  Board  by  Section 
310  of  the  Multiple  Dwelling  Law,  and  that  the  appeal  be 
and  it  hereby  is  granted,  on  condition  that  all  of  the  re¬ 
quirements  of  the  Resolution  adopted  by  the  Board  this 
day  under  Calendar  Number  571-65-BZ  shall  be  complied 
with. 


601-65-BZ 

APPLICANT— Goldwater  and  Flynn  for  90  William  Cor¬ 
poration,  owner. 


SUBJECT — Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-68 
of  the  Zoning  Resolution,  to  permit  in  a  C5-5  district,  the 
erection  of  a  fifteen  story  and  penthouse  office  building 
that  encroaches  on  the  required  rear  yard,  penetrates  the 
sky  exposure  plane  and  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 90-92  Williams  Street,  south¬ 
east  corner  of  Platt  Street,  Block  68,  Lot  22,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  L.  R.  Colman  and  F.  Safran. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on.  July  13,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  20,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1965,  acting  on  N.B.  Applic.  54/1965,  reads: 

‘T.  Provide  a  rear  yard  as  req’d  by  Sec.  33-26  for  that 
portion  of  the  lot  whose  nearest  frontage  is  more 
than  100'  from  the  intersecting  street  lines. 

2.  Comply .  with  Sec.  33-432  as  to  max.  ht.  of  front 
wall, .  initial  setback  and  sky  exposure  plane. 

3.  Provide  loading  berth  as  req’d  by  Sec.  36-62  of 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  and  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection  of 
a  fifteen-story  and  penthouse  office  building  that  encroaches 
on  the  required  rear  yard,  penetrates  the  sky  exposure 
plane  and  is  without  the  required  loading  berth  on  condi¬ 
tion  the  building  conforms  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  May  25,  1965”,  10  sheets;  on 
further  condition  that  all  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with ;  and  that  permit  be  obtained, 
work  done,  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  Resolution. 


651-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Motors  and 
Equipment  Corporation,  owner. 

SUBJECT — Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  a  Ml-1  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  factory  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  encroaches  on 
the  required  setback  and  rear  yard. 
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PREMISES  AFFECTED— 1250  Rockaway  Avenue,  south¬ 
west  corner  of  East  98th  Street,  Block  8130,  Lots  18,  63 

and  68,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  George  Turin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - 5 

Negative:  . — - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1965,  acting  on  Alt.  Applic.  1053/1965,  reads. 
“1.  Proposed  enlargement  of  existing  .non-complying 
building  Ml-1  district  increases  the  degree  of  non- 
compliance  of  the  F.A.R.  contrary  to  Sec.  54-31  of 
Z.R. 

2.  Proposed  two  story  enlargement  more  than  30  ft. 
high  in  an  Ml-1  district  within  required  setback 
is  contrary  to  Sec.  43-42  and  43-43  and  43-44  of 
Z.R. 

3.  Proposed  two  story  enlargement  in  required  rear 
yard  equivalent  is  contrary  to  Sec.  43-23  and  43-28 
of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
permit  in  an  Ml-1  district,  the  erection  of  a  two-story,  en¬ 
largement  to  an  existing  factory  that  exceeds  the  permitted 
floor  area  ratio  and  encroaches  o.n  the  required  setback 
and  rear  yard  on  condition  the  building  conforms  to  draw¬ 
ings  filed  with  this  application  marked  “Received  June  4, 
1965”,  9  sheets;  on  further  condition  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with ; 
and  that  permit  be  obtained,  work  done,  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  Resolution. 


671-65-BZ 

APPLICANT — Fordyce  and  Hamby  Associates  for  Board 
of  Education,  New  York  City,  owner. 

SUBJECT— Application  June  9,  1965 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district,  the  erection  of 
a  public  school  that  encroaches  on  the  required  rear  yard 
equivalent. 

PREMISES  AFFECTED — 153-33  Sanford  Avenue,  north¬ 
east  corner  of  Murray  Street,  (to  Barclay  Avenue)  Block 
5328,  Lot  1,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Saunders,  Howard  Swenson  and 


David  R.  Debiner. 

For  Opposition  :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 
missioner  Klein  — - - - — — —  ° 

Negative:  - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1965,  acting  on  N.B.  Applic.  382/1965,  reads: 

“1.  Provide  rear  yard  equivalent  per  Section  24-382 
of  the  Zoning  Resolution  (30  ft.  req’d  for  the  through 
lot  portion).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 

and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  tire  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  make  a  variation  in  the  application  of.  the  Zoning 
Resolution  and  that  the  application .  be  and  it  hereby,  is 
granted  under  Section  72-21  to  permit  in  an  R3-2  district, 
the  erection  of  a  public  school  that  encroaches  on  the  re¬ 
quired  rear  yard  equivalent,  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  June  9,  1965”,  9  sheets ;  that,  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and.  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


677-65-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 
SUBJECT— Application  June  10,  1965  —  decision  of  the 
Borouerh  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution,  to  permit  in  a  R5  dis¬ 
trict,  the  erection  of  a  three  story  enlargement  to  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 2101  West  12th  Street,  south¬ 
east  corner  of  Avenue  U,  Block  7115,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Marion  E.  Harsburgh,  Aaron  Goldman, 
K.  F.  Wheeler  and  Robert  H.  Humer. 

Interested  Party:  Louis  Cavaliere. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - 5 

Negative  :  . — - - — ~  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1965,  acting  on  Alt.  Applic.  1083/1965,  reads: 

“21.  Special  permit  required  from  Board  of  Standards 
and  Appeals  for  construction  of  telephone  exchange 
in  Residence  District  in  accordance  with  Sect.  22-21 
Zoning  Resolution. 

22.  Proposed  enlargement  of  non-conforming  use  con¬ 
trary  to  Sect.  52-40  Zoning  Res. 

23.  Additional  floor  area  of  proposed  enlargement  in¬ 
creases  degree  of  non-compliance  in  accordance  with 
Sect.  23-142  and  54-31  Zoning  Res. 

24.  Decrease  of  open  space  ratio  increases  degree  of 
non-compliance  in  accordance  with  Sect.  23-142  and 
54-31  Zoning  Res. 

25.  lTO"  Front  yards  required  in  accordance  with  Sect. 
23-45  Z.R.  is  not  provided. 

26.  15'0"  side  yard  required  in  accordance  with  Sect. 
23-464  Z.R.  is  not  provided. 

27.  Height  of  front  wall  exceeds  maximum  permissible 
in  accordance  with  Sect.  23-631  Z.R. 

28.  Side  yard  setback  in  accordance  with  Sect.  23-662 
of  Z.R.  is  not  provided. 

29.  Decrease  in  area  of  existing  court  increases  degree 
of  non-compliance  in  accordance  with  Sect.  23-851 
and  54-31  Z.R. 

30.  Refer  to  Board  of  Standards  and  Appeals  for  ap¬ 
plicability  of  bulk  regulations  for  non-conforming 
uses  in  accordance  with  Sect.  11-112  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
/3-ll(g)  and  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Sections  73-1 1(g)  and  73-65,  to  permit  in 
an  R-5  district,  the  erection  of  a  three-story  enlargement 
to  an  existing-  telephone  exchange  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  June  10,  1965”,  22  sheets:  on 
further  condition  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


Adjourned  12:55  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  JULY  20,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 

129-54-A 

APPLICANT— Frederick  A.  Ketcher  for  Plasterers  Help¬ 
ers  Local  No.  30,  owner ;  Lucian  Walters,  lessee. 
SUBJECT  Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  July  17, 


1965 — Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition. 

PREMISES  AFFECTED— 301  East  94th  Street,  north 
side,  79.9  ft.  east  of  2nd  Avenue,  Block  1557,  Lot  104, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  . . . . . . .  _  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  23,  1955,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  an  luly 
19,  1960;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  23,  1955, 
as  amended  through  July  19,  1960,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
ameiided  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained”. 

(Alt.  1168/65) 


498-38-A 

APPLICANT — Harry  Silverman  for  The  City  of  New 
\  ork,  Department  of  Public  Works,  owner. 

SUB  JECT — Application,  for  consideration  —  reopening  for 
amendment  of  resolution  Appeal  from  a  decision  of  the 
Borough  Superintendent;  previosuly  granted  on  condi¬ 
tion. 

PREMISES  AuFECTED — 22  Linden  Boulevard,  south 
side,  112  feet  4  inches  east  of  Flatbush  Avenue,  Block 
5086,  Lot  15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Silverman  and  S.  H.  Greenhill. 

ACTION  OF  BOARD’ — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  . . . . . . .  .  q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  21,  1938,  on  certain  conditions;  and 

YVhereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

,  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  21,  1938,  by 
adding  thereto : 

“that  the  building  may  be  altered  substantially  as  shown 
on  revised  drawings  marked  ‘Received  June  23,  1965’, 
4  sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  3784/61) 
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394-62-A  „  .  ^  . 

APPLICANT— Gold,  Lazar  and  Cooper  for  Realty  Equi¬ 
ties  Le  Havre  Corporation,  owner. 

<;T TR  TF CT— Application  for  consideration  —  reopening  for 
SLBJLLi  Appnc^  iance  which  expired  June  11, 

WvFllv cii  from  an  order  and  a  decision  of  the  Frre 
Commissioner  re-”  Oil  Burners,  Certificate  of  Frtness, 

previously  granted  on  condition.  Powells 

PP PAUSES  AFFECTED— Block  bounded  by  Powells 
PKE-itStPS  -  Avenue  and  12th  Avenue,  162nd 

118  129  135  145,  75;  Block  4588,  Lots  1,  23,  -4,  36,  6  , 
lie,  too,  0  cm  cj?  19  and  18;  Block 

ShfiJSt  Bioch  4574, 

Lot  104,  Beechhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Michael  J.  Lazar. 

ACTION  OF  BOARD— Application  reopened  and  term  o 
variance  extended. 

f't1  a;rman  Foley  Vice  Chairman  Kleinert, 
A!r„mrjio„er  Fox, “Commissioner  Becker  and  Com- 

missioner  Klein  -  q 

Negative:  - 

THE  RESOLUTION —  „  , 

Whereas,  this  application  was  granted  by  the  Board  on 
Tune  11  1963,  on  certain  conditions,  ana 
1  WHEREAS,,  the  applicant  requested  an  extension  of  the 

term  of  variance. 

Solved,  that  the  Board  of  Standards  and  Appeals  does 

tion  of  the  resolution  shall  read . 

“granted  for  a  term  of  ten  years  from  the i  date  of  to 
amended  resolution,  to  permit  .  .  •  ,  that  otner  tna 

as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects  . 

(Fire  Dept.  Order  No.  B 182657) 


Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  13,  192^,  as 
amended  through  June  17,  1924,  by  adding  thereto. 

“that  the  building  shall  be  arranged,  used  and  occupied 
substantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  May  27,  1963  ,  one  sheet, 
on  condition  that  other  than  as  herein  amended  the  re¬ 
solution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Alt.  1087/65) 


218-24-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Sylvia  H.  Aaron, 

et  al,  owner.  .  .  .  , 

SUBTECT— Application  for  consideration  —  reopening  tor 
amendment  of  resolution— decision  of  the  .  Borough  Su¬ 
perintendent  ;  previously  granted  on  condition,  permitting 
extension  into  a  residence  district  from  aji  unrestricted 
district  the  erection  and  maintenance  of  a  garage  tor  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 109-111  Montgomery  Street, 
Borough  of  Brooklyn. 

APPEARAN  CES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE—  .  .  T_.  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Becker  - ~ 

Negative :  Commissioner  Fox  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  13,  1924,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  June  17,  1924; 

and 


551-37-BZ — Vol.  II 

APPLICANT— Millard  B resin  for  Hamax  Holding  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  November 
13,  1964 — decision  of  the  Borough  Superintendent ,  pre¬ 
viously  granted  on  condition,  under  #  Sections  7e  and  7i 
of  the'  Zoning  Resolution,  permitting  in  a  local  retail  ana 
residence  use  district,  the  extension  of  the  yard  area  ot 
the  station,  and  increase  the  size  of  the  accessory  building 
and  permitting  the  additional  uses  of  lubrication,  acces¬ 
sory  non-automatic  car  wash,  minor  auto  repairs  with 
hand  tools  only  and  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AF FECT ED — 233-02  Northern  Boulevard, 
southeast  corner  of  233rd  Street,  Block  8166,  Lot  20, 
Laurelton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  T.  Hartnett. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - ^ 

Negative:  - — - - - 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  31,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  13,  1963 ,  and 

Whereas,  the  resolution  was  amended  on  January  14, 
1964;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  31,  1961,  as 
amended  through  January  14,  1964,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obained  and  work  is  in  progress,  all  work  shall 
be  completed  and  a  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion”.  (Alt.  530/61) 


604-48-BZ — Vol.  Ill 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  363-373  Prospect  Place,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
"  amendment  of  resolution  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec¬ 
tions  7c  and  19A  (j)  of  the  Zoning  Resolution,  permitting 
in  an  unrestricted,  business  and  residence  use  district, 
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the  change  in  use  of  an  existing  one  story  and  basement 
building  from  public  garage  to  the  manufacturing  and 
assembly  of  electric  and  amusement  devices,  office,  loading 
and  unloading  berths  less  than  12  feet  in  width  and  with 
a  stationary  business  sign. 

PREMISES  AEFECTED — 344  St.  Marks  Avenue,  south 
side,  96  feet  8  inches  west  of  Washington  Avenue  and 
363-371  Prospect  Place,  Block  1153,  Lot  27,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  April  3,  1962,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  20,  1964;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  3,  1962,  as 
amended  through  October  20,  1964,  by  adding  thereto: 
“that  the  work  shall  be  done  in  accordance  with  and  the 
premises  shall  conform  to  revised  drawings  of  pro¬ 
posed  conditions  marked  ‘Received  June  25,  1965’,  2 
sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  2602/60) 


392-60-BZ— Vol.  II 

APPLICANT — Morton  S.  Cahn  for  Lilly  Loverdi,  owner. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  April  21, 
1965 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7c  and  21  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use,  D  and  D-l  area  district,  the  erection  of  a  one  story 
building  for  the  storage  of  non-combustible  building  ma¬ 
terials,  that  encroaches  on  the  required  setbacks,  and  has 
a  business  entrance  in  the  residence  use  district. 
PREMISES  AFFECTED— 7810  Flatlands  Avenue,  south 
side,  40  feet  west  of  East  79th  Street;  912-920  East  79th 
Street,  west  side,  90  feet  south  of  Flatlands  Avenue  and 
913-919  East  78th  Street,  east  side,  90  feet  south  of  Flat- 
lands  Avenue,  Block  8015,  Lot  48,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  v/ork  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative: _ _ _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  April  2,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  21,  1964;  and 


Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  2,  1963,  as 
amended  through  April  21,  1964,  only  as  to  the  time  to  ob¬ 
tain  permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  3758/61) 


392-60-BZ— Vol.  Ill 

APPLICANT — Morton  S.  Cahn  for  Lilly  Loverdi,  owner. 

SUBJECT — Application  for  consideration  — _  reopening  for 
extension  of  time  to  complete  which  expired  April  21, 
1965 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7c  of  the  Zoning  Re¬ 
solution,  permitting  in  a  retail  and  residence  use  district, 
the  use  of  the  vacant  portion  of  the  premises  for  the  stor¬ 
age  of  building  materials  and  parking  of  more  than  five 
motor  vehicles  in  conjunction  with  th  eexisting  building 
material  establishment. 

PREMISES  AFFECTED— 7810  Flatlands  Avenue,  south 
side,  40  feet  west  of  East  79th  Street,  912-920  East  79th 
Street,  west  side,  90  feet  south  of  Flatlands  Avenue  and 
913-919  East  78th  Street,  east  side,  90  feet  south  of  Flat- 
lands  Avenue,  Block  8015,  Lot  48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  _ .: -  5 

Negative:  -  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  April  2,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  21,  1964 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  2,  1963,  as 
amended  through  April  21,  1964,  only  as  to  the  time  to  ob¬ 
tain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  997/55) 


803-61-BZ 

APPLICANT — Albert  Melniker  for  Mary  E.  Blessinger, 
owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sec¬ 
tions  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  washing,  minor 
motor  vehicle  repairs  with  hand  tools  only,  sale  of  acces¬ 
sories  and  the  parking  of  more  than  five  motor  vehicles 
with  a  free  standing  sign  for  a  temporary  term  of  twenty 
(20)  years. 
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PREMISES  AFFECTED— 1416  Hylan  Boulevard,  218 
Reid  Avenue,  southeast  corner,  Block  3350,  Lot  30,  Don- 
gan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein -  4 

Negative:  Commissioner  Fox  - —  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  March  2,  1965 ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  14,  1961, 
as  amended  through  March  2,  1965,  by  adding  thereto : 

“that  this  gasoline  service  station  may  be  redesigned, 
re-arranged  and  constructed  substantially  as  shown  on 
revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  July  13,  1965’,  3  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (N.B.  564/61) 


1913-61-BZ 

APPLICANT — Millard  Bresin  for  Lee  Milts  Petroleum 
Corp.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy 
which  expired  July  7,  1965— decision  of  the  Borough  Su¬ 
perintendent  ;  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  non-automatic  car  wash,  of- 
ffice,  sale  of  accessories,  minor  auto  repairs  with  hand 
tools,  safety  inspection  station  and  the  parking  and  stor¬ 
age  of  motor  vehicles. 

PREMISES  AFFECTED— 35-17  to  35-31  (32-25  official) 
Junction  Boulevard,  east  side,  157.75  feet  south  of  35th 
Avenue,  Block  1737,  Lot  49,  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  T.  Hartnett. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Comissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _ _ _ _  5 

Negative:  _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  16,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  7,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1963,  as 
amended  through  July  7,  1964,  only  as  to  the  time  to  obtain 
a  Certificate  of  Occupancy,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 


“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution”.  (N.B.  7370/61) 


5Q0-63-BZ 

APPLICANT— Ferrenz  and  Taylor  for  St.  Margaret’s 
R.  C.  Church,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  July  7,  1965 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  73-452  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  and  R4  district,  the  main¬ 
tenance  of  an  off  site  parking  facility  for  a  proposed 
church  and  rectory. 

PREMISES  AFFECTED— 5940  Riverdale  Avenue,  south¬ 
east  corner  of  West  260th  Street,  Block  5871,  Lots  546 
and  547,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Matthew  Saitta. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  - - -  5 

Negative:  . — - - - -  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1963,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  7,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  23,  1963,  as 
amended  through  July  7,  1964,  only  as  to  the  time  to  com¬ 
plete  the  work  and  obtain  a  Certificate  of  Occupancy,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  217/63) 


1029-64-BZ 

APPLICANT — Albert  Melniker  for  George  Klein,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution  and  Section  666  (7)  of 
N.Y.C.  Charter,  permitting  in  an  R3-2  district,  the  en¬ 
largement  in  area  of  an  existing  automotive  service  sta¬ 
tion  in  order  to  relocate  the  pump  islands,  curb  cuts  and 
driveway. 

PREMISES  AFFECTED — 2122  Richmond  Avenue,  west 
side,  829.10  feet  north  of  Travis  Avenue,  Block  2100,  Lot 
536,  Travis,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative :  Commissioner  Fox  _  1 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  9,  1965,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby,  amend  the  resolution  adopted  on  February  9,  1965, 
by  adding  thereto : 

“that  the  work  shall  conform  to  revised  drawing  of 
proposed  conditions  marked  ‘Received  July  2,  1965’, 
one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  198/64) 


1Q8-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  The  Brooklyn 
Savings  Bank,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  decision  of  the  Borough  of  Su¬ 
perintendent;  previously  granted  on  condition,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution  and  Section  666  of 
the  New  York  City  Charter,  permitting  in  a  C6-4  dis¬ 
trict,  the  maintenance  of  a  business  sign  for  a  savings 
bank  that  exceeds  the  permitted  surface  area  and  height. 
PREMISES  AFFECTED’— 211  Montague  Street,  330-338 
Fulton  Street,  northwest  corner,  162  Pierrepont  Street, 
Block  244,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Paul  F.  Ely. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ 5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  Board  on 
May  4,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  4,  1965,  by 
adding  thereto: 

“that  the  signs  shall  be  constructed  in  accordance  with 
revised  drawing  of  proposed  conditions  filed  with  this 
application  dated  July  6,  1965,  1  sheet;  and  that  re¬ 
ference  to  a  Certificate  of  Occupancy  is  hereby  deleted 
from  the  resolution,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.” 

(Electric  Sign  262/65) 


725-24-BZ — Vol.  IV 

APPLICANT — Max  Siegel  Associates  for  George  Lax, 
Executor. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  ,  of  term  of  variance  which  expired  January  10, 
1965 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
change  in  use  from  factory  (candy)  to  offices,  warehous¬ 
ing  and  distribution  of  photographic  products  and  its  in¬ 
cidental  processing  and  packaging  for  a  term  of  years. 

PREMISES  AFFECTED— 321-343  West  54th  Street, 


north  side,  275  feet  east  of  9th  Avenue,  Block  1045,  Lots 
12  and  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  5,  1965,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photogrphs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein _  4 


Absent :  Commissioner  Becker _ _ _  1 


349-49-BZ 

APPLICANT — A.  H.  Salkowitz  for  Morris  Caine,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  September 
13,  1964,  and  amendment  of  resolution  —  decision  of  the 
Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  the  business  use  portion  of  plot,  the  change 
in  occupancy  of  part  of  plot  from  and  display  of  used 
cars,  two-car  garage  and  office,  to  gasoline  service  and 
oil  selling  station,  salesroom,  lubritorium,  auto  laundry 
and  motor  vehicle  repair  shop,  for  a  term  of  15  years. 

PREMISES  AFFECTED — 58-02  Queens  Boulevard  and 
46-03  58th  Street,  southeast  corner,  Block  2313,  Parts 
of  Lots  9,  13  and  27,  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  5,  1965,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance  and  amendment  of  the 
resolution,  requiring  a  new  decision  of  the  Borough  Su¬ 
perintendent  and  photographs,  which  have  been  filed,  and 
two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein . .  4 

Negative:  . . . . . . . . .  0 

Absent :  Commissioner  Becker  _ _  1 


642-54-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Shevron  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  March  8, 
1965 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri¬ 
torium,  storage  and  sale  of  accessories  and  office. 

PREMISES  AFFECTED — 130-15  14th  Avenue  and  13- 
32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  5,  1965,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein _  4 

Negative:  _ 0 

Absent:  Commissioner  Becker _  1 


Adjourned  2:25  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  JULY  20,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 


343-64-A 


APPLICANT — Melvin  Federbush  for  El-Mel  Realty  Corp¬ 
oration,  owner;  Melvin  Picture  Frame  Company,  lessee. 
SUBJECT— Application  March  26,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 42  West  29th  Street,  south 
side,  165  feet  east  of  6th  Avenue,  Block  830,  Lot  72 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Melvin  Federbush  and  William  Silver 
For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _____ _ _ _ ^ 

Negative: _ _ _ _  q 

THE  RESOLUTION— 

Whereas  the  order  and  decision  of  the  Fire  Commis- 
sioner  dated  February  4,  1964  and  March  5,  1964  on  Order 
-No.  531-4,  reads: 


1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Sec.  280-LL.” 


Whereas,  the  premises  were  inspected  by  a  committee  o 
the  Lcara  which  recommended  that  the  appeal  be  grantee 
under  certain  conditions. 

Resolved  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  4,  1964  and  March  5,  1964,  acting 
on-.9,rd.er  No.  531-4,  Objection  No.  1,  be  and  it  hereby  I 
modified  and  that  the  appeal  be  and  It  hereby  is  grantee 
??  that  the  building  shall  conform  to  drawing' 

filed  with  this  appeal  marked  “Received  May  13,  1965”  < 
sheets;  and  that  this  grant  is  to  remain  in  effect  only’s< 

thegbuiSldi!lg"e  15  n°  faCt°ry  USe  °r  hazardous  occupancy  ii 


673-64-A 

APPLICANT  Crinnion  &  Crinnion  for  Thomas  B  E 
J  r.,  owner. 

SUBJECT— Application  June  23,  1964  -  Appeal  froi 
decision  of  the  Borough  Superintendent,  re-  alt 
taon  of  existing  frame  building  within  fire  limits 


PREMISES  AFFECTED— 1920  Yates  Avenue,  east  sde, 
150  feet  north  of  Rhinelander  Avenue,  Block  4275,  Lot 
51,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  _  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox  — - -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  15,  1965  on  Alt.  Applic.  572-63,  reads: 

“1.  Proposed  frame  construction  inside  the  fire  limits 
is  contrary  to  C26-247.0  Ad.  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Beard  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  15,  1965,  acting  on  Alt.  Applic.  572-63,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  appeal  marked 
“Received  June  23,  1964,”  4  sheets. 


992-64-A 

APPLICANT — Bernard  J.  Gillroy  for  A.  Ludwig  and 
Company,  owner. 

SUBJECT — Application  September  28,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  use 
of  and  approval  of  Paint  Machine. 

PREMISES  AFFECTED— 133  Middleton  Street,  north- 
side,  85  feet  east  of  Marcy  Avenue,  Block  2237,  Lot  53, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Ivudroff. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 3 

Negative : _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  28,  1964-  on  B.N.  Applic.  1276-64,  reads : 

“1.  Refer  to  the  Board  of  Standards  and  Appeals  for 
approval  of  the  proposed  paint  machine  and  for 
aoproval  of  its  use  in  the  factory  bldg,  as  per  Sect. 
C26-191.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  28,  1964.  acting  on  B.N.  Applic.  1276-64, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  and  the  proposed  paint 
machine  is  approved  on  condition  that  the  building  shall 
conform  to  drawing  filed  with  this  appeal  marked  “Received 
June  28,  1965”,  one  sheet;  and  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 

234-65-A 

APPLICANT — Albert  Melnicker  for  Pugliese  and  Son3 
Company,  owner. 


1000 


MINUTES 


SUBJECT — Application  March  4,  1965  —  Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 
facing  legal  street. 

PREMISES  AFFECTED — 410  Adelaide  Avenue,  south 
side,  120  feet  east  of  Amherst  Avenue,  Block  4683,  Lot  7, 
Oakwood  Heights,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klem  . . . . . . . . . . .  5 

Negative:  . . .  o 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1965  on  N.B.  Applic.  1654-63,  reads: 

“L  The  application  for  a  Certificate  of  Occupancy  for 
the  above  dwelling  located  on  a  street  that  is  not 
final  mapped,  is  contrary  to  Art.  Ill,  Sec.  36  of  the 
General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  February  18,  1965  acting  on  N.  B. 
Applic.  1654-63  Objection  No.  i  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  application 
marked  Received  March  4,  1965”,  1  sheet;  on  further 
condition  that  sidewalk,  curb,  curb-cuts  and  pavement  to 
the  middle  of  the  street  shall  be  in  conformance  with  the 
standards  of  tire  Highway  Department. 


235-65-A 


APPLICANT — Albert  Melniker  for  Dominick  Pugliese  and 
Sons  Company,  owner. 

SUBJECi  Application  March  4,  1965 — Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re-  building 
not  facing  legal  Street. 

PREMISES  AFFECTED — 406  Adelaide  Avenue,  south 
side,  80  feet  east  of  Amherst  Avenue,  Block  4683,  Lot  5 
Oakwood  Pleights,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman!  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 

Negative:  _ _ _ _  r 

THE  RESOLUTION—  . . . .  L 


,  Whereas  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1965  on  N.B.  Applic.  1653-53,  reads: 


1.  The  application  for  a  Certificate  of  Occupancy  for 
the  above  dwelling,  located  on  a  street  that  is  not 
final  mapped  is  contrary  to  Art.  Ill,  Sec.  36  of  the 
General  City  Law.” 


and 


thiVnEREjS’  Se,  Premises  were  inspected  by  a  committee 
me  Board  which  recommended  that  the  appeal  be  grant 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borouj 


Superintendent,  dated  February  18,  1965  acting  on  N.  B. 
Applic.  1653-63,  Objection  No.  1  be  and  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  application 
marked  ‘‘Received  March  4,  1965”,  1  sheet;  on  further 
condition  that  sidewalk,  curb,  curb-cuts  and  pavement  to 
the  middle  of  the  street  shall  be  in  conformance  with  the 
standards  of  the  Highway  Department. 


236-65-A 

APPLICANT — Albert  Melniker  for  Dominick  Pugliese  and 
Sons  Company,  owner. 

SUBJECT. — Application  March  4,  1965 — Filed  pursuant  to 
Section  36  Article  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 402  Adelaide  Avenue,  south 
side,  40  feet  east  of  Amherst  Avenue,  Block  4683,  Lot  3, 
Oakwood  Heights,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  . . . . . . . . . .  o 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1965  on  N.  B.  Applic.  1652-63,  reads: 

“1.  The  application  for  a  Certificate  of  Occupancy  for 
the  above  dwelling,  located  on  a  street  that  is  not 
final  mapped,  is  contrary  to  Art  III,  Sec.  36  of  the 
General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  February  18,  1965  acting  on  N.  B. 
Applic.  1652-63,  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawing  filed  with  this  application 
marked  “Received  March  4,  1965”,  1  sheet;  on  further 
conditions  that  sidewalk,  curb,  curb-cuts  and  pavement  to 
the  middle  of  the  street  shall  be  in  conformance  with  the 
standards  of  the  Highway  Department. 


576-65-A 


APPLICANT — Ljndenbaum  and  Young  for  Bay  Street 
Realty  Corporation,  owner. 

SUBJECT— Application  May  20,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  building 
—  change  in  use,  Open  well  between  1st  &  second  floor, 
etc. 

PREMISES  AFFECTED — 41-59  Otsego  Street,  northeast 
corner  of  Bay  Street,  Block  590,  Lots  1,  and  6,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  L.  Lindenbaum  and  L.  Borsack. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Vice  Chairman  Kleinert _ 1 
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THE  RESOLUTION— 

Whereas,  the  decision,  of  the  Borough  Superintendent, 
dated  May  5,  1965  on  Alt.  Applic.  1795-64,  reads: 

“1.  Proposed  change  in  occupancy  in  a  frame  building 
from  a  warehouse  storage,  shipping  and  receiving 
and  offices  to  factory  (manufacturing  of  paper 
products)  Use  Group  17B,  storage,  warehouse, 
shipping,  receiving  and  offices  is  contrary  to  270 
Labor  Law  and  contrary  to  reconsideration  granted 
by  Chief  Examiner  under  C26-254.0  in  Alt.  2622-61. 

2.  Open  well  between  1st  and  2nd  floor  (41  Otsego 
Street)  is  contrary  to  Labor  Law  Section  272-5 — 
not  enclosed  in  fire  resistive  materials.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  5,  1965,  acting  on  Alt.  Applic. 
1795-64,  Objection  Nos.  1  and  2  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  July  16,  1965”,  4  sheets;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


628-65-A 

APPLICANT — Harry  Soled  for  Cong  and  Yeshiva 
(Shearit)  Israel,  owner. 

SUBJECT — Application  June  1,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  synagogue 
and  Religious  school. 

PREMISES  AFFECTED — 5224  15th  Avenue,  northwest 
corner  of  53rd  Street,  Block  5664,  Lot  43,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1965  on  Alt.  Applic.  467-65,  reads : 

“1.  The  proposed  Synagogue  and  Religious  School  in  a 
Class  IV  structure  exceeding  one  (1)  story  in 
height  is  contrary  tQ  Sec.  4.2.1  of  the  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  18,  1965,  acting  on  Alt.  Applic. 
467-65,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  application  marked 
“Received  June  1,  1965,”  6  sheets,  and  “June  25,  1965,”  1 
sheet;  on  further  condition  that  the  school  occupancy  shall 
be  limited  to  the  first  floor  in  this  building. 


698-65-A 

APPLICANT — Stanley  H.  Klein  for  East  65th  Street 
Corporation,  owner. 


SUBJECT— Application  June  16,  1965— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  struc¬ 
ture  —  height. 

PREMISES  AFFECTED— 1177  East  73rd  Street,  north¬ 
west  corner  of  Avenue  L,  Block  8343,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - 

Negative: - ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  16,  1965  on  N.B.  Applic.  554-65,  reads: 

“.  Proposed  two  family  frame  structure  more  than  two 
stories  in  height  is  contrary  to  4.2.1  of  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  16,  1965,  acting  on  N.B.  Applic. 
554-65,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received  June  16,  1965,”  6  sheets. 


699-65-A 

APPLICANT— Stanley  H.  Klein  for  East  65th  Street 
Corporation,  owner. 

SUBJECT — Application  June  16,  1965 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  building  — 
height. 

PREMISES  AFFECTED— 1173  East  73rd  Street,  north 
side,  32  feet  west  of  Avenue  L,  Block  8343,  Lot  3, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  16,  1965  on  N.B.  Applic.  555-65,  reads: 

“1.  Proposed  two  family  frame  structure  more  than  two 
stories  in  height  is  contrary  to  4.2.1  of  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  16,  1965,  acting  on  N.B. 

Applic.  555-65,  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  application 
marked  “Received  June  16,  1965”,  6  sheets. 


701-65-A 

APPLICANT — GTJ  Co.,  Incorporated,  owner. 
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SUBJECT — Application  June  16,  1965  —  Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  buried  gasoline 
tanks — garage. 

PREMISES  AFFECTED — 636  Wortman  Avenue,  south 
side,  from  Montauk  Avenue  to  Fountain  Avenue,  Block 
4544,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg  and  Bernard  Shatzkin. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative : _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  11,  1965,  reads: 

“In  reference  to  your  letter  of  June  9,  1965  requesting 
permission  to  install  four  5000  gallons  buried  gasoline 
tanks  for  use  in  connection  with  garage  for  school  buses, 
please  be  advised  that  your  request  is  denied  as  being 
contrary  to  C19-69.0-a  Administrative  Code  which  limits 
size  of  tanks  to  maximum  of  550  gallons  each.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  11,  1965,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  the  four  5,000  gallon  tanks  be  enclosed  in  a  concrete 
vault  so  designed  that  not  more  than  two  such  tanks  will 
be  within  a  compartment  in  the  vault;  that  each  compart- 
ment,  shall  be  provided  with  a  sump  for  the  Fire  Depart¬ 
ment’s  use  of  a  suction  line ;  that  each  compartment  shall 
be  provided  with  a  three  inch  foam  connection  for  Fire 
Department  use;  that  each  compartment  shall  be  mechanic¬ 
ally  ventilated  by  vents  terminating  within  six  inches  of 
the  floor  of  the  vault  and  exhausting  above  the  roof ;  that 
the  electrical  operation  of  the  ventilation  is  to  be  inter¬ 
connected  with  the  pumping  mechanism  of  the  dispensing 
pumps  so  that  the.  dispensing  pumps  cannot  operate  unless 
the  ventilation  is  in  operation ;  that  the  vaults  shall  be  of 
re-enforced  concrete  and  shall  be  provided  with  a  slab  with 
200  pound  live  load  capacity  and  capable  of  sustaining  an 
axle  load  of  2,000  pounds;  that  each  vault  space  shall  be 
provided  with  a  manhole  and  a  ladder  to  permit  inspection 
between  the  vaults ;  that  tanks  shall  be  located  not  less  than 
18  inches  apart  for  inspection  purposes;  that  the  tanks  shall 
be  located  on  concrete  cradles;  that  the  installation  shall 
be.  in  accordance  with  the  Specification  Sheet  marked  “Re¬ 
ceived  June  21,  1965”;  that  the  working  drawings  for  the 
installation  shall  be  submitted  to  the  Board  for  approval 
before  being  filed  in  the  Building  Department. 


315-62-A 

APPLICANT — Joseph  B.  Hirshfield  for  215  Fulton  Realty 
Corporation,  owner. 

SUBJECT — Application  April  5,  1962  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re  Sprink¬ 
ler  System. 

PREMISES  AFFECTED — 215  Fulton  Street,  south  side, 
1105  feet,  7  inches  east  of  Greenwich  Street,  Block  85, 
Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Hirschfield  and  Irving  Fried¬ 
man. 


For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1965,  at 
2  P.M.  for  decision,  on  condition  that  the  secon  dfloor 
shall  remain  vacant. 


551-64-A 

APPLICANT — Donald  J.  Steingisser  for  Copp  Stratton 
Company,  owner;  Craftsman  Framework,  lessee. 

SUBJECT — Application  May  22,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 40-60  Lawrence  Street,  north¬ 
west  corner  of  41st  Avenue,  Block  5060,  Lot  33,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Dave  Steingisser. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  for  inspection  and  decision  .-hearing  closed. 


577-64-A 

APPLICANT— Solomon  Friedlander,  d/b/a  Lisker  Realty 
Co. ;  E.  J.  H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT — Application  May  27.,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re-  re¬ 
move  all  combustible  decorations  on  walls  and  ceilings 
etc.  and  sprinkler  system. 

PREMISES  AFFECTED — 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Ginser. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1965, 
at  2.  P.M.  fo  rhearing  and  decision,  at  the  request  of  the 
applicant. 


723-65-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  June  21,  1965  —  Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  tank  for  the  stor¬ 
age  of  liquefied  natural  gas. 

PREMISES  AFFECTED — 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  H.  Byrne,  Carl  A.  D’Angelo, 
Esq.,  Michael  Anuskiewicz,  Jr.,  Anthony  E.  D’Amico’ 
N.  R.  Hower,  J.  E.  Lavelle  and  B.  H.  Van  Dyke. 

For  Administration:  Deputy  Chief  George  D.  Kelly, 
Deputy  Chief  Inspector  George  Kelly  and  Lieut.  J. 
P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  for  consultation  with  the  Fire  Department  and 
for  decision.  Hearing  closed. 


1091-64-SM 

APPLICANT — General  Electric  Company,  Laminated 
Products  D'ep’t.,  owner. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — - 5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1091-64-SM — General  Electric  Co.,  Laminated  Products 
Dept.,  Coshocton,  Ohio,  filed  for  approval  of  the  material 
known  as  General  Electric  Flame  Retardant  Spline  Panel 
SA50  JLS502  under  the  provisions  of  C26-667.0,  Adminis¬ 
trative  Building  Code. 

PROPOSED  USE:  Interior  wall  trim. 

DESCRIPTION :  The  panel  is  a  three  ply  decorative  lami¬ 
nated  construction,  total  thickness  of  13/16  of  an  inch.  The 
core  is  a  wood  particle  board  known  as  Novaply  as  manu¬ 
factured  by  U.S.  Plywood,  %  of  an  inch  in  thickness.  To 
this  core  material  is  laminated  a  decorative  face  veneer  of 
plastic  0.034  inches  in  thickness  and  a  back  veneer  of  the 
same  plastic  and  of  the  same  thickness. 

INSPECTION  AND  TEST:  Details  of  the  panel  were 
examined  by  Assistant  Engineer  J.  A.  Darts,  and  it  was 
noted  that  the  core  material  could  not  be  classified  as  an 
incombustible  material  under  C26-88.0,  Administrative 
Building  Code.  It  was  also  noted  that  the  face  veneers  were 
less  than  1/20  of  an  inch  in  thickness. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  General  Elec¬ 
tric,  Flame  Retardant  Spline  Panel  System  A50  JL5502, 
for  voluntary  use  in  New  York  City  as  an  interior  trim 
under  the  provisions  of  C26-667.0.3,  Administrative  Build¬ 
ing  Code  with  the  restrictions  therein  imposed,  on  condi¬ 
tion  that  the  panels  shall  be  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  1091-64-SM”. 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


195-65-SM 

APPLICANT — U.  S.  Mineral  Products  Company,  owner. 
APPEARANCES— 

For  Applicant:  Frank  M.  Stumpf. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
195-65-SM — U.S.  Mineral  Products  Company,  Stanhope, 
New  Jersey  filed  for  approval  of  the  material  known  as 


Cafco  Blaze-Shield,  Type  D  as  a  component  part  of  a  three- 
hour  fire  resistive  floor  and/or  roof  construction,  and  a 
four-hour  fire  resistive  beam  construction  under  the  provi¬ 
sions  of  C26-588.0  though  C26-590.0  and  C26-609.0  Admin¬ 
istrative  Building  Code. 

PROPOSED  USE:  As  a  3  hour  fire  resistive  floor  and 
ceiling  construction  and  a  4  hour  fire  resistive  beam  con¬ 
struction. 

DESCRIPTION:  The  material  is  the  same  as  that  previ¬ 
ously  approved  under  Calendar  Numbers  139-58-SM,  138- 
58-SM  and  148-60-SM,  except  for  added  inert  binders. 
INSPECTION  AND  TEST:  The  material  was.  tested  at 
Underwriters’  Laboratories,  Inc.,  in  accordance  with  the 
requirements  of  C26-588.0  through  C26-590.0  and  C26-609.0 
of  the  Administrative  Building  Code. 

Panel  1 :  The  floor  and  ceiling  assembly  were  erected  so 
as  to  fill  the  opening  in  the  test  furnace.  The  floor  units 
were  of  a  cellular  type ;  the  top  portion  was  fabricated  of 
18  or  16  gauge  fluted  upper  sections  which  was  spot  welded 
to  16  gauge  fluted  lower  sections  to  form  the  cells.  The 
units  were  a  nominal  24"  wide  and  were  supplied  in  lengths 
to  span  the  furnace  beams.  The  floor  contained  a  2 Vz"  deep 
trench  header  and  an  1%"  deep  standard  header  duct  for 
electrification.  These  floor  units  were  covered  with  a  con¬ 
crete  fill  to  a  depth  of  21/£".  The  underside  of  the  steel  units 
was  sprayed  with  CAFCO  BLAZE-SHIELD  Type  D,  %" 
thick  and  %"  thick  in  the  crests  of  the  flutes.  Under  the 
trench  header  and  6"  to  each  side,  an  additional  %"  of 
fiber  was  applied.  Under  the  standard  header  duct  and  6" 
to  each  side,  an  additional  %"  of  fiber  was  applied.  The 
applied  fiber  was  left  untamped  and  no  adhesive  was  used. 
Construction  complies  with  Dwg.  R3749-13  on  file  with 
record. 

Panel  2  The  floor  and  ceiling  assembly  consisted  of  con¬ 
crete  floor  supported  by  cellular  floor  units,  protected  by 
Cafco  Blaze-Shield,  Type  D.  The  steel  floor  units  consisted 
of  a  blend  system  of  12"  and  24"  wide  cellular  units  and 
24"  wide  fluted  units.  The  fluted  units  were  formed  of  a 
single  sheet  of  No.  16  gauge  steel.  The  cellular  units  con¬ 
sisted  of  18  or  16  gauge  fluted  upper  sections  to  which  was 
spot-welded  16  and  18  gauge  steel  flat  bottom  plates.  The 
units  were  cut  to  length  to  fit  between  the  furnace  beams. 
The  floor  contained  two  2 %"  deep  trench  header  ducts  for 
electrification.  These  floor  units  were  covered  with  a  con¬ 
crete  fill  to  a  depth  of  2Va " ’  The  underside  of  the  steel 
units  was  sprayed  with  Cafco  Blaze-Shield,  Type  D,  %" 
thick  to  the  valleys  of  the  fluted  units  and  flat  plates  of  the 
cellular  units,  and  %"  thick  in  the  crests  of  the  fluted  units. 
Under  the  trench  headers  and  6"  to  each  side,  an  additional 
1"  of  Cafco  Blaze-Shield,  Type  D  was  used.  The  applied 
fiber  was  left  untamped  and  no  adhesive  was  used.  The 
construction  is  in  accordance  with  Dwg.  R  3749-11,  which 
is  on  file  with  the  record. 

Results  of  Test:  The  constructions  successfully  met  the 
fire  and  hose  stream  test  for  a  3  hour  fire  resistive  floor 
and  ceiling  construction.  The  complete  reports,  ULI  R3749- 
13  (Panel  1)  and  R3749-11  (Panel  2)  are  on  file  and  are 
part  of  the  record. 

Beam  1 :  A  load  bearing  structural  steel  wide  flange  I- 
beam  was  used.  The  beam  was  fully  stressed  in  bending. 
A  load  was  applied  shortly  before  the  start  of  the  fire  test. 
The  beam  deflected  a  maximum  of  0.30"  at  the  center  as  a 
result  of  the  application  of  the  load.  The  beam  was  sprayed 
direct  with  CAFCO  BLAZE-SHIELD  Type  D,  being  built 
up  in  one  application  to  an  average  thickness  of  %"  and 
left  untamped.  No  adhesive  was  used. 

Results  of  Test:  The  constructions  successfully  met  the 
fire  and  hose  stream  test  for  a  4  hour  fire  resistive  beam 
construction.  The  complete  report.  ULI  R3749-13  (Beam 
1)  is  on  file  and  is  part  of  the  record. 

RECOMMENDATION :  On  the  basis  of  the  tests  and 
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data  filed  by  the  applicant,  the  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Cafco-Blaze 
Shield  Type  D  for  use  in  New  York  City  as  a  fireproofing 
medium  when  used  in  construction  as  herein  described;  as 
a  3  hour  fire  resistive  floor  and  ceiling  construction  as  de¬ 
scribed  under  Panels  1  and  2,  and  as  a  fireproofing  for 
structural  steel  beams  having  a  fire  resistive  rating  of  4 
hours,  as  described  under  Beam  1,  in  classes  of  construc¬ 
tion  as  permitted  under  the  pertinent  sections  of  the  Ad¬ 
ministrative  Building  Code,  on  condition  that  all  plans  sub¬ 
mitted  to  the  Department  of  Buildings  showing  the  pro¬ 
posed  area  of  this  construction  shall  be  stamped  or  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  195-65-SM”, 
and  further,  that  all  bags  and  containers  in  which  this  ma¬ 
terial  is  marketed  shall  be  similarly  marked,  and  further 
that  this  material  shall  only  be  marketed  under  the  trade 
name  of  Cafco  Blaze-Shield,  Type  D. 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

220-64-SM 

APPLICANT — Mosaic  Building  Products,  Inc.,  owner. 
SUBJECT — Curtain,  apron  or  spandrel  wall. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1965, 
at  2  P.M.  for  decision. 


Adjourned  4:40  P.M. 

James  P.  Mulroy,  Secretary 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  July  13,  1965,  as  they 


appeared  in  Bulletin  29,  Vol.  50,  are  hereby  corrected  to 
read  as  follows : 

86-65- A 

APPLICANT — H.  M.  Cole  for  444  St.  Mark’s  Place,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  25,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairway  etc. 
PREMISES  AFFECTED — 444  St.  Mark’s  Place,  west 
side,  296.5  feet  north  of  Victory  Boulevard,  123  Mont¬ 
gomery  Avenue,  Block  16,  Lot  10,  St.  George,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  L.  Pastolone. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox _ ] 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  31,  1964  on  Alt.  Applic.  379-64,  reads: 

“4.  Required  stairways,  terminating  at  a  floor  below 
roof,  violate  Sec.  270.4  (d)  of  the  New  York  State 
Labor  Law  (not  connected  through  a  fireproof  pas¬ 
sage). 

5.  Existing  stairway  near  front  of  building  violates 
Sec.  270.4  of  the  New  York  State  Labor  Law  (less 
than  44  in  width  and  height  between  successive 
landings  more  than  12'6"). 

6.  Existing  stairways  violate  Sec.  278,  subd.  1  of  the 
New  \ork  State  Labor  Law  (cannot  accommodate 
the  stated  number  of  occupants).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  December  31,  1964,  acting  on  Alt.  Ap- 
phc-..T^64>0biection  Nos.  4,  5  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  all  of  the  requirements  in  the  Resolution 
adopted  by  the  Board  this  day  under  Calendar  Number  85- 
65-BZ  shall  be  complied  with. 

*  Correction — The  Calendar  Number  is  corrected  to  read 
as  shown  above  in  italics,  86-65-A. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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Petitions  and  Orders  Served  on  The  Board  of  Standards 
and  Appeals. 

Docket. 

Notice  of  Hearing  Calendar. 

PETITIONS  AND  ORDERS  OF  CERTIORARI 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 

On  July  15,  1965,  Petition  and  Order  of  Certiorari  was  served 
on  the  Board  by  Bernard  Bernstein,  attorney  for  petitioners,  Irving 
Bernstein  and  Esther  Bernstein,  owners,  seeking  a  review  of  the 
Board’s  determination  on  June  8,  1965  which  denied  the  application, 
based  on  a  decision  of  the  Borough  Superintendent,  to  permit  under 
Section  72-21  of  the  Zoning  Resolution  in  a  R3-1  district  the  con¬ 
struction  of  an  accessory  garage  to  a  one  family  dwelling  that  en¬ 
croaches  on  the  required  side  yard  and  outer  court ;  Calendar  Number 
184-65-BZ ;  Premises  267  Exeter  Street,  east  side,  270  feet  north  of 
The  Esplanade,  Block  8743,  Lot  20,  Borough  of  Brooklyn. 

*  *  * 

On  August  4,  1965,  Petition  and  Order  of  Certiorari  was  served 
on  the  Board  by  Reavis  &  McGrath,  attorneys  for  petitioner.  Bond 


Stores  Jamaica,  Inc.,  lessee,  seeking  a  review  of  the  Board’s  de¬ 
termination  on  June  22,  1965  which  modified  the  order  and  decision 
of  the  Fire  Commissioner  and  granted  the  appeal  on  condition  that 
the  building  conforms  to  drawings  filed  with  the  application  marked 
Received  April  9,  1965,”  3  sheets ;  and  on  further  condition  that 
a  non-automatic  sprinkler  system  be  installed  in  the  cellar  and 
that  an  automatic  fire  alarm  system  with  central  office  connection 
be  installed  throughout  the  building;  Calendar  Number  273-64-A ; 
Premises  163-34  to  163-40  Jamaica  Avenue,  south  side,  234-53  feet 
west  of  165th  Street,  Block  10151,  Lot  16,  Jamaica,  Borough  of 
Queens. 


NOTICE 

Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  ‘  BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 —  Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 

2 —  Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8"  x  10"  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3 — Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

A — A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  mail.  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 


Corrections  Affecting  Calendar  Numbers — 780-49-BZ — 
Vol.  I,  2631-BZY— Vol.  II  and  5-65-BZ. 
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DOCKET 

New  Cases  Filed  through  August  31,  1965 

Cal.  No.  Dept.  Premises  Affected 

815-65-SM — Inland  Steel  Products  Company,  Milcor 
Metal  Lath  Panel,  Prefabrication  furring  channels  and 
metal  lath  for  solid  plaster,  Manufactured  by  Inland 
Steel  Products  Company,  Material. 


816-65-SA — The  Autocall  Company,  Waterflow  indicator, 
Sprinkler  Alarm  Switch,  Alarm  switch  device  for  wet 
pipe  sprinkler  risers,  Manufactured  by  the  Autocall  Com¬ 
pany,  Appliance. 


817-65-BZ — B.R. — 3  Alderwood  Place,  northwest  corner 
of  Greenport  Street,  Block  856,  Lot  37,  Dongan  Hills, 
Borough  of  Richmond,  N.B.  1189-63  re  one  family  dwell¬ 
ing,  Section  23-461  Zoning  Resolution. 


818-65-BZ — B.R. — 358  St.  Marks  Place,  west  side,  343.59 
feet  south  of  Fort  Place,  Block  16,  Lot  50,  St.  George, 
Borough  of  Richmond,  N.B.  1538-65  re  Bank  and  Office 
building,  Sections  36-21  and  73-44  Zoning  Resolution. 


819-65-BZ — B.Q. — 136-17  38th  Avenue,  north  side,  150 
feet  east  of  Main  Street,  Block  4978,  Lot  75,  Flushing, 
Borough  of  Queens,  Alt.  No.  391-65  re  Commercial  store 
and  apartment,  Section  33-291  Zoning  Resolution. 


820-65-A — F.D. — 71-75  Avenue  D,  southwest  corner  of 
East  6th  Street,  Block  375,  Lots  36,  37  and  38,  Borough 
of  Manhattan,  F.D.  Order  3265-5  re  Sprinkler  System. 


821-65-SM — Koppers  Company,  Incorporated,  Forest 
Products  Division,  Non-Com,  treated  bamiboo,  material 
being  used  in  place  of  assembly  manufactured  by  Koppers 
Company,  Incorporated,  Forest  Products  Division  Ma¬ 
terial. 


822-65-SA — Mesco  Heat  Exchangers,  Division  of  Marine 
Engine  Specialties  Corporation,  Mesco  Type  VTH  Ver¬ 
tical  U-Tube  Fuel  Oil  Heater,  Used  for  heating  fuel  oils 
to  proper  atomizing  temperatures,  Manufactured  by 
Mesco  Heat  Exchangers,  Division  of  Marine  Engine  Spe¬ 
cialties,  Appliance. 


823-65-A — F.D. — 1  North  12th  Street  and  Kent  Avenue, 
Entire  Block  extending  to  the  East  River  and  Bushwick 
Inlet,  Block  2277,  Lot  1,  Borough  of  Brooklyn,  F.D.  Let¬ 
ter,  re  Fueling  trucks  from  Gasoline  Tank. 


824-65-A — F.D. — 120  Meisner  Avenue,  southeast  corner 
of  Rockland  Avenue,  Block  2250,  Lot  1,  Egbertville, 
Borough  of  Richmond,  F.D.  Orders  5568-4  and  5567-4 
re  Sprinkler  and  swinging  fire  doors. 


825-65-BZ — B.Q. — 238-25  Hillside  Avenue,  northwest  cor¬ 
ner  of  240th  Street,  Block  7907,  Lot  1,  Bellerose,  Borough 
of  Queens,  N.B.  1496-65  re  Medical  office  building,  side 
yard,  etc.  Sections  24-34,  24-35,  24-33,  22-14,  25-31,  24-33 
and  24-37  Zoning  Resolution. 


826-65-BZ — B.B. — 230  Battery  Avenue,  west  side,  400 
feet  4%th  inches  north  of  Fort  Hill  Place,  Block  6142, 
Lo  t72,  Borough  of  Brooklyn,  N.B.  1116,  64,  re  two 
family  dwelling,  Sections  23-141,  23-223,  25-22,  Zoning 
Resolution. 


827-65-BZ — B.B. — 232  Battery  Avenue,  west  side,  379 
feet  4%th  inches  north  of  Fort  Hill  Place,  Block  6142, 
Lot  73,  Borough  of  Brooklyn,  N.B.  1117-64  re  Two 
Family  Dwelling,  Sections  23-141,  23-223,  25-22  Zoning 
Resolution. 


828-65-BZ — B.B. — 137  Bay  8th  Street,  east  side,  259  feet 
6  inches  north  of  Bath  Avenue,  Block  6393,  Lot .  19, 
Borough  of  Brooklyn,  N.B.  689-64  re  two  family  Dwelling, 
Sections  23-141,  23-223  and  25-22  Zoning  Resolution. 


829-65-BZ — B.B. — 2240-2254  Flatbush  Avenue,  south  side, 
180  feet  west  of  Fillmore  Avenue,  Block  8486,  Lot  61, 
Borough  of  Brooklyn,  Alt.  No.  854-65  re  Cellar  storage, 
sale  and  display  new  and  used  cars,  Sections  32-25  Zon¬ 
ing  Resolution. 


830-65-BZ — B.Q— 877  Wyckoff  Avenue,  north  side,  81.36 
feet  west  of  Hancock  Street,  Block  3548,  Lot  6,  Long 
Island  City,  Borough  of  Queens,  re  Knitting  Mill  on  first 
floor, apartments  above,  Section  52-41  Zoning  Resolution. 


831-65-BZ — B.Q. — 879  Wyckoff  Avenue,  north  side,  62.56 
feet  west  of  Hancock  Street,  Block  3548,  Lot  5,  Long 
Island  City,  Borough  of  Queens,  Alt.  No.  1273-65  re 
Knitting  Mill,  Section  52-41  Zoning  Resolution. 


832-65-BZ — B.Q. — 881  Wyckoff  Avenue,  north  side,  43.79 
feet  west  of  Hancock  Street,  Block  3548,  Lot  4,  Long 
Island  City,  Borough  of  Queens,  Alt.  No.  1150-65  re 
Knitting  Mill,  apartments  above,  Section  52-41  Zoning 
Resolution. 


833-65-A — F.D. — 2729-2739  Ocean  Avenue  and  2002-2014 
Avenue  U,  southeast  corner  Block  7405,  Lot  1,  Borough 
of  Brooklyn,  F.D.  Order  0930-5  re  Sprinkler  System. 


834-65-A — F.D. — 892-908  8th  Avenue,  east  side,  from  west 
53rd  to  west  54th  Streets,  Block  1025,  Lot  1,  Borough  of 
Manhattan,  F.D.  Order  4006-3  and  a  letter  re  Open-type 
non-mechanical,  non-storage  garage,  without  necessary 
fire  protection. 


835-65-SM — Aggregate  Surfacing  Corporation  of  America, 
Exterior  veneer  and  interior  Wall  covering,  manufactured 
by  Aggregate  Surfacing  Corporation  of  America,  Ma¬ 
terial. 


836-65-BZ — B.Q. — 72-28  Queens  Boulevard,  south  side, 
41.21  feet  west  of  73rd  Street  and  72-23  47th  Avenue, 
Block  2446,  Lot  31,  Woodside,  Borough  of  Queens,  Alt. 
No.  312-65  Automobile  repair  shop,  etc.  Sections  52-30 
and  32-00  Zoning  Resolution. 


837-65-BZ — B.Bx. — 3240  Grace  Avenue,  east  side,  134.48 
feet  south  of  Givan  Avenue,  Block  4758,  Lots  53  and  55, 
Borough  of  the  Bronx,  Alt.  No.  510-65  re  extension  of  a 
factory  into  R5  district,  Section  22-00  Zoning  Resolution. 


838-65-SM — American  Standard.  Plumbing  &  Heating 
Division  American  Radiator  &  Sanitary  Crporation, 
American  Standard  “Vent- Away”  water  closet  bowl 
ventilating  device  including  N-3045  anti-syphon  water 
control  and  #5  flush  valve,  manufactured  by  American 
Standard  Plumbing  and  Heating  Division  of  American 
Radiator  &  Standard  Sanitary  Corporation  Material. 


839-65-BZ — B.Bx. — 3132  Kingsland  Avenue,  east  side, 

226.35  feet  south  of  Burke  Avenue,  Block  4765,  Lot  56, 
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Borough  of  the  Bronx,  Alt.  No.  306-65  re  Parking  for  3 
cars  and  Open  space  ratio  Sections  25-23  and  23-142  and 
23-223  Zoning  Resolution. 


840-65-SA — Space  Conditioning,  Incorporated,  Whirl- 
power,  Automatic  Burner  Fuel  Oil,  Manufactured  by 
Space  Conditioning,  Incorporated,  Appliance. 


841-65-A — B.B. — 9301-931 5  Avenue  D,  northeast  corner 
of  East  93rd  Street,  Block  8119,  Lot  4,  Borough  of  Brook¬ 
lyn*  N.B.  512-65  re  Building  in  bed  of  mapped  street,  Sec¬ 
tion  35  General  City  Law. 


842-65-BZ— B.B. — 181-185  Joralemon  Street,  north  side, 
228  feet  5  inches  west  of  Court  Street,  Block  255,  Lots 
11  and  14,  Borough  of  Brooklyn,  N.B.  621-65  re  St. 
Francis  College  Student  Center  and  Monastery,  Sections 
33-432  and  33-50  Zoning  Resolution. 


843-65-SM — Evon  Industries,  Incorporated,  Evoo  Metal 
Stud  System,  Lathing  Accessories,  Manufactured  by  Evon 
Industries,  Incorporated,  Material. 


844-65-SM — Caltron  Industries  Incorporated,  Rolling 
Steel  Fire  Door,  for  protection  of  openings  in  walls  to 
restrict  spread  of  fire  within  buildings,  Manufactured  by 
Caltron  Industries  Incorporated,  Material. 


845-65-A — F.D. — 522  Osborn  Srteet,  west  side,  230  feet 
south  of  Newport  Avenue,  Block  3616,  Lot  43,  Borough 
of  Brooklyn,  F.D.  Order  4873-4  re  Sprinkler  System. 


846-65-SM — Penn-Dixie  Cement  Corporation,  Penn-Dixie 
ChemComp  Expansive  Cement,  to  be  used  in  all  phases 
of  concrete  construction,  Manufactured  by  Penn-Dixie 
Cement  Corporation,  Material. 


847-65-SA — Raypak  Company,  Incorporated,  Raytheon 
Models  100-1570  Coppertherm  Models  1 600-2400,  Manu¬ 
factured  by  Raypak  Company,  Incorporated,  Appliance. 


848-65-A — B.Bx.  1585  Washington  Avenue,  west  side, 
150.59  feet  north  of  Claremont  Parkway,  Block  2904, 
Lot  40,  Borough  of  The  Bronx,  Alt.  No.  291-65  re  Cellar 
Occupancy  and  Compliance  with  Rules  of  Department, 
Sections  34,  213  and  216  Multiple  Dwelling  Law,  and 
Article  7  Multiple  Dwelling  Laws. 


849-65-A — B.Bx. — 1587  Washington  Avenue,  west  side, 
175.39  feet  north  of  Claremont  Parkway,  Block  2904, 
Lot  39,  Borough  of  The  Bronx,  Alt.  No.  292-65  re  Cellar 
occupancy  and  compliance  with  Rules  of  the  Department, 
Sections  34,  213  and  216  Multiple  Dwelling  Law,  and 
Article  7  Multiple  Dwelling  Law. 


850-65-BZ — B.M. — 159-167  West  53rd  Street  and  821- 
827  7th  Avenue,  northeast  corner,  and  156-158  West  54th 
Street,  Block  1006,  Lot  1,  Borough  of  Manhattan,  N.B. 
47-65  re  Stores,  Offices  and  Residence,  Sections  34-41, 
35-412  and  23-65  Zoning  Resolution. 


851-65-A — F.D— 11  East  22nd  Street,  north  side,  115. feet 
11  inches  east  of  Broadway,  Block  851,  Lot  12,  Borough 
of  Manhattan,  F.D.  Order  1630-5  re  Sprinkler  System. 


852-65-SM — Reliance  Floors  Corporation,  Reliance  Eppxy 
Flooring,  Decorative  Terrazzo  Flooring  and  Industrial 


Epoxy  Flooring,  Manufactured  by  Reliance  Floors 
Corporation,  Material. 


853-65-SA — York  Corporation,  Division  of  Borg- Warner 
Corporation,  York  Flex-O-Metic,  various  models,  Air 
Conditioning,  Manufactured  by  York  Corporation,  Divi¬ 
sion  of  Borg- Warner  Corporation,  Appliance. 


8„4-65-SM — Aetna  Steel  Products  Corporation,  Aetnar 
wall  22a’  Firewall,  One  hour  rated  non  Load  Bearing 
Metal  Partition,  Manufactured  by  Aetna  Steel  Products 
Corporation,  Material. 


855-65-SM— Goodman  Cinder  Block  Plant,  Incorporated, 
Steam  Chase  Cinder  Block,  plumbers  pipe  fitting  run 
off,  Manufactured  by  Goodman  Cinder  Block  Plant,  In¬ 
corporated,  Material. 


85o-o5-A — F.D.— 221  Kent  Avenue*,  nos-thwest  corner 
of  North  1st  Street,  Block  2363,  Lot  1,  Borough  of  Brook- 
lyn,  F.D.  Order  1412-5,  re  Sprinkler  System. 


857-65-BZ — B.R. — 1492  Hylan  Boulevard,  southeast  cor¬ 
ner  of  Benton  Avenue,  Block  335®,  Lot  10,  Dongan  Hills 
Borough  of  Richmond,  N.B.  41-65  re  Bank  Building  Ac¬ 
cessory  Parking,  Sections  22-10,  32-15  and  52-41  Zoning 
Resolution. 


858-65-SM— -The  Central  Brass  Manufacturing  Company, 
Central  Vacuum  Breaker,  various  models,  Device  for 
breaking  a  vacuum  in  a  supply  line,  manufactured  by 
The  Central  Brass  Manufacturing  Company,  Material. 


859-65-A  F.D.  177  East  84th  Street,  northwest  corner 
of  Third  Avenue,  Block  1513,  Lot  33,  Borough  of  Man¬ 
hattan,  F.D.  Order  5954-4,  re  Sprinkler  System. 


860-65-A  F.D. — 81-120  Pennsylvania  Avenue,  east  side, 
95  feet  north  of  Linden  Boulevard,  Block  4346,  Lots  12 
and  17,  Borough  of  Brooklyn,  F.D.  Order .  309-4,  re 
Sprinkler  System. 


861-65-BZ — B.B. — 3612  3622  Nostrand  Avenue,  southwest 
corner  of  Avenue  W  —  Block  7405,  Lot  907,  Borough  of 
Brooklyn,  Alt.  No.  706-65,  re  Catering  Establishment  and 
Banquet  Hall,  Sections  32-18  Zoning  Resolution! 


862-65-A — F.D.— 128  Beach  115th  Street,  southeast  of 
the  Boardwalk,  Block  16187,  Lot  30  Rockaway  Park, 
Borough  of  Queens;  F.D.  Order  4136-4  re  Fire  and  Smoke 
Breaks,  swinging  doors,  C19-161,Oa  Administrative  Code. 


863-65-A — B.M. — 122  Bank  Street,  south  side,  242  feet 
west  of  Greenwich  Street,  Block  634,  Lot  14, Borough 
of  Manhattan,  Alt.  No.  656-65  re  Class  3  building,  height 
excessive,  Section  C26-254.0  A.C.  and  Stair  enclosure 
Section  C26-292.0  A.C. 


864-65-BZ-^-B.R.-— 689'  Bay  Street,  north  east  corner  of 
Dock  Street,  Block  496,  Lot  104  Stapleton,  Borough  of 
Richmond,  Alt.  No.  214-65  re  Manufacture  of  Mattresses 
and  retail,  Sections  32.00  and  42-14  Zoning  Resolution. 


865-65-BZ — B.R. — 1160  Richmond  Road,  south  east  cor¬ 
ner  of  Urban  a  Street,  Block  3191,  .  Lot  61,  Old  Town, 
Borough  of  Richmond,  N.B.  2114-65  re  Accessory  swim¬ 
ming  pool  to  Multiple  Dwelling,  Section  12-10 ‘  Zoning 
Resolution. 
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866-65-BZ — B.B. — 139-141  Huron  Street,  north  side,  250 
feet  west  of  Manhattan  Avenue',  Block  2522,  Lot  56,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  1226-65  re  Light  Manufactur¬ 
ing  and  storage,  Sections  42-14,  22-10,  52-22  Zoning  Reso¬ 
lution. 


867-65-SM — Safety  First  Products  Corporation,  Safety 
First  ARS-30,  Automatic  Fire  Extinguisher  in  Grease 
Exhaust  Systems,  Manufactured  by  Safety  First  Products 
Corporation,  Material. 


868-65-SA — Weben  Industries,  Incorporated,  Weben 
Vend- A- Wash  &  Power  Pack,  Coin  operated  Car  Wash, 
Manufactured  by  Weben  Industries,  Incorporated,  Ap¬ 
pliance. 


869-65-SA — Roberts-Gordon  Appliance  Corporation, 
“Solaray”  Unvented  infrared  Heating  Appliance,  Manu¬ 
factured  by  Roberts-Gordon  Appliance  Corporation,  Ap¬ 
pliance. 


870-65-BZ — B.M. — 13  East  75th  Street,  Block  1390,  Lot 
111,  Borough  of  Manhattan,  Alt.  No.  249-65  Two  family 
residence  and  art  gallery,  Sections  11-411  and  11-412 
Zoning  Resolution. 


871-65-A— B.M.— 13  East  75th  Street,  Block  1390,  Lot  111, 
Borough  of  Manhattan,  Alt.  No.  249-65  re  Egress,  Sec¬ 
tion  6.4.1.4(d). 


872-65-A — B.O — 174-31  125th  Avenue,  northeast  corner 
of  Merrill  Street,  Block  12516,  Lot  106,  Springfield  Gar¬ 
dens,  Borough  of  Queens,  Alt.  No.  1138-65  re  “Air  Sports 
Structure  made  of  Nylon  Fabric,”  structurally  supported 
by  means  of  Air  Pressure,  C26-191.0  Administrative  Code. 


873-65-SA — York-Shipley,  Incorporated,  York-Shipley, 
various  models,  Gas  Burner  for  Boilers,  Furnaces  and 
Conversions,  manufactured  by  York-Shipley,  Appliance. 


874-65-SA — York-Shipley,  Incorporated,  York-Shipley, 
various  models,  Gas  —  Oil  Burner  for  Boilers,  Furnaces 
and  Conversions,  manufactured  by  York-Shipley,  Ap¬ 
pliance. 


875-65-BZ — B.B. — 5702-5708  Clarendon  Road,  southeast 
corner  of  East  57th  Street,  Block  7915,  Lot  41,  Borough 
of  Brooklyn,  Alt.  No.  1608-65,  re  Gasoline  Service  Sta¬ 
tion,  open  space  along  lotline  not  adequate,  structural 
alteration,  existing  non-conforming  use  contrary,  Sec¬ 
tions  52-40,  33-25  and  52-22  Zoning  Resolution. 


876-65-BZ — B.B. — 653-659  Wilson  Avenue,  northeast  cor¬ 
ner  of  Moffat  Street,  Block  3442,  Lot  1,  Borough  of 
Brooklyn,  Alt.  No.  1609-65,  re  Storage  of  textiles,  Sec¬ 
tions  52-332  and  44-581  Zoning  Resolution. 


877-65-A — B.B. — 653-659  Wilson  Avenue,  northeast  cor¬ 
ner  of  Moffat  Street,  Block  3442,  Lot  1,  Borough  of 
Brooklyn,  Alt.  No.  1609-65,  re  tabular  limits,  Section  4.2.1. 
Administrative  Code. 


878-65-A — B.B. — 9501-9531  Avenue  D  and  807-835  East 
95th  Street,  northeast  corner,  and  802-830  East  96th 
Street,  Block  8121, Lots  land  15,  Borough  of  Brooklyn, 
N.B.  658-65  re  Building  in  bed  of  mapped  streets,  Sec¬ 
tion  35,  General  City  Law. 


879-65-A — B.Q. — 104-60  Queens  Boulevard  southeast  cor¬ 
ner  of  68th  Drive  from  Yellowstone  Boulevard  to  Ped¬ 
estrian  Way,  Block  3175,  Lot  1,  Forest  Hills,  Borough  of 
Queens,  Alt.  No.  1198-65  re  Review  of  a  decision  of  the 
Borough  Superintendent,  Zoning  Matter. 


880-65-A — F.D. — Pierce  and  Stevens  Chemical  Corpora¬ 
tion,  Re:  Packaging  of  flammable  mixture  known  as 
Hybond  Panel  Adhesive,  in  foil-lined  cardboard  con¬ 
tainer,  container  not  in  accordance  with  Administrative 
Code  Requiremnets. 


881-65-A — F.D. — 114  Franklin  Street,  north  side,  100  feet 
east  of  West  Broadway,  Block  178,  Lot  10,  Borough  of 
Manhttan,  F.D.  Order  3263-5  re  Sprinkler  System. 


882-65-SM — Mansfield  Sanitary,  Incorporated,  Anti- 
Syphon  Ballcock,  for  use  in  water  closet  combinations, 
manufactured  by  Mansfield  Sanitary,  Incorporated,  Ma¬ 
terial. 


883-65-BZ — B.Q. — 217-65  Hollis  Avenue,  northeast  cor¬ 
ner  of  217  Lane,  Block  11109,  Lots  1  and  6,  Queens  Vil¬ 
lage,  Borough  of  Queens,  N.B.  1610,  65  re  Church  and 
Rectory,  Sections  24-34,  24-521,  23-711,  73-641  Zoning 
Resolution. 


884-65-A — B.B. — 51-53  Bergen  Street,  north  side,  150  feet 
east  of  Boerum  Place,  Block  193,  Lot  38,  Borough  of 
Brooklyn,  Alt.  No.  352-65,  re  Egress,  inter-stairs,  etc. 
Section  270  Labor  Law. 


885-65-SM — U.S.  Mineral  Products  Company,  Cafco 
Blaze-Shield  Standard,  inorganic  fibers  which  are  sprayed 
onto  various  surfaces  as  a  fire  retardant,  for  acoustical 
control,  manufactured  by  U.S.  Mineral  Products  Com¬ 
pany,  Material. 


886-65-A — F.D. — 486-530  Neptune  Avenue,  southeast  cor¬ 
ner  of  West  5th  Street,  Block  7273,  Lot  25,  Borough  of 
Brooklyn,  F.O.  Order  3107-5,  re-  Storage  and  sale  of 
black  powder,  varnishes  and  lacquers,  matches,  rosin, 
etc.,  C19-35.0  F  5  and  6  and  C19-38.0d2  Administrative 
Code. 


887-65-A — F.D. — 2437  Eigth  Avenue,  west  side,  127  feet 
north  of  West  130th  Street,  Block  1958,  Lot  11,  Borough 
of  Manhattan,  F.D.  Order  3727-5  re  Sprinkler  System. 


888-65-A — F.D. — 465-473  West  150th  Street,  north  side, 
150  feet  East  Amsterdam  Avenue,  Block  2065,  Lot  7, 
Borough  of  Manhattan,  F.D.  Order  3810-5  re  Sprinkler 
System. 


889-65-A — F.D.  31-16  20th  Avenue,  southside,  76.08  feet 
east  of  31st  Street,  Block  829,  Lot  8,  Astoria,  Borough  of 
Queens,  F.D.  Order  4896-4  re  Sprinkler  System. 


890-65-A — B.M. — 51-59  Broad  Street  and  35-49  Beaver 
Street,  northeast  corner,  Block  25,  Lots  1,  5  and  40,  Bor¬ 
ough  of  Manhattan,  N.B.  59-64  re  preposed  Aluminum 
mullions  and  Aluminum  windows,  Section  C26-659.0  and 
windows  within  30  feet  of  Lot  line,  Section  C26-649.0  Ad¬ 
ministrative  Code. 


891-65-A — F.D. — 2000-2010  Broadway,  northeast  corner 
of  West  68th  Street,  Block  1140,  Lot  15,  Borough  of  Man¬ 
hattan,  F.D.  Order  3264-5  re  Sprinkler  System. 
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892-65-A — F.D. — 1493-1509  York  Avenue  and  430-438 
East  80th  Street,  northwest  corner  and  431-439  East  79th 
Street,  Block  1559,  Lots  19-30  inclusive,  Borough  of  Man¬ 
hattan,  F.D.  Order  1123-5  re  Sprinkler  System. 


893-65-SM — Remington  Hardware  Company,  Incorpor¬ 
ated, .  Pre  Vu  Door  Viewer,  Zinc  Die  Cast  body  with  2 
plastic  lens,  one  ineach  end,  manufactured  by  Reming¬ 
ton  Hardware  Company,  Incorporated,  Material. 


894-65-A — B.Bx. — 346  East  188'th  Street,  southwest  cor¬ 
ner  of  Marion  Avenue,  Block  3022,  Lot  73,  Borough  of 
the  Bronx,  B.M.  644-63  re  Gas  fired  boiler  located  in  the 
same  area  as  the  dry  cleaning  area,  Multiple  Dwelling 
Law. 


895-65-BZ — B.B. — 234  North  9th  Street,  southwest  cor¬ 
ner  of  Roebling  Street,  Block  2313,  Lot  15,  Borough  of 
Brooklyn,  Alt.  No.  695-65  re  manufacturing  of  soaps,  cos¬ 
metics  and  repackaging  of  chemicals,  etc.  Section  42-275 
Zoning  Resolution. 


896-65-A — F.D. — 502-506  East  Tremont  Avenue,  south¬ 
east  corner  of  Bathgate  Avenue,  Block  2924,  Lot  15,  Bor¬ 
ough  of  The  Bronx,  F.D.  Order  6648-4  re  Sprinkler  Sys¬ 
tem. 


B.Bx. — 40o0  East  Tremont  Avenue,  west  side, 
97.88  feet  north  of  Miles  Avenue,  Block  5576,  Lot  105, 
Borough  of  The  Bronx,  Alt.  No.  525-65  re  change  of  oc¬ 
cupancy  to  commercial  use,  Section  4.2.1.  Building  Code. 


Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . .  December  16,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  .  December  16,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  .  July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952 — Vol.  77,  No.  11A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964— Vol.  49,  No.  63 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965 — Vol.  60,  No.  6 

Hatchways  Protection  .  June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1,  1965 — Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  . . .  Mar.  25,  1952 — Vol.  37,  No.  13 A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 
Supply)  .  Mar.  20,  1960 

Procedure,  Rules  of  . .  Jan.  14,  1965 — Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  . . .  June  4,  1964 — Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 


898-65-SM — Marmet  Corporation,  Marmet,  Curtain  wall 
and  doors,  manufactured  by  Marmet  Corporation,  Ma¬ 
terial. 


899-65-B Z — B.M. — 1201-1221  Second  Avenue,  west  side, 
block  front,  from  East  63rd  Street  to  East  64th  Street, 
231-239  East  63rd  Street  and  234-244  East  64th  Street, 
Block  1418,  Lot  21,  Borough  of  Manhattan,  Alt.  No.  1284- 
65  re  Class  A.M.D.  Doctors  offices,  Stores  and  Accessory 
garages,  Section  25-412,  36-461  of  Zoning  Resolution. 


900-65-A — B.M. — 1201-1221  Second  Avenue,  west  side, 
block  front,  from  East  63rd  Street  to  East  64th  Street, 
231-239  East  63rd  Street  and  234-244  East  64th  Street 
Block.  1418,  Borough  of  Manhattan,  Alt.  No.  1284-65  re 
Transient  Parking, Section  60,  Multiple  Dwelling  Law. 


901-65-SM — United  States  Gypsum,  %"  Sheetrock  Fire- 
code  C  Floor  and  Ceiling  Assembly,  manufactured  by 
United  States  Gypsium  Company,  Material. 


902-65-A — B.Q.  104-70  Queens  Boulevard,  southwest 
corner  of  Yellowstone  Boulevard,  Block  3175,  Lot  70, 
Forest  Hills,  Borough  of  Queens,  Alt.  No.  1199-65  re 
comply  with  objections,  ventilation,  egress,  separate  tax 
lots,  C26-149.0  Administrative  Code. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . ..  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of.  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar  15,  1955— Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 
form  .  Dec.  28,  1943— Vol.  28,  No.  52A 


DESIGNATIONS:  Q. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department 


SEPTEMBER  14,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  14,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 

262-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owners. 

SUBJECT — Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district  the 
erection  of  a  six-story  multiple  dwelling,  that  exceeds 
the  permissible  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room,  pene¬ 
trates  the  sky  exposure  plane,  has  less  than  the  re¬ 
quired  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED— 125-02  Sutphin  Boulevard, 
west  side,  176.24  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 
Laid  over  to  September  14,  1965,  hearing  at  the  request 
of  the  applicant. 


263-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  Filed  pur- 
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suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  spaces  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2 
of  the  Multiple  Dwelling  Law  re-  minimum  dimen¬ 
sions  of  yards. 

PREMISES  AFFECTED— 125-02  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


264-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  fo  permit  in  an  R3-2  district,  the 
erection  of  a  six-story  multiple  dwelling,  that  ex¬ 
ceeds  permissible  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room, 
penetrates  the  sky  exposure  plane,  has  less  than  the 
required  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED — 125-32  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  September  14,  1965,  hearing  at  the  request 
of  the  applicant. 


265-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2  of  the 
Multiple  Dwelling  Law  re  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED — 125-32  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


266-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  R3-2  and  C2-2  districts 
the  erection  of  a  six-story  multiple  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room  pene¬ 
trates  the  sky  exposure  plane,  encroaches  on  the  re¬ 
quired  distance  between  windows  and  buildings  and 
with  less  than  the  required  parking  with  access  within 
50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  September  14,  1965,  for  hearing  at  the  re¬ 
quest  of  the  applicant. 


267-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 


open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd  2  of  the 
Multiple  Dwelling  Law  re-  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED— 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boule¬ 
vard.  Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


1288-64-BZ 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Ideal 
Handbag  Frame  Mfg.,  Corp.,  owner. 

SUBJECT — Application  December  21,  1964  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory. 

PREMISES  AFFECTED— 333-339  Greene  Avenue, 
north  side,  100  ft.  west  of  Franklin  Avenue,  174-176 
Clifton  Place,  Block  1953,  Lots  35,  36  and  49,  Borough 
of  Brooklyn. 

Laid  over  to  September  14,  1965,  for  applicant  to  send 
out  twenty-day  notices. 


511-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Karl  Kraus, 
owner. 

SUBJECT — Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED— 1141  Castle  Hill  Avenue, 
southwest  corner  of  Powell  Avenue,  Block  3810,  Lots 
82,  83,  85  and  86,  Borough  of  The  Bronx. 


520-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alex  Liber¬ 
man,  owner. 

SUBJECT — Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
store  and  office  building  previously  granted  by  the 
Board. 

PREMISES  AFFECTED— 8702-8704  Avenue  L,  1201- 
1211  East  87th  Street,  southeast  corner,  Block  8066, 
Lot  36,  Borough  of  Brooklyn. 


556-65-BZ 

APPLICANT — Guerino  Salerni  for  Rago  Holding  Cor¬ 
poration,  owner;  Rago  Foundations,  Incorporated, 
lessee. 

SUBJECT — Application  May  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  erection  of  a  one  story  and  cellar  enlargement  to 
an  existing  factory. 

PREMISES  AFFECTED— 18-15  27th  Avenue,  north 
side,  77.06  feet  east  of  18th  Avenue,  Block  885,  Lots 
12  and  15,  Long  Island  City,  Borough  of  Queens. 


561-65-BZ 

APPLICANT — John  J.  Regan  for  New  York  Central 
Railroad  Company,  owner;  Hotel  Waldorf-Astoria 
Corporation,  lessee. 
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SUBJECT — Application  May  18,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-47  of  the 
Zoning  Resolution  and  Section  60  (3)  of  the  Multiple 
Dwelling  Law,  to  permit  in  a  C5-3  and  C6  district,  in 
an  existing  multiple  dwelling  the  addition  of  transient 
parking  for  the  unused  parking  spaces  for  a  temporary 
term  of  fifteen  years. 

PREMISES  AFFECTED — 301  Park  Avenue,  east  side, 
Bounded  by  East  50th  Street,  Lexington  Avenue  and 
East  49th  Street,  100  East  50th  Street,  538  Lexington 
Ave.  and  101  East  49th  Street,  Block  1304,  Lot  1, 
Borough  of  Manhattan. 


562-65-A 

•APPLICANT  John  J.  Regan  for  New  York  Central 
Railroad  Company,  owner;  The  Hotel  Waldorf-As¬ 
toria  Corporation,  lessee. 

SUBJnCl  Application  May  18,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re- 
transient  parking. 

PREMISES  AFFECTED — 301  Park  Avenue,  east  side, 
Bounded  by  East  50th  Street,  Lexington  Avenue  and 
East  49th  Street,  100  East  50th  Street,  538  Lexington 
Avenue  and  101  East  49th  Street,  Block  1304,  Lot  1 
Borough  of  Manhattan. 


653-65-BZ 

APPLICANT— Clemens  J.  Benevenga  for  Williams- 
burg'll  Savings  Bank,  owner. 

SUBJECT  Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  con¬ 
struction  of  an  off-site  accessory  parking  lot  for  an 
existing  bank. 

PREMISES  AFFECTED — 2314-2318  815th  Street,  south 
side,  100  feet  east  of  23rd  Avenue,  Block  6858,  Lot  12 
Borough  of  Brooklyn. 


691-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  and  Linden- 
baum  and  Young  for  Fox  Lumber  Company,  Incor¬ 
porated,  owner. 

SUBJECT  Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  of  an  existing  lumber  yard  and  the  use  of  power 
tools  and  equipment  with  the  storage  of  lumber  in 
the  open  area. 

PREMISES  AFFECTED— 2114-2134  Coyle  Street 
west  side,  100  feet  south  of  Avenue  U,  Block  7367,  Lot 
11  and  part  of  Lot  14,  Borough  of  Brooklyn. 


588-63-A 

APPLICANT — Morris  Bernard  Adler  for  Fox  Lumber 
Company,  Incorporated,  owner. 

SUBJECT— Application  July  17,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED -21 14-2134  Coyle  Street 
west  side  100  feet  south  of  Avenue  U,  Block  7367,’ 
Lot  11  and  Part  of  Lot  14,  Borough  of  Brooklyn. 


171-44-BZ 

ICANT__De  Rose  and  Cavalieri  for  The  H.  W. 
Wilson  Company,  owner. 


SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  27,  1965— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  use  district,  the  warehouse  for  the  storage  of 
paper  products  but  without  the  storage  of  any  motor 
vehicles  in  the  building. 

PREMISES  AFFECTED— 519  West  161st  Street, 
north  side,  300.6  feet  west  of  Amsterdam  Avenue 
Block  2120,  Lot  50,  Bo-rough  of  Manhattan. 


604-49-BZ 

APPLICANT — William  J.  Karp  for  George  Nintzel, 
owner. 

SUBJECT — Application  reopened  July  7,  1965  —  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  September  27,  1965 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7i  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  maintenance  of  ignition 
repairs,  battery  charging,  auto  parts,  cleaning,  test¬ 
ing  room,  office  and  one  family  and  parking  of  more 
than  five  motor  vehicles  waiting  to  be  services  on 
open  portion  of  lot. 

PREMISES  AFFECTED — 34-16  31st  Street,  west  side, 
140.5  feet  south  of  34th  Avenue,  Block  607,  Lot  35, 
Long  Island  City,  Borough  of  Queens. 


385-64-BZ 

APPLICANT— Ingram  S.  Carner  for  H.  M.  Williams 
Company,  Incorporated,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
December  31,  1965 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution  and  Section  666 
(7)  of  New  York  City  Charter,  permitting  in  C8-1 
and  R4  district,  parking  area  for  the  storage  of  cars 
for  sale  at  the  World’s  Fair  into  the  R4  district. 

PREMISES  AFFECTED — 94-05  Northern  Boulevard, 
northwest  corner  of  Junction  Boulevard,  Block  1423, 
Lots  1,  2  and  45,  Jackson  Heights,  Borough  of  Queens. 


346-48-BZ 

APPLICANT— Benjamin  Zlochower  for  Hehmay  Gar¬ 
age  Corporation,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
October  6,  1964 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections 
7e  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  district  an  auto  upholstering 
shop  and  parking  and  storage  of  more  than  five  motor 
vehicles  on  the  unbuilt  portion  of  the  lot. 

PREMISES  AFFECTED — '452-460  West  167th  Street, 
south  side,  119.3%  feet  east  of  Amsterdam  Avenue, 
Block  21111,  Lot  92,  Borough  of  Manhattan. 


16-36-BZ — Vol.  II 

APPLICANT — Joseph  B.  Lynch  for  Humble  Oil  & 
Refining  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  18,  1965--decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections 
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7f  and  7i  of  the  Zoning  Resolution  permitting  in  a 
retail  use  district  the  maintenance  of  a  gasoline  ser¬ 
vice  station,  motor  vehicle  repair  shop,  auto  washing, 
lubritorium,  office,  and  sales  of  accessories,  parking 
and  storage  of  more  than  five  motor  vehicles  as  an  ac¬ 
cessory  use  to  gasoline  service  station. 

PREMISES  AFFECTED — 1885  Westchester  Avenue, 
northeast  corner  of  Leland  Avenue,  Block  3880,  Lots 
1  to  5  inclusive,  Borough  of  The  Bronx. 


721-4 1-BZ — Vols.  I  and  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  H.  N.  F.  Realty  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  12,  1965 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7e  and  7i  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  maintenance  of  a  gasoline 
service  station,  lubritorium  and  office  and  minor  re¬ 
pairs  (hand  tools  only)  may  be  permitted  within  the 
accessory  building. 

PREMISES  AFFECTED— 260-01  to  260-09  Nassau 
Boulevard  and  54-47  to  54-63  Little  Neck  Parkway, 
northeast  corner,  Block  8274,  Lot  135  (formerly  Lot 
128)  Little  Neck,  Borough  of  Queens. 


196-49-BZ — Vol.  I 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony-Vacuum  Oil  Company,  Inc.,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  25,  1965 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district,  the  maintenance  of  a  gasoline  service  sta¬ 
tion  to  include  auto  laundry,  lubritorium,  minor  repairs 
(with  hand  tools  only)  and  office. 

PREMISES  AFFECTED  —  1280  Allerton  Avenue, 
southwest  corner  of  Wilson  Avenue,  Block  4468,  Lot 
43,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

397-54-BZ 

APPLICANT — Patrick  D.  Concagh  for  309-311  West 
46th  Street  Corporation,  owner. 

SUBJECT — Application  reopened  April  6,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
February  2,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 309-311  West  46th  Street, 
north  side,  145  feet  west  of  8th  Avenue,  Block  1037, 
Lots  125,  and  26,  Borough  of  Manhattan. 

Hearing  close. 


582-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 


SUBJECT — Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  and 
73-62  of  the  Zoning  Resolution,  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  from  approved 
plans  as  to  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75, 
Howard  Beach,  Borough  of  Queens. 

Hearing  closed. 


583-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  _  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
matter. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75 
(tentative)  Howard  Beach,  Borough  of  Queens. 


584-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 149-29  85th  Street,  north¬ 
east  corner  of  151st  Avenue,  Block  11417,  Lot  75, 
(tentative)  Howard  Beach,  Borough  of  Queens. 


585-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
and  73-62  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R5  dis¬ 
trict,  the  eretcion  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  approved 
plans  in  lot  area  per  room  and  with  additional  bal¬ 
conies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 149-30  88th  Street,  west 
side,  from  149th  Avenue  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 

Hearing  closed. 


586-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  28,  1965  —  Review  of 
a  decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 149-30  88th  Street,  west 
side,  from  149th  Avenue  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


587-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 
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SUBJECT — Application  May  24,  1965  - —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34  sbd.  6a  of  the  Multiple  Dwelling 
Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 149-30  88th  Street,  west  side, 
from  149th  Avenue,  to  151st  Avenue,  Block  11417, 
Lot  50,  Howard  Beach,  Borough  of  Queens. 


588-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  — •  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution,  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R5 
district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases  the  degree  of  non-compliance  from  ap¬ 
proved  plans  in  lot  area  per  room  and  with  additional 
balconies  that  are  not  permitted  obstruction. 

PREMISES  AFFECTED— 85-10  149th  Avenue,  south¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 

Hearing  closed. 


589-65-A 

APPLICANT — Max  Siegel  associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 85-10  149th  Avenue,  south¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 


590-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution  and  Section  666  of 
the  New  York  City  Charter,  to  permit  in  a  R5  district, 
the  erection  of  a  six  story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  ap¬ 
proved  plans  as  to  lot  area  per  room  and  with  addi¬ 
tional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 86-11  151st  Avenue,  Build¬ 
ing  #2,  northeast  corner  of  85th  Street,  Block  11417, 
Lot  75,  Howard  Beach,  Borough  of  Queens. 

Hearing  closed. 


591-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 86-11  151st  Avenue,  north¬ 
east  corner  of  85th  Street,  Block  11417,  Lot  75  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 


592-65-BZ 

APPLICANT — Max  Siegel  for  Patchogue  Homes  Cor¬ 
poration,  owner. 


SUBJECT — Application  May  24,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01 
(b)  and  73-62  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  R5 
district,  the  erection  of  a  six  story  multiple  dwelling 
that  increases  the  degree  of  non-compliance  from 
approved  plans  as  to  lot  area  per  room  and  with  ad¬ 
ditional  balconies  that  are  not  permitted  obstructions. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive),  Howard  Beach,  Borough  of  Queens. 

Hearing  closed. 


593-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent,  re-  Zoning 
matter. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  11417,  Lot  50,  (tenta¬ 
tive)  Howard  Beach,  Borough  of  Queens. 


678-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  73-11 
(g)  and  73-65  of  the  Zoning  Resolution  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a  Cl-2 
and  R3  district,  the  erection  of  a  third  story  and  bulk¬ 
head  to  an  existing  telephone  exchange  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio, 
penetrates  the  sky  exposure  plane,  encroaches  on 
the  required  rear  yard  and  with  accessory  parking 
extending  into  the  residence  district. 

PREMISES  AFFECTED— 355  Forest  Avenue,  north¬ 
west  corner  of  Hart  Boulevard,  Block  132,  Lot  159, 
West  Brighton,  Borough  of  Richmond. 

Hearing  closed. 


259-39-BZ 

APPLICANT — Meyer  Wilen  for  John  Crimarco,  Con¬ 
rad  Crimarco,  Joseph  Crimarco  and  Edward  Crimar¬ 
co,  owners. 

SUBJECT — Application  reopened  June  22,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
July  26,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  garage  for 
eight  motor  vehicles. 

PREMISES  AFFECTED— 57-18  to  57-24  Granger 
Street,  south  side,  131  feet  east  of  Martense  Avenue, 
Block  1950,  Lot  46,  Corona,  Borough  of  Queens. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  14,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  14,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 
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260-54-SA 

APPLICANT — Watson  Elevator  Company,  owner  — 
hydraulic  buffer  for  elevators. 


783-63-SA 

APPLICANT — Remington  Arms  Company,  Inc.,  own¬ 
er — powder  actuated  stud  driving  tools. 


33-64-SA 

APPLICANT — Bright  Leaf  Industries,  Inc.,  owner  — 
gas  heater  for  industrial  space  heating. 


235-64-SM 

APPLICANT — Bohem  Manufacturing  Company,  owner 
— plastic  skylight  or  dome. 


499-64-SM 

APPLICANT — The  Georgia  Company,  Inc.,  owner  — 
drapery  for  commercial,  industrial  and  home  use. 


735-64-SA 

APPLICANT — International  Heater  Company,  owner 
— oil-fired  low  pressure  steam  and  hot-water  boilers 
for  residential  central  heating  systems. 


895-64-SA 

APPLICANT — Hofman  Laboratories,  owner  —  to  store 
liquefied  oxygen,  nitrogen  or  argon  for  supplying  gas 
under  pressure  to  a  piping  system. 


951-64-SA 

APPLICANT — Warren-Connelly  Company,  Inc.,  for 
Norge  Sales  Corp.,  Division  of  Borg-Warner  Corp., 
owner — gas-fired  refrigerators  for  the  preservation  of 
fresh  and  frozen  food. 


970-64-SM 

APPLICANT — Royal  Partition  Mfg.  Corp.,  owner  — 
a  movable  subdividing  partition  (non-rated). 


1007-64-SM 

APPLICANT — La  France  Industries,  Inc.,  owner  — 
fire  resistant  cotton  and/or  rayon  velvets  (drapery 
fabrics). 


1207-64-SM 

APPLICANT — Herculite  Protective  Fabrics  Corp.,  — 
wall  covering  —  drapery  and  decorative  fabrics. 


1238-64-SM 

APPLICANT — The  Celotex  Corporation,  owner  —  in¬ 
combustible  acoustical  tiles  for  floor  and/or  roof  and 
ceiling  constructions. 


494-64-A 

APPLICANT — Cupples  Company,  manufacturers,  own¬ 
er. 

SUBJECT — Application  April  17,  1964  —  Packaging, 
storage  and  sales  of  matches  known  as  Alladin  Kit¬ 
chen  Matches  (packaging  not  in  accorda.nc^  with  Ad¬ 
ministrative  Code  requirements) 


338-64-A 

APPLICANT— Law  offices  of  Gilbert  II.  W  til  for  The 
Ohio  Match  Company,  Division  of  Hunt  foods  arid 
Industries,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1964 — Pa  tkaging  of 
matches  known  as  BLUE  TIP  MATCH  ES  not  in 
conformity  with  Administrative  Code,  N e n  York  City. 


345-64-A 

APPLICANT — Diamond  National  Corporation,  form¬ 
erly  named  The  Diamond  Match  Company,  owner. 

SUBJECT — Application  March  26,  1964  —  Packaging 
of  kitchen  matches  “Diamond  Matches”  not  in  con¬ 
formity  with  Administrative  Code,  New  York  City. 


382-64-A 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer 
for  Queens  Syndicate  Company,  owner;  House  of 
Bagles  Incorporated,  lessee. 

SUBJECT — Application  April  8,  1964 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED— 64-01  to  64-23  108th  Street, 
northeast  corner  of  64th  Road,  Block  2170,  Lot  1,  Co¬ 
rona,  Borough  of  Queens. 


993-63-A 

APPLICANT — Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  December  6,  1963 — Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1552-1608  Ralph  Avenue, 
west  side,  96.39  feet  north  of  Farragut  Road,  Block 
7955,  Lots  20,  27,  29,  31,  32,  33,  35  and  43,  Borough 
of  Brooklyn. 


256-64-A 

APPLICANT — William  A.  Mohr  for  Woolworths,  own¬ 
er. 

SUBJECT — Application  March  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
Automatic  Sprinkler  system 

PREMISES  AFFECTED— 1566-1568  Westchester  Ave¬ 
nue,  south  east  corner  of  Ward  Avenue,  Block  3742, 
Lot  40,  Borough  of  The  Bronx. 


359-64-A 

APPLICANT — Leo  V.  Berger  for  Jack  Finkelstein, 
owner;  Richmond’s  Drygoods,  lessee. 

SUBJECT — Application  March  30,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED — 14-32  Barrett  Avenue,  north 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1565 
Forest  Avenue,  Block  385,  Lots  38  and  200,  Port  Rich¬ 
mond,  Borough  of  Richmond. 


PREMISES  AFFECTED — 46-02  Fifth  Street,  west  side 
trom  Standard  Canal  to  47th  Avenue,  Blocks  21  and 
2_,  Lot  1,  Long  Island  City,  Borough  of  Queens. 


590-64-A 

APPLICANT — Ingram  S.  Carner  for  Robjo,  Incorpor¬ 
ated,  owner. 

SUBJECT— Application  June  3,  1964  —  Appeal  from 
an  ol  der  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 122-01  to  122-15  New  York 
i?MneVTr^  southeast,  corner  of  122nd  Avenue,  Block 
12580,  Lot  21,  Jamaica,  Borough  of  Queens. 


492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  .order  and  a  decision  of  the  Fire  Commissioner  rc- 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  950 
feet  west  of  3rd  Avenue,  Piers  B  and  C,  East  River, 
Block  635,  Lot  13,  Borough  of  Brooklyn. 


591-64-A 


APPLICANT— Ingram  S.  Carner  for  Curt  Blank,  own 
er;  York  Bay  Incorporated,  lessee. 


SUBJECT— Application  June  13,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 163-01-163-07  Baisley  Bou- 
levard,  122-17  to  122-25  New  York  Boulevard,  north¬ 
east  corner,  Block  12380,  Lots  1,  14,  Jamaica,  Borough 
of  Queens. 


493-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT — Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 


612-63-A 


APPLICANT— Reavis  and  McGrath  for  Phyllis  Realty 
lessee  ratl°n’  °wner’  Waldbaum’s  57,  Incorporated, 


SUBJECT— Application  August  1,  1963  —  Appeal  froir 
an  order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED — 35-09  Francis  Lewis  Boule- 

STde’  rfrom  35.th  Avenue  to  36th  Avenue 
Block  6142,  Lot  50,  Bayside,  Borough  of  Queens. 


739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT— Application  September  20,  1963  —  Appeal 
from  an  order,  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

AFFECTED — 1465-1467  Broadway  and 
,  7th  Avenue,  southwest  corner,  and  158-162 
West  42nd  Street,  Block  5994,  Lot  58,  Borough  of 
Manhattan. 


655-64-A 

APPLICANT— Reavis  &  McGrath  for  Carlyle  Shoppin 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 

SUBJECT— Application  June  19,  1964  —  Appeal  froi 
an  order  and  a  decision  of  the  Fire  Commissioner,  i 
sprinkler  system. 

PREMISES  AFFECTED — 44-09  to  44-14  Kissena  Bot 
levard,  northwest  corner  of  Elder  Avenue,  Block  513: 
-Lot  110,  Borough  of  Queens,  Flushing. 


1051-63-A 


APPLICANT  Reavis  and  McGrath  for  Shoreview 
Gardens,  owner,  Waldbaum’s  Twenty-Six,  Incorpor¬ 
ated,  lessee. 


SUBJECT— Application  December  19,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 


—  ^  — w-w  .revenue  u,  soutneast 

corner  of  East  66th  Street,  Block  8470,  Lot  424  Bor¬ 
ough  of  Brooklyn.  ’ 


656-64-A 

APPLICANT— Reavis  &  McGrath  for  Newport  As 

nates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 

SUBJECT— Application  June  19,  1964  —  Appeal  fr. 
an  order  and  decision  of  the  Fire  Commissioner, 
sprinkler  system. 

P?iSMoU,AFFEUED-4,2°  1B«>  Avenue,  no, 
f  d  'j294eeteast  °,f  East  3rd  Street,  Block  5410,  L, 
1  and  47,  Borough  of  Brooklyn. 


486-64-A 

APf LI  CANT— Michael  C.  Gray  for  Cardox  Divi: 
ot  Chemetron  Corporation,  owner. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 

f(rAillC^  decision  of  the  Fire  Commissioner  re- 
ot  GU2  receiver.  -  » 


157-64- A 


APPLICANT— Reavis  and  McGrath  for  County  Hold- 
inS ^Corporation,  owner;  Waldbaum  Stores,  Incorpor- 


SUBJECT— Application  January  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 


g}rt£  ? 4.80  feet  west^'coney IsUncwSSS 

Block  6666,  Lot  37,  Borough  of  Brooklyn. 


618-64-A 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Fred- 
ericrc  Ippohto  and  Stanley  Sasowki,  owners;  Atlas 
Gas  &  Service  Corporation,  lessee.  .. 

SUBJECT— Application  June  8,  1964  —  Appeal  from  a 
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decision  of  the  Borough  Superintendent,  re-  temporary 
certificate  of  occupancy. 

PREMISES  AFFECTED— 97  Georgia  Avenue,  east 
side,  125  feet  north  of  Liberty  Avenue  and  112  Shef¬ 
field  Avenue,  Block  3685,  Lots  6  and  38,  Borough 
of  Brooklyn. 


55 1-64- A 

APPLICANT— Donald  J.  Steingisser  for  Copp  Stratton 
Company,  owner;  Craftsman  Framework,  lessee. 

SUBJECT— Application  May  22,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 40-60  Lawrence  Street, 
northwest  corner  of  41st  Avenue,  Block  5060,  Lot  33, 
Flushing,  Borough  of  Queens. 


723-65-A 

APPLICANT— William  H.  Byrne  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  June  21,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  tank  for  the 
storage  of  liquefied  natural  gas. 

PREMISES  AFFECTED— 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot 
1,  Borough  of  Brooklyn. 


629-64-A 

APPLICANT— Minnie  Dick  for  First  27  Howard  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  June  9,  1964— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 27  Howard  Street,  south 
side,  187  feet  west  of  Lafayette  Street,  Block  209,  Lot 
11,  Borough  of  Manhattan. 


771-64-A 

APPLICANT— Patrick  D  Concagh  for  Mackey  Con¬ 
struction  Corporation,  owner. 

SUBJECT— Application  July  20,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
Discontinue  use  of  unapproved  lubrication  oil  pumps. 

PREMISES  AFFECTED— 168-90  East  98th  Street, 
west  side,  80  feet  south  of  Winthrop  Avenue’,  Block 
4633,  Lot  13,  Borough  of  Brooklyn. 


773-64-A 

APPLI CANT — Larry  Meltzer  for  Isaac  Baron,  owner; 
Big  Apple  Super  Market,  lessee. 

SUBJECT— Application  July  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1613-1635  East  16th  Street, 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Lot 
69,  Borough  of  Brooklyn. 


792-64-A 

APPLICANT— Wollman’s  Dept.  Store  Incorporated 
and  Wolkat  Realty  Corp.,  for  Wolkat  Realty  Corpor¬ 
ation,  owner;  Wollman’s  Department  Store  Incorpor¬ 
ated,  lessee. 


SUBJECT — Application  July  23,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 2833-2839  Broadway  and 
600-606  West  110th  Street,  southwest  corner,  Block 
1893,  Lot  50,  Borough  of  Manhattan. 


810-64-A 

APPLICANT — Daub  and  Daub  for  Eldridge  Street  As¬ 
sociated,  owner. 

SUBJECT — Application  July  27,  1964 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  exterior 
stairway  and  entrance  hall. 

PREMISES  AFFECTED— 50-52  Eldridge  Street,  east 
side,  225  feet  11  inches  north  of  Canal  Street,  Block 
300,  Lot  8,  Borough  of  Manhattan. 


812-64-A 

APPLICANT — Samuel  Cohen  for  Atlantic  Leasing 
Company,  owner;  Latin  Quarter  Restaurant  &  Ma¬ 
jestic  Dance  Hall,  lessee. 

SUBJECT — Application  July  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1578-1590  Broadway,  200 
West  48th  Street,  southeast  corner,  720  7th  Avenue, 
Block  1019,  Lot  36,  Borough  of  Manhattan. 


813-64-A 

APPLICANT — Samuel  Cohen  for  Northern  Fee  In¬ 
corporated,  owner;  Birdland  Restaurant  Incorporated, 

lessee. 

SUBJECT — Application  July  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1672-1678  Broadway,  205 
West  52nd  Street,  northeast  corner,  Block  1024,  Lot 
3114,  Borough  of  Manhattan. 


823-64-A 

APPLISANT — Elias  K.  Herzog  for  Herb  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  31,  1964 — Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 7802-7810  20th  Avenue, 
southwest  corner,  of  20th  Avenue,  Block  6262,  Lot 
39,  Borough  of  Brooklyn. 


921-64-A 

APPLICANT — William  Schwartz,  owner. 

SUBJECT — Application  September  3,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2087-2093  Boston  Road, 
1014  East  180th  Street,  southwest  corner,  Block  3137, 
Lot  20,  Borough  of  The  Bronx. 


735-65-A 

APPLICANT — Fred  L.  Liebmann  for  18  East  54th 
Street  Corporation,  owner. 
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SUBJECT — Application  June  25,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3 
construction — office  use. 

PREMISES  AFFECTED— 18  East  54th  Street,  south 
side,  132.2  feet  west  of  Madison  Avenue,  Block  1289. 
Lot  61,  Borough  of  Manhattan. 


945-64-A 

APPLICANT — Morris  Hannes  and  Alfred  Rader  for 
Sylvia  and  Laura  Ackerman  D/B/A  Coldover  Realty 
Company,  owner. 

SUBJECT — Application  September  21,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 111  Chambers  Street,  north 
side,  50  feet  west  of  Church  Street,  Block  145,  Lot  5. 
Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  17,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  September  17,  1965  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  follow¬ 
ing  matters:  - 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT — Application  November  14,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized 
Products.  (Burma  Shaving  Lather.) 

Continued  Hearing. 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 
SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 

Continued  Hearing. 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  • —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized  Pro¬ 
ducts.) 

Continued  Hearing. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  21,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  21,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

338-65-BZ 

APPLICANT — Rene  C.  Brugnoni  for  Columbia  Gram¬ 
mar  School,  owner. 


SUBJECT — Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21,  73- 
63  and  73-641  of  the  Zoning  Resolution,  to  permit  in  a 
R7-2  district,  the  reconstruction  of  a  private  school 
that  encroacbes  on  the  required  rear  yard  and  rear 
yard  equivalent  and  exceeds  the  permitted  lot  cover¬ 
age. 

PREMISES  AFFECTED— 5  West  93rd  Street,  north 
side,  173  feet  4Vi  inches  west  of  Central  Park  West, 
20-28  West  94th  Street,  Block  1207,  Lots  23,  40,  41, 
141,  42,  142,  Borough  of  Manhattan. 


472-65-BZ 

APPLICANT — Israel  F.  Vogel  for  Marchi  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  27,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-63  of 
the  Zoning  Resolution,  to  permit  in  a  R8  district,  in 
an  existing  four  story  and  basement  building,  the  erec¬ 
tion  of  a  one  store  enlargement  to  the  restaurant  in 
the  basement. 

PREMISES  AFFECTED — 247  East  31st  Street,  north- 
side,  100  feet  west  of  2nd  Avenue,  Block  912,  Lot  26, 
Borough  of  Manhattan. 


532-65-BZ 

APPLICANT — Daub  and  Daub  for  Sophie  Piacente, 
owner. 

SUBJECT — Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-4  district,  in  an 
existing  three  story  building,  the  erection  of  second 
floor  enlargement  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 285  East  149th  Street,  north 
side,  70.25  feet  east  of  Morris  Avenue,  Block  2331,  Lot 
71,  Borough  of  The  Bronx. 


549-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Abe  Gold¬ 
berg,  owner. 

SUBJECT — Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the  con¬ 
struction  and  maintenance  of  a  non-transient  parking 
lot. 

PREMISES  AFFECTED— 188  St.  George  Crescent, 
north  side,  152.53  feet  west  of  East  206th  Street,  Block 
3313,  Lot  12,  Borough  of  The  Bronx. 


602-65-BZ 

APPLICANT — Millard  Bresin  for  General  Export 
Clothing  Corporation,  owner. 

SUBJECT — Application  May  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story 
building  used  for  the  baling  and  storage  of  clothing 
with  loading  and  unloading. 

PREMISES  AFFECTED — 393-409  Lexington  Avenue, 
north  side,  225  feet  west  of  Tompkins  Avenue,  Block 
1799,  Lots  55,  60,  61,  63,  Borough  of  Brooklyn. 
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748-65-BZ 

APPLICANT— Andrew  Tsarsis  for  Concetta  Petriollo, 
owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erec¬ 
tion  of  a  two  family  dwelling  that  exceeds  the  permit¬ 
ted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 95-99  27th  Avenue,  south¬ 
east  corner  of  Bath  Avenue,  Block  6900,  Lot  34,  Bor¬ 
ough  of  Brooklyn. 


SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7c, 
7i  and  7A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  maintenance  of 
a  gasoline  service  station,  boiler  room,  lubritorium,  auto 
laundry,  motor  vehicle  repair  shop,  sale  of  accessories, 
office  and  parking  and  storage  of  more  then  five  motor 
vehicles  and  with  curb  cuts  more  than  the  permitted 
distance  from  the  intersection  and  amendment,  re-wall. 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue 
and  109-131  Sullivan  Place,  northeast  corner,  Block 
1304,  Lot  1,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


773-48-BZ 

APPLICANT — 'Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Nicholas  R.  Imperiale,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
November  28,  1965 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7f,  7i,  7e  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  retail  use  district,  the  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry,  sale  of  auto  accessories,  office  and  motor 
vehicle  repair  shop,  with  parking  and  storage  of  more 
,than  five  motor  vehicles  in  the  open  area  and  with 
curb  cuts  more  than  permitted  distance  from  the  inter¬ 
sections. 

PREMISES  AFFECTED — 162-15  Rockaway  Boulevard 
and  165-01  to  165-13  145th  Drive,  northeast  corner, 
Block  13281,  Lot  1,  Jamaica,  Borough  of  Queens. 


SEPTEMBER  21,  1965,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  September  21,  1965,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following  ap¬ 
plications  for  extension  of  time  to  permit  the  completion 
of  construction,  filed  pursuant  to  Section  11-324. 

4021-BZY — Vol.  II— B.B.— 848-876  East  43rd  Street  — 
N.B.  4305-61  —  accepted  under  Section  11-324  of  the 
Zoning  Resolution  in  accordance  with  previous  decisions 
of  the  courts. 


4184-BZY— Vol.  II— B.B.— 2279-2283  East  69th  Street— 
N.B.  4507-61  —  Reopened  by  order  of  the  Supreme  Court. 

MAX  FOLEY,  Chairman 


779-54-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Tremarco  Corporation,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  29,  1965 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  a  gasoline  service  station,  lubritorium,  auto 
laundry,  motor  vehicle  repairs  and  office,  and  parking 
of  motor  vehicles. 

PREMISES  AFFECTED— 102-02  —  102-24  Flatlands 
Avenue,  east  side  of  Flatlands  Avenue  from  East  102nd 
Street  to  East  103rd  Street,  Block  8210,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 


332-33-BZ 

APPLICANT — Isidore  Cohen  for  S.M.B.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district  a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 14  West  66th  Street,  south 
side,  225  feet  west  of  Central  Parle  West,  Block  1118, 
Lot  42,  Borough  of  Manhattan. 


30-48-BZ — V  ols.  1  and  11 

APPLICANT — Lama,  Proskauer,  Prober  and  Yassalotti 
for.Moe  Friedel,  owner.  1  . 


SEPTEMBER  21,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  21,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol¬ 
lowing  matters : 

549-64-A 

APPLICANT— Martin  Paint  Stores,  Incorporated,  own¬ 
er. 

SUBJECT— Application  May  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 153-22  153-24  Jamaica  Ave¬ 
nue,  south  side,  349.23  feet  east  of  152nd  Street,  Block 
8423,  Lot  19,  Jamaica,  Borough  of  Queens. 


82 1-64- A 

APPLICANT — Daub  and  Daub  for  40th  Associates  In¬ 
corporated  c/o  Mills  and  Company  Real  Estate  In¬ 
corporated,  owner. 

SUBJECT— Application  July  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness. 

PREMISES  AFFECTED— 250  West  40th  Street,  south 
side,  272.6  feet  east  of  Eighth  Avenue,  Block  789,  Lot 
68  and  69,  Borough  of  Manhattan. 


831-64-A 

APPLICANT — Irwin  Emerman  for  the  Fairfield  In¬ 
vestors,  owners;  Riverdale  Nursing  Home,  lessee. 
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SUBJECT — Application  August  5,  1964  —  Appeal  from 
2  orders  of  the  Fire  Commissioner,  re  sprinkler  sys¬ 
tem  and  double  swinging  fireproof  corridor  doors. 

PREMISES  AFFECTED— 641  West  230th  Street, 
northwest  corner  of  Fairfield  Avenue,  Block  5737  (for¬ 
merly  3408),  Lot  40,  Borough  of  The  Bronx. 


839-64-A 

APPLICANT — Irwin  Emerman  for  22  Beekman  House, 
Inc.  owner;  College  Nursing  Home,  lessee. 

SUBJECT — Application  filed  August  7,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 119-15  27th  Avenue,  north¬ 
east  corner  of  119th  Street,  Block  4291,  Lot  20,  Col¬ 
lege  Point,  Borough  of  Queens. 


848-64-A 

APPLICANT — Samuel  Garnett  for  Orkins  Apparel, 
owner;  Wise  Shoe  Stores,  Incorporated,  lessee. 

SUBJECT — Application  filed  August  12,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2938  Third  Avenue,  east 
side,  25  feet  north  of  152nd  Street,  Block  2362,  Lot  39, 
Borough  of  The  Bronx. 


860-64-A 

APPLICANT — Abraham  Grossman  for  Harry  Mesh- 
nick,  owner. 

SUBJECT — Application,  filed  August  14,  1964  —  Appeal 
from  a.  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 12  West  End  Avenue,  east 
side,  50.214  feet  south  of  West  60th  Street,  Block  1151, 
Lot  63,  Borough  of  Manhattan. 


883-64-A 

APPLICANT — Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restau¬ 
rant  Incorporated,  lessee. 

SUBJECT — Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  50th  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26, 
Borough  of  Manhattan. 


909-64-A 

APPLICANT — Irwin  Emerman  for  Manhattan  Center, 
Incorporated,  owner. 

SUBJECT — Application  September  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 311-321  West  34th  Street 
north  side,  200  feet  west  of  8th  Avenue,  316  West  35th 
Street,  Block  758,  Lot  28,  Borough  of  Manhattan. 


913-64-A 

APPLICANT — Louis  R.  Patur  for  Long  Island  Odd 
bellows  Home,  owner. 


SUBJECT — Application  September  9,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  — 
egress. 

PREMISES  AFFECTED— 194-10  109th  Road,  south 
side,  62.4  feet  west  of  195th  Street,  Block  10930,  Lot 
56,  Hollis,  Borough  of  Queens. 


9 16-64- A 

APPLICANT  —  Duvernoy  and  Sons,  Incorporated 
Agent,  for  F.  L.  Smithe  Corporation,  owner. 

SUBJECT — Application  August  10,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  smoke 
permit. 

PREMISES  AFFECTED— 633-645  West  44th  Street, 
560-570  Twelfth  Avenue,  northeast  corner,  Block  1092, 
Lot  7,  Borough  of  Manhattan. 


923-64-A 

APPLICANT — Ervin  Palmer  for  Matmor  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  replace  iron  shutters. 

PREMISES  AFFECTED— 45-18  Court  Square,  west 
side,  150  feet  south  of  Jackson  Avenue,  and  45-17  Pear¬ 
son  Street,  Block  97,  Lots  5  to  14  and  42  to  45,  Long 
Island  City,  Borough  of  Queens. 


931-64-A 

APPLICANT — Larry  Meltzer  for  Surf  32nd,  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED  — 3113-3129  Surf  Avenue, 
2975-2989  West  32nd  Street,  northeast  corner,  Block 
7049,  Lots  50  and  51,  Borough  of  Brooklyn. 


1042-64-A 

APPLICANT — Stanley  C.  Grodski  for  Lindsay  Park 
Housing  Corporation,  owner. 

SUBJECT — Applications  October  21,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  safety 
buckets  for  each  2500  square  feet. 

PREMISES  AFFECTED — 91  Boerum  Street,  north¬ 
west  corner  of  Manhattan  Avenue,  Block  3069,  Lot 
1,  Borough  of  Brooklyn. 


1043 -64- A 

APPLICANT — Stanley  C.  Grodski  for  Lindsay  Park 
Housing  Corporation,  owner. 

SUBJECT — Application  October  21,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  safety 
buckets  for  every  2500  square  feet. 

PREMISES  AFFECTED— 29  Moore  Street,  northwest 
corner  of  Manhattan  Avenue,  Block  3078,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


728-65-A 

APPLICANT — Samuel  Rosenblum  for  Fribourg  Foun¬ 
dation  Incorporated,  owner. 
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SUBJECT— Application  June  23,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  Class  3  construction,  office  use. 
public  building,  stairs,  fire  tower,  egress,  hung  ceil¬ 
ings,  etc. 

PREMISES  AFFECTED— 11  East  84th  Street,  north 
side,  225  feet  east  of  Fifth  Avenue,  Block  1496,  Lot 
10,  Borough  of  Manhattan. 


750-65-A 

APPLICANT— Harry  Soled  for  Rabbi  Berek  Roten- 
berg,  owner. 

SUBJECT— Application  July  2,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame 
structure  —  use  of  a  Synagogue. 

PREMISES  AFFECTED— 1546  47th  Street,  south  side, 
300  feet  west  of  16th  Avenue,  Block  5442,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  28,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  28,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol¬ 
lowing  matters : 

527-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassa- 
lotti,  for  Grace  Todd,  owner. 

SUBJECT— Application  May  10,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the 
maintenance  of  an  open  automobile  sales  lot  for  a 
temporary  term  of  five  years. 

PREMISES  AFFECTED— 36-30  Union  Street,  west 
side,  126.03  feet  north  of  37th  Avenue,  Block  4977, 
Lot  60  and  61,  Flushing,  Borough  of  Queens. 


610-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  So.  Oxford 
Realty  Corporation,  owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  enlargement 
in  area  of  an  existing  four  story  and  basement  multiple 
dwelling  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 60  South  Oxford  Street, 
west  side,  145  feet  north  of  Lafayette  Avenue,  Block 
2100,  Lot  68,  Borough  of  Brooklyn. 


611-65-A 

APPLICANT — Leonard  F.  Rothkrug  for  So.  Oxford 
Realty  Corporation,  owner. 

SUBJECT — Application  May  28,  1965  —  File  dpursu- 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  171  re-  bulk. 

PREMISES  AFFECTED— 60  South  Oxford  Street, 
west  side,  145  feet  north  of  Lafayette  Avenue,  Block 
2100,  Lot  68,  Borough  of  Brooklyn. 


616-65-BZ 

APPLICANT— Burke  and  Groh  for  Forest  Wood 
Homes,  Incorporated,  owner. 

SUBJECT— Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R2  district,  the  erection 
of  a  two  story  one  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  dwelling  unit  and 
encroaches  on  the  required  front  yard,  side  and  rear 
yards. 

PREMISES  AFFECTED— 84-17  Commonwealth  Bou¬ 
levard,  east  side,  140.06  feet  south  of  Hillside  Avenue, 
Block  8599,  Lot  134,  Bellerose,  Borough  of  Queens. 


661-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Mario  Di  Fillip- 
po,  owner. 

SUBJECT— Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New.  York 
City  Charter,  to  permit  in  a  C2-2  and  R3-2  district, 
the  enlargement  in  area  of  an  existing  automobile  sales 
lot  and  the  addition  to  the  uses  to  include  accessory 
storage  of  automobiles. 

PREMISES  AFFECTED— 129-04  Merrick  Boulevard, 
suothwest  corner  of  129th  Avenue,  Block  12438,  Lots 
138,  146,  149  and  151,  Springfield  Gardens,  Borough  of 
Queens. 


752-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections.73-11  (g)  and 
73-65  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R7-2  district, 
the  erection  of  a  fourth  store  to  an  existing  telephone 
exchange  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  en¬ 
croaches  on  the  required  side  and  rear  yards  and 
inner  and  outer  courts  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 380  Convent  Avenue  and 
451-461  West  146th  Street,  northwest  corner,  Block 
2061,  Lot  14,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  28,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  28,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 

35-60-SA 

APPLICANT — H.  M.  Miller  Sales  Company  for  Mission 
Valve  &  Pump  Co.,  owner  —  check  valve. 


374-64-SM 

APPLICANT — Ellis  Manufacturing  Company,  Inc., 
owner  —  clamp  to  hold  one  vertical  shore  above  an¬ 
other  vertical  shore. 
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392-64-SM 

APPLICANT — Wood  Conversion  Co.,  owner  —  com¬ 
ponent  part  of  a  one-hour  fire  resisitive  floor/ceiling 
construction. 


694-64-SM 

APPLICANT — Marino  Lathing  Supply  Company,  Inc., 
owner  —  one-hour  fire  resistive  non-load  bearing  parti¬ 
tion. 


867-64-SA 

APPLICANT — Gilbert  &  Barker  Mfg.  Company,  owner 
—  motor  fuel  dispensers  at  service  stations  and  garages. 


881-64-SA 

APPLICANT — Gilbert  &  Barker  Mfg.  Company,  owner 
—  conversion  type  oil  burners. 


1120-64-SA 

APPLICANT — Hofman  Laboratories,  owner  —  to  store 
liquified  oxygen,  nitrogen  or  argon  and  to  supply  gas 
under  pressure  to  piping  system. 


1265-64-SA 

APPLICANT — The  Sunray  Stove  Co.,  owner  —  domes¬ 
tic  double  oven  gas  range. 


3-65-SM 

APPLICANT— Harte  and  Company,  Inc.,  Owner  — 
veneer  covering  when  placed  on  incombustible  backing. 


30-6S-SA 

APPLICANT — K.  G.  Hul  for  Peerless  Mfg.  Division, 
Dover  Corp.,  owner  —  vented  gas-fired  sealed  com¬ 
bustion  space  heater. 


93-65-SA 

APPLICANT — Stewart-Warner  Corp.,  Heating  &  Air 
Conditioning  Division,  owner  —  conversion  type  oil 
burners. 


140-65-SM 

APPLICANT  The  New  Britain  Division  of  the  Em- 
hart  Corp.,  owner  —  electro-magnetic  door  holder. 


480-65-SM 

APPLICANT — Universal  Builders  Supply  Company, 
Inc.,  owner  —  plastic  tip  on  bar  supports  to  prevent 
rust  spots  in  concrete. 


536-65-SA 

APPLICANT — M.  Kweller  for  Marvel  Manufacturing 
Co.,  owner  —  non-coin  operated  dry  cleaning  machine. 


1697-61-A 

APPLICANT — William  S.  Shary  for  Jules  Greene, 
owner. 


SUBJECT— Application  October  18,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 16  Greene  Street,  east  side, 
178  feet,  6V2  inches  north  of  Canal  Street,  Block  230, 
Lot  15,  Borough  of  Manhattan. 


971-64-A 

APPLICANT — Chemical  Specialties  Manufacturers  As¬ 
sociation,  Incorporated,  owner. 

SUBJECT — Application  September  28,  1964  —  Review 
of  Decision  of  Fire  Commissioner  re-  Packaging  and 
transportation  of  Ethylene  Glycol  Base  Anti-Freeze 
in  New  York  City  (Caps  not  in  accordance  with  Adm. 
Code  Requirements.) 


514-64-A 

APPLICANT — Daub  and  Daub  for  United  Export 
Clothing  Company,  Inc.,  owner. 

SUBJECT — Application  May  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 109-111  Leonard  Street,  2-3 
Benson  Street,  northeast  corner,  Block  171,  Lot  31, 
Borough  of  Manhattan. 


884-64-A 

APPLICANT — Ralph  L.  Winston,  Incorporated,  lessee, 
Stanley  Gertz,  et  al,  as  Trustees  c/o  Streg,  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  August  26,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 87-32  to  87-84  166th  Street, 
165-09  88th  Avenue,  northwest  corner,  Block  9816, 
Lot  49  (Sec.  43)  Jamaica,  Borough  of  Queens. 


932-64-A 

APPLICANT — Robert  F.  Rosborne,  for  Barney  Zirlin, 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and 
Finishing  Corporation,  lessee. 

SUBJECT — Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 111  Third  Street,  north 
side,  40  feet  west  of  Bond  Street,  Block  441,  Borough 
of  Brooklyn. 


941-64-A 

APPLICANT — Haus  and  Bresin  for  Saul  Krasne,  own¬ 
er;  Clarmon  Supermarkets,  Incorporated,  lessee. 

SUBJECT — Application  September  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1362-1364  Nostrand  Avenue, 
west  side,  224  feet  6V2  inches  north  of  Linden  Boule¬ 
vard,  Block  5085,  Lot  61,  Borough  of  Brooklyn. 


946-64-A 

APPLICANT — Air  Reduction  Company,  Incorporated. 
SUBJECT — Application  September  21,  1964  —  Trans- 
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portation  of  Gas  (Liquid  Nitrogen)  under  pressure  in 
New  York  City  contrary  to  Fire  Directive  and  Adm. 
Code. 


964-64-A 

APPLICANT — I  fill  and  Johnson  for  Andrew  Freedman 
Home,  Incorporated,  owner. 

SUBJECT — Application  September  16,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 1125  Grand  Concourse,  west 
side,  from  West  166th  Street  to  McClellan  Street, 
Block  2472,  Lot  34,  Borough  of  The  Bronx. 


233-65-A 

APPLICANT — Albert  Melniker  for  Richard  Ekstrand, 
owner. 

SUBJECT — Application  March  4,  1965  —  Filed  pursu¬ 
ant  to  Section  36  Art  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED — 214  Brehaut  Avenue,  west 
side,  189.49  feet  south  of  Craig  Avenue,  Block  8041, 
Lot  75,  Tottenville,  Borough  of  Richmond. 


746-65-A 

APPLICANT — Leonard  F.  Rothkrug  for  Morton  S. 
Rosenfeld,  owner. 

SUBJECT — Application  July  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  stairs 
and  enclosure. 

PREMISES  AFFECTED  —  1011  Madison  Avenue, 
northeast  corner  of  East  78th  Street,  Block  1393,  Lot 
23,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  5,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  October  5,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters : 

1201-64-BZ 

APPLICANT — •Dominick  Salvati  and  Son  for  Robert  S. 
Kahn,  owner. 

SUBJECT — Application  December  4,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district  the 
enlargement  in  area  of  an  existing  supermarket  parking 
area  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 2726-2730  Snyder  Avenue, 
south  side,  205  feet  east  of  Rogers  Avenue,  Block  5111, 
Lot  18,  Borough  of  Brooklyn. 


598-65-BZ 

APPLICANT — Victor  G.  Madonia  for  Octavio  Cabanas, 
owner. 

SUBJECT — Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  story  one  family  dwelling  that  has 
less  than  the  required  lot  area  and  lot  width  and  en¬ 
croaches  on  the  required  side  yards. 


PREMISES  AFFECTED— 47-12  Union  Street,  west 
side,  95  feet  south  of  Laburnum  Avenue,  Block  5216, 
Lot  11,  Flushing,  Borough  of  Queens. 


695-65-BZ 

APPLICANT— Maxfield  Blaufeux  and  Heywood  Blau- 
feux  for  Saxony  Hall  Incorporated,  owner. 

SUBJECT — Application  June  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R5  district,  in  existing 
multiple  dwelling,  the  change  in  use  of  the  doctors  of¬ 
fices  to  apartments  that  encroaches  on  the  required 
distance  between  windows  and  increases  the  degree  of 
non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 87-01  to  87-27  (87-15  offi¬ 
cial)  165th  Street,  165-02  to  165-12  Highland  Avenue, 
southeast  corner,  Block  9837,  Lot  44,  Jamaica,  Borough 
of  Queens. 


696-65-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blau¬ 
feux  for  Saxony  Hall  Incorporated,  owner. 

SUBJECT — Application  June  16,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  subd  6a  of  the  Multiple  Dwelling 
Law  re-  basement  apartments,  yards,  and  Section  60 
of  the  Multiple  Dwelling  law  re-  outdoor  parking. 

PREMISES  AFFECTED— 87-01  to  87-27  (87-15  official) 
165th  Street,  165-02  to  165-12  Highland  Avenue,  south¬ 
east  corner,  Block  9837, Lot  44,  Jamaica,  Borough  of 
Queens. 


805-65-BZ 

APPLICANT — Stanley  H.  Klein  for  Jos.  E.  McMahon, 
Beata  M.  an  dChas.  M.  Furnier,  owners. 

SUBJECT — Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 69-33  110th  Street,  east  side, 
50  feet  south  of  69th  Road,  Block  2230,  Lot  6,  Forest 
Hills,  Borough  of  Queens. 


806-65-BZ 

APPLICANT — Stanley  H.  Klein  for  Jos  E.  McMahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT — Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 1 10-06  69th  Road,  south¬ 
east  corner  of  110th  Street,  Block  2230,  Lot  7,  Forest 
Hills,  Borough  of  Queens. 


850-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  53rd  and  7th 
Corporation,  owner. 

SUBJECT — Application  August  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  &  Section  666  (  7)  of  the  N.Y.C. 
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Charter,  to  permit  in  a  C6-6  district,  the  erection  of  a 
thirty-seven  story  mixed  building  that  has  less  than  the 
required  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  tower  setback. 

PREMISES  AFFECTED— 821-827  7th  Avenue  and  159- 
167  West  53rd  Street,  northeast  corner,  and  156-158 
West  54th  Street,  Block  1006,  Lot  1,  Borough  of  Man¬ 
hattan. 


857-65-BZ 

APPLICANT — Albert  Melniker  for  First  National  City 
Bank,  owner. 

SUBJECT — Application  August  6,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  enlargement  of  an  accessory  parking 
facility  for  a  bank  presently  under  construction  extend¬ 
ing  into  the  R3-2  district. 

PREMISES  AFFECTED  — 1492  Hylan  Boulevard, 
southeast  corner  of  Benton  Avenue,  Block  3358,  Lot  10, 
Dongan  Hills,  Borough  of  Richmond. 


349-49-BZ 

APPLICANT — A.  H.  Salkowitz  for  Morris  Caine, 
owner. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  13,  1964  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  a  gasoline 
servce  and  oil  selling  station,  sales  room,  lubritorium, 
auto  laundry  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTER — 58-02  Queens  Boulevard  and 
46-03  58th  Street,  southeast  corner,  Block  2313,  Parts 
of  Lots  9,  13  and  27,  Woodside,  Borough  of  Queens. 


725-24-BZ — Vol.  IV 

APPLICANT — Max  Siegel  Associates  for  George  Lax, 
Executor. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
January  10,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7e  and  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  offices,  warehousing  and  distribu¬ 
tion  of  photographic  products  and  its  incidental  pro¬ 
cessing  and  packaging. 

PREMISES  AFFECTED— 321-343  West  54th  Street, 
north  side,  275  feet  east  of  9th  Avenue,  Block  1045,  Lots 
12  and  15,  Borough  of  Manhattan. 


642-54-BZ 

APPLICANT — Frederick  A.  Ketcher  for  the  Chevron 
Oil  Company,  owner. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the'  Zoning  Resolution,  permitting  in  a  business 
use  district  the  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  storage  and  sale  of  accessories  and 
office. 

PREMISES  AFFECTED — 130-15  14th  Avenue  and  13- 


32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  5,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  October  5,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

315-62-A 

APPLICANT — Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 

SUBJECT — Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


1541-61-A— Vol.  II 

APPLICANT — Richard  Rethy  for  119  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  as  Volume 
II  Appeal  from  an  order  of  the  Fire  Commissioner 
re-  Spirnkler  System. 

PREMISES  AFFECTED — 119  Bowery,  east  side,  100 
feet  2  inches  south  of  Grand  Street,  Block  304,  Lot  13, 
Borough  of  Manhattan. 


572-64-A 

APPLICANT — W.  T.  Brennen  for  One  Nassau  Realty 
Corporation,  owner. 

SUBJECT — Application  May  21,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
carbon  dioxide  liquifier  tank. 

PREMISES  AFFECTED — 1  Nassau  Avenue,  north  side, 
entire  block  bounded  by  Banker  Street,  North  15th 
Street,  Wythe  Avenue,  and  North  14th  Street,  Block 
2639,  Lot  7,  Borough  of  Brooklyn. 


949-64-A 

APPLICANT  —  H.  E.  Horwood  for  Gerdbeth  Realty 
Company,  owner. 

SUBJECT — Applicaiton  September  22,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 511  West  20th  Street,  north 
side,  150  feet  west  of  10th  Avenue,  Block  692,  Lot  27, 
Borough  of  Manhattan. 


957-64- A 

APPLICANT — 1105  Bowling  Corporation  d/b/a/  Elm¬ 
wood  Lanes  for  100  Elmwood  Realty  Corporation, 
owner. 

SUBJECT — Application  September  22,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1105  McDonald  Avenue, 
west  side,  140  feet  north  of  Elmwood  Avenue,  Block 
6504,  Lot  1,  Borough  of  Brooklyn. 
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959-64-A 

APPLICANT — Harry  Soled  for  Yeshiva  Torah  Vadath, 
owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PEMISES  AFFECTE— 206-210  Wilson  Street,  south 
side,  115  feet,  1  inch  west  of  Division  Avenue,  Block 
2183,  Lot  21,  Borough  of  Brooklyn. 


960-64-A 

APPLICANT — Benjamin  Gordon,  owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-sprinkler  system. 

PREMISES  AFFECTED— 14  West  23rd  Street,  south 
side,  133.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot 
47,  Borough  of  Manhattan. 


982-64-A 

APPLICANT — Daniel  Ash  for  Est.  of  Silvia  Richland, 
owner;  Lynwood  Nursing  Home,  lessee. 

SUBJECT — Application  September  25,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 306  West  102nd  Street,  south 
side,  125  feet  west  of  West  End  Avenue,  Block  1889, 
Lot  64,  Borough  of  Manhattan. 


966-64-A 

APPLICANT — Far  Rockaway  Nursing  Home  for  Alfred 
R.  Satin,  owner. 

SUBJECT — Application  September  25,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  Install  fireproof,  self-closing  double  swinging  doors, 
interior  fire  alarm. 

PREMISES  AFFECTED— 13-11  Virginia  Street,  north¬ 
west  corner  of  Far  Rockaway  Boulevard,  Block  13,  Lot 
1,  Far  Rockaway,  Borough  of  Queens. 


977-64-A 

APPLICANT — Herman  E.  Horwood  for  Harborside  All 
Transport  and  Warehouse  Corporation,  owner. 
SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 553-557  West  33rd  Street, 
north  side,  63  feet  east  of  11th  Avenue,  Block  705,  Lot 
5,  Borough  of  Manhattan. 


1027-64-A 

APPLICANT— Daub1  and  Daub  for  Romash  Realty 
Corporation,  owner. 

SUBJECT — Application  October  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 130  East  7th  Street,  and  109 
Avenue  A,  southwest  corner,  Block  434,  Lot  29,  Bor¬ 
ough  of  Manhattan. 


1071-64-A 

APPLICANT — Samuel  Cohen  for  Joseph  Spector, 
owner. 

SUBJECT — Application  October  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 35  West  21st  Street,  north 
side,  373  feet,  9*/2  inches,  east  of  Avenue  of  the 
Americas,  Block  823,  Lot  19,  Borough  of  Manhattan. 


690-65-A 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Regina  S.  Kearns,  owner;  Barney’s  Clothes,  In¬ 
corporated. 

SUBJECT — Application  June  15,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  change  in  use  —  commercial. 

PREMISES  AFFECTED— 113-115  Seventh  Avenue, 
156-160  West  17th  Street,  southeast  corner,  Block  792, 
Lot  70,  Borough  of  Manhattan. 


724-65-A 

APPLICANT — Abraham  I.  Kirschenbaum  for  Peter 
Forrest,  owner;  Take  Three  Enterprises,  Incorporated, 

lessee. 

SUBJECT — Application  June  22,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 149  Bleecker  Street,  north 
side,  57.2  feet  east  of  Thompson  Street,  Block  537,  Lot 
36,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


CORRECTIONS 


^CORRECTION 

In  the  Borough  Superintendent's  decision  portion 
of  the  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  May  4,  1965,  as  they  appeared  in 
Bulletin  No.  19,  Vol.  50,  are  hereby  corrected  to  read  as 
follows: 

780-49-BZ— Vol.  1 

APPLICANT — Crinnion  and  Crinnion  for  Onofrio  R. 
and  Michael  Civitano,  owners. 


SUBJECT — Application  reopened  April  6,  1965 — for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  local  retail 
use,  E  area  district  a  gasoline  service  station,  lubritorum 
and  auto  laundry. 

PREMISES  AFFECTED— 1896  Bruckner  Boulevard, 
southwest  corner  of  White  Plains  Road,  Block  3671, 
Lots  50  and  60,  Borough  of  The  Bronx. 
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CORRECTIONS 


APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  .  4 

Negative:  Commissioner  Fox  . . .  1 


THE  RESOLUTION— 

Whereas,  on  March  28,  1950,  this  application  (Vol.  I) 
was  granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  this  application  was  reopened  on  April  6,  1965 
and  set  for  hearing  on  May  4,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  4,  1965,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  27,  1965,  acting  on  Alt.  Applic.  No.  889/1949, 
reads : 


Proposed  extension  of  term  of  variance  for  use  granted 
under  B.S.  &  A.  Cal.  Number  780/49  BZ,  for  gasoline 
service  station,  lubritorium  &  auto  laundry  in  an  R-6 
district  beyond  March  28,  1965  is  contrary  to  B.S.  &  A. 
Cal.  ff 780/49  BZ  (C.  of  O.  8959-51 )  and  must  be  re¬ 
ferred  to  the  Board  for  its  approval  under  Section  11- 
411  Z.R.” 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  28,  1950  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 


granted  for  a  term  of  ten  (10)  years  from  the  date 
of  this  resolution ;  except  that  this  variance  shall  term¬ 
inate  when  the  City  authorizes  the  acquisition  of  this 
property  for  highway  purposes ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  an  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 

*  The  decision  of  the  Borough  Superintendent  is  corrected 
to  read  as  shown  above  in  italics. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  June  22,  1965,  as  they  ap¬ 
peared  in  Bulletin  26,  Vol.  50,  are  hereby  corrected  to  read 
as  fololws : 

2631- BZY— Vol.  II 

ACTION  OF  BOARD1 — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 

Negative:  _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board 
under  Section  11-324  in  accordance  with  previous  decisions 
of  the  Courts ;  and 

Whereas,  the  Board  found  that  the  applicant  satisfied  the 
requirements  of  Section  11-322  on  or  before  December  15, 


1963,  and  that  the  building  is  now  enclosed  and  is  nearly 
completed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324,  an  additional  exten¬ 
sion  of  time  to  complete  construction  to  December  15,  1965. 

*  Correction  —  The  Calendar  Number  is  hereby  corrected 
from  2613  to  2631. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  June  22,  1965,  as  they 
appeared  in  Bulletin  No.  26,  Vol.  50,  are  hereby  corrected 
to  read  as  follows: 

5-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Arcade  Parking 
Terminal  Incorporated,  owner. 

SUBJECT — Application  December  30,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution  and  Section  666  (7)  of  N.Y.C.  Charter 
to  permit  in  a  C6-4  district,  the  enlargement  to  an  existing 
parking  lot  previously  granted  by  the  Board  by  the  in¬ 
stallation  of  a  parking  appliance. 

PREMISES  AFFECTED^— 1240-1254  Broadway,  43-49 
West  31st  Street,  42-52  West  32nd  Street,  entire  block, 
Block  833,  Lots  11,  15,  17,  67,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel,  Sam  Feinerman  and  Robert 
T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  _  5 

Negative  _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1965,  acting  an  Alt.  Applic.  1864/1964,  reads: 
“Obj.  3  Revised.  Proposal  to  change  the  use  of  public  park¬ 
ing  lot  (as  approved  under  C.  O.  60646  B.  S. 
&  A.  Cal.  831-48-BZ )  to  public  parking  lot 
and  Parkmore  Parking  Appliance  and  with 
parking  of  cars  on  the  upper  level  is  con¬ 
trary  to  Sec.  32-17,  73-49,  and  74-52  of  the 
Zoning  Resolution  and  B.  S.  &  A.  Cal.  No. 
831-48-BZ 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  11-412  of  the  Zoning  Resolution,  for 
a  term  of  ten  years,  to  permit  in  a  C6-4  district,  the  enlarge¬ 
ment  to  an  existing  parking  lot  previously  granted  by  the 
Board  by  the  installation  of  a  parking  appliance,  on  condition 
that  the  work  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  December  30,  1964”,  4  sheets; 
that  all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with ;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 

*  Correction :  Under  decision  of  the  Borough  Superintend¬ 
ent  a  revised  decision  has  been  printed  above  to  correct. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth ,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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Edwin  W.  Kleinert,  Vice  Chairman 
Hugh  P.  Fox 
Samuel  L.  Beckeh 
Joseph  B.  Klein 


library 


Commissioners. 


COURT  DECISION. 


William  A.  Nolan,  Director 
Solomon  Sheer,  Deputy  Director 


Matter  of  212-26  Realty  Co.,  Inc.  vs.  Foley: — On  December  8, 
1964  the  Board  granted  the  application  of  the  Borough  Super¬ 
intendent  to  revoke  the  Certificate  of  Occupancy  Q158104  dated 
September  24,  1964  issued  in  error;  Calendar  Number  1031-64-A ; 
Premises  212-12  26th  Avenue,  southeast  corner  of  212th  Street, 
Block  5999,  Lot  20,  Bayside,  Borough  of  Queens. 


James  P.  Mulroy,  Secretary 


At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Conroy 
rendered  the  following  decision : 


John  B.  Cincotta,  Chief  Clerk 


“This  is  a  proceeding  pursuant  to  section  668e-1.0  of  the  Ad¬ 
ministrative  Code  of  the  City  of  New  York  and  article  78  of 
the  CPLR  to  review  and  annul  a  determination  of  the  Board 
of  Standards  and  Appeals  which,  upon  application  of  the 
Borough  Superintendent  of  the  Department  of  Buildings  for 
the  Borough  of  Queens,  revoked  a  certificate  of  occupancy  .  .  .  . 
Accordingly  respondents’  cross-motion  is  granted  and  the  pe- 
tion  is  dismissed.  Petitioner’s  cross-motion  is  denied. 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Submit  judgment.” 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  September  7,  1965 

Cal.  No.  Dept.  Premises  Affected 

903-65-A — F.D. — 195-201  East  4th  Street,  north  side, 
124.10  feet  east  of  Avenue  A,  Block  400,  Lots  57,  58,  59, 
60,  Borough  of  Manhattan,  F.D.  Order  3353-3  re  Sprink¬ 
ler  System. 


904-65-BZ — B.B. — 973  New  Jersey  Avenue,  east  side,  27 
feet  2  inches  north  of  Wortman  Avenue,  Block  4370,  Lot 
39,  Borough  of  Brooklyn,  Alt.  No.  1048-65  re  Junk  yard, 
Sections  52-74,  22-10  and  11-111  Zoning  Resolution.  ' 


905-65-A — B.Bx — 69  Sound  View  Avenue,  south  side, 
217.6  feet  east  of  Pugsley  Avenue,  Block  3436,  Lot  44, 
Borough  of  The  Bronx,  Alt.  No.  227-65  re  Extension 
of  subject  building,  rear  yard,  side  yard,  decrease  size 
of  lot,  etc.  Sections  23-47  and  23-464  Zoning  Resolution 
and  Sections  C26-254.0  and  C26-248.0  Administrative 
Code. 


906-65-A — F.D. — 355  Bushwick  Avenue,  east  side,  50 
feet  south  of  Siegel  Street,  Block  3100,  Lot  8,  Borough 
of  Brooklyn,  F.D.  Order  2907-3  re  Carbon  Dioxivle 
System. 


907-65-BZ — B.B. — 3052-3078  West  21st  Street,  northwest 
corner  of  Reigelman  Boardwalk,  Block  7071,  Lot  130, 
Borough  of  Brooklyn,  Alt.  No.  741-65  re  Basement 
storage,  factory  storage  and  offices,  Sections  32-10,  52- 
22  and  52-40  Zoning  Resolution. 


908-65-A — B.B. — 3052-3078  West  21st  Street,  northwest 
corner  of  Reigelman  Boardwalk,  Block  7071,  Lot  130 
Borough  of  Brooklyn,  Alt.  No.  741-65  re  Egress,  manu¬ 
facturing  area  excessive,  enclose  conveyors,  Section 
270  Labor  Law. 


909-65-A — B.M. — 31-37  Nassau  Street,  77-83  Cedar  Street, 
120-146  Broadway  and  56-70  Liberty  Street,  Entire 
Block,  Block  48,  Lot  1,  Borough  of  Manhattan,  N.B. 
79-64  re  Bank  space  opening,  into  exit  passageway  from 
elevators  to  street,  C26-289.0  Administrative  Code. 


910-65-BZ — B.B. — 1506-1516  Myrtle  Avenue  and  1517- 
1519  Gates  Avenue,  southeast  corner,  Block  3336,  Lot  10, 

Borough  of  Brooklyn,  Alt.  No.  1516-65  re  Automobile 
Laundry,  Boiler  room,  etc.,  Sections  32-20  and  52-36 
Zoning  Resolution. 


911-65-A — F.D. — 863  Third  Avenue,  east  side,  55  feet 
5  inches  north  of  52nd  Street,  Block  1326,  Lot  3,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  2979-5  re  Sprinkler 
System. 


912-65-SA — Automatic  Fire  Alarm  Company,  TR  612 
Transmitter,  for  fire  Alarm  use,  Manufactured  by  Auto¬ 
matic  Fire  Alarm  Company,  Appliance. 


913-65-A — F.D. — 328-338  Fulton  Street  and  211  Mon¬ 
tague  Street,  northwest  corner,  and  162  Pierrepont 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn,  re  De¬ 
cision  of  the  Fire  Commissioner,  re  Sprinkler  System. 


Restored  to  Docket 

1066-61-A — Vol.  II — F.D. — 111  Reade  Street,  south  side, 
24.9  feet  east  of  West  Broadway,  Block  145,  Lot  16, 
Borough  of  Manhattan,  F.D.  Order  6636-4,  reopened  for 
consideration  as  to  sprinkler  system. 


730-58-BZ — B.B. — 2375-2385  Cropsey  Avenue  and  8846- 
8858  24th  Avenue,  northwest  corner,  Block  6890,  Lot  1, 
Borough  of  Brooklyn,  Alt.  1279-57,  reopened  for  con¬ 
siderations  to  extension  of  time,  re-  gasoline  service  sta¬ 
tion,  lubritorium  minor  auto  repairs,  car  wash,  storage, 
office  and  sales,  parking  and  storage  of  motor  vehicles, 
residence  use  district. 


709-54-BZ — B.Q. — 65-14  to  65-28  (65-20  official)  Cooper 
Avenue  and  77-02  to  77-14  Cypress  Hills  Street,  south¬ 
west  corner,  Block  3722,  Lot  9,  Glendale,  Borough  of 
Queens,  N.B.  2934-54  reopened  for  consideration  as  to 
extension  of  term  of  variance,  re-  parking  and  storage 
of  motor  vehicles  only  in  conjunction  to  existing  gaso¬ 
line  service  station,  business  use  district. 


74-60-BZ — B.Bx. — 1514  Sedgwick  Avenue,  east  side, 
1387.52  south  of  West  176th  Street,  Block  2880,  Lots  9, 
10,  12,  13  and  15,  Borough  of  The  Bronx,  Alt.  1080-59, 
reopened  for  consideration  as  to  extension  of  term  of 
variance,  re-  storage  of  more  than  5  motor  vehicles, 
residence  use  district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 
Cutting  .  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of.  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . . .  Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . .  December  16,  1964 

Dry  Cleaning  Establishments  Rules 
Covering  .  December  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  .  July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952— Vol.  77,  No.  11A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964 — Vol.  49,  No.  63 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Feb.  4,  1965 — Vol.  50,  No.  5 

Hatchways  Protection  .  June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1,  1965 — Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960 

Procedure,  Rules  of  . Jan.  14,  1965 — Vol.  60,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  ...  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963 — VoL  48,  No.  18 
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Sprinkler,  Rules  .  June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  Q. — Department  of  Buildings;  B.B. — Depart 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department 


SEPTEMBER  21,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  21,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 

338-65-BZ 

APPLICANT — Rene  C.  Brugnoni  for  Columbia  Gram¬ 
mar  School,  owner. 

SUBJECT — Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21,  73- 
63  and  73-641  of  the  Zoning  Resolution,  to  permit  in  a 
R7-2  district,  the  reconstruction  of  a  private  school 
that  encroaches  on  the  required  rear  yard  and  rear 
yard  equivalent  and  exceeds  the  permitted  lot  cover¬ 
age. 

PREMISES  AFFECTED— 5  West  93rd  Street,  north 
side,  173  feet  4 Vi  inches  west  of  Central  Park  West, 
20-28  West  94th  Street,  Block  1207,  Lots  23,  40,  41, 
141,  42,  142,  Borough  of  Manhattan. 


472-65-BZ 

APPLICANT — Israel  F.  Vogel  for  Marchi  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  27,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-63  of 
the  Zoning  Resolution,  to  permit  in  a  R8  district,  in 
an  existing  four  story  and  basement  building,  the  erec¬ 
tion  of  a  one  store  enlargement  to  the  restaurant  in 
the  basement. 

PREMISES  AFFECTED— 247  East  31st  Street,  north- 
side,  100  feet  west  of  2nd  Avenue,  Block  912,  Lot  26, 
Borough  of  Manhattan. 


532-65-BZ 

APPLICANT — Daub  and  Daub  for  Sophie  Piacente, 
owner. 

SUBJECT — Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-4  district,  in  an 
existing  three  story  building,  the  erection  of  second 
floor  enlargement  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 285  East  149th  Street,  north 
side,  70.25  feet  east  of  Morris  Avenue,  Block  2331,  Lot 
71,  Borough  of  The  Bronx. 


549-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Abe  Gold¬ 
berg,  owner. 

SUBJECT — Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the  con¬ 
struction  and  maintenance  of  a  non-transient  parking 
lot. 


PREMISES  AFFECTED— 188  St.  George  Crescent, 
north  side,  152.53  feet  west  of  East  206th  Street,  Block 
3313,  Lot  12,  Borough  of  The  Bronx. 


602-65-BZ 

APPLICANT — Millard  Bresin  for  General  Export 
Clothing  Corporation,  owner. 

SUBJECT — Application  May  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story 
building  used  for  the  baling  and  storage  of  clothing 
with  loading  and  unloading. 

PREMISES  AFFECTED— 393-409  Lexington  Avenue, 
north  side,  225  feet  west  of  Tompkins  Avenue,  Block 
1799,  Lots  55,  60,  61,  63,  Borough  of  Brooklyn. 


748-65-BZ 

APPLICANT — Andrew  Tsarsis  for  Concetta  Petriollo, 
owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erec¬ 
tion  of  a  two  family  dwelling  that  exceeds  the  permit¬ 
ted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 95-99  27th  Avenue,  south¬ 
east  corner  of  Bath  Avenue,  Block  6900,  Lot  34,  Bor¬ 
ough  of  Brooklyn. 


773-48-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Nicholas  R.  Imperiale,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
November  28,  1965 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7£,  7i,  7e  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  retail  use  district,  the  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry,  sale  of  auto  accessories,  office  and  motor 
vehicle  repair  shop,  with  parking  and  storage  of  more 
than  five  motor  vehicles  in  the  open  area  and  with 
curb  cuts  more  than  permitted  distance  from  the  inter¬ 
sections. 

PREMISES  AFFECTED— 162-15  Rockaway  Boulevard 
and  165-01  to  165-13  145th  Drive,  northeast  corner. 
Block  13281,  Lot  1,  Jamaica,  Borough  of  Queens. 


779-54-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Tremarco  Corporation,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  29,  1965 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  fn  a  residence 
use  district,  a  gasoline  service  station,  lubritorium,  auto 
laundry,  motor  vehicle  repairs  and  office,  and  parking 
of  motor  vehicles. 

PREMISES  AFFECTED— 102-02  —  102-24  Flatlands 
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Avenue,  east  side  of  Flatlands  Avenue  from  East  102nd 
Street  to  East  103rd  Street,  Block  8210,  Lot  37,  Bor¬ 
ough  of  Brooklyn. 


332-33-BZ 

APPLICANT — Isidore  Cohen  for  S.M.B.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district  a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 14  West  66th  Street,  south 
side,  225  feet  west  of  Central  Park  West,  Block  1118, 
Lot  42,  Borough  of  Manhattan. 


30-48-BZ — V  ols.  1  and  11 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7c, 
7i  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  maintenance  of 
a  gasoline  service  station,  boiler  room,  lubritorium,  auto 
laundry,  motor  vehicle  repair  shop,  sale  of  accessories, 
office  and  parking  and  storage  of  more  then  five  motor 
vehicles  and  with  curb  cuts  more  than  the  permitted 
distance  from  the  intersection  and  amendment,  re-wall. 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue 
and  109-131  Sullivan  Place,  northeast  corner,  Block 
1304,  Lot  1,  Borough  of  Brooklyn. 


539-65-BZ 

APPLICANT — Paul  F.  Pellicoro  for  Lowell  Harwood, 
owner;  Diriro,  Inc.,  lessee. 

SUBJECT— Application  May  11,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  (7)  of  the 
New  York  City  Charter,  to  permit  in  a  C2-1  and 
R8  district,  the  erection  of  a  seventeen  story  enlarge¬ 
ment  to  an  existing  seventeen  story  office  and  show¬ 
room  building  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  rear  yard  with  a 
public  garage. 

PREMISES  AFFECTED— 971-979  Third  Avenue, 
northeast  corner  of  58th  Street,  206-216  East  59th 
Street,  Block  1332,  Lots  1,  3,  4,  5,  7,  8,  9,  40,  41,  42, 
43  and  45,  Borough  of  Manhattan. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  21,  1965,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  September  21,  1965,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following  ap¬ 
plications  for  extension  of  time  to  permit  the  completion 
of  construction,  filed  pursuant  to  Section  11-324. 

4021-BZY — Vol.  II— B.B.— 848-876  East  43rd  Street  — 
N.B.  4305-61  —  accepted  under  Section  11-324  of  the 
Zoning  Resolution  in  accordance  with  previous  decisions 
of  the  courts. 


4184-BZY— Vol.  II— B.B.— 2279-2283  East  69th  Street— 
N.B.  4507-61  —  Reopened  by  order  of  the  Supreme  Court. 

MAX  FOLEY,  Chairman 


SEPTEMBER  21,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  21,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol¬ 
lowing  matters : 

575-62-A— Vol.  II 

APPLICANT — Robert  Parvin,  owner. 

SUBJECT — Application  reopened  May  25,  1965  as  Vol¬ 
ume  II — Appeal  from  an  order  of  the  Fire  Commis¬ 
sioner,  re  Sprinkler  system. 

PREMISES  AFFECTED— 5005-5007  5th  Avenue,  east 
side,  50  feet,  2  inches,  south  of  50th  Street,  Block  792, 
Lot  5,  Borough  of  Brooklyn. 


578-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lor¬ 
raine  Lighting  Prod.,  owners. 

SUBJECT — Application  May  27,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 8772-8794  18th  Avenue, 
1760-1772  Bath  Avenue,  southwest  corner,  Block  6435, 
Lots  36,  38,  40  and  43,  Borough  of  Brooklyn. 


615-64-A 

APPLICANT — Larry  Meltzer  for  Livonia-Georgia  Real¬ 
ty  Company,  Incorporated,  owner. 

SUBJECT — Application  June  5,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 561-575  Livoni  aAvenue, 
478-488  Georgia  Avenue,  northwest  corner,  Block 
3803,  Lot  46,  Borough  of  Brooklyn. 


658-64-A 

APPLICANT — Leonard  F.  Rothkrug  for  H.  J.  Mills, 
Inc.,  owner. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re  use  of 
frame  building  for  manufacturing. 

PREMISES  AFFECTED — 919  Wyckoff  Avenue,  north¬ 
east  corner  of  Weirfield  Street,  Block  3549,  Lot  1, 
Ridgewood,  Borough  of  Queens. 


691-64-A 

APPLICANT — A.  L.  Seiden  for  Greendale  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  26,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Combmissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 494  Broadway,  east  side, 
63  feet  1  inch  north  of  Broome  Street,  Block  483,  Lot 
3,  Borough  of  Manhattan. 


702-64-A 

APPLICANT — Larry  Meltzer  for  Sidney  Lichter,  Trus- 
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tee,  owner;  Supreme  Shortening  and  Oil  Corporation, 
lessee. 

SUBJECT — Application  June  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 51-02  to  51-10  27th  Street, 
25-50  to  25-60  51st  Avenue,  southwest  corner,  Block 
109,  Lot  26,  Long  Island  City,  Borough  of  Queens. 


703-64-A 

APPLICANT — A.  H.  Salkowitz  for  Irving  Warfield, 
Etal  DBA  Flatlands  Shoppers  Mart  Company,  owner. 

SUBJECT — Application  June  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 913-957  East  108th  Street, 
north  side,  89.51  feet  east  of  Flatlands  Avenue,  Block 
8235,  Lot  342,  Borough  of  Brooklyn. 


721-64-A 

APPLICANT — Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner;  Alexander’s  Department  Stores, 
Incorporated,  lessee. 

SUBJECT — Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2235  Webster  Avenue, 

southwest  corner  of  East  182nd  Street,  Block  3143, 
Lot  65,  Borough  of  The  Bronx. 


757-64-A 

APPLICANT — Stuart  Furman  for  Ideal  Management 
Corporation,  owner. 

SUBJECT — Application  July  15,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 3781-3799  Broadway,  west 
side,  from  157th  Street  to  158th  Street,  Block  2134, 
Lot  180,  Borough  of  Manhattan. 


549-64-A 

APPLICANT — Martin  Paint  Stores,  Incorporated,  own¬ 
er. 

SUBJECT — Application  May  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 153-22  153-24  Jamaica  Ave¬ 
nue,  south  side,  349.23  feet  east  of  152nd  Street,  Block 
8423,  Lot  19,  Jamaica,  Borough  of  Queens. 


821-64-A 

APPLICANT — Daub  and  Daub  for  40th  Associates  In¬ 
corporated  c/o  Mills  and  Company  Real  Estate  In¬ 
corporated,  owner. 

SUBJECT — Application  July  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness. 

PREMISES  AFFECTED — 250  West  40th  Street,  south 
side,  272.6  feet  east  of  Eighth  Avenue,  Block  789,  Lot 
68  and  69,  Borough  of  Manhattan. 


831-64-A 

APPLICANT — Irwin  Emerman  for  the  Fairfield  In¬ 
vestors,  owners;  Riverdale  Nursing  Home,  lessee. 

SUBJECT — Application  August  5,  1964  —  Appeal  from 
2  orders  of  the  Fire  Commissioner,  re  sprinkler  sys¬ 
tem  and  double  swinging  fireproof  corridor  doors. 

PREMISES  AFFECTED— 641  West  230th  Street, 
northwest  corner  of  Fairfield  Avenue,  Block  5737  (for¬ 
merly  3408),  Lot  40,  Borough  of  The  Bronx. 


839-64-A 

APPLICANT — Irwin  Emerman  for  22  Beekman  House, 
Inc.  owner;  College  Nursing  Home,  lessee. 

SUBJECT — Application  filed  August  7,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 119-15  27th  Avenue,  north¬ 
east  corner  of  119th  Street,  Block  4291,  Lot  20,  Col¬ 
lege  Point,  Borough  of  Queens. 


848-64-A 

APPLICANT — Samuel  Garnett  for  Orkins  Apparel, 
owner;  Wise  Shoe  Stores,  Incorporated,  lessee. 

SUBJECT — Application  filed  August  12,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2938  Third  Avenue,  east 
side,  25  feet  north  of  152nd  Street,  Block  2362,  Lot  39, 
Borough  of  The  Bronx. 


860-64-A 

APPLICANT — Abraham  Grossman  for  Harry  Mesh- 
nick,  owner. 

SUBJECT — Application  filed  August  14,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 12  West  End  Avenue,  east 
side,  50.216  feet  south  of  West  60th  Street,  Block  1151, 
Lot  63,  Borough  of  Manhattan. 


883-64-A 

APPLICANT — Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restau¬ 
rant  Incorporated,  lessee. 

SUBJECT — Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  50th  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26, 
Borough  of  Manhattan. 


909-64-A 

APPLICANT — Irwin  Emerman  for  Manhattan  Center, 
Incorporated,  owner. 

SUBJECT — Application  September  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 311-321  West  34th  Street, 
north  side,  200  feet  west  of  8th  Avenue,  316  West  35th 
Street,  Block  758,  Lot  28,  Borough  of  Manhattan. 
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913-64-A 

APPLICANT — Louis  R.  Patur  for  Long  Island  Odd 
Fellows  Home,  owner. 

SUBJECT — Application  September  9,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  — 
egress. 

PREMISES  AFFECTED— 194-10  109th  Road,  south 
side,  62.4  feet  west  of  195th  Street,  Block  10930,  Lot 
56,  Hollis,  Borough  of  Queens. 


916-64-A 

APPLICANT  —  Duvernoy  and  Sons,  Incorporated 
Agent,  for  F.  L.  Smithe  Corporation,  owner. 

SUBJECT — 'Application  August  10,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  smoke 
permit. 

PREMISES  AFFECTED— 633-645  West  44th  Street, 
560-570  Twelfth  Avenue,  northeast  corner,  Block  1092, 
Lot  7,  Borough  of  Manhattan. 


923-64-A 

APPLICANT — Ervin  Palmer  for  Matmor  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  replace  iron  shutters. 

PREMISES  AFFECTED— 45-18  Court  Square,  west 
side,  150  feet  south  of  Jackson  Avenue,  and  45-17  Pear¬ 
son  Street,  Block  97,  Lots  5  to  14  and  42  to  45,  Long 
Island  City,  Borough  of  Queens. 


931-64-A 

APPLICANT — Larry  Meltzer  for  Surf  32nd,  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED  — 3113-3129  Surf  Avenue, 
2975-2989  West  32nd  Street,  northeast  corner,  Block 
7049,  Lots  50  and  51,  Borough  of  Brooklyn. 


1042-64-A 

APPLICANT — Stanley  C.  Grodski  for  Lindsay  Park 
Housing  Corporation,  owner. 

SUBJECT — Applications  October  21,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  safety 
buckets  for  each  2500  square  feet. 

PREMISES  AFFECTED — 91  Boerum  Street,  north¬ 
west  corner  of  Manhattan  Avenue,  Block  3069,  Lot 
1,  Borough  of  Brooklyn. 


1043-64-A 

APPLICANT — Stanley  C.  Grodski  for  Lindsay  Park 
Housing  Corporation,  owner. 

SUBJECT — Application  October  21,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  safety 
buckets  for  every  2500  square  feet. 

PREMISES  AFFECTED — 29  Moore  Street,  northwest 
corner  of  Manhattan  Avenue,  Block  3078,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


728-65-A 

APPLICANT — Samuel  Rosenblum  for  Fribourg  Foun¬ 
dation  Incorporated,  owner. 

SUBJECT — Application  June  23,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  Class  3  construction,  office  use, 
public  building,  stairs,  fire  tower,  egress,  hung  ceil¬ 
ings,  etc. 

PREMISES  AFFECTED— 11  East  84th  Street,  north 
side,  225  feet  east  of  Fifth  Avenue,  Block  1496,  Lot 
10,  Borough  of  Manhattan. 


750-65-A 

APPLICANT— Harry  Soled  for  Rabbi  Berek  Roten- 

berg,  owner. 

SUBJECT — Application  July  2,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame 
structure  —  use  of  a  Synagogue. 

PREMISES  AFFECTED— 1546  47th  Street,  south  side, 
300  feet  west  of  16th  Avenue,  Block  5442,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  5,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  October  5,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters : 

327-63-BZ 

APPLICANT — Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT — Application  April  16,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  11-412 
and  72-01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place, 
south  side,  333  feet  8  inches  east  of  Classon  Avenue, 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 


1201-64-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Robert  S. 
Kahn,  owner. 

SUBJECT — Application  December  4,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district  the 
enlargement  in  area  of  an  existing  supermarket  parking 
area  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 2726-2730  Snyder  Avenue, 
south  side,  205  feet  east  of  Rogers  Avenue,  Block  5111, 
Lot  18,  Borough  of  Brooklyn. 


598-65-BZ 

APPLICANT — Victor  G.  Madonia  for  Octavio  Cabanas, 
owner. 

SUBJECT — Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  story  one  family  dwelling  that  has 
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less  than  the  required  lot  area  and  lot  width  and  en¬ 
croaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 47-12  Union  Street,  west 
side,  95  feet  south  of  Laburnum  Avenue,  Block  5216, 
Lot  11,  Flushing,  Borough  of  Queens. 


695-65-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blau- 
feux  for  Saxony  Hall  Incorporated,  owner. 

SUBJECT — Application  June  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R5  district,  in  existing 
multiple  dwelling,  the  change  in  use  of  the  doctors  of¬ 
fices  to  apartments  that  encroaches  on  the  required 
distance  between  windows  and  increases  the  degree  of 
non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 87-01  to  87-27  (87-15  offi¬ 
cial)  165th  Street,  165-02  to  165-12  Highland  Avenue, 
southeast  corner,  Block  9837,  Lot  44,  Jamaica,  Borough 
of  Queens. 


696-65-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blau¬ 
feux  for  Saxony  Hall  Incorporated,  owner. 

SUBJECT — Application  June  16,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  subd  6a  of  the  Multiple  Dwelling 
Law  re-  basement  apartments,  yards,  and  Section  60 
of  the  Multiple  Dwelling  law  re-  outdoor  parking. 

PREMISES  AFFECTED— 87-01  to  87-27  (87-15  official) 
165th  Street,  165-02  to  165-12  Highland  Avenue,  south¬ 
east  corner,  Block  9837, Lot  44,  Jamaica,  Borough  of 
Queens. 


805-65-BZ 

APPLICANT — Stanley  H.  Klein  for  Jos.  E.  McMahon, 
Beata  M.  an  dChas.  M.  Furnier,  owners. 

SUBJECT — Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 69-33  110th  Street,  east  side, 
50  feet  south  of  69th  Road,  Block  2230,  Lot  6,  Forest 
Hills,  Borough  of  Queens. 


806-65-BZ 

APPLICANT — Stanley  H.  Klein  for  Jos  E.  McMahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT — Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 110-06  69th  Road,  south¬ 
east  corner  of  110th  Street,  Block  2230,  Lot  7,  Forest 
Hills,  Borough  of  Queens. 


850-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  53rd  and  7th 
Corporation,  owner. 

SUBJECT — Application  August  4,  1965  —  decision  of  the 


Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  &  Section  666  (7)  of  the  N.Y.C. 
Charter,  to  permit  in  a  C6-6  district,  the  erection  of  a 
thirty-seven  story  mixed  building  that  has  less  than  the 
required  lot  area  per  -room  and  encroaches  on  the  re¬ 
quired  tower  setback. 

PREMISES  AFFECTED — 821-827  7th  Avenue  and  159- 
167  West  53rd  Street,  northeast  corner,  and  156-158 
West  54th  Street,  Block  1006,  Lot  1,  Borough  of  Man¬ 
hattan. 


857-65-BZ 

APPLICANT — Albert  Melniker  for  First  National  City 
Bank,  owner. 

SUBJECT — Application  August  6,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  enlargement  of  an  accessory  parking 
facility  for  a  bank  presently  under  construction  extend¬ 
ing  into  the  R3--2  district. 

PREMISES  AFFECTED  — 1492  Hylan  Boulevard, 
southeast  corner  of  Benton  Avenue,  Block  3358,  Lot  10, 
Dongan  Hills,  Borough  of  Richmond. 


349-49-BZ 

APPLICANT — A.  H.  Salkowitz  for  Morris  Caine, 
owner. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  13,  1964  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  a  gasoline 
servce  and  oil  selling  station,  sales  room,  lubritorium, 
auto  laundry  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTER — 58-02  Queens  Boulevard  and 
46-03  58th  Street,  southeast  corner,  Block  2313,  Parts 
of  Lots  9,  13  and  27,  Woodside,  Borough  of  Queens. 


725-24-BZ — Vol.  IV 

APPLICANT — Max  Siegel  Associates  for  George  Lax, 
Executor. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
January  10,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7e  and  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  offices,  warehousing  and  distribu¬ 
tion  of  photographic  products  and  its  incidental  pro¬ 
cessing  and  packaging. 

PREMISES  AFFECTED— 321-343  West  54th  Street, 
north  side,  275  feet  east  of  9th  Avenue,  Block  1045,  Lots 
12  and  15,  Borough  of  Manhattan. 


642-54-BZ 

APPLICANT — Frederick  A.  Ketcher  for  the  Chevron 
Oil  Company,  owner. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district  the  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  storage  and  sale  of  accessories  and 
office. 
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PREMISES  AFFECTED— 130-15  14th  Avenue  and  13- 
32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 


730-57-BZ 

APPLICANT— Lama,  Proslcauer,  Prober  and  Vassalotti 
for  Bartholdi  Turecamo,  owner. 

SUBJECT— Application  reopened  September  8,  1965 

for  consideration  as  to  extension  of  time  to  complete 
which  expired  April  23,  1964 — decision  of  the.  Borough 
Superintendent,  previously  granted  on  condition  under 
Sections  7e  and  7h  of  the  Zoning  Resolution  permit¬ 
ting  in  a  residence  use  district,  the  erection,  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  minor 
auto  repairs,  car  wash,  storage,,  office  and  sales,  park¬ 
ing  and  storage  of  motor  vehicles  for  a  stated  term 
of  15  years. 

PREMISES  AFFECTED— 2375-2385  Cropsey  Avenue 
and  8846-8858  24th  Avenue,  northwest  corner,  Block 
6890,  Lot  1,  Borough  of  Brooklyn. 


709-54-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa¬ 
lotti  for  Socony-Vacuum  Oil  Company,  owner. 

SUBJECT — Application  reopened  September  8,  1965 

for  consideration  as  to  extension  of  term  of  variance, 
expired  June  7,  1965  —  decision  of  the  Borough  Sup¬ 
erintendent,  previously  granted  on  condition,  under 
Sections  7c,  7h,  7i  and  7  A  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district  parking  and.  stor¬ 
age  of  motor  vehicles  only  in  conjunction  to  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 65-14-65-28  (65-20  official) 
Cooper  Avenue  and  77-02  to  77-14  Cypress  Hills 
Street,  southwest  corner,  Block  3722,  Lot  9,  Glendale, 
Borough  of  Queens. 


74-60-BZ 

APPLICANT — Manfredi  and  Manfredi  for  Cliff  sedge 
Realty  Incorporated,  owner. 

SUBJECT — Application  reopened  September  8,  .  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  26,  1965  —  decision  of  the  Borough  Sup¬ 
erintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 1514  Sedgwick  Avenue,  east 
side,  1387.52  feet  south  of  West  176th  Street,  Block 
2880,  Lots  9,  10,  12,  13  and  15,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

759-63-BZ — Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  and  Sec¬ 
tion  666  (7)  of  the  New  York  City  Charter,  to  permit 
in  a  C2-1  and  R3-2  district,  the  erection  of  a  six  story 
multiple  dwelling  that  encroaches  on  the  required 
front  yard,  rear  yard  and  rear  setback,  exceeds  the 


permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  exceeds  the 
permitted  height  and  width  of  street  walls,  with  bal¬ 
conies  in  the  front  and  less  than  the  required  distance 
between  windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


Hearing  closed. 

760-63-A— Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  5,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon ,  October  5,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

315-62-A 

APPLICANT — Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 

SUBJECT — Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


1541-61-A— Vol.  II 

APPLICANT — Richard  Rethy  for  119  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  as  Volume 
II  —  Appeal  from  an  order  of  the  Fire  Commissioner 
re-  Spirnkler  System. 

PREMISES  AFFECTED — 119  Bowery,  east  side,  100 
feet  2  inches  south  of  Grand  Street,  Block  304,  Lot  13, 
Borough  of  Manhattan. 


572-64-A 

APPLICANT — W.  T.  Brennen  for  One  Nassau  Realty 
Corporation,  owner. 

SUBJECT — Application  May  21,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
carbon  dioxide  liquifier  tank. 

PREMISES  AFFECTED — 1  Nassau  Avenue,  north  side, 
entire  block  bounded  by  Banker  Street,  North  15th 
Street,  Wythe  Avenue,  and  North  14th  Street,  Block 
2639,  Lot  7,  Borough  of  Brooklyn. 


949-64-A 

APPLICANT  —  H.  E.  Horwood  for  Gerdbeth  Realty 
Company,  owner. 
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SUBJECT — Application  September  22,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 511  West  20th  Street,  north 
side,  150  feet  west  of  10th  Avenue,  Block  692,  Lot  27, 
Borough  of  Manhattan. 


957-64-A 

APPLICANT — 1105  Bowling  Corporation  d/b/a /  Elm¬ 
wood  Lanes  for  100  Elmwood  Realty  Corporation, 
owner. 

SUBJECT — Application  September  22,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 1105  McDonald  Avenue, 
west  side,  140  feet  north  of  Elmwood  Avenue,  Block 
6504,  Lot  1,  Borough  of  Brooklyn. 


959-64-A 

APPLICANT — Harry  Soled  for  Yeshiva  Torah  Vadath, 
owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PEMISES  AFFECTE — <206-210  Wilson  Street,  south 
side,  115  feet,  1  inch  west  of  Division  Avenue,  Block 
2183,  Lot  21,  Borough  of  Brooklyn. 


960-64-A 

APPLICANT — Benjamin  Gordon,  owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-sprinkler  system. 

PREMISES  AFFECTED — 14  West  23rd  Street,  south 
side,  133.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot 
47,  Borough  of  Manhattan. 


962-64-A 

APPLICANT — Daniel  Ash  for  Est.  of  Silvia  Richland, 
owner;  Lynwood  Nursing  Home,  lessee. 

SUBJECT — Application  September  25,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 306  West  102nd  Street,  south 
side,  125  feet  west  of  West  End  Avenue,  Block  1889, 
Lot  64,  Borough  of  Manhattan. 


966-64-A 

APPLICANT — Far  Rockaway  Nursing  Home  for  Alfred 
R.  Satin,  owner. 

SLTBJECT — Application  September  25,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  Install  fireproof,  self-closing  double  swinging  doors, 
interior  fire  alarm. 

PREMISES  AFFECTED— 13-11  Virginia  Street,  north¬ 


west  corner  of  Far  Rockaway  Boulevard,  Block  13,  Lot 
1,  Far  Rockaway,  Borough  of  Queens. 


977-64-A 

APPLICANT — Herman  E.  Horwood  for  Harborside  All 
Transport  and  Warehouse  Corporation,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 553-557  West  33rd  Street, 
north  side,  63  feet  east  of  11th  Avenue,  Block  705,  Lot 
5,  Borough  of  Manhattan. 


1027-64-A 

APPLICANT — DauJb'  andi  Daub  for  Romash  Realty 
Corporation,  owner. 

SUBJECT — Application  October  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFEiCTED — 130  East  7th  Street,  and  109 
Avenue  A,  southwest  corner,  Block  434,  Lot  29,  Bor¬ 
ough  of  Manhattan. 


1071-64-A 

APPLICANT — Samuel  Cohen  for  Joseph  Spector, 
owner. 

SUBJECT— Application  October  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 35  West  21st  Street,  north 
side,  373  feet,  9Vz  inches,  east  of  Avenue  of  the 
Americas,  Block  823,  Lot  19,  Borough  of  Manhattan. 


690-65-A 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Regina  S.  Kearns,  owner;  Barney’s  Clothes,  In¬ 
corporated. 

SUBJECT — Application  June  15,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  change  in  use  —  commercial. 

PREMISES  AFFECTED — 113-115  Seventh  Avenue, 
156-160  West  17th  Street,  southeast  corner,  Block  792, 
Lot  70,  Borough  of  Manhattan. 


724-65-A 

APPLICANT — Abraham  I.  Kirschenbaum  for  Peter 
Forrest,  owner;  Take  Three  Enterprises,  Incorporated, 
lessee. 

SUBJECT — Application  June  22,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 149  Bleecker  Street,  north 
side,  57.2  feet  east  of  Thompson  Street,  Block  537,  Lot 
36,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 
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REGULAR  MEETING 

WEDNESDAY  MORNING  September  8,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commas sionei 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  July  13th  and  July  20th, 
1965  and  special  meeting  July  16th,  1965,  were  approved  as 
printed  in  the  Bulletins  of  July  22,  1965  and  July  29,  1965, 
Vol.  50,  Nos.  29  and  30. 

862-60-BZ — V ol.  II 

APPLICANT— Lama,  Proskauer  and  Prober  for  Graziano 
Brothers  Realty  Corporation,  owner. 

SUBJECT— Application  reopened  January  5,  1965  as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Sections  72-21  and  73-50  of  the  Zoning  Resolution  and 
Section  666  (7)  of  the  New  York  Charter,  to  permit 
in  a  C2-2  district,  the  erection  of  a  one  story  enlargement 
to  a  non-conforming  use  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED— 1974-1980  Utica  Avenue  and 
4913-4923  Avenue  L,  northwest  corner,  Block  7829,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Anthony  Grazi¬ 
ano. 

\ 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  28,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


327-63-BZ 

APPLICANT— Reavis  and  McGrath  for  Pilot  Associates, 
Incorporated,  owner. 

SUBJECT— Application  April  16,  1963— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-01 
of  the  Zoning  Resolution,  to  permi  tin  a  R7-1  district, 
the  change  in  occupancy  of  an  existing  one  story  building 
previously  granted  by  the  Board  from  warehouse,  parking 
and  storage  to  the  assembling  of  mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place,  south 
side,  333  feet  8  inches  east  of  Classon  Avenue,  Block 
1178,  Lot  26  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Gerard  C.  Fallon. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1965,  at 
10  A.  M.  for  hearing  at  the  request  of  the  applicant. 


759-63-BZ— Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  and  Sec¬ 
tion  666  (7)  of  the  New  York  City  Charter,  to  permit 
in  a  C2-1  and  R3-2  district,  the  erection  of  a  six  story 
multiple  dwelling  that  encroaches  on  the  required  front 
yard,  rear  yard  and  rear  setback,  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  exceeds  the  permitted  height 
and  width  of  street  walls,  with  balconies  in  the  front  and 
less  than  the  required  distance  between  windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 


northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Robert  T.  Groh,  Edward  J.  Clark, 
Millard  Bresin  and  A.  H.  Marquordt. 

For  Opposition:  Antoinette  Graziano,  Betty  Schiffman, 
Despina  Markopoulos,  Rose  Lewis,  Gerard  C.  Fallon, 
and  Samuel  Bodian  for  Park  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  5,  1965,  at 
10  A.  M.  for  inspection  and  decision.  Objector  is  to 
submit  brief.  Hearing  closed. 


760-63-A— Vol.  II 

APPLICANT— Burke  and  Groh  for  CLark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Volume 
II — Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1965,  at 
10  A.  M.  for  continued  hearing  and  for  decision.  Depart¬ 
ment  of  Buildings’  representative  is  to  be  present. 


481-65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJECT — Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R7-1  district,  in  an  existing 
six  story  multiple  dwelling  the  change  in  occupancy  of 
three  first  floor  stores  to  slip  cover  manufacturing,  in¬ 
terior  decorator  establishment  and  contractors  establish¬ 
ment. 

PREMISES  AFFECTED— 136  West  172nd  Street,  1458 
Plimpton  Avenue,  southeast  corner,  Block  2874,  Lot  27, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Victor  E.  Block. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1965, 
at  10  A.  M.  for  decision  at  the  request  of  the  applicant. 
Financial  report  is  to  be  submitted  by  the  applicant. 
Hearing  previously  closed. 


539-65-BZ 

APPLICANT — Paul  F.  Pellicoro  for  Lowell  Harwood, 
owner ;  Diriro,  Inc.,  lessee. 

SUBJECT — Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  (7)  of  the  New  York 
City  Charter,  to  permit  in  a  C2-5  and  R8  district,  the 
erection  of  a  seventeen  story  enlargement  to  an  existing 
seventeen  story  office  and  showroom  building  that  exceeds 
the  permitted  floor  area  ratio,  encroaches  on  the  required 
rear  yard  with  a  public  garage. 

PREMISES  AFFECTED— 971-979  Third  Avenue,  north¬ 
east  corner  of  58th  Street,  206-216  East  59th  Street, 
Block  1332,  Lots  1,  3,  4,  5,  7,  8,  40,  41,  42,  43  and  45, 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Paul  Kronch  and  Aaron  D.  Levey. 

For  Opposition:  Anthony  J.  Weslan,  Thomas  J.  Smith, 
Ethel  C.  Cramer,  Louis  Barnhardt  and  Bernard  Miller. 
ACTION  OF  BOARD — Laid  over  to  September  21,  1965, 
at  10  A.  M.  for  decision.  Applicant  is  to  obtain  revised 
objection  from  the  Department  of  Buildings.  Hearing 
previously  closed. 


758-30-BZ — Vol.  IV 

APPLICANT — Charles  M.  Spindler  for  Leading  Estates, 
Inc.,  owner. 

SUBJECT — Application  reopened  June  29,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
March  3,  1965  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  non-automatic  car  wash, 
minor  repairs  with  hand  tools  only,  auto  safety  inspection 
station,  ground  sign,  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 1507-1515  Myrtle  Avenue  and 
278-290  Irving  Avenue,  northwest  corner  , Block  3318. 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition :  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  on  July  11,  1961,  this  application  Vol.  IV  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  June  29,  1965, 
and  set  for  hearing  on  September  8,  1965  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  8,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1965,  acting  on  N.B.  Applic.  3221/1959,  reads: 

“1.  Proposed  amendment  for  extension  of  time  to  start 
and  complete  work  on  above  work  on  above  rpemises 
previously  subject  to  B.S.A.  Calendar  #758-30-BZ 
Vol.  IV  must  be  referred  to  the  Board  of  Standards 
and  Appeals  for  approval.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1961  as 
amended  through  March  3,  1964  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

''that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


750-59-BZ 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti  for 
Fifty  States  Realty  Corporation,  owner. 

SUBJECT — Application  reopened  June  29,  1965  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 


April  21,  1965,  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition  under  Sections  7f,  7i 
and  7e  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  auto  repairs,  car 
washing,  storage  room,  office,  sales,  ground  sign  and 
parking  and  storage  of  motor  vehicles  for  a  stated  term  of 
fifteen  (15)  years. 

PREMISES  AFFECTED — 858-864  East  167th  Street  and 
1083-1087  Hall  Place,  southwest  corner,  Block  2691,  Lot 
86,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox  _  1 

THE  RESOLUTION— 


Whereas,  on  March  29,  1960,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  June  29,  1965 
and  set  for  hearing  on  September  8,  1965  at  10  A.M.,  re¬ 
quiring  a  new  decision  of  the  Borough  Superintendent,  and 
two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1965,  acting  on  N.B.  Applic.  1263/1959,  reads: 

“1.  The  proposed  extension  of  time  to  obtain  permits 
to  complete  work  is  contrary  to  B.S.A.  resolution 
# 750-59-BZ  and  is  hereby  denied.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  29,  1960 
as  amended  through  April  21,  1964  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


502-65-BZ 

APPLICANT — Larry  Meltzer  for  Schachne  Feather 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  Ml-2  district, 
the  erection  of  a  three  story  enlargement  to  an  existing 
factory  that  will  exceed  the  permitted  floor  area  ratio 
and  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 566-574  Johnson  Avenue,  72-80 
Stewart  Avenue,  southeast  corner,  Block  2995,  Lot  6, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative: _ 0 


1039 


MINUTES 


the  resolution—  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and  ,  _  .  .  ,  . 

Whereas,  the  decision  of  the 
dated  April  12,  1965,  acting  on  Alt.  Applic.  3035/ 1964, reads . 

“1  The  proposed  construction  of  a  new  three  story 
'  extension  to  an  existing  three  story  building,  m  an 
Ml-2  District,  in  which  the  floor  area  rat10  °f  the 
proposed  conditions  will  be  in  excess  of  2.0  ,  is 
contrary  to  Section  43-12  of  the  Zoning  Resolution. 

2.  The  proposed  construction,  within  an  Ml-2  District, 
with  a  total  of  8,327  square  feet  of  additional  floor 
area,  and  without  provisions  for  off-street  accessory 
parking  spaces,  is  contrary  to  Section  44-21  of  the 
Zoning  Resolution.” 

Whereas,  this  application  has  been  examined  and  con¬ 
sidered  by  the  Board,  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 

72- 21  and  73-63  of  the  Zoning  Resolution,  as  to  use,  and 
that  the  applicant  had  substantiated  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  Sections  72-21  and 

73- 63  and  is  therefore  entitled  to  relief  on  the  grounds  ot 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
72-21  and  73-63  on  condition  that  the  building  conforms  with 
drawings  filed  with  this  application  marked  received  May  14, 
1965  14  sheets;  that  all  other  laws,  rules  and  regulations 
be  complied  with;  and  that  the  permits  shall  be  obtained, 
work  done  and  Certificate  of  Occupancy  be  obtained  within 
one  year  from  the  date  of  this  resolution. 


504-65-BZ 

APPLICANT— Arthur  Levine  for  Woodside  Associates, 


owner. 

SUBJECT— Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  /d-44 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  K5 
district,  the  reduction  in  the  number  of  required  accessory 
off  street  parking  spaces  for  a  retail  store  and  office 


enlargement. 

PREMISES  AFFECTED— 53-01  to  53-15  Broadway, 
northeast  corner  of  53rd  Place,  Block  1155,  Lots  36  and 
52,  Woodside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Arthur  Levine. 

For  Opposition:  Dominic  Altieri  and  R.  A.  Lhert. 
ACTION  OF  BOARD— Application  denied. 


THE  VOTE  TO  GRANT— 
Affirmative:  - 


Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  September  8,  1965 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  6,  1965,  acting  on  Alt.  Applic.  335/1965,  reads: 

“3.  Provide  adequate  parking  facilities  as  required  by 
Sec.  36-21  Z.R.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied;  and 

Whereas,  the  Board  has  found  that  the  granting  of  this 
application  would  create  a  condition  which  would  be  detri¬ 
mental  to  the  neighborhood. 

Resolved,  that  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  April  6,  1965  acting  on  Alt.  Applic.  335/1960, 
Objection  No.  3  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


564-65-BZ 

APPLICANT— Robert  Gottlieb  for  Westchester  Associates, 
owner;  Everlast  Sport  Goods  Mfg.  Company,  Incorpo¬ 
rated,  lessee. 

SUBJECT— Application  May  18,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-63 
and  73-42  of  the  Zoning  Resolution,  to  permit  in  a  Ml-1 
and  R7-1  district  in  an  existing  one  story  building,  the 
extension  of  the  factory  use  into  the  residence  use. 

PREMISES  AFFECTED— 4506-4508  Park  Avenue,  east 
side,  100  feet  north  of  East  182nd  Street,  Block  3038, 
Lot  5,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  Gottlieb. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  ,  „  .  V1.  , 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -  “ 

Negative:  - - -  u 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  September  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1965,  acting  on  Alt.  Applic  .730-1964,  reads : 

“4.  Proposed  change  of  use  from  warehouse  to  factory 
Use  Group  17  in  a  residence  district  is  contrary  to 
Section  52-332  of  the  Zoning  Resolution. 

NOTE :  Dimensions  as  shown  do  not  meet  the  con¬ 
ditions  of  Section  77-11  to  relocate  the 
district  boundary.” 


and 

Whereas,  this  application  has  been  examined  and  con¬ 
sidered  by  the  Board,  and  .  . 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
72-21  and  73-63  of  the  Zoning  Resolution,  as  to  use,  and 
that  the  applicant  had  substantiated  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  Sections  72-21  and  73- 
63,  and  is  therefore  entitled  to  relief  on  tiie  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the'  application  be  and  it  hereby  is  granted  under  Sections 
72-21  and  73-63  on  condition  that  the  building  conforms  to 
drawings  filed  with  this  application,  marked  received  May 
18,  1965,  five  sheets;  that  all  other  laws,  rules  and  regula¬ 
tions  shall  be  complied  with;  and  that  the  permit  be  ob¬ 
tained,  work  done  and  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  resolution. 


Adjourned  11 :45  A.M. 


James  P.  Mulroy,  Secretary 
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REGULAR  MEETING 

WEDNESDAY,  SEPTEMBER  8,  1965,  NOON 
Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

655-42-A 

APPLICANT — Larry  Meltzer  for  Halgen  Associates,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  12, 
1965  —  Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition. 

PREMISES  AFFECTED — 43-10  23rd  Street,  northwest 
corner  of  44th  Avenue,  Block  440,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  18,  1942,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  Aoril 
12,  1955 ;  and 

Whereas,  the  resolution  was  last  amended  on  April  12. 
1955 ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  18, 
1942,  as  amended  through  April  12,  1955,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  the  use  of  these  structures  herein  permitted  may 
be  continued  for  a  term  of  ten  years  from  the  date  of 
this  amended  resolution,  as  shown  on  drawing  marked 
‘Received  July  26,  1965',  one  sheet,  on  condition  that 
these  structures  shall  not  be  increased  in  height  or 
area;  that  the  existing  automatic  sprinkler  system  and 
the  standpipe  system  shall  be  maintained;  and  that 
other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Alt. 


1066-6 1- A— Vol.  II 

APPLICANT — Daub  and  Daub  for  Frank  and  Marie 
Coussa,  owners. 

SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II  subject  to.  regular  procedure  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system;  previously  denied. 

PREMISES  AFECTED — 111  Reade  Street,  south  side,  40 
feet  east  of  West  Broadway,  Block  145,  Lot  16,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _ _ _ q 


82-60-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Abso  Mason 
Contracting  Corporation,  owner;  Precision  Mason  Con¬ 
tracting,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7c  and  21  of.  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  residence  use  district,  the  change  in  occupancy 
of  a  portion  of  the  building  from  sales  and  distribution 
of  dairy  products  to  stamping  and  assembly  of  vinyl  and 
metal  products  and  the  construction  of  an  extension  of 
the  building  to  occupy  more  than  the  permitted  area. 

PREMISES  AbFECTED — 2404-2410  McDonald  Avenue, 
west  side,  92  feet  south  of  Village  Road  South,  Block 
7149,  Lots  10,  11  and  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD' — ‘Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ _ _ _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  27,  1960,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  27,  1960, 
by  adding  thereto: 

“that  the  building  may  be  arranged  and  used  sub¬ 
stantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  May  14,  1965’,  2  sheets, 
for  use  for  the  manufacture  of  metal  parts,  Use  Group 
17,  on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  2871/64) 


317-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Kinney  Motors,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  July  21,  1965 
—  decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  auto  showroom  and 
office,  previously  before  the  Board,  and  to  extend  the 
accessory  uses  of  service  of  new  and  used  cars  to  include 
sale  and  display  o  new  and  used  cars,  parking  and  storage 
of  motor  vehicles  in  the  open  area  with  loading  and 
unloading. 

PREMISES  AFFECTED — 2166-2216  Coney  Island  Ave¬ 
nue,  923-937  Avenue  S,  northwest  corner,  Block  6685, 
Lots  34,  44,  45,  46,  47  and  49,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  Commissioner  Fox  -  * 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  on  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  21,  1964,  only 
s  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (Alt.  463/64) 


709-54-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony-Vacuum  Oil  Company,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  June  7, 
1965  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7c  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  reconstruction  of  existing  gasoline  service  sta- 
tion,  previously  granted  by  the  Board  under  Cal.  No.  510- 
27-BZ)  and  accessory  building  to  include  lubritorium, 
car  washing,  motor  vehicle  repairs,  storage  and  sale  of 
accessories  and  the  addition  of  four  550  gasoline  storage 
tanks  and  permitting  the  parking  and  storage  of  motor 
vehicles  on  unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED' — 65-14  to  65-28  (65-20  official) 
Cooper  Avenue  and  77-02  to  77-14  Cypress  Hills  Street, 
southwest  corner,  Block  3722,  Lot  9,  Glendale,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  5,  1965,  at  10  A.  M.,  to  consider 
extension  of  the  term  of  variance  as  to  the  parking  of 
motor  vehicles  awaiting  service  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  ...... - 0 


730-57-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bartholdi  Turecamo,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  April  23, 
1964  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  auto  repairs,  car  wash,  storage,  office 
and  sales,  parking  and  storage  of  motor  vehicles  for  a 
stated  term  of  15  years. 

PREMISES  AFFECTED— 2375-2385  Cropsy  Avenue  and 
8846-8858  24th  Avenue,  northwest  corner,  Block  6890, 
Lot  1,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  October  5,  1965,  at  10  A.  M.,  after  inspection 
by  a  committee  of  the  Board  to  consider  extension  of 
time  to  obtain  permits  and  complete  the  work,  which  had 
expired  by  limitation,  requiring  a  new  decision  of  the 
Borough  Superintendent,  which  has  been  filed,  and  two 
publications  in  the  Bulletin  as  notice. 


THE  VOTE— 
Affirmative :  Chairman 
Commissioner  Fox, 

missioner  Klein  - 

Negative:  - 


Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Com- 

_  _ 5 

. . . 0 


74-60-BZ 

APPLICANT— Manfredi  and  Manfredi  for  Cliffsedge 
Realty,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  July  26, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  use  of  the  plot  for  storage  of  more  than  five  motor 
vehicles  for  a  term  of  five  years. 

PREMISES  AFFECTED— 1514  Sedgwick  Avenue,  east 
side,  1387.52  feet  south  of  West  176th  Street,  Block  2880, 
Lots  9,  10,  12,  13  and  15,  Borough  of  The  Bronx. 

APPEARANCES— 

Applicant:  Frederick  Manfredi. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  5,  1965,  M  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - 5 

Negative:  - •— . — —  0 


CAL.  NO  4427-BZY — Vol.  II. 

ACTION  OF  BOARD— Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  _ — —  0 

THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board 
under  Section  11-324  in  accordance  with  a  previous  decision 
of  the  Court;  and 

Whereas,  the  Board  finds  that  the  building  is  now  sub¬ 
stantially  completed.  _ 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  grant  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  an  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1965. 


CAL.  NO.  4430-BZY— Vol.  I 

ACTION  OF  BOARD— Time  to  complete  construction 
extended. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board 
under  Section  11-322  in  accordance  with  a  previous  decision 
of  the  Court;  and 

Whereas,  the  Board  found  that  the  applicant  satisfied 
the  requirements  of  Section  11-322  on  or  before  December 
15,  1963,  and  that  the  building  is  substantially  completed, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  grant  under  Section  11-322  of  the  Zoning  Resolu¬ 
tion,  an  extension  of  time  to  complete  construction  to 
December  15,  1964. 


CAL.  NO.  4430-BZY — Vol.  II. 

ACTION  OF  BOARD— Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative : _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by.  the  Board 
under  Section  11-324  in  accordance  with  a  previous  decision 
of  the  Court;  and 

Whereas,  the  Board  finds  that  the  building  is  now  sub¬ 
stantially  completed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  grant  under  Section  11-324  of  the  Zoning  Resolution, 
an  additional  extension  of  time  to  complete  construction  to 
December  15,  1965. 


Adjourned  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  September  8,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

702-64-A 

APPLICANT — Larry  Meltzer  for  Sidney  Lichter,  Trustee, 
owner ;  Supreme  Shortening  and  Oil  Corporation,  lessee. 
SUBJECT — Application  June  30,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 51-02  to  51-10  27th  Street,  25- 
50  to  25-60  51st  Avenue,  Block  109,  Lot  26,  Long  Island 
City,  southwest  corner,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration :  Lieut.  J.  P.  Manfredi ;  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  _ _ _ _ _  1 


727-G4-A 

APPLICANT — Arthur  H.  Rosenfeld  for  691  Broadway 
Corporation,  owner. 

SUBJECT — Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 14  West  4th  Street,  southeast 
corner  of  Mercer  Street,  Block  535,  Lot  47,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  - - -  C 


703-65-A 

APPLICANT — Goldwater  and  Flynn  for  Chatham  Towers, 
Incorporated,  owner. 

SUBJECT— Application  June  16,  1965  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 170  Park  Row,  .northwest 
corner,  of  Worth  Street,  Block  161,  Lots  1,  28  and  150, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Richard  Goldwater,  Raymond  P.  Tuccio 
and  Edward  W.  Martin. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _ _ _  5 

Negative:  _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  23,  1965  and  May  24,  1965  on  Order 
No.  1819-5,  reads : 

“1.  Install  an  approved,  automatic  sprinkler  system  in 
the  cellar  storage  and  service  area,  having  at  least 
one  source  of  water  supply,  arranged  and  equipped 
as  per  Chapt.  26  —  1372.3b. 

Ch. 19.161.0a  Adm.  Code.” 

and 

Whereas,  this  application  has  been  examined  and  con¬ 
sidered  by  the  Board,  and 

Whereas,  the  danger  from  combustible  materials  in 
storage  has  not  been  established  up  to  date. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  23,  1965  and  May  24,  1965  acting 
on  Order  No.  1819-5  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  conforms  to  drawings  filed 
with  this  application,  marked  “Received  July  8,  1965,”  four 
sheets ;  on  further  condition  that  no  combustible  materials 
will  be  stored  in  the  storage  and  service  areas. 


704-65-A 

APPLICANT — Goldwater  and  Flynn  for  Chatham  Towers, 
Incorporated,  owner. 
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SUBJECT— Application  June  16,  1965  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 180  Park  Row,  northwest 
corner  of  Worth  Street,  Block  161,  Lots  1,  28,  150, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Richard  Goldwater,  Raymond  P.  Tuccio 
and  Edward  W.  Martin. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD' — Appeal  granted  on  condition. 
THE  VOTE  ON  ORDER  NO.  1928.5 — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  _  5 

Negative:  _ 0 


Whereas,  the  orders  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  29,  1965  on  Order  No.  1928-5  needs: 

“1.  Install  an  approved  automatic  sprinkler  system  in 
cellar,  storage  and  service  area,  having  at  least  one 
source  of  water  supply  arranged  and  equipped  as 
per  Chap.  26-1372.3b.  Chap.  19.161.Oa  Adm.  Code.” 

(Order  No.  1928-5) 

and 

Whereas,  this  application  has  been  examined  and  con¬ 
sidered  by  the  Board, 
and 

Whereas,  the  danger  from  combustible  materials  in 
storage  has  not  been  established  up  to  date. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  29,  1965,  acting  on  Order  No. 
1928-5,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  conforms,  to  drawings  filed  with  this 
application  marked  “Received  July  8,  1965”,  9  sheets;  and 
on  further  condition  that  no  combustible  materials  will  be 
stored  in  the  storage  and  service  areas. 

THE  VOTE  ON  ORDER  NO.  2838-5— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Becker  .  4 

Negative:  Commissioner  Klein  _  1 

THE  RESOLUTION— 

“1.  Install  an  approved  automatic  sprinkler  system  in 
cellar  and  sub-cellar  Garage  Section,  having  at 
least  one  source  of  water  supply,  arranged  and 
equipped  as  per  Chapt.  26-1372.3b.  Ch. 19-161. Oa 
Adm.  Code.”  (Order  No.  2838-5) 

and 

Whereas,  this  application  has  been  examined  and  con¬ 
sidered  by  the  Board. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  May  24,  1965  acting  on  Order  No.  2838-5. 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received  July  8,  1965,”  nine  sheets;  on  further 
condition  that  hose  connections  for  the  standpipes  be  pro¬ 
vided  inside  the  stairhalls  at  the  lower  and  upper  garage 
levels,  and  that  portable  fire  extinguishers  be  provided 
throughout  the  garage  space  to  the  satisfaction  of  the  Fire 
Commissioner. 


575-62-A — Vol.  II 

APPLICANT — Robert  Parvin,  owner. 

SUBJECT — Application  reopened  May  25,  1965  as  Volume 


II  —  Appeal  from  an  order  of  the  Fire  Commissioner, 
re  Sprinkler  System. 

PREMISES  AFFECTED— 5005-5007  5th  Avenue,  east 
side,  50  feet,  2  inches,  south  of  50th  Street,  Block  792, 
Lot  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  21,  1965, 
at  2  P.M.  for  hearing  at  request  of  applicant. 


577-64-A 

APPLICANT— Solomon  Friedlander,  d/b/  Lisker  Realty 
Co. ;  E.J.H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT— Application  May  27,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re¬ 
remove  all  combustible  decorations  on  walls  and  ceilings 
etc.  and  sprinkler  system. 

PREMISES  AFFECTED— 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Genser  . 

P'or  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  September  14,  1965, 
at  2  P.M.  for  decision.  Report  to  be  received  from  Fire 
Department.  Hearing  closed. 


578-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lorraine 
Lighting  Prod.,  owners. 

SUBJECT — Application  May  27,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 8772-8794  18th  Avenue,  1760- 
1772  Bath  Avenue,  southwest  corner,  Block  6435,  Lot 
36,  38,  40  and  43,  Borough  of  Brooklyn. 
APPEARANCES— 

For  x\pplicant:  Elliot  J.  Shapiro. 

For  Administration:  Lieut.  John  P.  Manfredi;  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  21,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


615-64-A  * 

APPLICANT — Larry  Meltzer  for  Livonia-Georgia  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  June  5,  1964  - —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 561-575  Livonia  Avenue,  478- 
488  Georgia  Avenue,  northwest  corner,  Block  3803,  Lot 
46,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Max  Fortunoff. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  September  21,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


658-64-A 

APPLICANT — Leonard  F.  Rothkrug  for  H.  J.  Knitting 
Mills,  Inc.,  owner. 

SUBJECT — Application  June  19,  1964  —  Appeal  from  a 
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decision  of  the  Borough  Superintendent,  re  use  of  frame 
building  for  manufacturing. 

PREMISES  AFFECTED— 919  Wyckoff  Avenue,  north¬ 
east  corner  of  Weir  field  Street,  Block  3549,  Lot  1,  Ridge¬ 
wood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


691-64-A 

APPLICANT — A.  L.  Seiden  for  Greendale  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  26,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 494  Broadway,  east  side,  63 
feet  1  inch  north  of  Broome  Street,  Block  483,  Lot  3, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden  and  Harry  Dershowitz. 

For  Administration:  Lt.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


703-64-A 

APPLICANT — A.  H.  Salkowitz  for  Irving  Warfield,  Etal 
DBA  Flatlands  Shoppers  Mart  Compay,  owner. 
SUBJECT — Application  June  30,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 913-957  East  108th  Street, 
north  side,  89.51  feet  east  of  Flatlands  Avenue,  Block 
8235,  Lot  342,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Pete  Gray  and  Martin  Eglow. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Laid  over  to  September  21,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


721-64-A 

APPLICANT — Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner ;  Alexander’s  Department  Stores,  In¬ 
corporated,  lessee. 

SUBJECT — Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 2235  Webster  Avenue,  south¬ 
west  corner  of  East  182nd  Street,  Block  3143,  Lot  65, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1965, 
at  2  P.M.  hearing  at  the  request  of  the  applicant. 


757-64-A 

APPLICANT — Stuart  Furman  for  Ideal  Management 
Corporation,  owner. 

SUBJECT — Application  July  15,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 3781-3799  Broadway,  west  side, 
from  157th  Street  to  158th  Street,  Block  2134,  Lot  180, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stuart  Furman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  September  21,  1965 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


Adjourned  3  :45  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First ,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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Petition  and  Notice  of  Petition  Served  on  The  Board  of 
Standards  and  Appeals. 

Petition  and  Order  of  Certiorari  Served  on  The  Board  of 
Standards  and  Appeals. 

Docket. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Sep¬ 
tember  14,  1965,  Affecting  Calendar  Numbers — 721- 
41-BZ— Vol.  I  and  II,  397-54-BZ,  1288-64-BZ,  262-65- 
BZ,  263-65-A,  264-65-BZ,  265-65-A,  266-65-BZ,  267- 
65-A,  511-65-BZ,  520-65-BZ,  556-65-BZ,  653-65-BZ, 
691-65-BZ,  588-63-A,  16-36-BZ— Vol.  II,  259-39-BZ, 
171-44-BZ,  346-48-BZ,  196-49-BZ— Vol.  I,  604-49-BZ, 
385-64-BZ,  561-65-BZ,  562-65-A,  582-65-BZ,  583-65-A, 
584-65-A,  585-65-BZ,  586-65-A,  587-65-A,  588-65-BZ, 
589-65-A,  590-65-BZ,  591-65-A,  592-65-BZ,  593-65-A, 
and  678-65-BZ. 


PETITION  AND  NOTICE  OF  PETITION 
SERVED  ON  THE  BOARD  OF 
STANDARDS  AND  APPEALS. 

On  August  5,  1965,  Petition  and  Notice  of  Petition  was  served 
on  the  Board  by  Martin  J.  Hertz,  attorney  for  petitioner,  Joseph 
O.  Albanese,  objecting  property  owner  .seeking  a  review  of  the 
Board  s  determination  on  June  29,  1965  which  extended  the  term 
of  variance  for  a  term  of  years  on  condition  that  there  shall  be  no 
manufacturing  on  this  property;  Calendar  Number  181-61-BZ  ; 
Premises  1338  65th  Street,  south  side,  300  feet  west  of  13th  Ave¬ 
nue,  Block  5754,  Lot  22,  Borough  of  Brooklyn. 

*  * 

PETITION  AND  ORDER  OF  CERTIORARI 
SERVED  ON  THE  BOARD  OF 
STANDARDS  AND  APPEALS 

On  August  20,  1965,  Petition  and  Order  of  Certiorari  was  served 
on  the  Board  by  Reavis  &  McGrath,  attorneys  for  petitioner.  Na¬ 
tional  Gypsum  Company,  owner-manufacturer,  seeking  a  review 
of  the  Board’s  determination  on  July  13,  1965  which  disapproved 
the  material  known  as  %"  Gold  Bond  SUPER  X  Fire-Shield  Gyp¬ 
sum  Wallboard  as  incombustible  interior  finish  where  a  fire  rating 
is  not  required  and  for  use  of  the  thick  material  as  ceiling 

fireproofing ;  Calendar  Number  640-64-SM. 


Minutes  of  Regular  Meeting,  Tuesday  Noon,  Septem¬ 
ber  14,  1965,  Affecting  Calendar  Numbers  —  547-62-A, 
887-63-A,  31 5-64- A,  742-39-BZ,  886-59-BZ,  737-64-BZ, 
150-41-BZ— Vol.  II,  189-50-BZ  and  472-60-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Sep¬ 
tember  14,  1965,  Affecting  Calendar  Numbers  —  985- 
40-SM — Vols.  I,  II  &  III,  260-54-SA,  511-54-SA,  862- 
54-SA,  862-54-SA,  862-54-SA,  176-61-SM,  33-64-SA, 
499-64-SM,  735-64-SA,  895-64-SA,  951-64-SA,  970-64- 
SM,  1007-64-SM,  1207-64-SM,  1238-64-SM,  369-54-SA, 
608-54-SA,  609-54-SA,  783-63-SA,  220-64-SM,  235-64- 
SM,  551-64-A,  723-65-A,  338-64-A,  345-64-A,  382-64- 
A,  618-64-A,  92 1-64- A,  612-63-A,  739-63-A,  993-63-A, 
1051-63-A,  157-64-A,  256-64-A,  359-64-A,  486-64-A, 
492-64-A,  493-64-A,  494-64-A,  577-64-A,  590-64-A,  591- 
64-A,  629-64-A,  655-64-A,  656-64-A,  771-64-A,  773-64- 
A,  792-64-A,  810-64-A,  812-64-A,  813-64-A,  823-64-A, 
735-65-A  and  945-64-A. 

Minutes  of  Special  Meeting,  Friday  Morning,  September 
17,  1965,  Affecting  Calendar  Numbers — 892-63-A,  896- 
63-A  and  897-63-A. 
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DOCKET 

New  Cases  Filed  up  to  September  14,  1965 

Cal.  No.  Dept.  Premises  Affected 

914-65-SM — Hobart  Brothers  Company,  Micro-Wire  and 
Fabco,  Machines  and  Wires,  Various  Models,  Automatic 
,Ss  Semiautomatic  Welding  Electrodes,  Manufactured  by 
tiobart  Brothers  Company,  Material. 


915-65-SA — Photomation,  Incorporated,  Air  Condition¬ 
ing  Smoke  and  Fire  Dector,  Smoke  and  Fire  detector 
in  air  conditioning  systems,  manufactured  by  Photo- 
xnation,  Appliance. 


916-65-SM — U.  S.  Mineral  Products  Company,  Cafco 
Blaze-Shield  Type  D,  Inorganic  fibers  which  are  sprayed 
onto  various  surfaces  as  a  fire  retardent,  for  acoustical 
control.  Thermal  insulation  and  condensation  control, 
manufactured  by  U.  S.  Mineral  Products  Company, 
Material. 


917-65-SM — U.  S.  Mineral  Products  Company,  Cafco 
Heat-Shield  and  Cafco  Power-Shield,  Inorganic  fibers 
which  are  sprayed  onto  various  surfaces  as  thermal 
insulation,  manufactured  by  U.  S.  Mineral  Products 
Company,  Material. 


918-65-SM — TheMcKay  Company,  McKay  Speed-Alloy 
71  &  75  Flux-Cored  Welding  Wires,  McKay  Model  PA-3 
Portable  Automatic  Wire  Feeder,  Semi-Automatic  wire 
feeder  for  welding  with  flux-cored  welding  wire,  Manu¬ 
factured  by  The  McKay  Company,  Material. 


919-65-SM — T extone,  Incorporated, ,  Texall,  Seamless, 
resilient  floor-decking,  manufactured  by  Textone,  Incor¬ 
porated,  Material. 


920-65-SM— Oxford  Plastic  Products,  Ambas-A-Dor 
Fire-resistive  Door,  Doors  in  subdividing  partitions  in 
Class  1  buildings,  Manufactured  by  Oxford  Plastic 
Products,  Material. 


921-65-BZ — B.B. — 260-266  68th  Street,  south  side,  157 
feet  8%  inches  west  of  Third  Avenue,  Block  5862,  Lots 
34,  128  and  162,  Borough  of  Brooklyn,  N.B.  268-65  re 
Garage,  Offices  and  accessory  parking,  Sections  11-111, 
22-10  and  22-30  Zoning  Resolution. 


922-65-BZ — B.Q. — 72-10  Roosevelt  Avenue,  southeast 
corner  of  72nd  Street,  Block  1304,  Lot  32  part  of  25, 
Jackson  Heights,  Borough  of  Queens,  Alt.  1421-65,  re¬ 
enlargement  of  existing  building  on  automobile  service 
station,  C2-2  district. 


923-65-BZ — B.B. — 634-640  86th  Street,  southwest  corner 
of  Battery  Place,  Block  6055,  Lots  21,  22  and  23,  Borough 
of  Brooklyn,  Alt.  1633-65,  re-  proposed  enlargement  of 
existing  gasoline  service  station,  parking,  rearrangement 
of  exits,  curb  cuts  and  addition  of  curb  cuts,  Cl-2  district. 


924-65-BZ — B.B. — 105-04  Flatlands  Avenue  and  901-911 
East  105th  Street,  southeast  corner  and  902-912  East 
106th  Street,  Block  8213,  Lot  37,  Borough  of  Brooklyn, 
Alt.  1556-65,  re-  proposed  enlargement  of  existing  gaso¬ 
line  service  station,  additional  curb  cuts,  R-5  district. 


925-65-BZ— B.M.— 138-140  East  25th  Street,  southeast 
corner  of  Lexington  Avenue,  Block  880,  Lot  61,  Bor¬ 
ough  of  Manhattan,  Alt.  1297-65,  re-  change  in  occupancy 
from  public  garage  to  building  material  wholesale  es¬ 
tablishment,  C6-3  district. 


926-65-A — B.Bx. — 2472-2474  Third  Avenue  and  171-173 
Lincoln  Avenue,  east  side,  11.89  feet  north  of  Major 
Deegan  Highway,  Block  2318,  Lot  5,  Borough  of  the 
Bronx,  Alt.  277-64,  re-  review  of  a  decision  of  the  Bor¬ 
ough  Superintendent,  re-  zoning  matter. 


927-65-A— B.B. -205-207  State  Street,  north  side,  170.2% 
feet  west  of  Boerum  Place,  Block  271,  Lot  8,  Borough 
of  Brooklyn,  Alt.  990-64,  re-  proposed  change  of  use, 
egress,  exits,  C6-1  district. 


928-65-A — F.D. — 18-20  West  20th  Street,  south  side,  345 
feet  west  of  Fifth  Avenue  and  23  West  19th  Street, 
Block  821,  Lot  55,  F.D.  Order  3318-5,  re-  storage  of 
small  arms  ammunition. 


929-65-A — B.M. — 265  Madison  Avenue  and  21  East  39th 
Street,  northeast  corner,  Block  869,  Lot  24,  Borough  of 
Manhattan,  Alt.  305-63,  re-  height  and  egress,  C5-3 
district. 


930-65-BZ— B.Bx.— 2125-2131  Jerome  Avenue,  southwest 
corner  of  West  181st  Street,  Block  3192,  Lots  42,  46, 
Borough  of  The  Bronx,  N.B.  717-65,  re-  proposed  new 
and  existing  sign  project  beyond  street  line,  and  with¬ 
out  required  rear  yard,  C-8  district. 


931-65-BZ — B.M. — 56  Reade  Street,  north  side,  98.10% 
feet  west  of  Broadway,  Block  150,  Lot  1,  Borough  of 
Manhattan,  Alt.  1343-63,  re-  proposed  egress  stair  for 
adjacent  structure,  C6-4  district. 


932-65-A — B.M. — 291  Broadway,  northwest  corner  of 
Reade  Street,  Block  150,  Lot  38,  Borough  of  Manhat¬ 
tan,  Alt.  1127-63,  re-  proposed  use  of  existing  wood 
doors  and  windows  in  public  corridor  partitions,  C6-4 
district. 


933-65-BZ — B.R. — 60  Palma  Drive,  southeast  croner  of 
Britton  Avenue,  Block  2888,  Lot  38,  Fox  Hills,  Borough 
of  Richmond,  N.B.  2176-65,  re-  special  permit  for  tele¬ 
phone  exchange,  R5  district. 


934-65-BZ— B.Q.— 126-10  Queens  Boulevard,  southwest 
corner  of  Lefferts  Boulevard,  Block  9631,  Lot  241,  Kew 
Gardens,  Borough  of  Queens,  Alt.  544-65,.  re-  addition 
of  cabaret  to  existing  restaurant,  R5  district. 


935-65-SM — McNair  Ceiling  inserts,  various  models, 
manufactured  by  McNair  Column  Clamps,  Material. 


936-65-BZ — B.R. — 1450  Clove  Road,  northwest  corner 
of  Tioga  Street,  Block  658,  Lot  22,  Sunnyside,  Borough 
of  Richmond,  N.B.  2135-65,  re-  proposed  retail  establish¬ 
ment,  bulk,  screening  and  curb  cuts,  R3-1  district. 


937-65-A — B.R. — 1450  Clove  Road,  northwest  corner  of 
Tioga  Street,  Block  658,  Lot  22,  Sunnyside,  Borough 
of  Richmond,  N.B.  2135-65,  re-  parking  spaces  within 
street  widening. 
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938-65-BZ — B.R. — 1442  Forest  Avenue,  south  side,  90.30 
feet  west  of  Eldridge  Avenue,  Block  393,  Lot  13,  Port 
Richmond,  Borough  of  Richmond,  N.B.  1947-65,  re-  pro¬ 
posed  automobile  sales  and  accessory  office,  C4-1  dis¬ 
trict. 


939-65-BZ — B.Q. — 119-01  to  119-29  27th  Avenue  and 
26-01  to  26-19  119th  Street,  northeast  corner,  and  119-02 
to  1 19-38  26th  Avenue,  Block  4291,  Lots  20,  95  and  101, 
College  Point,  Borough  of  Queens,  Alt.  1397-65,  re¬ 
proposed  extension  penetrates  sky  exposure  plane,  ac¬ 
cessory  parking,  R4  district. 


940-65-BZ — B.Bx. — 2303 — Lacombe  Avenue,  northeast 
corner  of  Havameyer  Avenue,  Block  3540,  Lot  5,  Bor¬ 
ough  of  The  Bronx,  Alt.  581-65,  re-  proposed  office  with 
accessory  parking,  bulk  regulations  loading  and  unload¬ 
ing,  R5  district. 


941-65-A — B.Bx. — 2303  Lacombe  Avenue,  northeast  cor¬ 
ner  of  Havameyer  Avenue,  Block  3540,  Lot  5,  Borough 
of  The  Bronx,  Alt.  581-65,  re-  proposed  use  of  stud 
partitions,  1  hour  stair  enclosure. 


942-65-BZ — B.B. — 9705-9713  Seaview  Avenue,  northeast 
corner  of  Rockaway  Parkway,  Block  8300,  Lot  8,  Bor¬ 
ough  of  Brooklyn,  N.B.  527-65,  re-  proposed  sign  ex¬ 
ceeds  50  square  feet  in  area  and  within  75  feet  of  resi¬ 
dence  district,  Cl-2  district. 


943-65-BZ — B.Bx. — 4104  White  Plains  Road,  northeast 
corner  of  East  229th  Street,  Block  4843,  Lots  39  and 
34,  Borough  of  The  Bronx,  N.B.  248-65,  re-  proposed 
automotive  service  station,  C2-2  and  R5  district. 


944-65-BZ — B.Bx. — 3632-3640  White  Plains  Road,  north¬ 
east  corner  of  East  214th  Street,  Block  4662,  Lot  30, 
Borough  of  the. Bronx,  Alt.  578-65,  re-  proposed  change 
in  use  of  building  from  stores  to  stores  and  textile  fac¬ 
tory,  C2-2  mapped  in  R6  district. 


945-65-A — B.M. — 288  South  Street,  north  side,  62.2  feet 
east  of  Clinton  Street,  and  569  Water  Street,  Block  245, 
Lot  3,  Borough  of  Manhattan,  Alt.  210-65,  re-  egress. 


946-65-BZ — B.Q. — 64-01  to  64-23  108th  Street,  north¬ 
east  corner  of  64th  Road,  Block  2170,  Lot  1,  Corona, 
Borough  of  Queens,  Alt.  472-64,  re-  change  from  storage 
and  stores  to  storage,  stores  and  wholesale  establish¬ 
ment,  Cl-2  district. 


947-65-A — F.D. — 920  Third  Avenue,  west  side,  75.5  feet 
north  of  East  55th  Street,  Block  1310,  Lot  36,  Borough 
of  Manhattan,  F.D.  Order  3644-5,  re-  sprinkler  system. 


948-65-SA — Washer-Sanitizer,  various  models,  manufac¬ 
tured  by  Wilmot  Castle  Company,  Appliance. 


949-65-A — F.D. — 820-822  East  Tremont  Avenue,  south 
side,  50  feet  west  of  Marmion  Avenue,  Block  2956,  Lot 
28,  Borough  of  The  Bronx,  F.D.  Order  6576-4,  re-  sprink¬ 
ler  system. 


APPLICATIONS  FOR  EXTENSION  OF  TIME  TO 
PERMIT  THE  COMPLETION  OF 
CONSTRUCTION. 

( Filed  Pursuant  to  Sections  11-322  and  11-324). 

258-BZX — B.Bx. — 2811  Zulette  Avenue,  Block  5385,  Lot 
65,  Alt.  844-56,  Permit  No.  870-65. 


259-BZX — B.B. — 214  5th  Avenue,  Block  955,  Lot  45, 
Alt.  4277-46,  Permit  No.  1759-57. 


Restored  to  Docket 

150-41-BZ — Vol.  II— B.Q.— 223-15  to  223-25  Union  Turn¬ 
pike  and  78-46  to  78-64  Springfield  Boulevard,  northwest 
corner,  Block  7780,  Lots  1  and  62,  Queens  Village,  Bor¬ 
ough  of  Queens,  Alt.  15-50,  reopened  for  consideration 
as  to  extension  of  term  of  variance,  re-  gasoline  service 
station,  lubritorium,  motor  vehicle  repairs,  car  wash¬ 
ing  and  parking  of  cars  waiting  service,  residence  and 
local  retail  use  district. 


189-50-BZ — B.Q. — 74-24  Rockaway  Boulevard,  south 
side,  81.39  feet  west  of  91st  Avenue,  Block  8943,  Lot 
10,  Ozone  Park,  Borough  of  Queens,  N.B.  1-50  re¬ 
opened  for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  re-  gasoline  service  station,  auto  laundry  and  lubri¬ 
torium,  business  use  district. 


472-60-BZ — B.Bx. — 1570  Hoe  Avenue,  east  side,  75  feet 
south  of  East  173rd  Street,  Block  2989,  Lot  20,  Borough 
of  the  Bronx,  Alt.  75-60,  reopened  for  consideration  as 
to  extension  of  term  of  variance,  re-  parking  and  storage 
of  more  than  five  motor  vehicles,  residence  use  district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 
Cutting  .  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of.  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  .  Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . .  December  15,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  .  December  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  .  July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952 — Vol.  77,  No.  11A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964 — Vol.  49,  No.  53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965 — Vol.  50,  No.  5 

Hatchways  Protection  .  June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1,  1965 — Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 
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Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water  ^  ^  ^ 

rZdU  RuU.'  rf ' : : : " : . ».  «•  n“o‘  *s 

Smoking  in  Factory,  Rnles  for...  June  4,  1964— Vol.  49.  No.  28 

Spraying  and  Drying  of  Paints,  _  g 

» 

“  Sept.  3.  1946  V,l.  31.  No.  36 

DFSTGNATIONS-  D. — Department  of  Buildings;  B.B.— -Depart 
Sfnt  of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens,  B-B- 
Department  of  Buildings;  Richmond;  B.Bx.-Department  of  Build 
ings,  Bronx;  H.D.— Health  Department;  F.D.— Fire  Department 


of  a  two  story  one  family  dwelling  that  occeeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  dwelling  unit  and 
encroaches  on  the  required  front  yard,  side  and  rear 

PREMISES  AFFECTED— 84-17  Commonwealth  Bou¬ 
levard,  east  side,  140.06  feet  soutE  of  Hillside  Avenue, 
Block  8599,  Lot  134,  Bellerose,  Borough  of  Queens. 


SEPTEMBER  28,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  28,  1965,  at  10  o  clock  at  8 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol¬ 
lowing  matters : 

527-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti,  for  Grace  Todd,  owner. 

SUBJECT— Application  May  10,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  oi  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the 
maintenance  of  an  open  automobile  sales  lot  tor  a 
temporary  term  of  five  years. 

PREMISES  AFFECTED — 36-30  Union  Street,  west 
side,  126.03  feet  north  of  37th  Avenue,  Block  497/, 
Lot’  60  and  61,  Flushing,  Borough  of  Queens. 


661-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Mario  Di  Fillip- 
po,  owner.  .  .  .  , 

SUBJECT— Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  ot  the 
Zoninf  Resolution  and  Section  666  oi  the! Sew’ fork 
City  Charter,  to  permit  in  a  C2-2  and  R3-2  district, 
the  enlargement  in  area  of  an  existing  automobile  sales 
lot  and  the  addition  to  the  uses  to  include  accessory 
storage  of  automobiles. 

PREMISES  AFFECTED  129-04  Merrick  Boulevard 
suothwest  corner  of  129th  Avenue  Block  12438,  Lots 
138,  146,  149  and  151,  Springfield  Gardens,  Borough  ot 
Queens. 


610-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  So.  Oxford 
Realty  Corporation,  owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  N  ew  York  City 
■Charter,  to  permit  in  a  R6  district,  the  enlargement 
in  area  of  an  existing  four  story  and  basement  multiple 
dwelling  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 60  South  Oxford  Street, 
west  side,  145  feet  north  of  Lafayette  Avenue,  Block 
2100,  Lot  68,  Borough  of  Brooklyn. 


752-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT— Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R7-2  district, 
the  erection  of  a  fourth  store  to  an  existing  telephone 
exchange  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  en¬ 
croaches  on  the  required  side  and  rear  yards  and 
inner  and  outer  courts  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 380  Convent  Avenue  and 
451-461  West  146th  Street,  northwest  corner,  Block 
2061,  Lot  14,  Borough  of  Manhattan. 


611-65-A 

APPLICANT— Leonard  F.  Rothkrug  for  So.  Oxford 
Realty  Corporation,  owner. 

SUBJECT— Application  May  28,  1965  —  Filed  pursu¬ 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  171  re-  bulk. 

PREMISES  AFFECTED— 60  South  Oxford  Street, 
west  side,  145  feet  north  of  Lafayette  Avenue,  Block 
2100,  Lot  68,  Borough  of  Brooklyn. 


862-60-BZ— Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Grazi- 
ano  Brothers  Realty  Corporation,  owner. 

SUB  TECT— Application  reopened  January  5,_  1965  as 
Volume  II — Decision  of  the  Borough  Superintendent, 
under  Sections  72-21  &  73-50  of  the  Zoning  Resolution, 
and  Section  666  (7)  of  the  New  York  City  Charter 
to  permti  in  a  C2-2  district,  the  erection  of  a  one 
story  enlargement  to  a  non-conforming  use  tha 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 1974-1980  Utica  Avenue  and 
4913-4923  Avenue  L,  northwest  corner,  Block  /o-V, 
Lot  1,  Borough  of  Brooklyn. 

Hearing  closed. 


616-65-BZ 

APPLICANT— Burke  and  Groh  for  Forest  Wood 
Homes,  Incorporated,  owner. 

SUBJECT— Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R2  district,  the  erection 


481-65-BZ 

APPLICANT— Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJECT— Application  April  27,  1965  —  decision  o 
the  Borough  Superintendent,  under  Section  72-21  oi 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  m  a  R7-1  district,  in  an 
existing  six  story  multiple  dwelling  the  change  i 
occupancy  of  three  first  floor  stores  to  slip  cover 
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manufacturing,  interior  decorator  establishment  and 
contractors  establishment. 

PREMISES  AFFECTED— 136  West  172nd  Street, 
1458  Plimpton  Avenue,  southeast  corner,  Block  2874, 
Lot  27,  Borough  of  The  Bronx. 

Hearing  closed. 


1288-64-BZ 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Ideal 
Handbag  Frame  Mfg.,  Corp.,  owner. 

SUBJECT — Application  December  21,  1964  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory. 

PREMISES  AFFECTED— 333-339  Greene  Avenue, 
north  side,  100  ft.  west  of  Franklin  Avenue,  174-176 
Clifton  Place,  Block  1953,  Lots  35,  36  and  49,  Borough 
of  Brooklyn. 

Hearing  closed. 


520-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alex  Liber¬ 
man,  owner. 

SUBJECT — Application  May  7,  1965- —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
store  and  office  building  previously  granted  by  the 
Board. 

PREMISES  AFFECTED— 8702-8704  Avenue  L,  1201- 
1211  East  87th  Street,  southeast  corner,  Block  8066. 
Lot  36,  Borough  of  Brooklyn. 

Hearing  closed. 


556-65-BZ 

APPLICANT; — Guerino  Salerni  for  Rago  Holding  Cor¬ 
poration,  owner;  Rago  Foundations,  Incorporated, 
lessee. 

SUBJECT — Application  May  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  erection  of  a  one  story  and  cellar  enlargement  to 
an  existing  factory. 

PREMISES  AFFECTED— 18-15  27th  Avenue,  north 
side,  77.06  feet  east  of  18th  Avenue,  Block  885,  Lots 
12  and  15,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed. 


653-65-BZ 

APPLICANT — Clemens  J.  Benevenga  for  Williams- 
burgh  Savings  Bank,  owner. 

SUBJECT — Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  con¬ 
struction  of  an  off-site  accessory  parking  lot  for  an 
existing  bank. 

PREMISES  AFFECTED— 2314-2318  85th  Street,  south 
side,  100  feet  east  of  23rd  Avenue,  Block  6858,  Lot  12, 
Borough  of  Brooklyn. 

Hearing  closed. 


691-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  and  Linden- 


baum  and  Young  for  Fox  Lumber  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  of  an  existing  lumber  yard  and  the  use  of  power 
tools  and  equipment  with  the  storage  of  lumber  in 
the  open  area. 

PREMISES  AFFECTED— 2114-2134  Coyle  Street, 
west  side,  100  feet  south  of  Avenue  U,  Block  7367,  Lot 
11  and  part  of  Lot  14,  Borough  of  Brooklyn. 

Hearing  closed. 


588-63-A 

APPLICANT — Morris  Bernard  Adler  for  Fox  Lumber 
Company,  Incorporated,  owner. 

SUBJECT — Application  July  17,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED  — 2114-2134  Coyle  Street, 
west  side  100  feet  south  of  Avenue  U,  Block  7367, 
Lot  11  and  Part  of  Lot  14,  Borough  of  Brooklyn. 


721-4 1-BZ—Vols.  I  and  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  H.  N.  F.  Realty  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  12,  1965 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7e  and  7i  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  maintenance  of  a  gasoline 
service  station,  lubritorium  and  office  and  minor  re¬ 
pairs  (hand  tools  only)  may  be  permitted  within  the 
accessory  building. 

PREMISES  AFFECTED— 260-01  to  260-09  Nassau 
Boulevard  and  54-47  to  54-63  Little  Neck  Parkway, 
northeast  corner,  Block  8274,  Lot  135  (formerly  Lot 
128)  Little  Neck,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  28,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  28,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

1697-61-A 

APPLICANT — William  S.  Shary  for  Jules  Greene, 
owner. 

SUBJECT — Application  October  18,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 16  Greene  Street,  east  side, 
178  feet,  6V2  inches  north  of  Canal  Street,  Block  230, 
Lot  15,  Borough  of  Manhattan. 


971-64-A 

APPLICANT — Chemical  Specialties  Manufacturers  As¬ 
sociation,  Incorporated,  owner. 

SUBJECT — Application  September  28,  1964  —  Review 
of  Decision  of  Fire  Commissioner  re-  Packaging  and 
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transportation  of  Ethylene  Glycol  Base  Anti-Freeze 
in  New  York  City  (Caps  not  in  accordance  with  Adm. 
Code  Requirements.) 


PREMISES  AFFECTED— 1362-1364  Nostrand  Avenue, 
west  side,  224  feet  6 Vi  inches  north  of  Linden  Boule¬ 
vard,  Block  5085,  Lot  61,  Borough  of  Brooklyn. 


494-64-A 

APPLICANT— Cupples  Company,  manufacturers,  own- 


SUBJECT— Application  April  17,  1964  —  Packagmg, 
storage  and  sales  of  matches  known  as  Alladin  Kit¬ 
chen  Matches  (packaging  not  in  accordance  with  Ad¬ 
ministrative  Code  requirements.) 


946-64-A 

APPLICANT— Air  Reduction  Company,  Incorporated. 
SUBJECT— Application  September  21,  1964  —  Trans¬ 
portation  of  Gas  (Liquid  Nitrogen)  under  pressure  in 
New  York  City  contrary  to  Fire  Directive  and  Adm. 
Code. 


577-64-A 

APPLICANT— Solomon  Friedlander,  d/b/a  Lisker 
Realty  Co.;  E.J.H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT — Application  May  27,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re¬ 
remove  all  combustible  decorations  on  walls  and  ceil¬ 
ings  etc.  and  sprinkler  system. 

PREMISES  AFFECTED — 156  West  44th  Street  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  do, 
Borough  of  Manhattan. 


514-64-A 

APPLICANT — Daub  and  Daub  for  United  Export 
Clothing  Company,  Inc.,  owner. 

SUBJECT — Application  May  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 109-111  Leonard  Street  2-3 
Benson  Street,  northeast  corner,  Block  1/1,  Lx>t  Oi, 
Borough  of  Manhattan. 


884-64-A 

APPLICANT— Ralph  L.  Winston,  Incorporated,  lessee, 
Stanley  Gertz,  et  al,  as  Trustees  c/o  Streg,  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  August  26,  1964  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 87-32  to  87-84  166th  Street, 
165-09  88th  Avenue,  northwest  corner,  Block  9816, 
Lot  49  (Sec.  43)  Jamaica,  Borough  of  Queens. 


964-64-A 

APPLICANT— Ifill  and  Johnson  for  Andrew  Freedman 
Home,  Incorporated,  owner. 

SUBJECT — Application  September  16,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 1125  Grand  Concourse,  west 
side,  from  West  166th  Street  to  McClellan  Street, 
Block  2472,  Lot  34,  Borough  of  The  Bronx. 


233-65-A 

APPLICANT — Albert  Melniker  for  Richard  Ekstrand, 


owner. 

SUBJECT— Application  March  4,  1965  —  Filed  pursu¬ 
ant  to  Section  36  Art  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED— 214  Brehaut  Avenue,  west 
side  189.49  feet  south  of  Craig  Avenue,  Block  8U41, 


746-65-A 

APPLICANT— Leonard  F.  Rothkrug  for  Morton  S. 
Rosenfeld,  owner. 

SUB TECT— Application  July  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  stairs 
and  enclosure. 

PREMISES  AFFECTED  -  1011  Madison  Avenue 
northeast  corner  of  East  78th  Street,  Block  lo93,  Lot 
23,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


932-64-A 

APPLICANT— Robert  F.  Rosborne,  for  Barney  Zirlin, 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and 
Finishing  Corporation,  lessee. 

SUBJECT— Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 111  Third  Street,  north 
side,  40  feet  west  of  Bond  Street,  Block  441,  Borough 
of  Brooklyn. 


941-64-A 

APPLICANT — Haus  and  Bresin  for  Saul  Krasne,  own¬ 
er;  Clarmon  Supermarkets,  Incorporated,  lessee. 

SUBJECT— Application  September  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 


OCTOBER  13,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  October  13,  1965,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

617-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT— Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  ot 
the  Zoning  Resolution  and  Section  666  of.  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwilling  that  exceeds  the  pcr- 
mitted  floor  area  ratio  and  with  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED— 145-02  Rockaway  Boulevard, 
southeast  corner  of  145th  Street,  Block  12063,  Lot 
131,  Jamaica,  Borough  of  Queens.  (Building  #1). 
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618-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT  Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-04  Rockaway  Boule¬ 
vard,  south  side,  36.50  feet  east  of  145th  Street,  Block 
j.2063,  Lot  132,  Jamaica,  Borough  of  Queens.  (Building 
#■2). 


619-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT  Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  with  less  than  the  required  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-06  Rockaway  Boule¬ 
vard,  south  side,  56.83  feet  east  of  145th  Street,  Block 
12CK>3,  Lot  133,  Jamaica,  Borough  of  Queens.  (Building 
#3). 


620-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab 
owner. 

SUBJECT— Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-08  Rockaway  Boule- 
vard,  south  side,  77.16  feet  east  of  145th  Street,  Block 
12063,  Lot  134,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #4). 


621-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT  Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-12  Rockaway  Boule- 
yard,  south  side,  105.83  feet  east  of  145th  Street,  Block 
12063,  Lot  135,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #5). 


622-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab 
owner. 

SUBJECT— Application  May  28,  1965  —  decision  of 


the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-14  Rockaway  Boule¬ 
vard,  south  side,  134.50  feet  east  of  145th  Street,  Block 
12063,  Lot  136,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #6). 


623-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT  Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  with  less  than  the  required  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-16  Rockaway  Boule¬ 
vard,  south  side,  154,33  feet  east  of  145th  Street,  Block 
12063,  Lot  137,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #7). 


660-65-BZ 

APPLICANT— Ingram  S.  Carner  for  Michael  Sforza, 
owner. 

SUBJECT  Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  enlarge¬ 
ment  in  area  of  an  existing  one  story  auto  repair 
shop  previously  granted  by  the  Board  for  the  addi¬ 
tional  uses  of  machine  shop  and  showroom. 

PREMISES  AFFECTED— 145-10  Liberty  Avenue 
south  side,  75.04  feet  east  of  Inwood  Street,  Block 
10046,  Lot  4,  Richmond  Hill,  Borough  of  Queens. 


679-65-BZ 

APPLICANT — Millard  Bresin  for  Howard  Otway 
owner. 

SUBJECT  Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  in  an 
existing  four  story  and  basement  building,  the  change 
in  use  of  the  basement  clubroom  to  theatre. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place, 
south  side,  50  feet  west  of  First  Avenue,  Block  449* 
Lot  28  and  29,  Borough  of  Manhattan. 


680-65-A 

APPLICANT — Millard  Bresin  for  Howard  Otway 
owner. 

SUBJECT — Application  June  10,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class 
3  construction  —  change  of  use. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place, 
south  side,  50  feet  west  of  First  Avenue,  Block  449, 
Lot  28  and  29,  Borough  of  Manhattan. 


866-65-BZ 

APPLICANT — Solomon  Jochowitz  for  Jochowitz  Real¬ 
ties  Incorporated,  owner. 
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SUBJECT— Application  August  12  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  7Z-Z1  ot 
the  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  change  in  use  of  an  existing  two  story  building 
from  public  bathhouse  to  clothing  manufacturing. 

PREMISES  AFFECTED — 139-141  Huron  Street  north 
side,  250  feet  west  of  Manhattan  Avenue,  Block  Z5ZZ, 
Lot  56,  Borough  of  Brooklyn. 


833-65-BZ 


APPLICANT— Joseph  Mitchell  and  John  J.  Schlick  for 
St.  Joachin  and  Anne  Church,  owner. 

SUBJECT — Application  August  20,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21  ana 
73-641  of  the  Zoning  Resolution,  to  permit  in  a  R3-Z 
district,  the  erection  of  a  church  that  encroaches  on 
the  required  front  yard,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  distance  between 


buildings. 

PREMISES  AFFECTED— 217-65  Hollis  Avenue 

northeast  corner  of  217th  Lane,  Block  11109,  Lot  1  and 
8,  Queens  Village,  Borough  of  Queens. 


PREMISES  AFFECTED— 1570  Hoe  Avenue,  east  side, 
75  feet  south  of  East  173rd  Street,  Block  2989,  Lot  20, 
Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  13,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Wednesday  afternoon,  October  13,  1965,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

993-63-A 

APPLICANT— Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  December  6,  1963 — Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1552-1608  Ralph  Avenue, 
west  side,  96.39  feet  north  of  Farragut  Road,  Block 
7955,  Lots  20,  27,  29,  31,  32,  33,  35  and  43,  Borough 
of  Brooklyn. 


150-41-BZ — Vol.  II 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  reopened  September  14,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  11,  1965  —  decision  of  the  Borough  Sup¬ 
erintendent,  previously  granted  on  condition,  under 
Sections  7i,  7e  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  local  retail  use  district, 
gasoline  service  station,  lubritorium,  motor  vehicle  re¬ 
pairs,  car  washing  and  parking  of  cars  waiting  to  be 
serviced. 

PREMISES  AFFECTED— 223-15  to  223-25  Union 
Turnpike,  and  78-46  to  78-64  Springfield  Boulevard, 
northwest  corner,  Block  7780,  Lots  1  and  62,  Queens 
Village,  Borough  of  Queens. 


189-50-BZ 

APPLICANT — Charles  M.  Spindler  for  William  Saloy, 
owner. 

SUBJECT — Application  reopened  September  14,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  October  24,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  per¬ 
mitting  in  business  use  district,  the  reconstruction  of 
former  existing  gasoline  service  station,  to  include 
auto  laundry,  and  lubritorium. 

PREMISES  AFFECTED — 74-24  Rockaway  Boulevard, 
south  side,  81.39  feet  west  of  91st  Avenue,  Block  8943, 
Lot  10,  Ozone  Park,  Borough  of  Queens. 


472-60-BZ 

APPLICANT — Herbst  &  Rusciano  for  Louis  Wess, 
owner. 

SUBJECT — Application  reopened  September  14,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  December  6,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 


256-64-A 

APPLICANT — William  A.  Mohr  for  Woolworths,  own¬ 
er. 

SUBJECT— Application  March  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
Automatic  Sprinkler  system 

PREMISES  AFFECTED— 1566-1568  Westchester  Ave¬ 
nue,  south  east  corner  of  Ward  Avenue,  Block  3742, 
Lot  40,  Borough  of  The  Bronx. 


359-64-A 

APPLICANT— Leo  V.  Berger  for  Jack  Finkelstein, 
owner;  Richmond’s  Drygoods,  lessee. 

SUBJECT— Application  March  30,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 14-32  Barrett  Avenue,  north 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1565 
Forest  Avenue,  Block  385,  Lots  38  and  200,  Port  Rich¬ 
mond,  Borough  of  Richmond. 


590-64-A 

APPLICANT — Ingram  S.  Carner  for  Robjo,  Inoorpor- 

rated,  owner. 

SUBJECT— Application  June  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 122-01  to  122-15  New  York 
Boulevard,  southeast  corner  of  122nd  Avenue,  Block 
12380,  Lot  21,  Jamaica,  Borough  of  Queens. 


591-64-A 

APPLICANT— Ingram  S.  Carner  for  Curt  Blank,  own¬ 
er;  York  Bay  Incorporated,  lessee. 

SUBJECT— Application  June  13,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 163-01-163-07  Baisley  Bou¬ 
levard,  122-17  to  122-25  New  York  Boulevard,  north¬ 
east  corner,  Block  12380,  Lots  1,  14,  Jamaica,  Borough 
of  Queens. 
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612-63-A 

APPLICANT — Reavis  and  McGrath  for  Phyllis  Realty 
Corporation,  owner;  Waldbaum’s  57,  Incorporated, 
lessee. 

SUBJECT — Application  August  1,  1963  — ■  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 35-09  Francis  Lewis  Boule¬ 
vard,  east  side,  from  35th  Avenue  to  36th  Avenue, 
Block  6142,  Lot  50,  Bayside,  Borough  of  Queens. 


655-64-A 

APPLICANT — Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED — 44-09  to  44-14  Kissena  Bou¬ 
levard,  northwest  corner  of  Elder  Avenue,  Block  5137, 
Lot  110,  Borough  of  Queens,  Flushing. 


656-64-A 

APPLICANT — Reavis  &  McGrath  for  Newport  Asso¬ 
ciates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED — 4120  18th  Avenue,  north 
side,  29  feet  east  of  East  3rd  Street,  Block  5410,  Lots 
1  and  47,  Borough  of  Brooklyn. 


739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT — Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 1465-1467  Broadway  and 
597-599  7th  Avenue,  southwest  corner,  and  158-162 
West  42nd  Street,  Block  5994,  Lot  58,  Borough  of 
Manhattan. 


1051-63-A 

APPLICANT — Reavis  and  McGrath  for  Shoreview 
Gardens,  owner,  Waldbaum’s  Twenty-Six,  Incorpor¬ 
ated,  lessee. 

SUBJECT — Application  December  19,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 6630  Avenue  U,  Southeast 
corner  of  East  66th  Street,  Block  8470,  Lot  424,  Bor¬ 
ough  of  Brooklyn. 

157-64-A 

APPLICANT — Reavis  and  McGrath  for  County  Hold¬ 
ing  Corporation,  owner;  Waldbaum  Stores,  Incorpor¬ 
ated,  lessee. 

SUBJECT — Application  January  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 911-927  Kings  Highway, 
north  side,  244.80  feet  west  of  Coney  Island  Avenue, 
Block  6666,  Lot  37,  Borough  of  Brooklyn. 


629-64-A 

APPLICANT — Minnie  Dick  for  First  27  Howard  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  June  9,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 27  Howard  Street,  south 
side,  187  feet  west  of  Lafayette  Street,  Block  209,  Lot 
11,  Borough  of  Manhattan. 


773-64-A 

APPLICANT — Larry  Meltzer  for  Isaac  Baron,  owner; 
Big  Apple  Super  Market,  lessee. 

SUBJECT — Application  July  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 1613-1635  East  16th  Street, 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Lot 
69,  Borough  of  Brooklyn. 


792-64-A 

APPLICANT — Wollman’s  Dept.  Store  Incorporated 
and  Wolkat  Realty  Corp.,  for  Wolkat  Realty  Corpor¬ 
ation,  owner;  Wollman’s  Department  Store  Incorpor¬ 
ated,  lessee. 

SUBJECT — Application  July  23,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2833-2839  Broadway  and 
600-606  West  110th  Street,  southwest  corner,  Block 
1893,  Lot  50,  Borough  of  Manhattan. 


810-64-A 

APPLICANT — Daub  and  Daub  for  Eldridge  Street  As¬ 
sociated,  owner. 

SUBJECT — Application  July  27,  1964 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  exterior 
stairway  and  entrance  hall. 

PREMISES  AFFECTED — 50-52  Eldridge  Street,  east 
side,  225  feet  11  inches  north  of  Canal  Street,  Block 
300,  Lot  8,  Borough  of  Manhattan. 


823-64-A 

APPLISANT — Elias  K.  Herzog  for  Herb  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  31,  1964 — Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 7802-7810  20th  Avenue, 
southwest  corner,  of  20th  Avenue,  Block  6262,  Lot 
39,  Borough  of  Brooklyn. 


735-65-A 

APPLICANT — Fred  L.  Liebmann  for  18  East  54th 
Street  Corporation,  owner. 

SUBJECT — Application  June  25,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3 
construction — office  use. 

PREMISES  AFFECTED — 18  East  54th  Street,  south 
side,  132.2  feet  west  of  Madison  Avenue,  Block  1289, 
Lot  61,  Borough  of  Manhattan. 
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991-63-A 

APPLICANT— D’Agostino  Bros.,  Incorporated,  for 
Loren  Associates,  owner;  Steven  Properties,  Incor¬ 
porated,  lessee. 

SUBJECT— Application  December  6,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 301-305  East  72nd  Street, 
1392-1396  Second  Avenue,  northeast  corner,  Block 
1447,  Lot  1,  Borough  of  Manhattan. 


483-64-A 

APPLICANT — A.  H.  Salkowitz  for  Seaview  Shoppers 
Mart  Incorporated,  owner. 

SUBJECT — Application  May  6,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1847-1885  Rockaway  Pkway, 
9706-9730  Avenue  M,  southeast  corner,  Block  8281, 
Lot  24,  Borough  of  Brooklyn. 


570-64-A 

APPLICANT — Samuel  Garnett  for  West  Side  Paper 
Stock  Corporation,  owner. 

SUBJECT — Application  May  22,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 69  Mercer  Street,  west  side, 
100  feet  north  of  Broome  Street,  Block  485,  Lot  33, 
Borough  of  Manhattan. 


582-64-A 

APPLICANT — Michael  D.  Schwartz  for  Isador  Wein¬ 
stein,  owner;  Einhorn’s  Incorporated,  lessee. 

SUBJECT — Application  May  28,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 33-01  to  33-11  30th  Avenue, 
northeast  corner  of  33rd  Street,  Block  627,  Lot  44, 
Astoria,  Borough  of  Queens. 


1011-64-A 

APPLICANT — Samuel  Rosenblum  for  Greencha  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  October  13,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED— 600  West  125th  Street, 
northwest  corner  of  Broadway,  Block  1995,  Lot  26, 
Borough  of  Manhattan. 


1155-64-A 

APPLICANT — Samuel  Rosenblum  for  A.  Fantis,  own¬ 
er. 

SUBJECT — Application  November  19,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 179-183  Franklin  Street, 
south  side,  120  feet  6%  inches  east  of  Greenwich 
Street,  Block  181,  Lots  16,  17,  Borough  of  Manhattan. 


888-64-A 

APPLICANT— 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT— Application  August  27,  1964  —  A-ppeal 
from  an  order  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED— 399-401  First  Avenue, 

(Front  Building)  west  side,  74.0%  feet  north  of  East 
23rd  Street,  Block  929,  Lots  32  and  33,  Borough  of 
Manhattan. 


889-64-A 

APPLICANT— 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT— Application  August  27,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED— 399  First  Avenue,  (Rear 
Building)  west  side,  74.10/4  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


890-64-A 

APPLICANT— 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT— Application  August  27,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re  sprinkler 
system.  , 

PREMISES  AFFECTED— 401  First  Avenue,  (Rear 
Building)  west  side,  74.0%  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


375-65-A 

APPLICANT— James  J.  Chambers  for  Adell  Chemical 
Corporation,  owner;  for  distribution  by  Ford  Motor 
Co.,  delaers. 

SUBJECT— Application  March  31,  1965  —  Packaging 
of  combustible  mixture  known  as  All  Weather  Sol¬ 
vent  in  16  ounce  glass  containers  not  in  accordance 
with  Administrative  Code  Requirements. 


376-65-A 

APPLICANT— James  J.  Chambers  for  Adell  Chemical 
Corporation,  owner;  (for  distribution  by  General  Mo¬ 
tors  Dealers.) 

SUBJECT— Application  March  31,  1965  —  Packaging 
of  combustible  mixture  known  as  Adell  Wind-Shield 
Washer  —  Anti  Freeze  and  Gas  Line  De-Icer  in  16 
oz  glass  containers  not  in  accordance  with  Adminis¬ 
trative  Code  requirements. 


834-65-A 

APPLICANT— City  of  New  York,  Department  of  Traf¬ 
fic,  owner. 

SUBJECT— Application  —  July  27,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re  operation  of  Open-type  non-mechanical,  non¬ 
storage  garage,  without  a  permit  and  without  neces¬ 
sary  fire  protection. 

PREMISES  AFFECTED— 892-908  8th  Avenue,  east 
side,  from  West  53rd  Street  to  West  54th  Street,  Block 
1025,  Lot  1,  Borough  of  Manhattan. 
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841-65-A 

APPLICANT — Leonard  F.  Rothkrug  for  Gerald  Spieg- 
elman,  owner. 

SUBJECT — Application  July  30,  1965  —  Filed  pursuant 
to  Section  35  of  the  General  City  Law  re-  building 
in  bed  of  mapped  street. 

PREMISES  AFFECTED — 9301-9315  Avenue  D,  north¬ 
east  corner  of  East  93rd  Street,  Block  8119,  Lot  4 
(tentative)  Borough  of  Brooklyn. 


823-65-A 

APPLICANT — W.  A.  Dixon  for  Texaco  Incorporated, 


Paragon  Oil  Company  division,  owner. 

SUBJECT — Appilcation  July  23,  1965  —  Appeal  from 
decisions  of  the  Fire  Commissioner  re  use  of  gasoline 
storage  tank  in  excess  of  550  gallons  and  fuel  oil 
storage  tank  in  excess  of  that  permitted  by  Oil  Bur¬ 
ner  Rules. 

PREMISES  AFFECTED — 1  North  12th  Street,  north 
side  of  Kent  Avenue,  entire  block  extending  to  the 
East  River  and  Bushwick  Inlet,  Block  2277,  Lot  1, 
Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  14,  1965,  10  a.m. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 

721-41-BZ— Vol.  I  and  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  H.N.F.  Realty  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  12,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sections 
7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  maintenance  of  a  gasoline  service 
station,  lubritorium  and  office  and  minor  repairs  (hand 
tools  only)  may  be  permitted  within  the  accessory  build¬ 
ing. 

PREMISES  AFFECTED — 260-01  to  260-09  Nassau  Boule¬ 
vard  and  54-47  to  54-63  Little  Neck  Parkway,  northeast 
corner,  Block  8274,  Lot  135  (formerly  Lot  128)  Little 
Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1965, 
at  10  A.M.  for  inspection  and  decision  as  to  the  term 
of  variance;  applicant  to  file  plot  plan. 


397-54-BZ 

APPLICANT — Patrick  D.  Concagh  for  309-311  West  46th 
Street  Corporation,  owner. 

SUBJECT — Application  reopened  April  6,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
February  2,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 309-311  West  46th  Street, 
north  side,  145  feet  west  of  8th  Avenue,  Block  1037, 
Lots  125,  and  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Patrick  Concagh  and  Daniel  Greenberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


1288-64-BZ 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Ideal 
Handbag  Frame  Mfg.,  Corp.,  owne-r. 

SUBJECT — Application  December  21,  1964  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory. 

PREMISES  AFFECTED — 333-339  Greene  Avenue,  north 
side,  100  ft.  west  of  Franklin  Avenue,  174-176  Clifton 
Place,  Block  1953,  Lots  35,  36  and  49,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro,  Henry  E.  Allen,  Dept, 
of  Commerce  &  Industrial  Development,  Harry  Fish, 
Thomas  Friedman  and  Gerald  Friedman. 

For  Opposition:  Howard  B.  Kimmel,  Gertrude  Woods. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


262-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin,  owners. 

SUBJECT — Application  March  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R3-2  district  the  erection 
of  a  six-story  multiple  dwelling,  that  exceeds  the  permis¬ 
sible  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  and  lot  area  per  room,  penetrates  the  sky 
exposure  plane,  has  less  than  the  required  distance  between 
windows  and  buildings  and  less  than  the  required  parking 
spaces. 

PREMISES  AFFECTED — 125-02  Sutphin  Boulevard,  west 
side,  176.24  feet  north  of  Rockaway  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Denis  A.  Weinstock. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1965, 
at  10  A.M.  at  request  of  applicant.  Applicant  is  to  sub¬ 
mit  additional  data  and  send  out  twenty-day  notices. 


263-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin,  owner. 
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SUBJECT— Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  spaces  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2  of 
the  Multiple  Dwelling  Law  re-  minimum  dimensions 
of  yards. 

PREMISES  AFFECTED— 125-02  Sutphin  Boulevard,  west 
side,  176.84  feet  north  of  Rockaway  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Denis  A.  Weinstock. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1965, 
at  10  A.M.  at  request  of  applicant.  Applicant  is  to  sub¬ 
mit  additional  data. 


264-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT— Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  .  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district,  the 
erection  of  a  six-story  multiple  dwelling,  that  exceeds 
permissible  floor  area  ratio  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  penetrates  the 
sky  exposure  plane,  has  less  than  the  required  distance 
between  windows  and  buildings  and  less  than  the  re¬ 
quired  parking  spaces. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard,  west 
side,  176.84  feet  north  of  Rockaway  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Denis  A.  Weinstock. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1965, 
at  10  A.M.  at  request  of  applicant.  Applicant  is  to  submit 
additional  data  and  send  out  twenty-day  notices. 


265-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2  of  the 
Multiple  Dwelling  Law  re  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard,  west 
side,  176.84  feet  north  of  Rockaway  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Denis  A.  Weinstock. 

ACTION  OF  BOARD— Laid  over  to  October  19,  1965, 
at  10  A.M.  at  request  of  applicant.  Applicant  is  to  sub¬ 
mit  additional  data. 


266-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT— Appilcation  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  R3-2  and  C2-2  districts 
the  erection  of  a  six-story  multiple  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room  pene¬ 
trates  the  sky  exposure  plane,  encroaches  on  the  re¬ 
quired  distance  between  windows  and  buildings  and  with 


less  than  the  required  parking  with  access  within  50  feet 
of  intersecting  streets. 

PREMISES  AFFECTED— 148-03  Rockaway  Boulevard, 
west  side,  (  176.84  feet  north  of  Sutphin  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Denis  A.  Weinstock. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October .  19,  1965, 
at  10  A.M.  at  request  of  applicant.  Applicant  is  to  sub¬ 
mit  additional  data  and  send  out  twenty-day  notices. 


267-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  reopen 
parking  space  and  Section  310  of  the  Multiple  Dwelling 
Law  for  variance  of  Section  28  subd.  2  of  the  Multiple 
Dwelling  Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 148-03  Rockaway  Boulevard, 
west  side,  176.84  feet  north  of  Sutphin  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens  . 

APPEARANCES— 

For  Applicant:  Denis  A.  Weinstock. 

ACTION  OF  BOARD— Laid  over  to  October  19,  1965, 
at  10  A.M.  at  request  of  applicant:  Applicant  is  to  sub¬ 
mit  additional  data. 


511-65-BZ 

APPLICANT— Herbst  and  Rusciano  for  Karl  Kraus,  own¬ 
er. 

SUBJECT— Application  May  5,  1965  .—  decision  of  the 
Borough  Superintendent,  under  Section  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  ser¬ 
vice  station  with  accessory  uses  and  accessory  sign. 

PREMISES  AFFECTED— 1141  Castle  Hill  Avenue,  south- 
west  corner  of  Powell  Avenue,  Block  3810,  Lots  82,  83, 
85  and  86,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Howard  Zimmerman. 

For  Opposition:  Helen  Maher,  Catherine  Geissler,  Wini¬ 
fred  Griffin,  Marian  Morelia,  Mabel  Gray  and  E. 
Henry  Halvel. 

ACTION  O  FBOARD— Laid  over  to  September  21,  1965, 
at  10  A.M.  for  consideration  and  decision;  hearing  closed. 


520-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Alex  Liberman, 
owner. 

SUBJECT— Application  Ma^  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section.  11-412.  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erec- 
tion  of  a  one  story  enlargement  to  an  existing  store  and 
office  building  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 8702-8704  Avenue  L.  1201- 
1211  East  87 tli  Street,  southeast  corner,  Block  8066,  Lot 
36,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Alexander  E.  Levine. 

ACTION  OF  BOARD— Laid  over  to  September  28,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 
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556-65-BZ 

APPLICANT — Guerino  Salerni  for  Rago  Holding  Cor¬ 
poration,  owner;  Rago  Foundations,  Incorporated,  lessee. 
SUBJECT — Application  May  17,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  erec¬ 
tion  of  a  one  story  and  cellar  enlargement  to  an  existing 
factory. 

PREMISES  AFFECTED — 18-15  27th  Avenue,  north  side, 
77.06  feet  east  of  18th  Street,  Block  885,  Lot  12  and  15, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Guerino  Salerni,  John  J.  Rago,  Americo 
Marcaisella,  Henry  E.  Allen  and  Stuart  Welsh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


653-65-BZ 

APPLICANT — Clemens  J.  Benvenga  for  Williamsburgh 
Savings  Bank,  owner. 

SUBJECT — Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  con¬ 
st1"/1^*011  of  an  off-site  accessory  parking  lot  for  an 
existing  bank. 

PREMISES  AFFECTED — 2314-2318  85th  Street,  south 
side,  100  feet  east  of  23rd  Avenue,  Block  6858,  Lot  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Clemens  J.  Benvenga  and  William  H. 
Parry. 

For  Opposition:  John  Lotauro,  John  R.  Zoda,  Rose  Cam- 
pisi,  Salvatore  D’Agostino,  Vincent  Pizzillo  and  Rev. 
James  E.  McEvoy. 

ACTION  OF  BOARD— Laid  over  to  September  28  1965, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  revised  drawings;  hearing  closed. 


691-65-BZ 

APPLICANT  Samuel  H.  Lindenbaum  and  Lindenbaum 
and  \  oung  for  Fox  Lumber  Company,  Incorporated, 
owner. 

SUBJECT — Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Cl-2  district,  the  enlargement 
of  an  existing  lumber  yard  and  the  use  of  power  tools 
and  equipment  with  the  storage  of  lumber  in  the  open 
area. 

PREMISES  AFFECTED — 2114-2134  Coyle  Street,  west 
side,  100  feet  south  of  Avenue  U,  Block  7367,  Lot  11  and 
14  (part)  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  James  J.  Di  Fiore 
and  Ralph  Garlin. 

For  Opposition:  Kate  Appel,  Helen  Weisberg,  Edith 
Sands,  Santa  D’Andrea,  Beatrice  Detrano  and  Sanford 
L.  Engelhardt. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


588-63-A 

APPLICANT — Morris  Bernard  Adler  for  Fox  Lumber 
Company  Incorporated,  owner. 


SUBJECT  Application  July  17,  1963  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 2114-2134  Coyle  Street,  west 
side  100  feet  south  of  Avenue  U,  Block  7367,  Lot  11  and 
Part  of  14,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  James  J.  Di-Fiore. 
Ralph  Garlin. 

ACTION  OF  BOARD— Laid  over  to  September  28,  1965, 
at  10  A.M.  for  inspection  and  decision;  in  conjunction 
with  Calendar  Number  691-65-BZ;  hearing  closed. 


16-36-BZ — Vol.  II 

APPLICANT— Joseph  B.  Lynch  for  Humble  Oil  &  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  18,  1965  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7f  and  7i 
of  the  Zoning  Resolution  permitting  in  a  retail  use  dis¬ 
trict  the  maintenance  of  a  gasoline  service  station,  motor 
vehicle  repair  shop,  auto  washing,  lubritorium,  office, 
and  sales  of  accessories,  parking  and  storage  of  more 
than  five  motor  vehicles  as  an  accessory  use  to  gasoline 
service  station. 

PREMISES  AFFECTED — 1885  Westchester  Avenue, 
northeast  corner  of  Leland  Avenue,  Block  3880,  Lots  1 
to  5  inclusive,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _ _ 

THE  RESOLUTION— 

Whereas,  on  April  18,  1950,  this  application  (Vol.  II) 
was  granted  by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1965,  acting  on  N.B.  Applic.  No.  1087/1949 
reads :  ’ 

“Proposed  extension  of  term  of  variance  of  a  gasoline 
service  station,  _  lubritorium,  car  washing,  office  and 
sale  of  accessories,  minor  repairs  with  hand  tools  only 
within  accessory  building  and  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  formerly  in  a  Re¬ 
tail  Use  District  and  presently  designated  C2-2  mapped 
within  an  R-5  District,  previously  granted  by  the  Bd. 
°f  S  &  A  under  Cal.  No.  16-36-BZ  Vol.  II  must  be 
referred  to  the  Bd.  of  S  &  A  pursuant  to  Sec.  11-411 
amended  zoning  resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  18,  1950,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read  : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
resolution,  to  permit.  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certifioate  of  Occu¬ 
pancy  shall  be  obtained.” 
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259-39-BZ 

APPLICANT — Meyer  Wilen  for  John  Crimarco,  Con¬ 
rad  Crimarco,  Joseph  Crimarco  and  Edward  Crimarco, 

owners. 

SUBTECT — Application  reopened  June  22,  1965  tor  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
Tuly  26  1965  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  21  ot 
the  Zoning  Resolution,  permitting  m  a  res.ld“c® 
district,  the  maintenance  of  a  garage  for  eight  mot 

vehicles. 

PREMISES  AFFECTED  57-18  to  57-24  Granger  Street, 
south  side,  131  feet  east  of  Martense  Avenue,  Block  1950, 
Lot  46,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - 

Negative:  — - - - - 

THE  RESOLUTION— 

Whereas,  on  June  7,  1939,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  on  June  27,  1965 
and  set  for  hearing  on  July  20,  1965  at  10  A  M.  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ,  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Tuly  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  14,  1965;  hearing  closed; 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  24,  1965,  acting  on  Alt.  Applic.  No.  129/1950, 
reads  * 

“1  Extension  of  present  C.O.  expiring  July  26  1965 
under  BZ  259-39  to  be  referred  back  to  the  Board 
for  its  consideration.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  7,  iy49,  as 
amended  through  July  26,  I960,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read . 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition .  that 
the  concrete  block  street  wall  of  the  building  be  painted 
with  concrete  paint  of  a  dark  color ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


APPEARANCES— 

For  Applicant:  George  J.  Cavalier i. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE-  .  _  .  .  4 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Com" 

missioner  Klein  - - - — - 

Negative: - - — — —  ® 

THE  RESOLUTION—  .  , 

Whereas,  on  June  13,  1944,  this  application  was  granted 

by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  16,  1965,  actin  gon  Alt.  Applic.  No.  576/1965, 

reads:  ,  . 

“C-l  (a)  That  present  variance  will  expire  by  limita¬ 
tion  9-27-65. 

(b)  That  the  application  for  extension  of  variance 
should  be  referred  to  the  Bd.  of  S.  &  A. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  13,  1944,  as 
amended  through  September  27,  1960,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


171-44-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  The  H.  W. 
Wilson  Company,  owner. 

SUBJECT— Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  27,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  warehouse  for  the  storage  of  paper 
products  but  without  the  storage  of  any  motor  vehicles 
in  the  building. 

PREMISES  AFFECTED — 519  West  161st  Street  north 
side,  300.6  feet  west  of  Amsterdam  Avenue,  Block  212U, 
Lot  50,  Borough  of  Manhattan. 


346-48-BZ 

APPLICANT— Benjamin  Zlochower  for  Hehmay  Garage 
Corporation,  owner. 

SUBTECT— Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
October  6  1964  —  decision  of  the  Borough  Superintend¬ 
ent  previously  granted  on  condition,  under  Sections  7e 
and  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  and  business  district  an  auto  upholstering  shop  and 
parking  and  storage  of  more  than  five  motor  vehicles  on 
the  unbuilt  portion  of  the  lot. 

PREMISES  AFFECTED — 452-460  West  167th  Street, 
south  side,  119.3  %  feet  east  of  Amsterdam  Avenue,  Block 
2111,  Lot  92,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  Zlochower. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE —  .  T_,  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - ^ 

Negative:  - • - — — — - - -  1 

THE  RESOLUTION— 

Whereas,  on  November  3,  1948,  this  application  was 
granted  by  the  Board  on  certain  conditions ; .  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

IV hereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  14,  1965,  acting  on  Alt.  Applic.  No.  847-65,  reads: 
“C-l  Proposed  use  of  premises  for  auto  upholstery 
shop  &  parking  of  more  than  5  motor  vehicles 
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on  vacant  land  is  not  permitted  by  the  Zoning 
Resolution  for  a  residential  district. 

Note:  The  variance  granted  by  the  Board  of 
Standards  &  Appeals  under  Cal.  #346-48-BZ  for 
the  above  stated  use  expired  Oct.  6,  1964,  as  indi¬ 
cated  on  C.O.  $ 52170.  Refer  to  the  Board  for 
an  extension  of  term  of  variance.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  3  1948 
as  amended  through  October  6,  1959,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of 
this  _  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


196-49-BZ — Vol.  I 


SUBJECT — Application  reopened  July  7,  1965  —  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  27,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Section 
/i  of  the  Zoning  Resolution,  permitting  in  a  business  use 

district,  the  maintenance  of  ignition  repairs,  battery  charg¬ 
ing,  auto  parts  cleaning,  testing  room,  office  and  one 
family  and  parking  of  more  than  five  motor  vehicles 
waiting  to  be  serviced  on  open  portion  of  lot 

PREMISBS  AFFECTED — 34-16  31st  Street,  west  side, 
140.5  feet  south  of  34th  Avenue,  Block  607,  Lot  35 
Cong  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  J.  Karp. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

• .  l  ;  1 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  ____________ _ _ ____S 

Negative: _ _ _ _ q 


THE  RESOLUTION— 

bvT£EBEnaSrd°onJUne+  -3’  19S?’  -this  aPPMcation  was  granted 
Dy  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 

the  tssssr^ I965’ *  p-asft 


APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony- Vacuum  Oil  Company,  Inc.  owner. 

SUBJECT— Application  reopened  July  7,  1965  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  expires 
July  25,  1965  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  local  retail 
use.  district,  the  maintenance  of  a  gasoline  service  station 
to  include  auto  laundry,  lubritorium,  minor  repairs  (with 
hand  tools  only)  and  office. 

PREMISES  AFFECTED— 1280  Allerton  Avenue,  south-  ,  Whereas,  the  decision  of  the  Borough  Superintendent. 

S  co0frnTeL0LrTnx.on  Avenue>  BI°ck  ^ Lot  43’ Bor-  Ss.June  1%5’ actins  on  Alt  nT  ltimm 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ 

Negative:  _  _ __  q 


THE  RESOLUTION— 

Whereas  on  July  25,  1950,  this  application  (Vol.  I)  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

a  y^iHIrREASV>  decision  of  the  Borough  Superintendent, 
dated  June  9,  1965,  acting  on  N.B.  Applic.  No.  172/1949 
reads :  ’ 

“T  The  proposed  renewal  of  term  of  variance  granted 
by  B.S.A.  Cal.  196-49-BZ  must  be  referred  to  the 
Board  as  per  Sect.  11-411  of  the  Zon.  Res.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  amend  the  resolution  adopted  on  July  25,  1950,  only 

as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

"granted  for  a  term  of  ten  years  from  the  date  of  this 
resolution,  on  condition  that  the  present  tire  cabinet 
shall  be  removed;  that  the  sidewalk,  curb  and  curb- 
cuts  shall  be  put  in  proper  condition;  and  there  shall 
be  no  parking  on  the  sidewalk;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


reads : 

1.  Proposed  alteration  so  as  to  use  building  for  igni¬ 
tion  repairs,  battery  charging,  parts  cleaning,  testing 
room,  office  &  open  parking  for  more  than  five  (5) 
cars  waiting  to  be  serviced  on  premises  located  in 

NOTF  us®,dls5n<;t  js  contrary  to  Sect.  22-00  Z.R. 
NOTE.  The  last  C/O  was  issued  1/17/61  in  ac- 
cordance  with  B.S.  &  A.  Cal.  No.  BZ  604/49  Bui. 
40,  Vol  45,  same  to  expire  Sept.  27,  1965  (term  of 
five  (5)  years  from  Sept.  27,  I960).” 

hJ?fh°lVed’  the  B°ard  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  13  1950  as 
amended  through  September  27,  1960  only  as  to ’the  term 
of  the  variance,  so  that  as  amended  it  shall  read: 

granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit.  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 

WltH  an  ,respLect.s  i  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


604-49-BZ 

APPLICANT— William  J.  Karp  for  George  Nintzel,  owner. 


3S5-64-BZ 

AnaPnvICTANX_IFgTam  S-  Carner  for  H-M-  Williams  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  reopened  July  7,  1965  for  con- 

December  31  t6n?  u  variance’  spires 

December  31,  1965  —  decision  of  the  Borough  Super- 

tionniint412PrerTly7§rantedv>  °nr  condition>  under  Sec- 
m  iU2  °Vhf  5onmS,  Resolution  and  Section  666 
7j  cm  ^e.w.  York  City  Charter,  permitting  in  a  C8-1 
and  R4  district,  parking  area  for  the  storage  of  cars  for 
sale  at  the  World’s  Fair  into  the  R4  district. 

PREMISES  AFFECTED— 94-05  Northern  Boulevard 
northwest  corner  of  Junction  Boulevard,  Block  1423,’ 
Lots  1,  2  and  4o,  Jackson  Heights,  Borough  of  Queens 
APPEARANCES- 

For  Applicant :  Ingram  S.  Carner  and  Harry  M.  Williams. 
For  Opposition :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 
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THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein - « 

Negative:  Commissioner  Fox - - 1 

THE  RESOLUTION— 

Whereas,  on  June  23,  1964,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  9,  1965,  acting  on  Alt.  Applic.  No.  474/1964, 


reads : 

“1.  Proposal  to  extend  term  of  variance  must  be  re¬ 
ferred  to  the  Board  of  Standards  &  Appeals  under 
Cal.  385-64-BZ  for  its  determination.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  23,  19o4,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 

read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


561-65-BZ 

APPLICANT — John  J.  Regan  for  New  York  Central  Rail¬ 
road  Company,  owner;  Hotel  Waldorf-Astoria  Corpora¬ 
tion,  lessee. 

SUBJECT— Application  May  18,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to.  permit  in  a  C5-3  and  OO 
district  in  an  existing  multiple  dwelling  the  addition  of 
transient  parking  for  the  unused  parking  spaces  for  a 
temporary  term  of  fifteen  years. 

PREMISES  AFFECTED— 301  Park  Avenue,  east  side, 
bounded  by  East  50th  Street,  Lexington  Avenue  and 
East  49th  Street,  100  East  50th  Street,  538  Lexington  Ave. 
and  101  East  49th  Street,  Block  1304,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  Regan,  John  K.  Zekauskas. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Ivleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - —  ^ 

Negative:  . - - - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  22,  1965,  acting  on  Alt.  Applic.  530/1965,  reads : 
“A — 1.  Proposed  transient  parking  in  a  Multiple  Dwell¬ 
ing  which  is  located  party  in  C5-3  &  C6-6  Zoning 
district  is  not  permited  as  per  Sect.  36-461  of 
Zoning  Resolution.” 

and 

Whereas,  the  Board  is  familiar  with  this  building  and 
has  examined  the  applications,  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and 
tion  be  and  it  hereby  is  granted  under  Section  60  (3)  oi  the 
Multiple  Dwelling  Law,  to  permit  in  a  C5-3  and  L-6  dis¬ 
trict,  in  an  existing  multiple  dwelling,  the  addition  of  tran- 
isent  parking  for  the  unused  parking  space  for  a  term  hi 
fifteen  years  on  condition  that  the  parking  be  limited  to 
pleasure-type  cars  only  not  to  exceed  28  in  number ;  also, 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  March  18, 
1965,”  2  sheets;  and  that  any  of  the  permanent  tenants  of 
this  building  may  recapture  any  of  the  space  devoted  to 
transient  parking  on  30  days’  notice  to  the  owner  in  ac¬ 
cordance  with  Section  60  (lb)  of  the  Multiple  Dwelling 
Law;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  an  amended  Certificate  of  Oc- 
cupancy  shall  be  obtained  for  the  garage  portion  of  the 


562-65-A 

APPLICANT— John  J.  Regan  for  New  York  Central 
Railroad  Cmopany,  owner ;  The  Hotel  Waldorf-Astoria 
Corporation,  lessee. 

SUBJECT— Application  May  18,  1965  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transi¬ 
ent  parking. 

PREMISES  AFFECTED— 301  Park  Avenue,  east  side, 
bounded  bv  East  50th  Street,  Lexington  Avenue  and 
East  49th  'Street,  100  East  50th  Street,  538  Lexington 
Avenue  and  101  East  49th  Street,  Block  1304,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  Regan  and  John  R.  Zekauskas. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - j* 

Negative:  -  u 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  22,  1965  on  Alt.  Applic.  530-65,  reads : 

“A2— Proposed  parking  spaces  does  not  meet  the  re¬ 
quirements  of  Sect.  60  M.D.L.” 

and 

Whereas,  this  application  has  been  considered  by  the 
Board  in  conjunction  with  Cal.  No.  561-65-BZ, 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  April  22,  1965,  acting  on  Alt.  Applic.  530-65,  Ob¬ 
jection  No.  A2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  the  Multiple  Dwelling  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  all  of  the  requirements  of  the  Resolution  adopted  by 
the  Board  this  day  under  Calendar  Number  561-65-BZ  shall 
be  complied  with. 


582-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchoque 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  73-62 
of  the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the  erection 
of  a  six  story  multiple  dwelling  that  increases  the  degree 
of  non-compliance  from  approved  plans  as  to  lot  area  per 
room  and  with  additional  balconies  that  are  not  permitted 
obstructions. 
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PREMISES  AFFECTED — 149-29  85th  Street,  northeast 

corner  of  151st  Avenue,  Block  11417,  Lot  75,  Howard 

Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Max  Siegel  and  A.  Paulsen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  September  14,  1965 ;  hearing  closed ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  acting  on  N.B.  Applic.  5066/1961, 
reads : 

“22-M.  Proposed  additional  balconies  increases  the  de¬ 
gree  of  non-compliance  contrary  to  Sec.  11-31,  23- 
12  and  Sec.  23-13  Amended  Zoning  Resolution. 

25-M.  Increase  in  number  of  apts.  from  73  to  81  apts. 
and  increase  of  zoning  rooms  from  31 IV2  to  323 
increases  the  degree  of  non-compliance  contrary 
to  Sec.  11-31  and  Sec.  23-223  Amended  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
72-01  (b)  and  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution,  to  permit  in  an  R-5  dis¬ 
trict,  the  erection  of  a  six-story  multiple  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  as  to  lot  area  per 
room  and  with  additional  balconies  that  are  not  permitted 
obstructions,  on  condition  that  the  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  May 
24,  1965”,  3  sheets  and  “August  4,  1965”,  2  sheets ;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with;  and  that  permit  shall  be  obtained,  work  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  resolution. 


583-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  Zoning 
matter. 

PREMISES  AFFECTED — 149-29  85th  Street,  northeast 
corner  of  151st  Avenue,  Block  11417,  Lot  75  (tentative) 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  A.  Paulsen. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . . . 5 

Negative:  . . . . . . . . . . .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965  on  N.B.  Applic.  5066-61,  reads: 

“21M — Use  of  existing  non-complying  open  spaces  for 
additional  open  parking  increases  the  degree  of 
non-compliance  as  to  permitted  obstructions  in 
open  space  contrary  to  Sec.  11-31  and  Sec.  23-12, 
Sec.  23-142  Amended  Zoning  Resolution.” 
and 


Whereas,  the  premises  were  inspected  by  a  committee 
oi  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  23  1965,  acting  on  N.B.  Applic.  5066-61 

Objection  No.  21M,  be  and.it  hereby  is  modified  and  that 
tne  appeal  be  and  it  hereby  is  granted  on  condition  that  all 
°*  requirements  0f  the  resolution  adopted  this  day 
under  Calendar  Number  582-65-BZ  shall  be  complied  with. 


584-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  34,  sbd.  6a  of  the  Multiple  Dwelling  Law  re¬ 
minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 149-29  85th  Street,  northeast 
corner  of  151st  Avenue,  Block  11417,  Lot  75,  (tentative) 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  A.  Paulsen. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _ _  _  q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965  on  N.B.  Applic.  5066-61,  reads: 

“20M — Rooms  of  cellar  apt.  not  for  janitor’s  use  facing 
on  recess  off  yard  less  than  30'  in  least  horizontal 
dimension  contrary  to  Sect.  34  Subd.  6(a«) 
Multiple  Dwelling  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  .which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  acting  on  N.B.  Applic.  5066-61,  Ob¬ 
jection  No.  20M,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  34,  Subd.  6(a) 
the  Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  all  of  the  requirement 
of  the  resolution  adopted  by  the  Board  this  day  under 
Calendar  Number  582-65-BZ  shall  be  complied  with. 


585-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT — Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district,  the 
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erection  of  a  six  story  multiple  dwelling  that  increases 
the  degree  of  non-compliance  as  to  lot  area  per  room 
and  with  additional  balconies  that  are  not  permitted 
obstructions. 

PREMISES  AFFECTED' — 149-30  88th  Street  west  side, 
from  149th  Avenue  to  151st  Avenue,  Block  11417,  Lot  50, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Max  Siegel  and  A.  Paulsen. 


For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -t - - 

Negative: - - ■ - -  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  14,  1965;  hearing  closed; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  apting  on  N.B.  Applic.  5069/1961, 
reads : 

“22-M.  Proposed  additional  balconies  increases  the 
degree  of  noncompliance  contrary  to  Sec.  11-31, 
23-12  and  Sec.  23-13  Amended  Zoning  Resolu¬ 


tion. 


25-M.  Increase  in  number  of  apts.  from  73  to  81  apts. 
and  increase  of  zoning  rooms  from  311%  to  323 
increases  the  degree  of  noncompliance  contrary 
to  Sec.  11-31  and  Sec.  23-223  Amended  Zoning 
Resolution.” 


and 

Whereas,  the  premises  and  surroimding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
72-01  (b)  and  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution,  to  permit  in  an  R-5 
district,  the  erection  of  a  six-story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  as  to  lot  area  per 
room  and  with  additional  balconies  that  are  not  permitted 
obstructions,  on  condition  that  the  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received 
May  24,  1965”,  3  sheets  and  “August  4,  1965”,  2  sheets; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


586-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  28,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED— 149-30  88th  Street,  west  side, 
from  149th  Avenue  to  151st  Avenue,  Block  11417,  Lot 
50,  Howard  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  Siegel  and  A.  Paulsen. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  .  .  . 

Affirmative :  Chairman  Foley,  Vice  Cluurman  K1 iemert :, 
Commissioner  Fox,  Commissioner  Becker  and  Coin_ 
missioner  Klein - - - ■  '  "  ^ 

Negative - - 

THE  RESOLUTION—  .  .  . 

Whereas,  the  decision  of  the  .Bor°^\fuPC^ende  ’ 
dated  April  23,  1965  on  N.B.  Applic.  5069-61,  reads . 

“21 M— Use  of  existing  non-complymg  open  spaces  tor 
aditional  open  narking  increases  the  degree  of 
non-compliance  as  to  permitted  obstructions  n 
open  space  contrary  to  Sec.  11-31,  Sec.  23-12  and 
Sec.  23-142  Amended  Zoning  Resolution. 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  £or?UgL  ^oKl" 
tendent,  dated  April  23,  1965,  acting  on  N.B.  Applic.  5069-41 
Objection  No.  21M,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  all 
of  the  requirements  of  the  resolution  adopted  by  the  Board 
this  day  under  Calendar  Number  585-65-BZ  shall  be  com- 
nlied  with. 


587-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  van- 
ance  of  Section  34  sbd.  6a  of  the  Multiple  Dwelling  Law 
re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 149-30  88th  Street,  west  side, 
from  149th  Avenue,  to  151st  Avenue,  Block  11417,  Lot 
50,  Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  A.  Paulsen. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  ^ 

Negative:  - — - ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965  on  N.B.  Applic.  5069-61,  reads : 

“20M— Rooms  of  cellar  apt.  not  for  janitor’s  use  facing 
on  recess  off  yard  less  than  30’  in  least  dimension 
contrary  to  Sec.  34  Subd.  6(a)  Multiple  Dwelling 
Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  acting  on  N.B.  Applic.  5069-61,  Ob¬ 
jection  No.  20M,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  34,  Subd.  6(a)  of  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  all  of  the  requirements 
of  the  resolution  adopted  by  the  Board  this  day  under 
Calendar  Number  585-65-BZ  shall  be  complied  with. 


588-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 
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SUBJECT — Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution,  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R5  district,  the 
erection  of  a  six  story  multiple  dwelling  that  increases 
the  degree  of  non-compliance  from  approved  plans  in  lot 
area  per  room  and  with  additional  balconies  that  are  not 
permitted  obstruction. 

PREMISES  AFFECTED — 85-10  149th  Avenue,  southeast 
corner  of  85th  Street,  Block  11417,  Lot  1,  Howard  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  A.  Paulsen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  September  14,  1965 ;  hearing  closed ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  acting  on  N.B.  Applic.  5068/1961, 
reads : 

‘  21-M.  Proposed  additional  balconies  increases  the 
degree  of  noncompliance  contrary  to  Sec.  11-31, 
23-12  and  Sec.  23-13  Amended  Zoning  Reso¬ 
lution. 

24-M.  Increase  in  number  of  apts.  from  73  to  81  and 
increase  of  zoning  rooms  from  310%  to  321 
increases  the  degree  of  noncompliance  contrary 
to  Sec.  11-31  and  Sec.  23-223  Amended  Zoning 
Resolution.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  wa.s  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
72-01  (b)  and  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  winder  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution,  to  permit  in  an  R-5 
district,  the  erection  of  a  six-story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  at  to  lot  area  per 
room  and  with  additional  balconies  that  are  not  permitted 
obstructions,  on  condition  that  the  work  shall  conform  to 
with  this  application  marked  “Received  May 
24  1965  ,  3  sheets  and  “August  4,  1965”,  2  sheets;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  corn¬ 
el  leljW1j  an£  Perm't  shall  be  obtained,  work  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  resolution. 


589-65-A 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
xlomes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  of  a 
°J  the  Borough  Superintendent  re-  zoning  matter 
PREMISES  AFFECTED — 85-10  149th  Avenue  “ou£ 
east  corner  of  85th  Street,  Block  11417,  Lot  1,  Howard 
■Beach,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Max  Siegel  and  A.  Paulsen. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative : _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965  on  N.B.  Applic.  5068-61,  reads : 

“20M — Elimination  of  garage  extension  and  use  of 
existing  non-complying  open  spaces  for  additional 
open  parking,  increases  the  degree  of  non- 
compliance  as  to  permitted  obstructions  in  open 
space  contrary  to  Sec.  11-31,  Sec.  23-12  and 
Sec.  23-142  Amended  Zoning  Resolution.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  acting  on  N.B.  Applic  5068-61,  Ob¬ 
jection  No.  20M,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  the 
requirements  of  the  resolution  adopted  by  the  Board  this 
day  under  Calendar  Number  588-65-BZ  shall  be  complied 
with. 


590-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the 
New.  i  orlc  City  Charter,  to  permit  in  a  R5  district,  the 
erection  of  a  six  story  multiple  dwelling  that  increases 
the  degree  of  non-compliance  from  approved  plans  as  to 
lot  area  per  room  and  jyith  additional  balconies  that  are 
not  permitted  obstructions. 

^^^SE§  AFFECTED' — 86-11  151st  Avenue,  Building 
#2,  northeast  corner  of  85th  Street,  Block  11417  Lot  75 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  A.  Paulsen. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  q 

Negative: _ _ "  .  __  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  September  14,  1965 ;  hearing  closed ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  acting  on  N.B.  Applic.  5067/1961 
reads :  ’ 

21-M.  Proposed  additional  balconies  increases  the  de¬ 
gree  of  non-compliance  contrary  to  Sec.  11-31, 
23-12  and  Sec.  23-13  Amended  Zoning  Resolu¬ 
tion. 

24-M.  Increase  in  number  of  apts.  from  73  to  81  and 
increase  from  SKF/a  to  321  Zoning  rooms  in- 
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creases  the  degree  of  non-compliance  contrary 
to  Sec.  11-31  and  Sec.  23-223  Amended  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
72-01  (b)  and  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Sections  72-01  (b) 
and  73-62  of  the  Zoning  Resolution,  to  permit  in  an  R-5 
district,  the  erection  of  a  six-story  multiple  dwelling  that 
increases  the  degree  of  non-compliance  from  approved  plans 
as  to  lot  area  per  room  and  with  additional  balconies  that 
are  not  permitted  obstructions  on  condition  the  work  be 
done  in  accordance  with  drawings  filed  with  this  application 
marked  “Received  May  24,  1965”,  3  sheets  and  “August  4, 
1965”,  2  sheets;  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  permit  be  obtained,  work 
done,  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


591-65-A 

APPLICANT — Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED— 86-11  151st  Avenue,  northeast 
corner  of  85th  Street,  Block  11417,  Lot  75  (tentative), 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  A.  Paulsen. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965  on  N.B.  Applic.  5067-61,  reads: 

“20M— Elimination  of  garage  extension  and  use  of  exist¬ 
ing  non-complying  open  spaces  for  additional 
open  parking,  increases  the  degree  of  non- 
compliance  as  to  permitted  obstructions  in  open 
spaces,  contrary  tp  Sec.  11-31,  Sec.  23-12  and 
Sec.  23-142  Amended  Zoning  Res.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  datetd  April  23,  1965,  acting  on  N.B. 
Applic.  5067-61,  Objection  No.  20M,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  all  of  the  requirements  of  the  Resolution 
adopted  this  day  by  the  Board  under  Calendar  Number 
590-65-BZ  shall  be  complied  with. 


592-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Patchogue 
Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  decision  of  the 


Borough  Superintendent,  under  Sections  ?2-01  (b)  and 

73- 62  of  the  Zoning  Resolution,  and  Section  666  of  die 
New  York  City  Charter,  to  permit  in  a  R5  district,  the 
erection  of  a  six  story  multiple  dwelling  that  increases 
the  degree  of  non-compliance  from  approved  plans  as  to 
lot  area  per  room  and  with  addition  balconies  that  are 
not  permitted  obstructions. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  southwest 
corner  of  88th  Street,  Block  11417,  Lot  50,  (tentative), 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Max  Siegel  and  A.  Paulsen. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 

Negative:  - -  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  onthls9Ppbcatio 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  14,  1965;  hearing  closed, 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  acting  on  N.B.  Applic.  5070/1961, 
reads ! 

“21 -M.  Proposed  additional  balconies  increases  the  de¬ 
gree  of  non-compliance  contrary  to  Sec.  11-31, 
23-12  and  Sec.  23-13  Amended  Zoning  Resolu¬ 
tion. 

24- M.  Increase  in  number  of  apts.  from  73  to  81  and 
increase  from  310%  to  321  zoning  rooms 
increaes  the  degree  of  non-compliance  contrary 
to  Sec.  11-31  and  Sec.  23-223  Amended  Zoning 
Resolution.” 

and  • 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
'  Whereas,  the  Board  found  that  this  was  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 

72- 01  (b)  and  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Sections  72-01  (b)ancl 

73- 62  of  the  Zoning  Resolution,  to  permit  in  an  R-5  district, 
the  erection  of  a  six-story  multiple  dwelling  that  increases 
the  degree  of  non-compliance  from  approved  plans  as  to 
lot  area  per  room  and  with  additional  balconies  that  are 
not  permitted  obstructions  on  condition  that  the  work  be 
done  in  accordance  with  drawings  filed  with  this  application 
marked  “Received  May  24,  1965”,  3  sheets,  and  August  4, 
1965”,  2  sheets;  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  permit  be  obtained,  work 
done,  Certificate  of  Occupancy  obtained  within  one  year 

+Vli<l  T?  psnllltioin. 


Associates  for  Patchogue 


593-65-A 

APPLICANT— Max  Siegel 

Homes  Corporation,  owner. 

SUBJECT— Application  May  24,  1965  —  Review  of _  a 
rlf>ri«inn  of  the  Borough  Superintendent,  re-  Zoning 


matter. 

PREMISES  AFFECTED— 87-10  149th  Avenue,  southwest 
corner  of  88th  Street,  Block  11417,  Lot  50,  (tentative) 
Howard  Beach.  Borough  of  Queens. 


APPEARANCES—  ,  J  „  , 

For  Applicant:  Max  Siegel  and  A.  Paulsen. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _  5 

Negative:  _ _ _ _ _ _  q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965  on  N.B.  Applic.  5070-61,  reads: 

“20M — Elimination  of  garage  extension  and  use  of 
existing  non-complying  open  spaces  for  additional 
open  parking  increases  the  degree  of  non- 
compliance  as  to  permitted  obstructions  in  open 
spaces  contrary  to  Sec.  11-31,  Sec.  23-12  and 
Sec.  23-142  Amended  Zoning  Resolution.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  April  23,  .1965,  acting  on  N.B.  Applic. 
5070-61,  Objection  No.  20M,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  all  of  the  requirements  of  the  Resolution  adopted  this 
day  by  the  Board  under  Calendar  Number  592-65-BZ  shall 
be  complied  with. 


678-65-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 
SUBJECT — Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution  and  Section  666  of  the 
New;  York  City  Charter,  to  permit  in  a  Cl-2  and  R3-1 
district,  the  erection  of  a  third  story  and  bulkhead  to  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio,  penetrates  the  sky 
exposure  plane,  encroaches,  on  the  required  rear  yard  and 
with  accessory  parking  extending  into  the  residence 
district. 

PREMISES  AFFECTED — 355  Forest  Avenue,  northwest 
corner  of  Hart  Boulevard,  Block  132,  Lot  159,  West 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Edward  B.  Cadley  and  K.  E.  Wheeler. 
For  Opposition:  Frank  G.  Cosmen. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ _ _ _ _ q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  20,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  September  14,  1965 ;  hearing  closed ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1965,  acting  on  Alt.  Applic.  59/1965,  reads : 

‘T.  Floor  area  ratio  of  building  after  addition  of  pro¬ 
posed  story  to  presently  non-complying  structure 
exceeds  maximum  permitted  in  a  CF2  district 
located  in  a  R3  district.  Section  33-121  &  Section 
54-31  Zoning  Resolution. 

2-  Proposed  vertical  extension  of  32'-5%"  including 
bulkhead  on  existing  wall  38'-6%"  above  curb,  total 
future  height  71 '-ON"  including  bulkhead  penetrates 


sky  exposure  plane  and  set  back  requirements  on 
l’orest  Ave.,  (70.00'  wide)  contrary  to  Sect.  33-431 
Zoning  Resolution. 

3.  Parking  area,  west  of  building,  129.37'  ±  mean 
depth  by  156.04'  wide,  encroaches  upon  adjoining 
Ro-1  district. a  distance  of  29.37'  ±.  Since  the  depth 
of  the  Cl-2  is  but  100.00'  at  this  property,  the  park¬ 
ing  area  is  contrary  to  Sect.  36-11  Zoning  Resolu¬ 
tion. 

4.  For  a  width  of  6.06'  ±,  a  distance  100.00'  from 
Hart  Boulevard,  the  rear  yard  of  the  applicants  lot 
is  19.30  ±  deep,  as  shown  on  plot  plan,  contrary 
to  Sect.  33-26  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted,  and 

Whereas,  the  Board  found  that  this  was  an  appropriatet 
case  in  which  to  exercise  discretion  tot  grant  under  Sec¬ 
tions  73-11  (g)  and  73-65  of  the  Zoning  Resolution. 

Resolved,  thaj  the  Board  of  Standards  and  Appeals  does 
hereby  make  a,  variation  in  the  application  of  the  use 
district  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Sections  73-11 
(g)  and  73-65  of  the  Zoning  Resolution  tot  permit  in  a 
Cl-2  and  R3-1  district,  the  erection  of  a  third  story  and 
bulkhead  on  an  existing  telephone  exchange  building  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
penetrates  the  sky  exposure  plane,  encroaches  on  the  re¬ 
quired  rear  yard  and  has  accessory  parking  extending  into 
the  residence,  district .  on  condition  the  work  be  done  in 
accordance  with  drawings  filed  with  this  application  marked 
Received  June  10,  1965”,  22  sheets,  “July  20,  1965”,  1 
sheet;  on  further  condition  that  all  of  the  agreements  cited 
in  the  lettter  from  the  New  York  Telephone  Company  to 
the  Board  dated  July  29,  1965,  shall  be  complied  with,  and 
that  this  letter  be  made  part  of  this  Resolution;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with;  and  that  permit  be  obtained,  work  done,  and 
Certificate  of  Occupancy  obtained,  within  one  year  from 
the  date  of  this  Resolution. 


Adjourned  12:25  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  SEPTEMBER  14,  1965,  NOON 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 

547-62-A 

APPLICANT — Clarence  Lilien  &  Associates  for  Mattcot, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  April  23,  1965 
—Appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  —  Filed  pursuant  to  Section  310  of  the  Multiple 
Dwelling  Law,  Section  34  of  the  Multiple  Dwelling  Law, 
re-  cellar  apartment;  previously  granted  on  condition. 

PREMISES  AFFECTED— 2179-2187  Matthews  Avenue, 
west  side,  92.1  feet  south  of  Pelham  Parkway  South, 
Block  4322,  Lots  43,  45  and  47,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Everett  B.  Lilien. 
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ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - - 

Negative:  . . . .  " 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  April  23,  1963,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  23,  1963  only 
as  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  1172/61) 


887-63-A 

APPLICANT— Irving  Seelig  and  Son  for  Joange  Building 
Corporation,  owner. 

SUBJECT— Application  November  12,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 3780  to  3818  Nostrand  Avenue, 
southwest  corner  of  Avenue  Y,  Block  7445,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  Seelig. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - —  ~ 

Negative: - — - — -  ® 


315-64-A 

APPLICANT— Fred  Safran  for  Milton  Sokol,  owner. 
SUBJECT— Application  March  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 184  William  Street,  east  side, 
32  feet  9%  inches  north  of  Spruce  Street,  Block  103,  Lot 
2,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Becker - 4 

Negative:  - r - 0 

Absent:  Commissioner  Klein  - 1 


742-39-BZ 

APPLICANT— Kenneth  W.  Milnes  for  Tidewater  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 


Sections  7c  and  21  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  reconstruction  of  the  ac¬ 
cessory  building  on  an  existing  gasoline  service  station. 
PREMISES  AFFECTED— 1218-1222  Clove  Road  and 
1201-1205  Victory  Boulevard,  northwest  corner,  Block 
328,  Lot  60,  West  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Kenneth  W.  Milnes. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - — - -  5 

Negative: - —  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  24,  1939,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  26,  1940;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  24,  1939 
as  amended  through  November  26,  1940,  only  as  to  the 
number  of  approved  gasoline  storage  tanks,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  there  may  be  a  total  of  8  550  gallon  _  approved 
gasoline  storage  tanks,  as  shown  on  revised  plan 
marked  “Received  July  6,  1965”,  one  sheet.”  (Gas 
Tank  Application — 71/65) 


886-59-BZ 

APPLICANT— Lama,  Proskauer,  Prober  &  Vassalotti  for 
Socony  Mobil  Company,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  October  20, 
1965  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  .7a  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  reconstruction  of  an  existing  gasoline  service 
station,  lubritorium,  office  and  accessory  sales  and  extend 
the  use  by  adding  minor  auto  repairs,  non-automatic  car¬ 
washing,  sales  room,  utility  room,  ground  sign  and  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 62-11  to  62-19  (62-17  official) 
Rockaway  Beach  Boulevard  and  194-200  Beach  63rd 
Street,  southeast  corner,  Block  394,  Lot  4,  Far  Rocka¬ 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  — - - - -  * 

Negative:  — - - * — - —  ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  6,  1960,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  20,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 


3 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  6  1960  as 
amended  through  October  20,  1964,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu- 
tion ,  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (N.B.  4355/59) 


737-64-BZ 

A?,f>L,ICA~T~Lloyd  Mor&an  for  Department  of  Public 
Works,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 

fnteinSicn  °t,  to  „comPlete  which  expires  September 
Zy,  1905  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C8-2  district,  the  erec¬ 
tion  of  a  four  story  and  penthouse  police  precinct  that 
encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 68-40  Austin  Street,  southeast 
corner  of  Yellowstone  Boulevard,  Block  3234,  Lots  20,  21 
22,  25,  and  26,  (Formerly  22)  Forest  Hills,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  P.  J.  Avitabile. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ 5 

Negative: _ _ _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  29,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  29,  1964 
only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (N.B.  1075/63) 


150-41-BZ — Vol.  II 

APpLIC ANT— Lama,  Proskauer,  Prober  &  Vassalotti  for 
bulf  Oil  Corp.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  July  11, 
1965  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  7i,  7e  and  7h 
of  the  Zoning  Resolution,  permitting  in  residence  and 
local  retail  use  district,  the  extension  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  motor  vehicle  repairs,  car  wash¬ 
ing  and  to  permit  the  parking  of  cars  waiting  to  be  ser¬ 
viced. 

PREMISES  AFFECTED — 223-15  to  223-25  Union  Turn¬ 
pike  and  78-46  to  78-64  Springfield  Boulevard,  northwest 
corner,  Block  7780,  Lots  1  and  62,  Queens  Village,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  13,  1965  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci- 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative:  _  n 


189-50-BZ 

APPLICANT — Charles  M.  Spindler  for  William  Saloy, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expires  October  24, 
1965  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7c  and  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis- 
trict,  the.  reconstruction  of  former  existing  gasoline  ser- 
vice  station,  to  include  auto  laundry  and  lubritorium. 

PREMISES  AFFECTED — 74-24  Rockaway  Boulevard, 
south  side,  81.39  ft.  west  of  91st  Avenue,  Block  8943,  Lot 
10,  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  13,  1965  at  10  A.M.,  to  consider  ex- 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 

Negative: _ _ _  n 


472-60-BZ 

APPLICANT — Herbst  &  Rusciano  for  Louis  Wess,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expires  December 
6,  1965  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1570  Hoe  Avenue,  east  side, 
75  feet  south  of  East  173rd  Street,  Block  2989,  Lot  20 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Howard  Zimmerman. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  13,  1965  at  10  A.M.,  to  consider  ex- 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative :  _  _ _  n 


Adjourned:  12:40  P.M. 

James  P.  Mulroy,  Secretary 


1069 


MINUTES 


REGULAR  MEETING 


TUESDAY  AFTERNOON,  September  14,  1965,  2  P.M. 


Present : 
missioner 
Klein. 


Chairman  Foley,  Vice  Chairman  Kleinert,  Corn- 
Fox,  Commissioner  Becker  and  Commissioner 


985-40-SM — Vols.  I,  II  &  HI 

APPLICANT— National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant :  Donald  K.  Busch. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  ** 

Negative:  - - ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
985-40-SM— Vols.  I,  II  &  III— Amendment  to  resolution 
as  to  additional  trade  name. 

National  Gypsum  Company,  Buffalo,  New  Tork,  requested 
that  the  resolution  adoptted  October  22,  1940  and  amended 
at  various  times  through  September  15,  1964,  under  Cal. 
No.  985-40-SM— Vols.  I,  II  &  HI,  be  reopened  and  amended 
so  as  to  permit  the  approved  material  to  be  marketed  under 
an  additional  trade  name. 

PROPOSED  USE:  Incombustible  acoustical  metal  pan. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture  of  the  metal  pans. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  22,  1940  and 
amended  at  various  times,  through  September  15,  1964, 
under  Cal.  985-40-SM— Vols.  I,  II  &  III,  be  reopened  and 
amended  so  as  to  permit  the  approved  acoustical  metal  pan 
to  be  marketed  by  .Celotex  Corp.,  under  the  trade  name  of 
Acoustical,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  October  22,  1940,  and  amended  at  various 
times  through  Sept.  15,  1964  under  Cal.  985-40-SM — Vols. 
I,  TI  &  III,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

260-54-SA— Watson  Elevator  Company,  New  York  City, 
filed  for  approval  of  the  appliance  known  as  Watson  Oil 
Buffer  Model  No.  1,  under  the  provisions  of  C26-95U.U, 
Administrative  Building  Code.  The  application  was  subject 
for  dismissal  for  lack  of  prosecution,  but  was  removed 
from  the  dismissal  list  at  the  request  of  the  applicant. 
PROPOSED  USE:  Hydraulic  buffer  for  elevators. 
DESCRIPTION:  The  buffer  is  designed  to  stop  a  de¬ 
scending  car  or  countexweight  beyond  its  normal  limit  of 
travel  by  storing  or  by  absorbing  and  dissipating  the  kinetic 
energy  of  the  car  or  counterweight  in  the  oil.  The  buffer 
is  of  the  spring  return  type. 

The  buffer  is  manufactured  in  six  sizes  with  stroke 
lengths  of  10",_14",  21",  29",  38",  and  48”,  corresponding 
to  a  maximum  striking  speed  of  435,  515,  635,  745,  855, 
and  960  f.p.m.,  respectively. 

INSPECTION  AND  TEST:  The  buffer  was  tested  and 
approved  by  the  National  Bureau  of  Standards.  The  report 
is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Watson  Oil 
Buffer,  Model  No.  1,  for  use  in  New  York  City,  when 
installed  in  accordance  with  the  requirements  of  C26-944.0 
through  C26-951.0,  Administrative  Building  Code  and  when 
labeled  in  accordance  with  the  requirements  of  C26-950.0, 
Administrative  Building  Code. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
_  Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


51 1-54-SA 

APPLICANT — General  Electric  Company,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  J.  Burkard. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 


260-54-SA 

APPLICANT— Watson  Elevator  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - 5 

Negative: - - 0 


51 1-54-SA — Amendment  to  resolution  as  to  additional  dish¬ 
washers. 

General  Electric  Company,  New  York,  requested  that 
the  resolution  adopted  October  19,  1954  and  amended  at 
various  times  through  March  10,  1964,  under  Cal.  51 1-54- 
SA,  be  reopened  and  amended  so  as  to  include  additional 
models  of  dishwashers. 

PROPOSED  USE:  Automatic  dishwashers. 
DESCRIPTION :  The  requested  models  are  essentially 
identical  to  the  presently  approved  models,  maintaining  the 
same  water  supply,  air  gap  and  high  drain  loop  features. 
The  changes  are  in  the  front  trim  treatment  and  minor 
mechanical /electrical  changes.  The  requested  models  have 
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been  approved  by  the  Underwriters’  Laboratories.  The  re¬ 
quested  models  are  designated  as  follows:  SS200A,  SS201A, 
SS204A,  S20SA,  SD200A,  SD300A,  SD301A,  SD304A, 
SD305A,  SD400A,  SD201A,  SD2Q4A,  SD205A,  SD208A, 
SD401A,  SD404A,  SD405A,  SD406A,  SC600A,  and 

SC800A. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  19,  1954  and 
amended  at  various  times  through  March  10,  1964,  under 
Cal.  511-54-SA,  be  reopened  and  amended  so  as  to  include 
the  additional  models  of  General  Electric  Dishwashers  as 
herein  described,  on  condition  that  the  requirements  of  the 
resolution  adopted  October  19,  1954  and  amended  through 
March  10,  1964,  under  Cal.  511-54-SA,  be  complied  with, 
and  further  that  all  installations  comply  with  the  require- 
CodeS  °f  ArtlC  6  15,  ChaP*er  26 >  Administrative  Building 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  iln  accordance  with 
the  above  report. 


862-54-SA 

APPLICANT — John  Wood  Company,  Bennett  Pump 
Division,  owner. 

APPEARANCES— 

For  Applicant:  John  Medel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative : _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

862-5 USA — Amendment  to  resolution  as  to  additional 
models  of  dispensing  pumps. 

John  Wood  Company,  Bennett  Pump  Division  requested 
that  the  resolution  adopted  November  14,  1956  and  amended 
at  various  times  through  June  16,  1964,  under  Cal.  862-54- 
SA,  be  reopened  and  amended  so  as  to  include  additional 
models  of  dispensing  pumps. 

PROPOSED  USE:  Gasoline  dispensing  pumps. 
DESCRIPTION :  The  requested  Models  3025,  3125,  3027, 
3127,  3362,  3366  3372,  and  3382,  are  basically  the  same  i£S 
the  presently  approved  dispensers,  differing  only  as  to  trim 
and  styling.  The  requested  models  have  been  approved  by 
the  Underwriters’  Laboratories. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  14,  1956  and 
amended  at  various  times  through  June  16,  1964,  under 
Cal.  862-54-SA,  be  reopened  and  amended  so  as  to  include 
the  additional  gasoline  dispensers  as  herein  described,  on 
condition  that  the  requirements  of  the  resolution  adopted 
November  14,  1956  and  amended  through  June  16,  1964, 
under  Cal.  862-54-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  iln  accordance  with 
the  above  report. 


862-54-SA 

APPLICANT — John  Wood  Company,  Bennett  Pump 
Division,  owner. 

APPEARANCES— 

For  Applicant:  John  Medel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

862-54-SA — Amendment  to  resolution  as  to  additional 
models  of  dispensing  pumps. 

John  Wood  Company,  Bennett  Pump  Division,  requested 
that  the  resolution  adopted  November  14,  1956  and  amended 
at  various  times  through  September  14,  1965  under  Cal.  No. 
862-54-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  models  of  dispensing  pumps. 

PROPOSED'  USEj  Gasoline  dispensing  pumps. 
DESCRIPTION :  The  requested  Models  3376  and  3386  are 
basically  the  same  as  the  presently  approved  dispensers, 
differing  only  as  to  trim  and  styling.  The  requested  models 
have  been  approved  by  the  Underwriters’  Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  14,  1956  and 
amended  at  various  times  through  September  14,  1965 

under  Cal.  No.  862-54-SA  be  reopened  and  amended  so  as 
to  include  the  additional  gasoline  dispensers  as  herein 
described,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  November  14,  1956  and  amended  through 
September  14,  1965,  under  Cal.  862-54-SA,  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


862-54-SA 

APPLICANT — John  Wood  Company,  Bennett  Pump 
Division,  owner. 

APPEARANCES— 

For  Applicant:  John  Medel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE—  .  .  r 

Affirmative:  Chairman  Foley,  Commissioner  Fox.  Com- 

missioner  Becker  and  Commissioner  Klein - 

Negative:  Vice  Chairman  Kleinert  - - 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  T^t  reads 

862-54-SA— Amendment  to  resolution  as  to  a  1  1 

”  jXd  vCf  w,  Bennett  Pump 

include  additional  models  of  submerged  pumps 
DE  S  CRIPTI ObL ;EThearequested^  Models  270  and  273  are 

Laboratories.  .  „„„„ 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted ,  November M 
amended  at  various  times  through  September  14,  iyoa,  unae 
Cal  862-54-SA,  be  reopened  and  amended  so  as  to  mclu 
the  additional  models  of  submerged  pumps  as  herein  de¬ 
scribed ^  on  condition  that  the  requirements  of  the  resolution 
adopted  November  14,  1956  and  as  amended  ^  vanous^mes 
through  September  14,  1965,  under  Cal.  862-54-SA,  be 

complied  with. 

(Sgd.)  William  A-  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

176-61-SM 

APPLICANT — Air  Reduction  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  B.  V.  Golla. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - — — - - 

Negative: - ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads . 

Cal  No  176-61-SM— Air  Reduction  Company,  Inc.  New 

York  New  York,  requested  that  the  resolution  adopted 

February  27,  1962  and  amended  through  May  4  1965, 

under  Cal.  No.  176-61-SM,  be  reopened  an^  pended  so 
as  to  permit  the  approved  material  Vinac  CE-l-P  to  b 
marketed  under  an  additional  trade  name. 

PROPOSED  USE:  Bonding  agent  for  bonding  plaster  to 
concrete. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  27  1962  and 
amended  through  May  4,  1965,  under  Cal.  No.  176-61-SM 
be  reopened  and  amended  so  as  to  permit  the  approved 
material  Vinac  CE-l-P  to  be  marketed  by  Hallmark 
Chemical  Corporation,  Irving,  Texas,  under  the  trade  name 


“Hallmark  PB-400  Plaster  Bonding  Agent”,  on  condition 
ffiafr  requirements  of  the  resohi tion 
27,  1962  and  amended  through  May  4,  lyoo,  unuci 
176-61-SM,  be  complied  with. 

CSed)  William  A.  Nolan, 
v  B  Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved  that  the  Board  of  S“>“a’i^£S  thh 
hereby  amend  the  above  cited  resolution  in  accordance  wi 

the  above  report. 

33-64-SA 

APPLICANT— Bright  Leaf  Industries,  Incorporated, 
owner ;  Agent  GeSrge  G.  Wolfe,  agent. 
APPEARANCES— 

For  Applicant:  Geo.  G.  Wolfe.  , 

ACTION  OF  BOARD— Appliance  approved  m  accordance 
A  witli^  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE _ 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein - “  .  .  “ 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  - 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  ^ds. 

rt.A4  S  A. _ Bright  Leaf  Industries,  Inc.,  Charlotte,  Nor 

Carolina,  filed  for  approval  of  the 

^Chapter  26,  Adnrinis.rative 

Building  Code.  .  .  •  ,  u 

PROPOSED  USE:  Gas  heater  for  industrial  space  heating. 

DESCRIPTION :  The  main  burner  is  of  cast  iron,  venture 
tvue  The  heat  exchanger  is  of  24  gauge  perforated  stain  ess 
steel  The  head  of  the  heat  exchanger  is  14  gauge  stainless 
steel  flange  and  dished  head..  The  exterior  casing  or  guard 
around  the  heat  exchanger  is  manufactured  of  18  gaug 
No.  16  flattened  expanded  carbon  steel.  The  h^d  of  the 
guard  is  14  gauge  steel  flanged  and  dished  head.  The  heater 
is  equipped  with  a  100%  safety  shutoff  control.  . 

The  appliance  has  been  approved  by  the  American  Gas 
Association,  and  the  heaters  are  rated  for  50,000  and  100,000 
BTU  input. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Space-Ray, 
Models  F-50  and  F-100,  Floor  Heaters  for  voluntary  use 
in  New  York  City  in  commercial  installations,  only,  on 
condition  that  all  installations  comply  with  the  requirements 
of  Article  12,  Chapter  26,  Administrative  Building  Code, 
and  the  location  of  these  heaters  in  reference  to  com¬ 
bustible  material  shall  comply  with  C26-693.0.d.2,.  Adminis¬ 
trative  Building  Code,  and  further  that  the  appliance  bear 
a  label,  permanently  affixed,  reading :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  33-64^SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


499-64-SM 

APPLICANT — 1  he  Georgia  Company  Incorporated, 

owner. 

APPEARANCES— 

For  Applicant:  Michael  R.  Burns. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ 

Negative:  _ _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
499-64-SM— The  Georgia  Company,  Inc.,  owner,  New  York 
City,  filed  for  approval  of  the  material  known  as  Firelon, 
for  use  in  New  York  City  under  the  provisions  of  the 
blameproofing  Rules  of  the  Board. 

PROPOSED  USE:  Drapery  for  Commercial,  Industrial 
and  Home  use. 

DESCRIPTION:  The  Firelon  Drapery  Fabrics  used  in 
all  styles  are  the  exact  same  yarn  and  properties,  only  the 
arrangement  of  the  yarns  construction  are  changed  to  give 
these  additional  styling  effect. 

Tne  pattein  names  are  Futura,  Fleetwood,  Frontenac,  and 
brontier.  ’ 

The  fabric  content  for  each  style  are  as  follows: 


Style  Contents 

Futura 

Fleetwood 

Frontenac 

Frontier 

Verel 

43.5 

40.0 

40.0 

37.0 

Saran 

24.5 

28.0 

28.5 

37.0 

Rayon 

18.5 

17.0 

17.0 

16.0 

Polyester 

13.5 

15.0 

14.5 

10.0 

fuTSJ>?CTI0N  ANI?  teST  :  Samples  of  the  material  and 
au  data  were  examined  by  Assistant  Architect  T  W 

Farricker,  Jr. 

The  material  was  tested  in  accordance  with  the  require- 

°f  R,Ules  f,°r  Tests  of  Fire-Resistive  Flame- 
Proofed  Material  at  the  Better  Fabrics  Testing  Bureau 

nodfH«  veSSfH  7  ™Ct  the  requirements.  The  fabric  showed 
no  flashing,  flaming  or  after  glow  in  tests.  The  reprot  is 
on  file  with  and  is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Firelon  for 

conZioIZf  ffiNeW  ?0rk  Chy  as  a  drape^  Serial,  on 
condition  that  the  requirements  of  the  Rules  for  Tests  nf 

Fire-Resistive  Flame-Proofed  Materials  of  the  Board  are 

s  mPa ^rketeWd 'sha'lfb  tHat  in  which  the  material 

s  maiketed  shall  be  marked:  “Approved  by  the  Board  of 

.  tandards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  499-64-SM”.  1Ty  under 

(Sgd.)  William  A.  Nolan, 

Director, 

♦  John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr, 
Assistant  Architect 
Committee  on  Test. 


735-64-SA 

APPLICANT — International  Heater  Company,  owner. 
APPEARANCES— 

For  Applicant:  Martin  A.  Krug,  Jr. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
735-64-SA — International  Heater  Company,  Utica,  New 
i  ork,  filed  for  approval  of  the  appliance  known  as  Inter¬ 
national  of  Utica  Oil-Fired  Low  Pressure  Boilers,  various 
models,  under  the  provisions  of  the  Oil  Burner  Rules  of 
the  Board  and  Article  12,  Chap.  26  Administrative  Building 
Code. 

PROPOSED  USE:  Oil-fired  low  pressure  steam  and  hot- 
water  boilers  for  residential  central  heating  systems. 
DESCRIPTION :  The  boiler  is  a  packaged  unit  con- 
T->aiMd  hydrostatically  tested  in  accordance  with 
AS  ME  Boiler  Code.  Also,  tested  and  capacity  rated  in 
accordance  with  I.B.R.  Code. 

The  requested  boilers  are  of  two  types,  for  steam  and 
hot-water.  The  unit  is  factory  assembled,  wired  and  tested 
and  enclosed  in  an  insulated  heavy  gauge  steel  jacket. 

The  steam  boiler  consists  of  cast  iron  boiler  sections, 
cast  iron  burner  mounting  nlateL  heavy  cast  iron  relief 
dooi  assembly,  combustion  chember,  flue  collector,  pressure 
gauge,  barometric  draft  control,  pop  safety  valve,  steam 
trim  tankless  heater  cover  plate,  and  the  oil  burner  used 
m  the  boiler  has  been  approved  by  the  Board  for  the 
Automatic  Burner  Corp.,  under  Cal.  No.  360-50-SA. 

As  optional  equipment:  domestic  hot-water  tankless 
heater  packages  and  low  water  cut-off  equipment. 

The  boilers  are  described  as  13"  Series,  boilers  only 
consists  of  Models  RS-4,  RS-5,  RS-6,  RS-7,  RS-8  with 
inputs  ranging  from  75,000  to  165,000  BTU/hr. 

The  hot-water  boiler  (gravity  or  forced  circulation) 
consists  of  cast  iron  boiler  sections,  cast  iron  oil  burner 
mounting  plate,  heavy  cast  iron  relief  door  assembly,  com¬ 
bustion  chamber,  flue  collector,  theraltimer,  barometric 
draft  control,  relief  valve,  tankless  heater  cover  plate,  and 
the  oil  burner  used  in  the  boiler  has  been  approved  by  the 
.?0°S4  f°r  th  Automatlc  Burner  Corp.,  under  Cal.  No.  360- 

As  optional  equipment:  domestic  hot-water  tankless  coils. 

™S/eCt"8n  ATTEST:  ^8°  datalutaitw0™ 

examined  by  Assistant  Architect  T.  W.  Farricker,  Tr. 

The  boilers  have  been  tested  and  approved  by  the  In¬ 
stitute  of  Boiler  and  Radiator  Manufacturers 

RECOMMENDATION:  The  Committee  on  Test  recom- 

oT  Utica  eOflPFi red  °T  the  appIiance  kJ?own  International 
01  utica  Oil-hired  Low  Pressure  Boilers  as  herein  de 

pneebedni0rose  m  ^ew  York  City  when  installed  in  accord- 
ance  wrth  the  requirements  of  the  Oil  Burner  Rules  of  the 

Code  an  Ar,t-15  e  Chapter  26,  Administrative  Building 
Code,  on  condition  that  the  boilers  bear  a  label  or  plaffi 
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permanently  affixed,  reading:  “Approved  by  ffie  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  735-64-SA  . 

CSed.)  William  A-  Nolan, 
v  Director, 

John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 

Asst.  Architect, 
Committee  on  Test 

Resolved,  that  the  Board  of.  Standards  and  Appealsdoes 
hereby  approve  this  appliance  m  accordance  with  the  above 


895-64-SA 

APPLICANT — John  D.  Ward  for  Hofman  Laboratories, 
owner. 

APPEARANCES— 

For  Applicant:  Wm.  Hendrixson. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE—  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - 

Negative:  - — - - - — — 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads . 

Cal.  No.  895-64-SA— Hofman  Laboratories,  Newark,  New 
Jersey,  applied  for  approval  of  the  appliance  kno'™  js 
Hofman  Laboratories  Liquid  Oxygen,  Nitrogen  or  Argon 
Customer  Station,  Model  VV-54-600-250  under  .  the  pro¬ 
visions  of  Section  C19-91.0,  Chapter  19,  Administrative 

Code. 

PROPOSED  USE:  To  store  liquefied  oxygen,  nitrogen  or 
argon  and  to  supply  gas  under  pressure  to  a  piping  system. 
DESCRIPTION :  The  Model  VV-54-600-250  is  a  double- 
walled  cylindrical  vertical  tank  made  with  ellipsoid  heads 
and  designed  in  accordance  with  the  ASME  code.  The  space 
between  the  outer  jacket  and  the  tank  is  filled  with  incom¬ 
bustible  powder  insulation  and  is  kept  under  vacuum. 

The  inner  tank  is  made  of  stainless  steel  or  other  metals 
suitable  for  pressure  vessels  at— 300°  F  that  will  meet -the 
impact  test  requirements  of  the  ASME  code.  It  is  designed 
for  a  maximum  working  pressure  of  250  psig  with  a 
working  capacity  of  600  gallons  (gross  capacity  660  gal- 
Ions).  The  test  pressure  is  398  psig. 

The  outer  steel  jacket  is  designed  in  accordance  with 
ASME  code  requirements,  but  is  not  so  stamped  because 
it  operates  under  vacuum.  It  has  a  pressure  relief  device 
to  relieve  internal  pressure  at  2  to  5  psig. 

Two  control  and  piping  circuits  are  located  in  a  cabinet 
mounted  on  the  tank  jacket.  One  control  circuit  admits 
liquefied  gas  into  a  vaporizer  coil  generally  located .  under 
the  tank  jacket.  This  coil  is  heated  by  ambient  air  and 
discharges  through  a  gas  regulator  into  the  vapor  space 
above  the  liquid  in  the  tank.  This  regulator  is  set  to 
maintain  the  desired  tank  operating  pressure  which  is 
usually  set  between  125  and  175  psig  depending  upon  the 
customer’s  requirement. 

The  second  control  circuit  admits  liquefied  gas  to  the 
main  vaporizer  and  by  means  of  a  gas  regulator  valve 
controls  the  flow  through  the  vaporizer  and  maintains  the 
pressure  in  the  pipe  line  to  the  customer’s  operations.  This 
regulator  is  usually  set  at  a  pressure  between  50  and  100 
psig  depending  on  the  requirements  of  the  customer’s  opera¬ 


tion.  The  main  vaporizer  may  be  a  finned  tube  coil  under 
the  tank  jacket  or  vertical  aluminum  tube  plates  or  panels. 
Generally,  no  electric  power  is  required  to  operate  these 
appliances  except  in  case  of  heavy  customer  use  where  a 
hot-water  heated  vaporizer  coil  may  be  used  and  the  hot- 
water  obtained  by  an  electric  immersion  heater. 

The  inner  tank  is  protected  by  a  1"  safety  valve,  set 
below  the  design  pressure  (245  psig)  and  also  a  1  inch 
rupture  disc  to  rupture  at  a  pressure  below. the  test  pressure, 
(365  psig).  All  piping  in  the  control  circuits  and  vaporizers 
is  protected  by  safety  valves  between  all  control  or  hand 
valves  and  regulators — %  inch  safety  valves  set  at.  350  psig. 
Piping  is  of  similar  material  as  the  tank  and  suitable  for 
the  temperatures  and  pressures  involved  in  accordance  with 
the  A.S.A.  code  for  pressure  piping. 

The  control  cabinet  contains  a  liquid  level  gauge  to 
indicate  the  amount  of  liquid  in  the  tank.  A  pressure  gauge 
is  provided  for  the  tank  and  another  for. the  supply  pipe  line. 
A  vacuum  gauge  is  provided  for  the  insulation  space. 
INSPECTION  AND  TEST:  All  details  submitted  were 
examined  by  Assistant  Engineer  G.  F.  Sklenarik. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Hofman 
Laboratories  Liquid  Oxygen,  Nitrogen  or  Argon  Customer 
Station,  Model  VV-54-600-250  for  use  in  New  York  City 
under  the  provisions  of  C19.91.0,  Chapter  19,  Administrative 
Code,  on  condition  that  the  station  in  all  cases  will  be 
installed  outdoors  where  permitted  by  law,  and  that  in  the 
case  of  liquid  oxygen  storage,  a  clearance  of  at  least  .25 
feet  in  all  directions  from  the  sides  and  top  of  the  station 
shall  be  maintained  and  no  smoking  open  flames  or  storage 
of  combustible  material  permitted  in  the  storage  area;  that 
in  any  case  of  liquid  nitrogen  or  argon  storage  and  in  cases 
of  liquid  oxygen  storage  on  an  industrial  site,  the  minimum 
clearance  between  station  and  adjacent  structures  may  be 
5  feet  it  the  walls  are  fire  resistive  in  construction  and 
with  no  openings  within  25  feet  of  the  station,  unless  such 
openings  lead  to  rooms  used  exclusively  for  the  storage  of 
oxygen!  nitrogen  or  argon  and/or  the  charging  of  cylinders 
or  suitable  containers  with  oxygen,  nitrogen  or  argon  in 
which  case  the  distance  from  station  to  wall  opening  may 
be  reduced  to  10  feet;  that  all  piping  from  the  station 
and  within  the  building  will  be  as  required  by  the  Fire 
Department ;  that  each  installation  will  be  serviced  and 
periodically  inspected  by  specially  trained  personnel  holding 
certificates  of  fitness  issued  by  the  Fire  Department;  that 
alT  electrical  work  will  be  in  accordance  with  the  Electrical 
Code  of  the  City  of  New  York,  and  that  each  station  in¬ 
stallation  shall  bear  a  label  permanently  affixed,  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  895-64-SA”. 


(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


951-64-SA 

APPLICANT — Warren-Connolly  Company,  Incorporated 
for  Norge  Sales  Corporation,  *  Div.  of  Borg-Warner 
Corporation,  owner ;  T.  R.  Rogers,  agent. 
APPEARANCES— 

For  Applicant :  Thomas  R.  Rogers. 
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ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTEr- 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
951-64-SA — Warren-Connelly  Company,  Inc.,  for  Norge 
Sales  Corp.,  Division  of  Borg-Warner  Corp.,  owner,  filed 
for  approval  of  the  appliance  known  as  Norge  Gas  Re¬ 
frigerators,  various  models,  for  use  in  New  York  City  under 
the  provisions  of  Article  12,  Chapter  26,  Administrative 
Building  Code. 

PROPOSED  USE:  Gas-fired  refrigerators  for  the  preser¬ 
vation  of  fresh  and  frozen  food. 


All  model  series  have  magnetic  door  gaskets. 

INSPECTION  AND  TEST :  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker,  Jr. 

The  refrigerators  were  tested  and  approved  by  the 
American  Gas  Association  under  certificate  numbers  12- (16.0, 
.01  and  2.0)  .001,  12-(16-1.0,  -2.0  and  .01).001,  12-16.101, 
12-16-1.101. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  approval  of  the  appliance  known  as  Norge  Gas  Re¬ 
frigerators,  Models  721-880,  721-890,  724-980,  724-990,  731- 
880,  731-890,  734-980,  734-990  for  use  in  New  York  City 
under  the  provisions  of  Article  12,  Chapter  26,  Administrative 
Building  Code  and,  in  addition,  -when  installed  in  multiple 
dwellings  in  accordance  with  the  pertinent  sections  of  the 
Multiple.  Dwelling  Law  and  Code  and  Article  131.04,  New 
lork  City  Health  Code.  Each  refrigerator  shall  bear  a 
label  or  plate,  permanently  affixed,  reading:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  under  Calendar 
Number  951-64-SA”. 


DESCRIPTION:  The  Norge  Refrigerator  consists  of  an 
insulated  cabinet,  freezer  compartment  and  door  with  shelf 
space,  refrigerator  area  with  shelves,  fresh  food  compart¬ 
ment  and  crisper  drawer,  and  door  with  dairy  keeper  and 
shelf  space.  A. compact  assembly  containing  a  fixed  mounted 
dust  incinerating  type  of  gas  burner,  safety  gas  shutoff 
valve,  filter,  gas  pressure  regulator,  115-volt  solenoid  valve 
(main  valve),  primary  air  adjustment  and  pressure  adjust¬ 
ing  taps  that  can  be  removed  and  reinstalled  from  in  front 
of  cabinet.  As  this  assembly  is  moved  into  position,  the 
burner  is  automatically  centered  and  spaced  below  the 
vertical  1.260"  diameter  combustion  chamber. 

The  11.0  cu.  ft.  Customatic  Models  721-880,  731-880, 
721-890,  731-890  are  basicajly  similar,  except  the  models 
721-880  and  731-880  have  two  ice  trays.  Models  721-890  and 
731-890  have  an  automatic  ice  maker. 


All  .models  are  equipped  at  the  factory  for  natural  gas 
operation.  Assemblies  are  also  available  for  use  with 
manufactured,  mixed  and  LP  gases.  Inputs  are  set  by 
orifice  pressure  for  the  gas  to  be  used.  The  input  for  the 
721  and  the  731  models  is  2750  BTU/hr. 

The  cabinet,  coils  in  these  models  defrost  once  each  24 
hours  automatically.  The  cold  control  (thermostat)  used  on 
all  models  has  a  3°F.  nominal  differential  and  the  sensing 
bulb  is  located  on  the  cabinet  coil. 

Insulation  is  polyurethane  foam  around  the  freezer  and 
fiberglas  in  the  cabinet. 


The n13'7  cu’  ft  Never-Frost  Models  724-980,  724-990, 
734-980,  and  734-990  are  basically  similar  and  have  a  unit 
cooling  fan  that  operates  automatically.  These  models  also 
have  rear  panels  aid  louvers  at  the  top  to  diffuse  and  spread 
nue  products  and  cooling  air. 

Automatic  defrosting  of  both  coils  (freezer  and  cabinet) 
occur  each  night  and  .  small  fans  powered  by  externally 
mounted  motors  force  air  over  freezer  and  cabinet  coils  The 
defrosting  system  is  of  the  hot  gas  type,  but  is  implemented 

yLnon  6tyar!Lekctric  heaters  on  the  cabinet  coil  of  Models 
non  /2,f-990  and  734-980,  and  one  60-watt  heater  on  the 
/34-990  cabinet  coil. 


The  Models  724-990  and  734-990  are  equipped  with  autc 
matic  ice  makers.  Models  724-980  and  724-990  have  thre 
ice  cube  trays. 

modeL™  mSuIation  only  is  used  (door  included)  on  thes 

The  input  for  the  724  and  the  734  Models  is  3000BTU/hi 

These  models  are  AGA  approved  for  installation  with  th 

ffoiOWRne?r^n-mUc-  ,clear?nces  from  combustible  construe 
tion  Rear-0  m.,  Sides— 1  in.,  Top-4  in.,  Botton-%  in. 

door  StypaePPr°Ved  W‘th  °  t0  9’  which  indicate  color  an' 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 
Assistant  Architect 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


970-64-SM 

APPLICANT  Royal  Partition  Manufacturing  Corporation, 

owner. 

APPEARANCES— 

For  Applicant :  Steven  Shear. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein .  4 

Negative:  Vice  Chairman  Kleinert . . .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

970-64-SM— Royal  Partition  Mfg.  Corp.,  owner,  filed  for 
approval  of  the  material  known  as  Royal  Subdividing  Par¬ 
tition  Movable  Interior  Wall  System  (non-combustible)  for 
use  in  New  York  City  under  the  provisions  of  C26-667.0.5, 
Administrative  Building  Code. 

PROPOSED  USE:  As  a  movable  subdividing  partition 
(  non-rated) . 

DESCRIPTION :  The  partition  consists  of  the  panels,  posts 
and  accessory  parts. 

The  panels  are  of  the  flush  type  with  post  caps  and  are 
rockwool  insulated.  The  plates  of  the  panels  are  20  gauge 
steel  with  24  gauge  horizontal  reinforcements  12  inches 
apart,  welded  to  back  face  of  panel  plates. 

The  structural  vertical  upright  of  the  panel  is  16  gauge 
steel  rolled  shape,  flush  with  panel  plates  of  20  gauge.  The 
panel  unit  verticles  have  stops  to  position  post  keys,  spaced 
not  more  than  18"  o.c.  on  each  side  of  the  partition  post. 
ThejDosts  are.  additionally  fitted  with  spring  clips,  shaped  to 
provide  a  positive  somid  seal  and  permitting  installation  and 
removal  without  distortion.  Post  caps  are  installed  indi¬ 
vidually  from  each  side  of  the  partition,  flush  with  panel 
vertical  rails.  Panel  verticals  are  also  provided  with  a  saddle 
at  the  bottom  to  allow  adequate  space  for  wiring. 
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The  base  is  18  gauge  steel  rolled  shape  that  is  6  high. 
Base  is  attached  at  top  by  20  gauge,  steel  member,  and 
gauge,  steel  shape  floor  channel  at  the  bottom. 

The  cornice  is  16  gauge  steel  rolled  shape,  214/  high  and 
3-7/32"  wide  to  provide  lateral  stability.  Cornice  is  provided 
with  space  for  concealing  wiring. 

Lower  panels  for  glass  units  have  top  edge  formed  to 
provide  the  glazing  groove.  Glazed  partition  top  glazing  rai  s 
are  18  gauge  steel  shapes.  Mullion  width  between  glazing 
assembly  is  nominal  3-%". 

Top  fillers  when  required— Double  Mineral  Board  top 
fillers  shall  extend  from  cornice  to  the  ceiling,  n  thick,  or 
20  gauge  double  steel  top  filler  for  partitions  with  continuous 
steel  members  installed  in  cornice  groove  to  support  and 
position  filler  sheets.  Twenty  gauge  steel  clips  spaced 
approximately  12"  o.c.  in  the  top  groove  of  the  cornice  to 
position  the  double  top  fillers. 

Partition  end  filler  to  fixed  walls  or  columns  are  double 
steel,  20  gauge,  sheets  rockwool  packed. 

Doors  are  20  gauge  steel  insulated  with  rockwool.  Door 
frame  is  18  gauge  cold  rolled  steel. 

INSPECTION  AND  TEST:  All  data  submitted  was  ex¬ 
amined  by  Assistant  Architect  T.  W.  Farricker,  Jr. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Royal  Sub¬ 
dividing  Partition  Movable  Interior  Wall  System  (non¬ 
combustible)  for  voluntary  use  in  New  York  City  as  an 
in-combustible  subdividing  partition  as  permitted  under 
C26-667.0.5,  Administrative  Building  Code,  on  condition  that 
each  carton  or  wrapper  in  which  the  material  is  marketed 
shall  be  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
970-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 

Assistant  Architect 

Committee  on  Test 


DESCRIPTION :  These  fabrics  are  cotton  or  rayon  velvets 
woven  especially  for  the  .institutional  trade.  They  are  usually 
100%  cotton,  but  in  some  cases  part  rayon. 

The  flame  retarding  is  the  final  process  in  manufacture. 

These  fabrics  run  approximately  one  Yard  t°  the  pound 
and  are  flame  retarded  by  immersing  into  a  16%  solution  o 
Aero-tex  Flame  Retardant  NDS.  This  solution  is  manu- 
factured  by  American  Cyanamid,  and  approved  by  the  Board 
under  Cal.  No.  718-52-SM. 

INSPECTION  AND  TEST  :*  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker,  Jr. 

The  material  was  tested  in  accordance  with  the  require¬ 
ments  of  the  Rules  for  Tests  of  Fire-Resistive  Flame-Proofed 
Material  at  the  Better  Fabrics  Testing  Bureau  and  success¬ 
fully  met  the  requirements.  The  fabric  showed  no  flashing, 
flaming  or  after  glow  in  tests.  The  report  is  on  file  with  and 
is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Fire  Resistant 
Cotton  and/or  Rayon  Velvets  (drapery  fabrics),  Style  Nos. 
1302,  1104,  1112,  1123,  1124,  1126,  1121,  and  1125-4,  for 
voluntary  use  in  New  York  City  as  draperies  in  places  of 
public  assemblies,  on  condition  that  the  requirements  of  the 
Rules  for  Tests  of  Fire-Resistive  Flame-Proofed  Materials 
of  the  Board  are  complied  with,  and  that  all  cartons  in  which 
the  material  is  marketed  shall  be  marked :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  1007-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 
Assistant  Architect 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1207-64-SM 


Resolved,  that  the  Board,  of  Standards  and  Appeals  does  APPLICANT— Herculite  Protective  Fabrics  Corporation, 

hereby  approve  this  viaterial  in  accordance  with  the  above  owner ;  Ed  Flint,  agent. 

report.  APPEARANCES— 


1007-64-SM 

APPLICANT— La  France  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  - 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1007-64-SM— La  France  Industries,  Inc.,  owner,  New  York, 
New  York,  filed  for  approval  of  the  material  known  as  hire 
Resistant  Cotton  and/or  Rayon  ydvets(  drapery  fabrics), 

Style  Nos.  1302,  1104,  1112,  1123,  1124,  1126  1112,  1123,  1124, 
1126,  1121,  and  1125-4,  for  use  in  New  York  City  under  the 
provisions  of  the  Rules  for  Tests  of  Fire-Resistive  Flame- 
Proofed  Materials  of  the  Board. 

PROPOSED  USE:  Drapery  fabrics  treated  with  a  fire 
retardant  to  be  used  in  public  buildings. 


For  Applicant :  Bruce  S.  Bernstein. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE- 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  — - -  ^ 


'HE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

207-64-SM— Herculite  Protective  Fabrics  Corp.,  owner, 
[ewark,  New  Jersey,  filed  for  approval  of  the  material 
nown  as  Herculite  Protective  covering,  Herculite  6,  Hercu- 
te  20  Herculite  77,  and  Herculite  80,  for  use  in  New  York 
;ity  under  the  provisions  of  C26-667.0.7.b,  Administrative 
luilding  Code. 

’ROPOSED  USE:  Interior  wall  covering. 

)ESCRIPTION :  The  material  consists  of  two  layers  of 
lasticized,  high  molecular  weight  polyvinyl  chloride  film 
urrounding  a  scrim  fabric  that  is  composed  of  Nylon.  The 


The  total  gauges  of  the  various  materials  are  as  follows: 
Herculite  80 — 25.7  mil  or  0.0275 
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Herculite  77 — 20.5  mil  or  0.0205" 

Herculite  20 — 13.6  mil  or  0.0136" 

Herculite  6—  9.3  mil  or  0.0093" 

The  fabric  ranges  in  thickness  .0257  so  that  the  overall 
thickness  is  less  than  0.050"  or  1/20  of  an  inch. 

INSPECTION  AND  TEST:  Samples  of  the  material  were 
examined  by  Assistant  Architect  T.  W.  Far  richer,  Jr.,  and 
it  was  noted  that  the  material  was  less  than  1/20  of  an  inch 
in  thickness. 

The  material  was  tested  and  approved  by  the  Better  Fabrics 
Testing  Bureau.  The  fabric  showed  no  flashing,  flaming  or 
after  glow  in  tests.  The  report  is  on  file  with  and  is  part 
of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Herculite 
Protective  covering,  Herculite  6,  Herculite  20,  Herculite  77, 
and  Herculite  80,  for  voluntary  use  in  New  York  City  as  a 
wall  covering  under  the  provisions  of  C26-667.0.7.b,  Adminis¬ 
trative  Building  Code,  on  condition  that  all  wrappers  or 
cartons  in  which  the  material  is  marketed  shall  be  labeled 
or  stamped :  Approved  by  the  Board  of  Standards  and 
fPPeals  for  use  in  New  York  City  under  Calendar  Number 
1207-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A,  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 

Assistant  Architect 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1238-64-SM 

APPLICANT — The  Celotex  Corporation,  owner.  John  H. 

Walsh,  agent. 

APPEARANCES— 

For  Applicant:  John  H.  Walsh. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissionei  Becker  and  Com¬ 
missioner  Klein  _ _ _ _  5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1238-64-SM — The  Celotex  Corporation,  Chicago,  Illinois,  filed 
for  approval  of  the  material  known  as  Acousti-Celotex 
Protectone  Mineral  Fiber  Acoustical  Tiles  under  the  pro¬ 
visions  of  C26-239.G  through  C26-241.0,  C26-588.0  through 
C26-590.0,  Administrative  Building  Code. 

PROPOSED  USE:  Incombustible  acoustical  tiles  as  a 
component  part  of  three  hour  fire  resistive  floor  and/or 
root  and  ceiling  constructions.  Four  hour  beam  protection. 
DESCRIPTION:  The  construction  is  an  assembly  consist¬ 
ing  of  0'-2%"  thick  concrete  on  approved  steel  decking 
supported  by  a  structural  steel  beam  and  protected  with  a 
suspended  ceiling  of  0'-%"  thick  acoustical  tiles. 

The  acoustical  units  used  in  the  construction  are  the  same 
as  approYcd  for  the  Celotex  Corp.,  under  Cal.  No.  629-61- 
o.  ,  except  that  all  tiles  tested  had  some  perforations  ex¬ 
tending  through  the  entire  thickness  of  the  tiles. 

In  conduction,  a  structural  steel  beam  is  used  and  ap- 
proved  cellular  units  alternating  one  cellular  unit  and  one 
uted  unit  and  with  button-punched  joints  are  installed 


and  welded  in  place  to  the  beam  0'-12"  on  center.  Concrete 
is  poured  to  a  depth  of  O'-ZVz"  measured  from  the  top 
plane  of  the  ^cellular  units.  Hanger  tabs  installed  between 
adjacent  sections  of  the  floor  units  and  additional  hanger 
wire  was  installed  through  drilled  holes  in  the  floor  units. 
The  main  suspension  tees  supported  by  No.  12  galvanized 
steel  wire  4'  0"  on  center  were  placed  parallel  to  the 
structural  steel  beam  and  spaced  2!  0"  on  center,  and  were 
joined  together  by  fitting  tabs  of  the  splices  into  slots 
provided  at  the  ends  of  tees.  Cross  tees  are  then  placed 
4  0  on  center  and  perpendicular  to  the  main  tees. 

The  acoustical  tiles  are  placed  so  that  they  rest  on  the 
flanges  of  the  main  cross  tees. 

Recessed  light  fixtures  were  located  in  the  ceiling  and 
were  supported  by  the  flanges  of  the  main  tees  and  cross 
tees  surrounding  them  and  were  protected  by  a  box  con¬ 
structed  of  the  same  tile. 


wnerem  non-tnrougd  periorated 
tiles  are  to  be  used  in  this  construction  assembly  air  duct 
outlets  penetrating  the  ceiling  were  also  included  in  the 
test  and  they  were  protected  by  steel  damper  doors  pro¬ 
vided  witn  a  160°  F  fusible  link. 

INSPECTION  AND  TEST :  The  constructions  as  herein 
described  were  tested  at  the  Underwriters’  Laboratories 
Inc.,  and  successfully  met  the  requirements  of  three-hour 
hre  resistive  floor  and/or  roof  and  ceiling  construction.  The 
complete  report,  Underwriters’  Laboratories  R  4349-io  is 
on  hie  with  and  is  part  of  the  record. 

ENDATION :  On  the  basis  of  the  conclusions 
of  die  test  report  and  the  data  submitted  by  the  applicant 
the  Committee  on  Test  recommends  approval  of  the  ma- 
terial  known  as  Acousti-Celotex  Protectone  Mineral  Fiber 
Tile  for  use  m  New  York  City  as  a  component  part  of  a 
three-hour  fire  resistive  floor  and/or  roof  and  ceiling  con¬ 
struction  and  a  four-hour  beam  protection  under  the 
provision  of  C26-239.0  through  C26-241.0,  when  constructed 

ardTarfrr*  which  is  on  file  with 

„  p^rt,  °J„  the  record,  except  that  when  the  ceiling  is 

um  i'Jr,,6  or.more  below  the. bottom  plane  of  the  floor 
units,  straps  or  hangers,  as  required  under  C26-461  0  shall 
be  used  instead  of  wires.  This  approval  is  applicable  when 
the  following  conditions  and  related  variations  in  the  test 
repor  are  adhered  to  for  construction  of  2™'  of  concrete 
Sturefno,  f''11  °’?',/*™tural  steel  beau,  with  ligg 
area  withV foS^al^eTon^oS- 

‘  M.scsrxr*"** ti,e  - 

b)  Non-through  perforated  tile  with  or  without  air  duct 
outlets  penetrating  the  ceiling.  w«nout  air  duct 

m  I[°fUgh  and  n.on-through  perforated  tile  when  air  duct 

seS  ZfZ&tfig1*  «  l0“*ed 

d)  3,™ugh,  °r  non-through  perforated  tile  under  a  full 

through  ^cX/Llid^"1  Rli  ™ 

construction  I  II’  a  d’  °n  .f"rthe.r  condition  that  the 

^d^-loh^hic^ls^n^fiV^^h^1^0^^^^  Dewing 

No.  1238-64-SM”  W  ^or^"  under  Calendar 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


369-54-SA 

APPLICANT — Electric  Hotpack  Company,  Inc.,  owner. 
SUBJECT — Application_  May  5,  954  -  Hotpack  Model 
Safety  Oven  (electrically  heated),  approval  of. 

APPEARANCES— 

For  Applicant:  None.  f 

ACTION  OF  BOARD— Application  dismissed  for  lack  ot 

prosecution  by  the  applicant. 

THE  VOTE—  _  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  _  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - . . .  q 

Negative:  - - - - 


SUBJECT— Application  February  24,  1964— Mosaic  Pane 
Wall,  approval  of. 

APPEARANCES—  _  . 

For  Applicant:  Henry  A.  Goebel  and  Philip  P.  gu^’ 
ACTION  OF  BOARD— Laid  over  to  October  13  1903, 

at  2  P.  M.  Applicant  is  to  confer  with  the  Boards 

engineer. 


235-64-SM 

APPLICANT— Bohem  Manufacturing  Company,  owner. 
SUBJECT— Application  February  27,  1964— Bohem  Cosmo- 
dome  Skylights  Model  A,  approval  of. 

APPEARANCES—  , 

For  Applicant:  Albert  Melniker  and  C.  Hanford 

ACTION  OF  BOARD— Laid  over  to  October  19,  1965, 
at  2  P.  M.  Appicant  is  to  confer  with  the  Boards 


608-54-SA 


APPLICANT — Despatch  Oven  Company,  owner. 
SUBTECT — Application  July  21,  1954 — Commandei  (oil- 
fired)  Bake  Oven,  Models  12,  18,  24,  32,  36,  and  40,  ap¬ 
proval  of. 

appearances— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,.  Commissioner  Becker  and  Com- 

misioner  Klein  - — - - - -  Q 

Negative  - — - - — — - ” 


609-54-SA 


APPLICANT— Despatch  Oven  Company,  owner. 
SUBJECT— Application  July  21,  1954 — Baker  Boy  Bake 
Oven  (gas-fired),  Models  4,  8,  12,  and  18,  approval  of. 

appearances— 


For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commi^ioner  Fox,  Commissioner  Becker  and  Commis- 
Klein  - - -  5 


sioner 
N  egative : 


783-63-SA 

APPLICANT— Remington  Arms  Company,  Incorporated, 
owner ;  Robert  L.  Collins,  agent. 

SUBJECT— Application  October  7,  1963— Remington  Stud 
Driver  462  Low  Velocity  Model  K-ll,  approval  of. 

appearances— 

For  Applicant:  Robert L.  Collins  and  John  A.  Kotas. 
ACTION  OF  BOARD— Laid  over  to  October  13,  1965, 
at  2  P.  M.  Applicant  is  to  confer  with  the  Board’s 
engineer. 


220-64-SM 

APPLICANT— John  J.  Fogarty  for  Mosaic  Building 
Products,  Incorporated,  owner. 


51-64-A 

APPLICANT— Donald  J.  Steingisser  for  Copp  Stratton 
Company,  owner;  Craftsman  Framework,  lessee 

1UBTECT — Application  May  22,  1964  —  Appeal  r 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  '  , 

.REMISES  AFFECTE&-40-60  Lawrence! iS'FtoMng 
west  corner  of  41st  Avenue,  Block  5060,  Lot  53,  Plusmng, 

Borough  of  Queens. 

APPEARANCES —  _  .,  T 

For  Applicant:  Donald  J.  Steingisser  and  David  J. 

Steingisser.  ..  „.  „  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

\CTION  OF  BOARD— Appeal  denied. 
rHE  VOTE  TO  GRANT— 

Affirmative  :  . . . ~“"T 

Negative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - - - 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  30,  1964  and  April  29,  1964,  on 
No.  629-4,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building:  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapter  26-1336.0  Adm.  Code;  Section  280  Labor 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  because  of  the  condition  of  tlie 
frame  building  and  the  hazardous  occupancy. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  30,  1964  and  April  29,  1964,  acting 
on  Order  No.  629-4,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


723-65-A 

APPLICANT— William  H.  Byrne  for  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT— Application  June  21,  1965  —  Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  tank  for  the 
storage  of  liquefied  natural  gas. 
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P REMISES  AFFECTED — 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  H.  Byrne  and  Michael  Anusk- 
iewicz. 


For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTIONS  BOARD — Appeal  granted  on  condition. 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  17,  1965,  reads: 

“This  will  _  acknowledge  your  request  of  June  16,  1965 
regarding  installation  and  use  of  a  tank  for  the  storage 
of  liquefied  natural  gas.  The  capacity  is  to  be  175  000 
barrels.  ’ 


Please  be  advised  that  the  Fire  Department  cannot  ap- 
prove  this  installation  at  this  time  for  the  reason  that  it 
could  be  in  violation  of  the  following  provisions  of  Article 
17  of  Chapter  C-19  of  the  Administrative  Code. 

1.  C-19.91.0-d  requires  that  the  container  shall  be  ap¬ 
proved  by  the  Interstate  Commerce  Commission 
or  the  Fire  Commissioner.  Since  1938  such  con¬ 
tainers  are  approved  by  the  Board  of  Standards  and 
Appeals. 

2.  C-19.91.C  while  requiring  five  year  tests  does  not 
contain  any  specific  requirements  for  the  test  pres¬ 
sure  of  liquefied  natural  gas  tanks.” 


338-64-A 

APPLICANT  Law  offices  of  Gilbert  H.  Weil  for  The 
Ohio  Match  Company,  Division  of  Hunt  Foods  and 
industries,  Incorporated,  owner. 

SUBJECT  Application  March  25,  1964 — Packaging  of 
matches  known  as  BLUE  TIP  MATCHES  not  in  con¬ 
formity  with  Administrative  Code,  New  York  City 
APPEARANCES— 

For  Applicant:  Alfred  Tilee. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn'  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Cornrmssioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ r 

Negative: _ ~  “  n 


345-64-A 

APPLICANT — Diamond  National  Corporation,  formerly 
named  The  Diamond  Match  Company,  owner. 

SUBJECT  Application  March  26,  1964  —  Packaging  of 
kitchen  mutches  Diamond  Matches**  not  in  conformity 
with  Administrative  Code,  New  York  City. 
APPEARANCES— 

For  Applicant:  Joseph  M.  Callahan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  June  17,  1965,  Objections  No.  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  and  the  construction  and  use  of  the  proposed  tank 
for  the  storage  of  liquefied  natural  gas  is  approved  on 
condition  that  ^  the  tank  and  dike  shall  be  constructed  in 
general  accordance  with  drawings  submitted  with  this 
application  marked  “Received  September  13,  1965”,  14 
sheets ;  that  the  tank  shall  be  constructed  of  steel  alloy 
containing  not  less  than  nine  per  cent  nickel  and  that  the 
pressure  inside  the  tank  shall  not  exceed  five-tenths  pounds 
per  square  inch;  that  the  tank  shall  meet  the  requirements 
°f  ASME  Boiler  and  Pressure  Vessel  Code  SA-353  • 
that  the  structural  drawings  shall  be  examined  and  ap¬ 
proved  by  the  Department  of  Marine  and  Aviation;  that 
a  b  ire  detection,  fire  protection  and  fire  extinguishin0" 
equipment  including  lightning  protection  and  the  entire 
processing  of  the  natural  gas  in  its  operation  and  main- 
sioner6  tW  t0  ^faction  of  the  Fire  Commis- 

Messer  rvfn  th+-  work  , sha11  ^  ,done  by  the  American 
Messer  Corporation  and  the  Chicago  Bridge  and  Iron 

workf  ^anri  ehS?  i  W1J*  be  r,esP°usible  for  all  subcontract 
£  and  ?ha11  ,be  done  under  the  supervision  of  a  resident 
professional  engineer;  that  there  shall  be  no  catch  basin 

withingqoo  f'T  °r hlr  0p,emng  in  any  sewer  which  is  built 
W  six feef  h°Lthe,ng,e  °f  the  dike  :  that  a  solid  metal 

installa  fon  wiH  g  be  constructed  around  the  entire 

nstaitation,  with  openings  approved  by  the  Fire  Com 

missioner;  tkat  ln  ]ieu  of  the  five  4k  tests  tests  are 

lit  nfndUCt.el  J  *=  ,Fire  D'rAment  JsiSlulmerS 

wsrm“LtlMa„rdi,iTtof  «*  «F “  as 

with!  d  regulatlons  applicable  shall  be  complied 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  e 

Negative : _ _ _ _  q 


382-64-A 

APPLICANT— Simeon  Heller  and  George  J.  Meltzer  for 
yueens  Syndicate  Company,  owner;  House  of  Baffies 
Incorporated,  lessee. 

SUBJECT— Application  April  8,  1964— Review  of  a  de- 

PRF MT qc cheA  ^UpeJ'intendent  re-  Zoning  Matter. 

PREMISES  AFFECTED— 64-01  to  64-23  108th  Street 

northeast  corner  of  64th  Road,  Block  2170,  Lot  1,  Corona! 
Borough  of  Queens.  ’ 

APPEARANCES— 

For  Applicant :  Peter  Casini. 

'^applicant ^  — Appeal  withdrawn  at  request  of 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _  c 

Negative: _ “ _  q 


618-64-A 

A  P  P  LI  CANT— Charles  M.  Shapiro  &  Sons  for  Frederick 
lppolito  and  Stanley  Sasowki,  owners ;  Atlas  Gas  & 
service  Corporation,  lessee. 

SUBJECT— Application  June  8,  1964  —  Appeal  from  a 
ecision  of  the  Borough  Superintendent,  re-  temporary 
certificate  of  occupancy.  ^  y 

I1  REMISES  AFFECTED— 97  Georgia  Avenue,  east  side, 
K5  ieet  north  of  Liberty  Avenue  and  112  Sheffield 
Avenue,  Block  3685,  Lots  6  and  38,  Borough  of  Brooklyn 
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appearances— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

miissioner  Klein - — — — — - - 

Negative: - — - - -  *  ® 


SUBJECT— Application  December  6,  1963  —  Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 1552-1608  Ralph  Avenue,  west 
side,  96.39  feet  north  of  Farragut  Road,  Block  7955,  Lots 
?n  27  29.  51.  32.  33  35  and  43,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Irving  Seelig. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  awaiting  action  of  Fire  Department. 


92 1-64- A 

APPLICANT— William  Schwartz,  owner. 

SUBJECT— Application  September  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 2087-2093  Boston  Road,  1014 
East  180th  Street,  southwest  corner,  Block  313/,  Lot  2U, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lieut.  JohnP.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW 
Affirmative :  Vice  Chairman  Kleinert,  Commissioner 

Becker  and  Commissioner  Klein - 3 

Negative:  Commissioner  Fox  — - _____ - —  1 

Absent:  Chairman  Foley - * 


612-63-A 

APPLICANT— Reavis  and  McGrath  for  Phyllis  Realty 
Corporation,  owner;  Waldbaum’s  57,  Incorporated,  lessee. 
SUBJECT— Application  August  1,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprnikler  system. 

PREMISES  AFFECTED— 35-09  Francis  Lewis  Boule¬ 
vard,  east  side,  from  35th  Avenue  to  36th  Avenue, 
Block  6142,  Lot  50,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joanne  Smith. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  awaiting  action  of  Fire  Department. 


1051-63-A 

APPLICANT— Reavis  and  McGrath  for  Shoreview  Gar¬ 
dens,  owner,  Waldbaum’s  Twenty-Six,  Incorporated,  les- 
sec. 

SUBJECT — Application  ecember  19,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  6630  Avenue  U  Southeast 
corner  of  East  66th  Street,  Block  8470,  Lot  424,  Bor 

rMicrVi  of  Rrnnklvn. 


appearances— 

For  Applicant:  Joanne  Smith. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  13,  1965, 
at  2  P.M.  at  request  of  applicant;  awaiting  action  by  the 
Fire  Department. 


57-64-A 

APPLICANT — Reavis  and  McGrath  for  County  Holding 
Corporation,  owner;  Waldbaum  Stores,  Incorporated, 
lessee. 

SUBJECT— Application  January  29,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

3 REMISES  AFFECTED-91 1-927  Kings  Highway,  north 
side,  244.80  feet  west  of  Coney  Island  Avenue,  Block 


APPEARANCES— 

For  Applicant:  Joanne  Smith. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  at  request  of  applicant;  awaiting  action  by  the 
Fire  Department. 


739-63-A 

APPLICANT— William  S.  Shary  for  Cross  Roads  Build¬ 
ing  Co.,  owner. 

SUBJECT— Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

APPEARANCES— 


56-64-A 

APPLICANT — William  A.  Mohr  for  Woolworths,  owner. 
SUBJECT— Application  March  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Automatic  Sprinkler  system. 

PREMISES  AFFECTED — 1566-1568  Westchester  Ave¬ 
nue,  south  east  corner  of  Ward  Avenue,  Block  3742, 
t  49  TWniierh  of  The  Bronx. 


For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  at  request  of  applicant  awaiting  action  of  Fire 
Department. 


APPEARANCES— 

For  Applicant:  William  A.  Mohr. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  awaiting  action  of  Fire  Department. 


993-63-A 

APPLICANT— Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 


359-54-A 

APPLICANT — Leo  V.  Berger  for  Jack  Finkelstein,  own¬ 
er  ;  Richmond’s  Drygoods,  lessee. 
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SUBJECT — Application  March  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 14-32  Barrett  Avenue,  north 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1565 
Forest  Avenue,  Block  385,  Lot  38  and  200,  Port  Rich¬ 
mond,  Borough  of  Richmond. 

APPEARANCES— 

F or  Applicant :  None. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  13,  1965, 
at  2  P.M.  awaiting  action  of  Fire  Department. 


486-64-A 

APPLICANT  Michael  C.  Gray  for  Cardox  Division  of 
Chemetron  Corporation,  owner. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  use 
of  C02  receiver. 

PREMISES  AFFECTED — 46-02  Fifth  Street,  west  side 
from  Standard  Canal  to  47th  Avenue,  Blocks  21  and  22, 
Lot  1,  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Michael  C.  Gray. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  19,  1965 
at  2  P.M.  at  request  of  applicant. 


492-64-A 


APPLICANT — Dafton  Realty  Corporation,  owner;  Tur- 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED — Foot  of  21st  Street,  950  feet 
west  of  3rd  Avenue,  Piers  B  and  C,  East  River,  Block 
635,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  P.  Broz. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

OF  BOARD— Laid  over  to  October  19,  1965 
at  2  P.M.  at  request  of  applicant. 


493-64-A 

APPLICANT  Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED-Foot  of  21st  Street,  250  feel 

°fJrhlrd1  AyeJ}ue>  Pier  A>  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  P.  Broz. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

AC™N  OF  BOARD— Laid  over  to  October  19,  1965, 
at  2  P.M.  at  request  of  applicant. 


storage  and  sales  of  matches  known  as  Alladin  Kitchen 
Matches  (packaging  not  .in  accordance  with  Administra¬ 
tive  Code  requirements) 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  28,  1965, 
^  Applicant  is  to  be  notified  to  be  present. 


577-64-A 

APPLICANT— Solomon  Friedalnder,  d/b/a  Lisker  Realty 
Co.;  E.  J.  H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT  Application  May  27,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re-remove 
all  combustible  decorations  on  walls  and  ceilings  etc.  and 
sprinkler  system. 

PREMISES  AFFECTED — 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1965, 
at  2  P.M.  for  decision;  applicant  to  be  notified  to  be 
present. 


590-64-A 

APPLICANT  Ingram  S.  Carner  for  Robjo,  Incorpor¬ 
ated,  owner. 

SUBJECT— Application  June  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISE  SAFFECTED— 122-01  to  122-15  New  York 
Boulevard,  southeast  corner  of  122nd  Avenue,  Block 
12380,  Lot  21,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  13,  1965, 
at  2  P.M.  awaiting  action  of  Fire  Department. 


59 1-64- A 

APpUICANT  Ingram  S.  Carner  for  Curt  Blank,  owner; 
York  Bay  Incorporated,  lessee. 

SUBJECT— Application  June  13,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 163-01-163-07  Baisley  Boule¬ 
vard,  122-17  to  122-25  New  York  Boulevard,  northeast 
corner,  Block  12380,  Lots  1,  14,  Jamaica,  Borough  of 
Queens. 

APPEARANCES—' — — — —  — 
For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  O  FBOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  awaiting  action  of  Fire  Department. 


494-64-A 

APPLICANT— Cupples  Company,  manufacturers,  owners. 
SUBJECT— Application  April  17,  1964  —  Packaging, 


629-64-A 

APPLICANT — Minnie  Dick  for  First  27  Howard  Realty 
Corporation,  owner. 

SUBJECT— Application  June  9,  1964  —  Appeal  from  an 
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order  and  decision  of  the  Fire  Commissioner,  re  sprinkler 

PREMISES  AFFECTED  27  Howard  Street  south  side, 
187  feet  west  of  Lafayette  Street,  Block  209,  Lot  1  , 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Minnie  Dick  and  Allen  Dick. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire |?eif0 
ACTION  OF  BOARD— Laid  over  to  October  13,  1903, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  1613-1635  East  16th  Street 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Lot 
69,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration :  Lieut.  John  P .  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  13,  1965, 
at  2  P.M.  for  inspection  and  decision.  The  Board  is  to 
receive  report  from  the  Fire  Department. 


655-64-A 

applicant — Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 
SUBJECT — Application  June  19,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re  sprink¬ 
ler  system.  .  . 

PREMISES  AFFECTED — 44-09  to  44-14  Kissena  Boule¬ 
vard  northwest  corner  of  Elder  Avenue,  Block  5137, 
Lot  110,  Borough  of  Queens,  Flushing. 

appearances— 

For  Applicant:  Joanne  Smith. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  awaiting  action  of  Fire  Department. 


792-64-A 

APPLICANT— Wollman’s  Dept.  Store  Incorporated  and 
Wolkat  Realty  Corp.,  for  Wolkat  Realty  Corporation, 
owner;  Wollman’s  Department  Store  Incorporated,  les- 

see. 

PREMISES  AFFECTED — 2833-2839  Broadway  and  600- 
606  West  110th  Street,  southwest  corner,  Block  18yo, 
Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Bertrand  L.  Briskin  and  Pincus  Cashman. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  for  continued  hearing;  applicant  to  amend 

plans. 


656-64-A 

APPLICANT — Reavis  &  McGrath  for  Newport  Asso¬ 
ciates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 

SUB TECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 


sprinkler  system. 

PRP'MTSES  AFFECTED — 4120  18th  Avenue,  north  side, 
?9  Refeast  of  East  3rd  Street,  Block  5410,  Lots  1  and 


47,  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Joanne  Smith. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  awaiting  action  of  Fire  Department. 


10-64- A 

lPPLICANT — Daub  and  Daub  for  Eldridge  Street  As¬ 
sociated,  owner. 

OBJECT— Application  July  27,  1964  —  Appeal  from.  a 
decision  of  the  Borough  Superintendent  re-  exterior 
stairway  and  entrance  hall. 

>  REMISES  AFFECTED-50-52  Eldridge  Street  east 
side,  225  feet  11  inches  north  of  Canal  Street,  Block  300, 


APPEARANCES— 

For  Applicant :  Sidney  Daub. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


771-64-A 

APPLICANT— Patrick  D.  Concagh  for  Mackey  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  July  20,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
Discontinue  use  of  unapproved  lub  oil  pumps. 
PREMISES  AFFECTED — 168-90  East  98th  Street  west 
side,  80  feet  south  of  Winthrop  Avenue,  Block  4633,  Lot 
13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  P.  D.  Concagh,  Charley  Meisenger,  C. 

Meisenger  and  Wm.  H.  Klein. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  without  date.  Applicant 
is  to  file  application  for  approval  of  pumps. 


773-64-A 

APPLICANT — ’Larry  Meltzer  for  Isaac  Baron,  Big  Apple 
Super  Market,  lessee. 

SUBJECT— Application  July  20,  1964  —  Appeal  from  an 


812-64-A 


APPLICANT — Samuel  Cohen  for  Atlantic  Leasing  Com¬ 
pany,  owner;  Latin  Quarter  Restaurant  &  Majestic  Dance 


Ha.ll  lessee. 

SUBJECT— Application  July  29,  1964  —  Appeal  from.  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 


ler  system. 

REMISES  AFFECTED— 1578-1590  Broadway,  200  West 
48th  Street,  southeast  corner,  720  7th  Avenue,  Block 

<  a  -i  rv  x  O/  T~>  -  — -U  J  a  .-1  n  n  f+O  tl 


APPEARANCES— 

For  Applicant:  Samuel  Cohen. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  21,  1965, 
at  2  P.M.  for  decision ;  hearing  closed. 


813-64-A 

APPLICANT— Samuel  Cohen  for  Northern  Fee  Incor¬ 
porated,  owner;  Birdland  Restaurant  Incorporated,  les- 

see. 

SUBJECT— Application  July  29,  1964  —  Appeal  from  an 
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order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1672-1678  Broadway,  205  West 
52nd  Street,  northeast  corner,  Block  1024,  Lot  31%, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Cohen. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1965, 
at  2  P.M.  for  decision ;  hearing  closed. 

823-64-A 

APPLICANT — Elias  K.  Herzog  for  Herb  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  31,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 7802-7810  20th  Avenue,  south¬ 
west  corner,  of  20th  Avenue,  Block  6262,  Lot  39,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elias  K.  Herzog. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


735-65-A 

APPLICANT — Fred  L.  Liebmann  for  18  East  54th  Street 
Corporation,  owner. 

SUBJECT— Application  June  25,  1965  —  Appeal  from  a 


decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  —  office  use. 

PREMISES  AFFECTED — 18  East  54th  Street,  south  side, 
132.2  feet  west  of  Madison  Avenue,  Block  1289,  Lot  61, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy  and  L.  Borsack. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  revised  drawings. 


945-64-A 

APPLICANT — Morris  Hannes  and  Alfred  Rader  for  Syl¬ 
via  and  Laura  Ackerman  D/B/A  Coldover  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  September  21,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 111  Chambers  Street,  north 
side,  50  feet  west  of  Church  Street,  Block  145,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Hannes,  Alfred  Radar  and  Charles 
Ackerman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — 'Laid  over  to  September  21,  1965 
at  2  P .M.  for  inspection  and  decision ;  hearing  closed. 


Adjourned:  4:45  P.M. 

James  P.  Mulroy,  Secretary 
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SPECIAL  MEETING 

FRIDAY  MORNING,  SEPTEMBER  17,  1965 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein.  -< nj 

892-63-A 

APPLICANT— George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT— Application  November  14,  1963  —  Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Burma  Shaving  Lather). 

APPEARANCES— 

For  Applicant:  Everett  Willis,  William  T.  Lifland  and 
Stephan  J.  Kushel. 

For  Administration:  Chief  James  J.  Brennan,  Lieut.  E. 
Silhan,  Lieut.  John  P.  Manfredi,  Chief  Inspector  H.  L. 
Bernstein,  Dep.  Chief  Inspector  J.  R.  Mrowka  and  In¬ 
spector  Milton  Fishkin,  N.Y.C.  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  12,  1965, 
10  A.M.,  for  continued  hearing. 


896-63-A 

APPLICANT— The  Gillett  Company,  owner. 

SUBJECT— Application  November  15,  1963  —  Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray  and 
White  Rain  Hair  Spray.) 


APPEARANCES— 

For  Applicant:  Everett  Willis,  William  T.  Lifland  and 
Stephan  J.  Kushel. 

For  Administration:  Chief  James  J.  Brennan,  Lieut.  E. 
Silhan,  Lieut.  John  P.  Manfredi,  Chief  Inspector  PL.  L. 
Bernstein,  Dep.  Chief  Inspector  J.  R.  Mrowka  and  In¬ 
spector  Milton  Fishkin,  N.Y.C.  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  12,  1965, 
10  A.M.,  for  continued  hearing. 


897-63-A 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owners. 

SUBJECT— Application  November  15,  1963  —  Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts  (Colgate-Palmolive  Various  Pressurized  Products.) 

APPEARANCES— 

For  Applicant :  Everett  Willis,  William  T.  Lifland  and 
Stephan  J.  Kushel. 

For  Administration:  Chief  James  J.  Brennan,  Lieut.  E. 
Silhan,  Lieut.  John  P.  Manfredi,  Chief  Inspector  H.  L. 
Bernstein,  Dep.  Chief  Inspector  J.  R.  Mrowka  and  In¬ 
spector  Milton  Fishkin,  N.Y.C.  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  12,  1965, 
10  A.M.,  for  continued  hearing. 


Adjourned  11:15  A.M.  __ 

James  P.  Mulroy,  Secretary 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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BZ,  397-54-BZ,  779-54-BZ,  511-65-BZ,  539-65-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Noon,  September 

21,  1965,  Affecting  Calendar  Numbers — 183-61-A _ Vol. 

II,  532-64-A,  547-32-BZ— Vol.  Ill,  187-36-BZ— Vol.  II, 
800-59-BZ,  921-59-BZ,  481-63-BZ,  940-64-BZ,  413-50- 
BZ,  932-54-BZ,  1737-61-BZ,  4021-BZY— Vol.  II  4148- 
BZY— Vol.  II. 
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COURT  DECISION 

Matter  of  Campagno  vs.  Foley:— On  December  18,  1964,  peti¬ 
tioner  sought  a  judgment  under  Article  78  CPLR  to  annul  a  deci¬ 
sion  of  the  Board  on  November  10,  1964  which  granted  an  appli¬ 
cation  for  the  reversal  of  a  decision  of  the  Borough  Superintendent; 
Calendar  Number  814-64-A;  Premises  9-11  Park  Avenue,  east  side, 
48  feet,  1  inch  north  of  East  34th  Street,  Block  890,  Lot  3-4,  Bor¬ 
ough  of  Manhattan. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Lupiano 
rendered  the  following  decision : 

“Motion  for  leave  to  intervene  and  for  other  relief  is  granted 
without  opposition.  Settle  order.” 

(N.  Y.  L.  J.,  September  3,  1965,  page  14). 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Sep¬ 
tember  21,  1965,  Affecting  Calendar  Numbers — 615-64- 
A,  658-64-A,  691-64-A,  812-64-A,  923-64-A,  931-64-A, 
945-64-A,  1042-64- A,  1043-64-A,  750-65-A,  860-64-A, 
575-62-A— Vol.  II,  549-64-A,  578-64-A,  703-64-A,  721- 
64-A,  757-64-A,  813-64-A,  821-64-A,  831-64-A,  839-64- 
A,  848-64-A,  883-64-A,  909-64-A,  913-64-A,  916-64-A, 
728-65-A. 

Notice. 
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DOCKET 

New  Cases  filed  up  to  September  21,  1965 

Cal.  No.  Dept.  Premises  Affected 

950-65-A — F.D. — 57-12  Granger  Street  and  100-136  Mar- 
tense  Avenue,  Block  1950,  Lot  39,  Corona,  Borough  of 
Queens,  F.D.  Order  B  361097,  re  windows  and  fire  mesh 
window  for  purpose  of  egress. 


965-65- A — B .R. — 689  Bay  Street,  notrheast  corner  of 
Dock  Street,  Block  496,  Lot  101,  Stapleton,  Borough  of 
Richmond,  Alt.  214-65,  re-  live  load. 


966-65-BZ — B.Bx. — 2323  Haviland  Avenue,  north  side, 
90  37  feet  east  of  Havemeyer  Avenue,  Block  403,  Lots 
77,  81,  Borough  of  The  Bronx,  Alt.  403-65,  re-  proposed 
loading  platform,  accessory  parking  lot,  R5  district. 


951-65-A — B.M. — 32  East  51st  Street,  south  side,  175  feet 
east  of  Madison  Avenue,  Block  1286,  Lot  45,  Borough  of 
Manhattan,  Alt.  1380-65,  re-  Class  111  commercial  build¬ 
ing. 


952-65-BZ — B.Q. — 35-45  223rd  Street,  east  side,  152-83 
feet  north  of  37th  Avenue,  Block  6192,  Lot  68,  Bayside, 
Borough  of  Queens,  Alt.  85-65,  re-  swimming  pool,  front 
and  side  yards,  R-2  district. 


953-65-A — B.Q. — 35-45  223rd  Street,  east  side,  152.83  feet 
north  of  37th  Avenue,  Block  6192,  Lot  68,  Bayside,  Bor¬ 
ough  of  Queens,  Alt.  85-65,  re-  proposed  extension  of 
use  of  first  floor  and  attic  floor  occupancy. 


954-65-BZ — B.Bx. — 3250  B  Lucerne  Street,  south  side, 
331.34  feet  east  of  Stadium  Avenue,  Block  5414,  Lot  19, 
Borough  of  The  Bronx,  Alt.  500-65,  re-  Class  A  con¬ 
verted  multiple  dwelling,  R3-2  district. 


955-65-A — F.D. — 5606  15th  Avenue,  southwest  corner  of 
56th  Street,  Block  5692,  Lot  33,  Borough  of  Brooklyn, 
F.D.  Order  2835-4,  re-  fireproof  double  swinging  doors. 


956-65-A — F.D. — 1222  DeKalb  Avenue,  northwest  cor¬ 
ner  of  Bushwick  Avenue,  Block  3242,  Lot  1,  Borough 
of  Brooklyn,  F.D.  Order  4345-4,  re-  sprinkler  system. 


957-65-SM — Decortone,  manufactured  by  U.S.  Perlite 
Corporation,  Material. 


958-65-BZ — B.B. — 204-208  25th  Street,  south  side,  75  feet 
east  of  4th  Avenue,  Block  655,  Lot  10,  Borough  of  Brook¬ 
lyn,  Alt.  1762-63,  re-  proposed  manufacturing  of  prod¬ 
ucts,  Ml-2  district. 


959-65-SM — Levelite  Latex,  manufactured  by  Selby,  Bat- 
tersby  and  Company,  Material. 


960-65-SM — Selbaflor,  manufactured  by  Selby,  Batters- 
by  and  Company,  Material. 


961-65-SM — Novatraz,  manufactured  by  Selby,  Batters- 
by  and  Company,  Material. 


962-65-SM — Promdek,  manufactured  by  Selby  Batters- 
by  and  Company,  Material. 


963-65-SM — Novalite,  manufactured  by  Selby,  Batters- 
by  and  Company,  Material. 


964-65-A— B.Q.— 222-05  56th  Avenue,  north  side,  810 
feet  west  of  Cloverdale  Boulevard,  Block  7490,  Lot  2, 
Flushing,  Borough  of  Queens,  Alt.  1603-65,  re-  frame 
building  for  school.  R4-district. 


Restored  to  Docket 

183-61- A — Vol.  II— F.D. -309-3 15  West  123rd  Street  and 
258-264  St.  Nicholas  Avenue,  northeast  corner,  Block 
1950,  Lot  24,  Borough  of  Manhattan,  reopened  for  con¬ 
sideration  as  to  sprinkler  system. 


1737-61-BZ — B.R. — 68  Hylan  Boulevard,  670  Page  Ave¬ 
nue,  southwest  corner,  Block  7780,  Lot  68,  Tottenville, 
Borough  of  Richmond,  N.B.  1742-61,  reopened  for  con¬ 
sideration  as  to  extension  of  time,  re-  gasoline  service 
station  with  accessory  uses,  local  retail  use  district. 


932-54-BZ— B.Bx— 1162-1168  Colgate  Avenue  and  1460 
Westchester  Avenue,  southeast  corner,  Block  3737,  Lot 
38,  Borough  of  The  Bronx,  Alt.  947-54,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
change  in  occupancy  of  one  store  to  manufacturing,  re¬ 
tail  use  district. 


413-50-BZ— B.Bx— 703  East  149th  Street,  northwest  cor¬ 
ner  of  Jackson  Avenue,  Block  2623,  Lot  140  Borough 
of  The  Bronx,  N.B.  428-50,  reopened  for  consideration 
as  to  extension  of  term  of  variance,  re-  gasoline  service 
station,  auto  washing,  lubritorium,  office  and  sale  of  auto 
accessories,  business  use  district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  .  Nov  27,  19i6 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  ot.  April  12,  19oi 

Cements,  Blended,  Buies  for  Test- 

mg  aAd  Use  of  .  Mar  15,  19dS— Voi.  40,  No.  11 

Dec-  28.  1243 — VoL  28.  No.  52* 

Concrete  Masonry  Units,  Buies 
for  Manufacture,  Testing  ana 

Use  of  .  Dec-  10»  1962 

Concrete  Buies  (Hydrated  Life).  Aug.  3,  1937— Vol.  22,  No.  31 

Coin-Operated  Dry  Cleaning  Es- 

tablishments,  Buies  Covering  . .  December  Id,  1964 

Dry  Cleaning  Establishments  Rules 
Covering  .  December  15,  1964 

Erection,  Alteration,  Repair,  £.x- 
cavation  for  and  Demolition  of 
Buildings  .  July  20,  1962 

“Y  ta  Mac.  11,  1952 — Vol.  77.  No.  II* 

Factory  Exit  Buies  .  Eeb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31.  1964-Vol.  49,  No.  63 

Feb.  1965  Vol.  60.  No.  5 

Hatchways  Protection  .  June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

PLabor  Law)  . April  1,  i96o— Vol.  oO,  No.  lo 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  1952— Vol.  37.  No.  131 
Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  .7,  iyc4 
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Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 
Supply)  .  Mar.  20,  1960 

Procedure,  Rules  of  . Jan.  14,  1965— Vol.  60,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  ...  June  4,  1964— Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  Q. — Department  of  Buildings;  B.B. — Depart 
Manhattan- Buildings  Brooklyn;  B.M.— Department  of  Buildfngs, 
Manhattan,  B.Q.— Department  of  Buildings,  Queens;  B.R.— 

BroM0f  H  n  dlHS;  n?1Cnm°nd;  B.Bx.— Department  of  Build¬ 
ings,  Bronx,  H.D. — Health  Department;  F.D. — Fire  Departmenl 


Borough  Superintendent,  under  Section  72- 21  of  the 
Zonrng  Resolution  and  Section  666  of  the  New  York 
City  Charter  to  permit  in  a  R5  district,  in  existing 
multiple  dwelling,  the  change  in  use  of  the  doctors  of¬ 
fices  to  apartments  that  encroaches  on  the  required 
distance  between  windows  and  increases  the  degree  of 
non-compliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 87-01  to  87-27  (87-15  offi¬ 
cial)  165th  Street,  165-02  to  165-12  Highland  Avenue 
southeast  corner,  Block  9837,  Lot  44,  Jamaica,  Borough 


OCTOBER  5,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  5,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N  Y  on  the 
following  matters: 

327-63-BZ 

APPLICANT— Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  Incorporated,  owner. 

SVuBJ^CT~^pplication  APril  16>  1963  —  decision  of 
the,  ;"0™u&h,  Superintendent,  under  Sections  11-412 
and  /2-U1  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED — 564-592  St.  John’s  Place 
south  side,  333  feet  8  inches  east  of  Classon  Avenue,’ 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 


696-65-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blau- 
leux  for  Saxony  Hall  Incorporated,  owner. 

SUBJECT— AppHcation  June  16,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  subd  6a  of  the  Multiple  Dwelling 
cTu  basement  apartments,  yards,  and  Section  60 
of  the  Multiple  Dwelling  law  re-  outdoor  parking. 

P?5AJIfES  afFECTED— 87-01  to  87-27  (87-15  official) 
165th  Street,  165-02  to  165-12  Highland  Avenue,  south- 

QueensH161"’  B  °Ck  9'837’Lot  44’  Jamaica-  Borough  of 


1201-64-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Robert  S 
Kahn,  owner. 

S^BJ?CT~^Pplica,ti.on  December  4,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district  the 
enlargement  in  area  of  an  existing  supermarket  parking 
area  previously  granted  by  the  Board 

Pi^lIS-P  affECTED-272«-2730  Snyder  Avenue, 

T  .t  !oS‘ie’  205  feet,  east  of  Rogers  Avenue,  Block  5111, 
Kot  18,  Borough  of  Brooklyn. 


805-65-BZ 

APPLJ CANT— Staniey  H.  Klein  for  Jos.  E.  McMahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SDBJECT— Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  lot  area  and  lot  width. 

P^c/w^S'ES  AFFECTED — 69-33  110th  Street,  east  side, 
50  feet  south  of  69th  Road,  Block  2230,  Lot  6,  Forest 
Hills,  Borough  of  Queens. 


598-65-BZ 

APPLICANT— Victor  G.  Madonia  for  Octavio  Cabanas 
owner.  * 

SUBJECT— -Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  story  one  family  dwelling  that  has 
less  than  the  required  lot  area  and  lot  width  and  en¬ 
croaches  on  the  required  side  yards. 

P^MIo®¥  AFFECTED-47-12  Union  Street,  west 
suie,  9o  feet  south  of  Laburnum  Avenue,  Block  5216, 
■Lot  11,  Flushing,  Borough  of  Queens. 


806-65-BZ 

APPLICANT  Stanley  H.  Klein  for  Jos  E.  McMahon 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT.  Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 110-06'  69th  Road,  south¬ 
east  corner  of  110th  Street,  Block  2230,  Lot  7,  Forest 
Hills,  Borough  of  Queens. 


695-65-BZ 

APPLICANT— Maxfield  Blaufeux  and  Heywood  Blau- 
teux  tor  Saxony  Hall  Incorporated,  owner. 

SUBJECT  Application  June  16,  1965  —  decision  of  the 


850-65-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  53rd  and  7th 
Corporation,  owner. 

SUBJECl  Application  August  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  &  Section  666  (7)  of  the  N.Y.C. 
Charter,  to  permit  in  a  C 6-6  district,  the  erection  of  a 
thirty-seven  story  mixed  building  that  has  less  than  the 
required  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  tower  setback. 

PREMISES  AFFECTED — 821-827  7th  Avenue  and  1 59- 
167  West  53rd  Street,  northeast  corner,  and  156-158 
West  54th  Street,  Block  1006,  Lot  1,  Borough  of  Man¬ 
hattan. 
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857-65-BZ 

APPLICANT — Albert  Melniker  for  First  National  City- 
Bank,  owner. 

SUBJECT— Application  August  6,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  enlargement  of  an  accessory  parking 
facility  for  a  bank  presently  under  construction  extend¬ 
ing  into  the  R3-2  district. 

PREMISES  AFFECTED  — 1492  Hylan  Boulevard, 
southeast  corner  of  Benton  Avenue,  Block  3358,  .Lot  lu, 
Dongan  Hills,  Borough  of  Richmond. 


349-49-BZ 

APPLICANT— A.  H.  Salkowitz  for  Morris  Caine, 
owner. 

SUBJECT— Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  13,  1964  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  a  gasoline 
servce  and  oil  selling  station,  sales  room,  lubritorium, 
auto  laundry  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTER— 58-02  Queens  Boulevard  and 
46-03  58th  Street,  southeast  corner,  Block  2313,  Parts 
of  Lots  9,  13  and  27,  Woodside,  Borough  of  Queens. 


which  expired  April  23,  1964 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Sections  7e  and  7h  of  the  Zoning  Resolution  permit¬ 
ting  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  minor 
auto  repairs,  car  wash,  storage,  office  and  sales,  park¬ 
ing  and  storage  of  motor  vehicles  for  a  stated  term 
of  15  years. 

PREMISES  AFFECTED— 2375-2385  Cropsey  Avenue 
and  8846-8858  24th  Avenue,  northwest  corner,  Block 
6890,  Lot  1,  Borough  of  Brooklyn. 


709-54-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Socony- Vacuum  Oil  Company,  owner. 

SUBJECT— Application  reopened  September  8,  _  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expired  June  7,  1965  —  decision  of  the  Borough  Sup¬ 
erintendent,  previously  granted  on  condition,  under 
Sections  7c,  7h,  7i  and  7 A  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district  parking  and  stor¬ 
age  of  motor  vehicles  only  in  conjunction  to  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 65-14-65-28  (65-20  official) 
Cooper  Avenue  and  77-02  to  77-14  Cypress  Hills 
Street,  southwest  corner,  Block  3722,  Lot  9,  Glendale, 
Borough  of  Queens. 


725-24-BZ — Vol.  IV 

APPLICANT— Max  Siegel  Associates  for  George  Lax, 
Executor. 

SUBJECT— Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
January  10,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sections 
7e  and  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  offices,  warehousing  and  distrbu- 
tion  of  photographic  products  and  its  incidental  pro¬ 
cessing  and  packaging. 

PREMISES  AFFECTED— 321-343  West  54th  Street, 
north  side,  275  feet  east  of  9th  Avenue,  Block  1045,  Lots 
12  and  15,  Borough  of  Manhattan. 


642-54-BZ 

APPLICANT — Frederick  A.  Ketcher  for  the  Chevron 
Oil  Company,  owner. 

SUBJECT— Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district  the  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  storage  and  sale  of  accessories  and 
office. 

PREMISES  AFFECTED — 130-15  14th  Avenue  and  13- 
32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 


730-57-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bartholdi  Turecamo,  owner. 

SUBJECT— Application  reopened  September  8,  1965 
for  consideration  as  to  extension  of  time  to  complete 


74-60-BZ 

APPLICANT— Manfredi  and  Manfredi  for  Cliff  sedge 
Realty  Incorporated,  owner. 

SUBJECT— Application  reopened  September  8,  _  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  26,  1965  —  decision  of  the  Borough  Sup¬ 
erintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 1514  Sedgwick  Avenue,  east 
side,  1387.52  feet  south  of  West  176th  Street,  Block 
2880,  Lots  9,  10,  12,  13  and  15,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

759-63-BZ— Vol.  II 

APPLICANT— Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  and  Sec¬ 
tion  666  (7)  of  the  New  York  City  Charter,  to  permit 
in  a  C2-1  and  R3-2  district,  the  erection  of  a  six  story 
multiple  dwelling  that  encroaches  on  the  required 
front  yard,  rear  yard  and  rear  setback,  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  exceeds  the 
permitted  height  and  width  of  street  walls,  with  bal¬ 
conies  in  the  front  and  less  than  the  required  distance 
between  windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

Hearing  closed. 
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7 60-63- A — Vol.  II 

APPLICANT — Burke  and  Groli  for  Clark  Carpet 
Cleaning  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


338-65-BZ 

APPLICANT — Rene  C.  Brugnoni  for  Columbia  Gram¬ 
mar  School,  owner. 

SUBJECT — Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21,  73- 
63  and  73-641  of  the  Zoning  Resolution,  to  permit  in  a 
R7-2  district,  the  reconstruction  of  a  private  school 
that  encroaches  on  the  required  rear  yard  and  rear 
yard  equivalent  and  exceeds  the  permitted  lot  cover¬ 
age. 

PREMISES  AFFECTED— 5  West  93rd  Street,  north 
side,  173  feet  4Vi  inches  west  of  Central  Park  West, 
20-28  West  94th  Street,  Block  1207,  Lots  23,  40,  41, 
141,  42,  142,  Borough  of  Manhattan. 

Hearing  closed. 


472-65-BZ 

APPLICANT — Israel  F.  Vogel  for  Ma'rchi  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  27,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-63  of 
the  Zoning  Resolution,  to  permit  in  a  R8  district,  in 
an  existing  four  story  and  basement  building,  the  erec¬ 
tion  of  a  one  store  enlargement  to  the  restaurant  in 
the  basement. 

PREMISES  AFFECTED— 247  East  31st  Street,  north- 
side,  100  feet  west  of  2nd  Avenue,  Block  912,  Lot  26, 
Borough  of  Manhattan. 

Hearing  closed. 


532-65-BZ 

APPLICANT — Daub  and  Daub  for  Sophie  Piacente, 
owner. 

SUBJECT — Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-4  district,  in  an 
existing  three  story  building,  the  erection  of  second 
floor  enlargement  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 285  East  149th  Street,  north 
side,  70.25  feet  east  of  Morris  Avenue,  Block  2331,  Lot 
71,  Borough  of  The  Bronx. 

Hearing  closed. 


549-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Abe  Gold¬ 
berg,  owner. 

SUBJECT — Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the  con¬ 
struction  and  maintenance  of  a  non-transient  parking 
lot 


PREMISES  AFFECTED— 188  St.  George  Crescent, 
north  side,  152.53  feet  west  of  East  206th  Street,  Block 
3313,  Lot  12,  Borough  of  The  Bronx. 

Hearing  close. 


602-65-BZ 

APPLICANT — Millard  Bresin  for  General  Export 
Clothing  Corporation,  owner. 

SUBJECT — Application  May  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story 
building  used  for  the  baling  and  storage  of  clothing 
with  loading  and  unloading. 

PREMISES  AFFECTED — 393-409  Lexington  Avenue, 
north  side,  225  feet  west  of  Tompkins  Avenue,  Block 
1799,  Lots  55,  60,  61,  63,  Borough  of  Brooklyn. 

Hearing  closed. 


748-65-BZ 

APPLICANT — Andrew  Tsarsis  for  Concetta  Petriollo, 
owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erec¬ 
tion  of  a  two  family  dwelling  that  exceeds  the  permit¬ 
ted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 95-99  27th  Avenue,  south¬ 
east  corner  of  Bath  Avenue,  Block  6900,  Lot  34,  Bor¬ 
ough  of  Brooklyn. 

Hearing  closed. 


30-48-BZ — V  ols.  1  and  11 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7c, 
7i  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  maintenance  of 
a  gasoline  service  station,  boiler  room,  lubritorium,  auto 
laundry,  motor  vehicle  repair  shop,  sale  of  accessories, 
office  and  parking  and  storage  of  more  then  five  motor 
vehicles  and  with  curb  cuts  more  than  the  permitted 
distance  from  the  intersection  and  amendment,  re-wall. 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue 
and  109-131  Sullivan  Place,  northeast  corner,  Block 
1304,  Lot  1,  Borough  of  Brooklyn. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  5,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  5,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

3 15-62- A 

APPLICANT— Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 
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SUBJECT— Application  April  5,  1962  —  Appeal  from 
»  an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


575-62-A — Vol.  II 

APPLICANT— Robert  Parvin,  owner. 

SUBJECT— Application  reopened  May  25,  1965  as  Vol¬ 
ume  II — Appeal  from  an  order  of  the  Fire  Commis¬ 
sioner,  re  Sprinkler  system. 

PREMISES  AFFECTED— 5005-5007  5th  Avenue,  east 
side,  50  feet,  2  inches,  south  of  50th  Street,  Block  792, 
Lot  5,  Borough  of  Brooklyn. 


703-64-A 

APPLICANT— A.  H.  Salkowitz  for  Irving  Warfield, 
Etal  DBA  Flatlands  Shoppers  Mart  Company,  owner. 

SUBJECT— Application  June  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 913-957  East  108th  Street, 
north  side,  89.51  feet  east  of  Flatlands  Avenue,  Block 
8235,  Lot  342,  Borough  of  Brooklyn. 


757-64-A 

APPLICANT— Stuart  Furman  for  Ideal  Management 
Corporation,  owner. 

SUBJECT— Application  July  15,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 3781-3799  Broadway,  west 
side,  from  157th  Street  to  158th  Street,  Block  2134, 
Lot  180,  Borough  of  Manhattan. 


821-64-A 

APPLICANT— Daub  and  Daub  for  40th  Associates  In¬ 
corporated  c/o  Mills  and  Company  Real  Estate  In¬ 
corporated,  owner. 

SUBJECT— Application  July  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness. 

PREMISES  AFFECTED— 250  West  40th  Street,  south 
side,  272.6  feet  east  of  Eighth  Avenue,  Block  789,  Lots 
68  and  69,  Borough  of  Manhattan. 


848-64-A 

APPLICANT — Samuel  Garnett  for  Orkins  Apparel, 
owner;  Wise  Shoe  Stores,  Incorporated,  lessee. 

SUBJECT— Application  filed  August  12,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2938  Third  Avenue,  east 
side,  25  feet  north  of  152nd  Street,  Block  2362,  Lot  39, 
Borough  of  The  Bronx. 


916-64-A 

APPLICANT  —  Duvernoy  and  Sons,  Incorporated 
Agent,  for  F.  L.  Smithe  Corporation,  owner. 


SUBJECT— Application  August  10,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  smoke 
permit. 

PREMISES  AFFECTED— 633-645  West  44th  Street, 
560-570  Twelfth  Avenue,  northeast  corner,  Block  1092, 
Lot  7,  Borough  of  Manhattan. 


1541-61-A— Vol.  II 

APPLICANT— Richard  Rethy  for  119  Company,  owner. 

SUBJECT— Application  reopened  July  7,  1965  as  Volume 
II  —  Appeal  from  an  order  of  the  Fire  Commissioner 
re-  Spirnkler  System. 

PREMISES  AFFECTED— 119  Bowery,  east  side,  100 
feet  2  inches  south  of  Grand  Street,  Block  304,  Lot  13, 
Borough  of  Manhattan. 


572-64-A 

APPLICANT— W.  T.  Brennen  for  One  Nassau  Realty 
Corporation,  owner. 

SUBJECT— Application  May  21,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
carbon  dioxide  liquifier  tank. 

PREMISES  AFFECTED— 1  Nassau  Avenue,  north  side, 
entire  block  bounded  by  Banker  Street,  North  15th 
Street,  Wythe  Avenue,  and  North  14th  Street,  Block 
2639,  Lot  7,  Borough  of  Brooklyn. 


949-64-A 

APPLICANT  —  H.  E.  Horwood  for  Gerdbeth  Realty 
Company,  owner. 

SUBJECT— Application  September  22,  _  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 511  West  20th  Street,  north 
side,  150  feet  west  of  10th  Avenue,  Block  692,  Lot  27, 
Borough  of  Manhattan. 


957-64-A 

APPLICANT — 1105  Bowling  Corporation  d/b/a /  Elm¬ 
wood  Lanes  for  100  Elmwood  Realty  Corporation, 
owner. 

SUBJECT — Application  September  22,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1105  McDonald  Avenue, 
west  side,  140  feet  north  of  Elmwood  Avenue,  Block 
6504,  Lot  1,  Borough  of  Brooklyn. 


959-64-A 

APPLICANT— Harry  Soled  for  Yeshiva  Torah  Vadath, 
owner. 

SUBJECT— Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PEMISES  AFFECTE— 206^210  Wilson  Street,  south 
side,  115  feet,  1  inch  west  of  Division  Avenue,  Block 
2183,  Lot  21,  Borough  of  Brooklyn. 


960-64-A 

APPLICANT — Benjamin  Gordon,  owner. 

SUBJECT— Application  September  24,  1964  —  Appeal 
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from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-sprinkler  system. 

] 'REMISES  AFFECTED — 14  West  23rd  Street,  south 
side,  133.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot 
47,  Borough  of  Manhattan. 


962-64-A 

APPLICANT  Daniel  Ash  for  Est.  of  Silvia  Richland, 
owner;  Lynwood  Nursing  Home,  lessee. 

SUBJECT— Application  September  25,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 306  West  102nd  Street,  south 
side,  125  feet  west  of  West  End  Avenue,  Block  1889 
Lot  64,  Borough  of  Manhattan. 


966-64-A 

APPLICANT — Far  Rockaway  Nursing  Home  for  Alfred 
R.  Satin,  owner. 

SUBJECT — Application  September  25,  1964  —  Appeal 
trom  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  Install  fireproof,  self-closing  double  swinging  doors 
interior  fire  alarm. 

PREMISES  AFFECTED — 13-11  Virginia  Street,  north- 
west  corner  of  Far  Rockaway  Boulevard,  Block  13,  Lot 
1,  bar  Rockaway,  Borough  of  Queens. 


977-64-A 

APPLICANT  Herman  E.  Horwood  for  Harborside  All 
transport  and  Warehouse  Corporation,  owner. 

SUBJECT— Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED  553-557  West  33rd  Street, 
north  side,  63  feet  east  of  11th  Avenue,  Block  705  Lot 
5,  Borough  of  Manhattan. 


1027-64-A 

APPLICANT— Daub;  and  Daub  for  Romash  Realty 
Corporation,  owner. 

SUBJECT— Application  October  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 130  East  7th  Street,  and  109 
Avenue  A  southwest  corner,  Block  434,  Lot  29,  Bor¬ 
ough  of  Manhattan. 


Cohen  for  Joseph  Spector, 


1071-64-A 

AP P LI  CANT — Samuel 
owner. 

SUBJECT— Application  October  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system 

PREMISES  AFFECTED — 35  West  21st  Street,  north 
side,  373  feet,  9Y2  inches,  east  of  Avenue  of  the 
Americas,  Block  823,  Lot  19,  Borough  of  Manhattan. 


690-65-A 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
tor  Kegina  S.  Kearns,  owner;  Barney’s  Clothes,  In¬ 
corporated. 


SUBJECT  Application  June  15,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  change  in  use  —  commercial. 


LBEMISES  AFFECTED — 113-115  Seventh  Avenue, 
}56-160  West  17th  Street,  southeast  corner,  Block  792, 
Lot  70,  Borough  of  Manhattan. 


724-65-A 

APPLICANT — Abraham  I.  Kirschenbaum  for  Peter 
Forrest,  owner;  Take  Three  Enterprises,  Incorporated, 
lessee. 

SUBJECT  Application  June  22,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PxvEMISES  AFFECTED — 149  Bleecker  Street,  north 
side,  57.2  feet  east  of  Thompson  Street,  Block  537,  Lot 
36,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


JULY  13,  1965,  2  P.M.  '  _ 

NOTICE  is  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  July  13,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matter: 

964-65-A 

APPLICANT — Gustave  Rosenberg  for  Board  of  Higher 
Education,  owner. 

SUBJECT— Application  September  21,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  4  construction,  frame  building  exceeding  600 
sq.  ft.  area-  public  building,  (school)  ;  2 — use  of  wood 
stressed  skin  panel  design  construction. 

PREMISES  AFFECTED — 222-05  56th  Avenue,  north 
side,  810  feet  west  of  Cloverdale  Boulevard,  Block 
7490,  Lot  2,  Flushing,  Borough  of  Queens.  (Queens- 
borough  Community  College) 

MAX  H.  FOLEY,  Chairman 


OCTOBER  19,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  October  19,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 


262-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin 
owners.  ’ 

SUBJECT  Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district  the 
section  of  a  six-story  multiple  dwelling,  that  exceeds 
the  permissible  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room,  pene¬ 
trates  the  sky  exposure  plane,  has  less  than  the  re¬ 
quired  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED — 125-02  Sutphin  Boulevard. 
p!st .  S11c!5’- U6-8  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  October  19,  1965  at  request  of  applicant; 
applicant  to  obtain  certain  records  and  send  out 

twenty-day  notices. 
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263-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  spaces  and  Section  310  .of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2 
of  the  Multiple  Dwelling  Law  re-  minimum  dimen¬ 
sions  of  yards. 

PREMISES  AFFECTED— 125-02  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


267-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re- 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd  2  of  the 
Multiple  Dwelling  Law  re-  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED— 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boule¬ 
vard.  Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


264-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  ot 
the  Zoning  Resolution  and  Section  666  of.  the  New 
York  City  Charter,  to  permit  . in  an  R3-2  district,  the 
erection  of  a  six-story  multiple  dwelling,  that  ex¬ 
ceeds  permissible  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room, 
penetrates  the  sky  exposure  plane,  has  less  than  the 
required  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  October  19,  1965,  at  request  of  applicant, 
applicant  to  obtain  certain  records  and  send  out 
twenty-day  notices. 


265-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law. re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2  of  the 
Multiple  Dwelling  Law  re  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


266-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  R3-2  and  C2-2  districts 
the  erection  of  a  six-story  multiple  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area!  per  room  pene¬ 
trates  the  sky  exposure  plane,  encroaches  on  the  re¬ 
quired  distance  between  windows  and  buildings  .  and 
with  less  than  the  required  parking  with  access  within 
50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— (148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  October  19,  1965,  at  request  of  applicant; 
applicant  to  obtain  certain  records  and  send  out 
twenty-day  notices. 


395-65-BZ 

APPLICANT — Arnold  W.  Lederer  for  George  Roth, 
owner. 

SUBJECT— Application  April  8,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  .72-21  ot 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  in 
an  existing  four  story  building,  the  change  in  occu¬ 
pancy  of  the  first  floor  from  store  to  a  factory. 

PREMISES  AFFECTED— 1363-1373  Myrtle  Avenue, 
142-148  Stanhope  Street,  northeast  corner,  212  Wil¬ 
son  Avenue,  Block  3267,  Lot  1,  Borough  of  Brooklyn. 


396-65-A 

APPLICANT— Arnold  W.  Lederer  for  George  Roth, 
owner. 

SUBJECT — Application  April  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  factory, 
provide  1  hour  doors  for  stair  enclosure,  open  eleva¬ 
tor  shaft,  F.P.  casement  doors,  and  F.  P.  sash  on  fire 
escapes. 

PREMISES  AFFECTED— 1363-1373  Myrtle  Avenue, 
142-148  Stanhope  Street,  northwest  corner,  212  Wil¬ 
son  Avenue,  Block  3267,  Lot  1,  Borough  of  Brooklyn. 


543-65-BZ 


APPLICANT— Herbst  and  Rusciano  for  Rose  Erna 
Realty  Corporation,  owner. 

SUBJECT— Application  May  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  ot  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the 
erection  of  a  one  story  factory  that  encroaches  on  the 


required  front  yard. 
PREMISES  AFFECTED— 775 
west  corner  of  Barry  Street, 
ough  of  The  Bronx. 


Tiffany  Street,  north- 
Block  2737,  Lot  14,  Bor- 


648-65-BZ 

APPLICANT— Leonard  G.  Feinen  for  Rothman  and 
Grossman,  owners. 

SUBJECT — Application  June  3,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  .  ot  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the 
construction  of  an  accessory  swimming  pool  to  a 
multiple  dwelling  that  encroaches  on  the  required 
distance  to  lot  lines. 

PREMISES  AFFECTED — 150-170  Trantor  Place,  180 
Tate  Street,  northwest  corner  of  Block  1133,  Lot  /o, 
Granite  City,  Borough  of  Richmond. 
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710-65-BZ 

APPLICANT — John  J.  Tricarico  for  Vincy  Realty  Cor¬ 
poration,  owner. 

SUBJEC 1  Application  June  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
from  a  plumbing  establishment  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 245-247  4th  Avenue,  east 
side^  60  feet  north  of  Carroll  Street,  Block  958,  Lot 
4,  Borough  of  Brooklyn. 


737-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Yorkshire 
Towers,  Incorporated,  owner;  Eighty  Six  Garage  Cor¬ 
poration,  Garage  lessee. 

SUBJECT  Application  June  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  60  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl-5,  C2-8  and 
RIO  district,  in  an  existing  multiple  dwelling  the  addi¬ 
tion  of  transient  parking  for  the  unused  and  surplus 
tenants  spaces  without  the  accessory  garage  for  a 
term  of  fifteen  years. 

PREMISES  AFFECTED— 1660-1680  Second  Avenue, 
east  side,  from  East  86th  Street  to  East  87th  Street’ 
301-329  East  86th  Street,  300-334  East  87th  Street,’ 
Block  1549,  Lot  1,  Borough  of  Manhattan. 


738-65-A 

APPLICANT — Max  Siegel  Associates  for  Yorkshire 
lowers,  Incorporated,  owner;  Eighty  Six  Garage  Cor¬ 
poration,  garage  lessee. 

SUBJECT  Application  June  25,  1965  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transi¬ 
ent  parking. 

PREMISES  Ah  FECTED — 1660-1680  Second  Avenue, 
east  side,  from  East  86th  Street  to  East  87th  Street’ 
301-329  East  86th  Street,  300-334  East  87th  Street! 
Block  1549,  Lot  1,  Borough  of  Manhattan. 


749-65-BZ 

APPLICANT. — John  J.  Tricarico  for  Jackson  Lock- 
wood,  owner. 

SUBJEC  I  Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
reconstruction  and  rehabilitation  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFT EC TED — 1820  Richmond  Road,  10 
Stobe  Avenue,  southeast  corner,  Block  3552,  Lot  39, 
Borough  of  Richmond. 


AFFECTED — 1091  Amsterdam  Avenue, 
421-443  West  113th  Street,  northeast  corner,  418-424 
West  114th  Street,  Block  1866,  Lot  1,  Borough  of 
Manhattan. 


1737-61-BZ 

APPLICANT— Albert  Melniker  for  Alfred  Miniaci 
owner. 

SUBJECT— Application  reopened  September  21,  1965 
for  consideration  as  to  extension  of  time  to  complete, 
expired  December  17,  1964  —  decision  of  the  Bor¬ 
ough  Superintendent,  previously  granted  on  condition 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  to 
permit  in  a  local  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED — 6800  Hyland  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68 
Tottenville,  Borough  of  Richmond. 


932-54-BZ 

APPLICANT — Henry  Nordheim  for  Jacob  Tutnauer 
owner. 

SUBJECT— Application  reopened  September  21,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  11,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  portion  of  lot  located  in  a  residence 
and  retail  use  district,  the  change  in  occupancy  of  one 
store,  to  manufacturing  use. 

PREMISES  AFFECTED— 1162-1168  Colgate  Avenue 
and  1460  Westchester  Avenue,  southeast  corner,  Block 
3737,  Lot  38,  Borough  of  The  Bronx. 


413-50-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT— Application  reopened  September  21,  1965 
foi  consideration  as  to  extension  of  term  of  variance, 
expires  November  14,  1965,  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Section  7f  of  the  Zoning  resolution,  permitting  in  a 
business  use  district,  for  a  term  of  years,  erection  and 
maintenance  of  a  gasoline  service  station,  auto  wash¬ 
ing,  lubritorium,  office  and  sale  of  auto  accessories. 

PREMISES  AFFECTED— 703  East  149th  Street  north¬ 
west  corner  of  Jackson  Avenue,  Block  2623,  Lot  140, 
Borough  of  The  Bronx. 


MAX  H.  FOLEY,  Chairman 


755-65-BZ 

APPLICANT— Aaron  N.  Kiff  for  Kiff,  Voss  and 
Franklin,  The  Office  of  York  &  Sawyer  for  St.  Luke’s 
Plospital,  owner. 

SUBJECT  Application  July  6,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the 
election  of  a  thirteen  story  enlargement  to  an  existing 
hospital  that  exceeds  the  permitted  lot  coverage,  pene¬ 
trates  the  sky  exposure  plane  and  without  the  required 
accessory  parking  and  loading  berth. 


OCTOBER  19,  1965,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Puesday,  October  19,  1965,  at  12  o’clock  at  80  Lafayette 
Stieet,  9th  floor,  New  York  13,  N.Y.,  on  the  following 
application  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Section  11-324. 

4393-BZY — Vol.  II— B.M.— 106  E.  102nd  St— N.B.  51- 
61  accepted  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion  in  accordance  with  previous  decisions  of  the  courts. 

MAX  H.  FOLEY,  Chairman 
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OCTOBER  19,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  19,  1965,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

492-64-A 

APPLICANT— Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  950 
feet  west  of  3rd  Avenue,  Piers  B  and  C,  East  River, 
Block  635,  Lot  13,  Borough  of  Brooklyn. 


493-64-A 

APPLICANT— Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 


486-64-A 

APPLICANT— Michael  C.  Gray  for  Cardox  Division 
of  Chemetron  Corporation,  owner. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  use 
of  C02  receiver. 

PREMISES  AFFECTED— 46-02  Fifth  Street,  west  side 
from  Standard  Canal  to  47th  Avenue,  Blocks  21  and 
22,  Lot  1,  Long  Island  City,  Borough  of  Queens. 


549-64-A 

APPLICANT— Martin  Paint  Stores,  Incorporated,  own¬ 
er. 

SUBJECT— Application  May  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 153-22  153-24  Jamaica  Ave¬ 
nue,  south  side,  349.23  feet  east  of  152nd  Street,  Block 
8423,  Lot  19,  Jamaica,  Borough  of  Queens. 


722-64-A 

APPLICANT— Lawrence  H.  King  for  Pelt  By-Prod¬ 
ucts,  lessee. 

SUBJECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Discontinue  storage. 

PREMISES  AFFECTED— 114-120  West  26th  Street, 
south  side,  117  feet,  5  4/7  inches  west  of  Avenue  of 
the  Americas,  Block  801,  Lot  51,  Borough  of  Man¬ 
hattan. 


907-64-A 

APPLICANT— Henry  Wolinsky  for  Harry  Wohl,  own¬ 
er;  Queens  Village  Food  Center  Incorporated,  les¬ 
see. 

SUBJECT— Application  September  3,  1964  —  Appeal 


from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 113-35  Springfield  Boule¬ 
vard,  southeast  corner  of  Murdock  Avenue,  Block 
11232,  Lot  6,  Queens  Village,  Borough  of  Queens. 


942-64-A 

APPLICANT— Burke  and  Groh  for  Atlas  Screw  and 
Specialty  Corporation;  Salem  Manufacturing  Com¬ 
pany,  lessee. 

SUBJECT— Application  August  5,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Change 
of  use  and  egress. 

PREMISES  AFFECTED— 448  Broome  Street,  north 
side,  50  feet  east  of  Mercer  Street,  Block  484,  Lot  31, 
Borough  of  Manhattan. 


1039-64-A 

APPLICANT — John  F.  Fitzsimons  for  Mitchell  and 
Marcia  Kurk,  owners. 

SUBJECT— Application  October  20,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re¬ 
conversion  of  one  family  house  to  commercial  use. 

PREMISES  AFFECTED— 342  Beach  54th  Street,  east 
side,  404.06  feet  south  of  Beach  Channel  Drfive,  Block 
15890,  Lot  41,  Arverne,  Borough  of  Queens. 


50-65-A 

APPLICANT— Samuel  Rosenblum  for  Hedman  Realty 
Corporation  and  36  Equities  Incorporated,  owners. 

SUBJECT— Application  January  13,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  eleva¬ 
tor  in  readiness. 

PREMISES  AFFECTED— 142-146  West  36th  Street, 
south  side,  225  feet  east  of  7th  Avenue,  Block  811, 
Lot  56,  Borough  of  Manhattan. 


51-65-A 

APPLICANT— Samuel  Rosenblum  for  576  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  January  13,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  elevator  in 
readiness. 

PREMISES  AFFECTED— 576-582  8th  Avenue,  east 
side,  39.10  feet  north  of  West  38th  Street,  Block  788, 
Lot  4,  Borough  of  Manhattan. 


133-65-A 

APPLICANT— Samuel  Rosenblum  for  Brause  Realty 
Incorporated,  owner. 

SUBJECT — Application  February  4,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  eleva¬ 
tor  in  readiness. 

PREMISES  AFFECTED— 141-145  West  36th  Street, 
north  side,  218  feet,  10%  inches  west  of  Broadway, 
Block  812,  Lot  16,  Borough  of  Manhattan. 


634-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 
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SUBJECT— AppHc^iQn  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED— 12  Scranton  Street,  south 
side,  89.58  feet  east  of  Fingerboard  Road,  Block  3189 
Lot  56,  Grasmere,  Borough  of  Richmond 


SUBJECT— Application  June  3,  1966  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re- 
building  not  fronting  legal  street 

P*deMI2S6E4S7  nScrant°"  S,re«.  "Orth 

Lot’  17  r  f  east  of  Fingerboard  Road,  Block  3188, 
Lot  12,  Grasmere,  Borough  of  Richmond. 


635-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SI/nBJ<?CJ~A-Fi)liAatio^  J“ne  3’  1965  -  FiIed  Pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

^^10672  fAFFECTED-15  Scranton  Street,  north 
side,  10 6.L  feet  east  of  Fingerboard  Road,  Block  3188 
Lot  18,  Grasmere,  Borough  of  Richmond. 


641-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner.  *  ’  ln" 

StoBSeEcBon~4PP ACa+ti0,n  Jr  nl3’  1965  ~  Filed  Pursuant 
°n*  r  -  Art-  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street  y 

P^HeM277E7S4  AFFECTED-32  Scranton  Street,  south 
T  nt'  « 7)7’r5  feet  wesi of  Pr°vidence  Street,  Block  3189 
Lot  59,  Grasmere,  Borough  of  Richmond.  ' 


636-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner.  y  riomes  111 

SVBiEC.T—APPlication  June  3,  1965  —  Filed  pursuant 

in  /nCot°  f  36,tArt-  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PEMeMI149E5S8  fAFFEETEE~18  Scranton  Street,  south 
side,  149.58  feet  east  of  Fingerboard  Road,  Block  3189 
Lot  53,  Grasmere,  Borough  of  Richmond. 


642-65-A 

APoPrporCafed,T^nerC,°r  F'rreraS  H°™s  >- 

"3  oTthe  General  ^  £“ 
building  not  fronting  legal  street  7 

PPMeMiflE3S7  fAFFECTED-33  Scranton  Street,  north 

I  nt’  i or7  feet  wes‘of  Providence  Street,  Block  3188 
Lot  10,  Grasmere,  Borough  of  Richmond. 


637-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  CUy  Law  re- 
building  not  fronting  legal  street 

P^eM740E«  AFFECTED_22  Scranton  Street,  south 
side,  249,58  feet  east  of  Fingerboard  Road,  Block  3189 
Lot  55,  Grasmere,  Borough  of  Richmond. 


643-65-A 

AcoPrporCatedT^eT°r  FerreraS  I- 

SVoBJ#ecCJo7A3P6fHrrf  3  We  ^er7l  S 
building  not  fronting  legal  stree?  9  ™  re‘ 

Lot  61,  Grasmere,  Borough  of  Richmond  ’ 


638-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner.  y  ’  n 

SVBJc?CJ-ApplicAation,  June  3>  19d3  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street 

P^hMI7?LS,  affeCTED_25  Scranton  Street,  north 

Lof’l616r7  feet  easlof  Fingerboard  Road,  Block  3188, 
Lot  16,  Grasmere,  Borough  of  Richmond. 


644-65-A 

AcoPrpoIrCatdT7vneerCt0r  Fe‘TeraS  f°r  L°vely  Homes 

SltoB  SEcCtb7A36PlArt°3  frA  I965  “  Pursuant 
building °not^fronting  ^  ™- 

Lot  8,  Grasmere,  Borough  of  Richmond  ’ 


639-65-A 

AcfrD^S^T“HeCt0r  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
S?ct'°"  36,  Art.  3  of  the’  General  City  Law  r"! 
building  not  fronting  legal  street 

PPideM|9E4S8  tAF,FE<:Tf?-28  Scranton  Street,  south 
rjc’  r2789-38  feet  east  of  Fingerboard  Road,  Block  3189, 
Eot  57>  Grasmere,  Borough  of  Richmond. 


645-65-A 

APPLICA.NI — Hector  Ferreras  for  Lovely  Homes  In 
corporated,  owner.  y  s  ln' 

SVoBJSEctfo7A36PlAart°n3  Juf"73'  I965  Filed  pursuant 
[O  section  5b  Art.  3  of  the  General  Citv  Law  re¬ 
building  not  fronting  legal  street 

PB5MIeSES  EFFECTED — 43  Scranton  Street  north 

Lot’485rfeet  westt}of  Provldence  Street,  Block  3188 
Lot  4,  Grasmere,  Borough  of  Richmond. 


640-65-A 

AcoPrp3rCaAedT7;neer';t0r  FerreraS  f°r  Lovdy  Homes- 


646-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner.  y  es  ln_ 

SUBJECT  Application  June  3,  1965  -  Filed  pursuant 
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to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 44  Scranton  Street  south 
side,  162.75  feet  west  of  Providence  Street,  Block  318y, 
Lot’ 65,  Grasmere,  Borough  of  Richmond. 


647-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 55  Scranton  Street,  north¬ 


west  corner  of  Providence  Street,  Block  3188,  Lot  1, 
Borough  of  Richmond. 


872-65-A 

APPLICANT— Harry  Halbreich  for  Arnold  E.  Lynn, 
owner. 

SUBJECT— Application  —  August  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re¬ 
proposed  “air  sports  structure  made  of  nylon  fabric.” 

PREMISES  AFFECTED— 174-31  125th  Avenue,  north¬ 
east  corner  of  Merrill  Street,  Block  12516,  Lot  106, 
Springfield  Gardens,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 


TUESDAY  MORNING,  SEPTEMBER  21, 1965, 10  A.M. 

Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning  and  afternoon  September  8,  196i, 
were  approved  as  printed  in  the  Bulletin  of  September  16, 
1965,  Vol.  50,  No.  37. 


332-33-BZ 

APPLICANT — Isidore  Cohen  for  S.M.B.  Realty  Corpora¬ 


tion,  owner. 

SUBTECT — Application  reopened  July  13,  1965  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  expired  June 
28  1965— decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition,  under  Section  7f  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district  a 
garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED-14  West  66th  Street  south 
side,  225  feet  west  of  Central  Park  West,  Block  1118, 
Lot *42,  Borough  of  Manhattan. 


appearances— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  10  A.M.  for  decision;  applicant  to  be  notified  to  be 
present. 


109-131  Sullivan  Place,  northeast  corner,  Block  1304,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1965,  at 
10  A.M.  for  decision  as  to  amendment  and  extension  of  the 
term  of  variance;  applicant  to  report  to  Board  on  curb 
cut  proposed. 


338-65-BZ 

APPLICANT— Rene  C.  Brugnoni  for  Columbia  Grammar 
School,  owner. 

SUBJECT— Application  March  23,  1965— decision  of  the 
Borough  superintendent,  under  Sections  72-21,  73-63  and 
73-641  of  the  Zoning  Resolution,  to  permit  a  R7-2  dis¬ 
trict,  the  reconstruction  of  a  private  school  that  encroaches 
on  the  required  rear  yard  and  rear  yard  equivalent  and 
exceeds  the  permitted  lot  coverage. 

PREMISES  AFFECTED— 5  West  93rd  Street,  north  side, 
173  feet  4%  inches  west  of  Central  Park  West,  20-28 
West  94th  Street,  Block  1207,  Lots  23,  40,  41,  141,  42,  142, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Rene  Brugnoni  and  James  W.  Stern. 
For  Opposition:  Walter  Christmas. 

ACTION  OF  BOARD— Laid  over  to  October  5,  1965,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


30-48-BZ — Vols.  I  and  II 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT— Application  reopened  July  13,  1965  for  con- 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7c,  7i  and 
7 A  of  the  Zoning  Resolution,  permitting  in  a  residence 
and  business  use  district,  the  maintenance  of  a  gasoline 
service  station,  boiler  room,  lubritorium,  auto  laundry, 
motor  vehicle  repair  shop,  sale  of  accessories,  office  and 
parking  and  storage  of  more  than  five  motor  vehicles  and 
with  curb  cuts  more  than  the  permitted  distance  from  the 
intersection  and  amendment,  re  wall. 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue  and 


472-65-BZ 

APPLICANT— Israel  F.  Vogel  for  Marchi  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R8  district,  in  an  existing 
four  story  and  basement  building,  the  erection  of  a  one 
store  enlargement  to  the  restaurant  in  the  basement. 
PREMISES  AFFECTED— 247  East  31st  Stret,  northside, 
100  feet  west  of  2nd  Avenue,  Block  912,  Lot  26,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Israel  F.  Vogel  and  L.  B.  Santangelo. 
For  Opposition :  None. 
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ACTION  OF  BOARD— Laid  over  to  October  5,  1965,  at 
10  A.M.  for  inspection  and  decision ;  hearing  closed. 


532-65-BZ 

APPLICANT — Daub  and  Daub  for  Sophie  Piacente,  own¬ 
er. 

SUBJECT— Application  May  10,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-4  district,  in  an  existing 
three  story  building,  the  erection  of  second  floor  enlarge¬ 
ment  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 285  East  149th  Street,  north 
side,  70.25  feet  east  of  Morris  Avenue,  Block  2331,  Lot  71, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Sidney  Daub  and  Edward  Piacente. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1965,  at 
10  A.M.  for  inspection  and  decision ;  hearing  closed. 


549-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Abe  Goldberg, 
owner. 

SUBJECT — Application  May  11,  1965 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R8  district,  the  construction 
and  maintenance  of  a  non-transient  parking  lot. 

PREMISES  AFFECTED — 188  St.  George  Crescent,  north 
side,  152.53  feet  west  of  East  206th  Street,  Block  3313, 
Lot  12,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1965,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


602-65-BZ 

APPLICANT— -Millard  Bresin  for  General  Export  Cloth¬ 
ing  Corporation,  owner. 

SUBJECT— Application  May  26,  1965— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Chart- 
er,  to  permit  in  a  R6  district,  the  erection  of  a  one  story 
enlargement  to  an  existing  one  story  building  used  for 
the  baling  and  storage  of  clothing  with  loading  and  un¬ 
loading. 

PREMISES  AFFECTED  —  393-409  Lexington  Avenue, 
north  side,  225  feet  west  of  Tompkins  Avenue,  Block 
1799,  Lots  55,  60,  61,  63,  Borough  of  Brooklyn. 

appearances— 

For  Applicant :  Millard  Bresin,  Lionel  Howard  and  Sid 
S.  Arnow. 

For.  Opposition;  Marie  E.  Smith,  James  Wiliams  and 
Lillian  Samuels. 

BOA-RE* — Laid  over  to  October  5,  1965,  at 
U)  A.M.  for  inspection  and  decision;  hearing  closed. 


748-65-BZ 

APPLICANT— Andrew  Tsarsis  for  Concetta  Petrillo,  own¬ 
er. 

SUBJECT  Application  July  2,  1965 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  a  R5  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room,  encroaches  on  the  required  front  and  side 
yards  and  without  the  required  accessory  parking. 
PREMISES  AFFECTED — 95-99  27th  Avenue,  southeast 
corner  of  Bath  Avenue,  Block  6900,  Lot  34,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Andrew  Tsarsis  and  Louis  Petrillo. 

For  Opposition:  None. 

A  OF  BOARD— Laid  over  to  October  5,  1965,  at 

10  A.M.  for  decision;  applicant  to  submit  additional  draw¬ 
ings  ;  hearing  closed. 


773-48-BZ 


APPLICANT  Lama,  Proskauer,  Prober  and  Vassalotti 
tor  Nicholas  R.  Imperiale,  owner. 

SUBJECT— Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
November  28,  1965  decision  of  the  Borough  Superin¬ 
tendent  previously  granted  on  condition,  under  Sections 
'h  7i  7e  and  7h  of  the  Zoning"  Resolution,  permitting  in 
a  lesidence  and  retail  use  district,  the  maintenance  of  a 
gasoline  service  station,  lubritorium,  auto  laundry,  sale 
of  aino  accessories,  office  and  motor  vehicle  repair  shop, 
with  parking  and  storage  of  more  than  five  motor  vehic¬ 
les  in  the  open  area  and  with  curb  cuts  more  than  permit¬ 
ted  distance  from  the  intersections. 

PREMISES  AFFECTED — 162-15  Rockaway  Boulevard 
fnoi  t  t°  1615-13'  145th  Drive,  northeast  corner,  Block 
lo281,  Lot  1,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

AC1ION  Oh  BOARD — Term  of  variance  extended. 

THE  VOTE— 


Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  . . .  "  q 

Absent :  Vice-Chairman  Kleinert  _ _ _  i 

THE  RESOLUTION— 


Wheres,  on  February  15,  1949,  this  application  was  grant¬ 
ed  by  the  Board  on  certain  conditions ;  and 

Wheres,  a  public  hearing  was  held  on  this  application  on 
Septembei  2*,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

,  Wheres,  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1965,  acting  on  N.B.  Applic.  No.  276/1948 
reads :  ’ 


“1.  Extension  of  term  of  variance  beyond  Nov.  28,  1965 
for  a  gasoline  station  granted  under  Calendar  No. 
773-48-BZ,  presently  located  in  a  C2-2,  mapped  with¬ 
in  an  R3-2,  and  partly  in  an  R3-2  district  is  referred 
back  to  the  Board  of  S.  &  A.  under  Section  11-411 
of  the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  15,  1949 
an  amended  through  November  28,  1950,  only 'as  ’to  the 
term  of  the  variance,  so  that  as  amended  it  shall  read: 

granted  for  a  term  of  ten  10)  years  from  the  date  of 
this  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.” 


1098 


MINUTES 


397-54-BZ 

APPLICANT— Patrick  D.  Concagh  for  309-311  West  46th 
Street  Corporation,  owner. 

SUBJECT — Application  reopened  April  6,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
February  2,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED— 309-311  West  46th  Street, 
north  side,  145  feet  west  of  8th  Avenue,  Block  1037, 
Lots  125,  and  26,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Patrick  D.  Concagh  and  Daniel  Green¬ 
berg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative:  _ _ _ _  0 

Absent :  Vice-Chairman  Kleinert  . .  1 

THE  RESOLUTION— 


Whereas,  on  November  9,  1954,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  this  application  was  reopened  on  April  6,  1965 
and  set  for  hearing  on  May  4,  1965  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  4,  1965,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  without  date  for  applicant  to  comply  with 
original  resolution ;  applicant  to  notify  Board  when  prop¬ 
erty  is  ready  for  inspection;  set  for  hearing  on  June  22, 
1965;  then  to  September  14,  1965;  hearing  closed;  then  to 
September  21,  1965,  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  4,  1965,  acting  on  Alt.  Applic.  No.  290/1965, 
reads : 

“1.  Spec,  sheet  to  state  public  parking  Lot  for  X  nu. 
of  pass.  veh.  etc. 

2.  Proposed  Public  Parking  Lot  located  partially  with¬ 
in  a  C6-4,  &  Cl-5  use  district  is  contrary  to  Sec. 
32-17  Zone  Res.  Use  previously  app.  under  B.S.  & 
A.  Cal.  No.  397-54-BZ  case  to  referred  back  to 
Board  and  Sec.  11-41  &  Sec.  73-01.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  9,  1954, 
as  amended  through  February  2,  1960,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  resolution,  to  permit  .  .  .  ;  that  other  than  as  here¬ 
in  amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  that  this  parking  lot  may  be  used 
in  conjunction  with  parking  on  lots  27  and  28;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained.” 


779-54-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Tremarco  Corporation,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  29,  1965 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  a  gasoline  service  station,  lubritorium,  auto  laundry 


motor  vehicle  repairs  and  office,  and  parking  of  motor 
vehicles. 

PREMISES  AFFECTED— 102-02  —  102-24  Flatlands 
Avenue,  east  side  of  Flatlands  Avenue  from  East  102nd 
Street  to  East  103rd  Street,  Block  8210,  Lot  37,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

N  egative  :  . - . - . - - -  ® 

Absent :  Vice-Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  on  March  29,  1955,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1965,  acting  on  Amended  N.B.  Applic.  No. 
503/1954,  reads: 

‘T.  On  a  lot  formerly  in  a  residence  district  the  pro¬ 
posed  amendment  for  extension  of  term  of  variance 
for  existing  gasoline  service  station,  office,  lubri¬ 
torium,  auto  repair  shop,  auto  laundry  and  auto 
parking  for  more  than  5  motor  vehicles  must  be  re¬ 
ferred  to  the  Board  of  Standards  &  Appeals  for  ap¬ 
proval. 

Note:  Premises  subject  to  B.  S.  &  A.  Calendar  No. 
779-54-BZ.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  29,  1955, 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  ten  (10)  years  from  the  date  of 
this  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.” 


511-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Karl  Kraus, 
owner. 

SUBJECT — Application  May  5,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  and  accessory  sign. 
PREMISES  AFFECTED— 1141  Castle  Hill  Avenue, 
southwest  corner  of  Powell  Avenue,  Block  3810,  Lots 
82,  83,  85  and  86,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Howard  Zimmerman. 

For  Opposition:  None. 

ACTION  OF  BOARD' — Application  denied. 

THE  VOTE  TO  GRANT: 

Affirmative :  . . . .  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein  - -  4 

Absent :  Vice-Chairman  Kleinert  — . . — —  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
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on  September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  September  21,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  15,  1965,  acting  on  N.B.  Applic.  249/1965,  reads: 

“1-  Proposal  to  erect  building  with  accessory  sign  and 
accessory  parking  on  the  open  portion  of  the  lots 
where  such  building  is  to  be  used  for  automotive 
service  station,  Use  Group  13B,  and  where  said  lots 
are  located  in  C2-2  within  R-5  district  violate  Sect. 
32-22  of  Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  finds  that  the  proposed  automotive 
service  station  would  be  detrimental  to  the  neighborhood' 
and 

Whereas,  the  Board  found  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  15,  1965,  acting  on  N.B.  Applic.  249-65, 
Objection  i\o.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


539-65-BZ 

APPLICANT  Paul  F.  Pellicoro  for  Lowell  Harwood, 
owner ;  Diriro,  Inc.,  lessee. 

SUBJECT  Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  (7)  of  the  New  York 
City  Charter,  to  permit  in  a  C2-5  and  R8  district,  the 
erection  of  a  seventeen  story  enlargement  to  an  existing 
seventeen  story  office  and  show-room  building  that  ex^ 
ceeds  the  permitted  floor  area  ratio,  encroaches  on  the 
required  rear  yard  with  a  public  garage. 

PREMISES  AFFECTED — 971-979  Third  Avenue  north- 
east  corner  of  58th  Street,  206-216  East  59th  Street.  Block 
1332  Lots  1  3  4  5,  7,  8,  9,  40,  41,  42,  43  and 

45,  Borough  of  Manhattan. 

APPEARANCES— 


Whereas,  the  Board  finds  that  the  entire  property  is  L- 
shaped ,  that  the  applicant  has  submitted  data  to  show  that 
he  cannot  make  a  reasonable  return  on  the  building  unless 
a  variance  is  granted ;  that  the  variance  will  not  impair  the 
character  of  the  neighborhood;  that  the  hardship  has  not 
been  self-created ;  and  that  this  is  a  minimum  variance  neces¬ 
sary  to  the  applicant;  and 

Whereas,  the  Board  finds  that  the  applicant  has  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and  or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeal  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C2-5  and  R8 
district,  the  erection  of  a  17-story  enlargement  to  an  exist¬ 
ing  17-story  office  and  showroom  building  that  exceeds  the 
permitted  floor  area  ratio,  encroaches  on  the  required  rear 
yard  and  has  a  commercial  use  above  the  2nd  floor,  on  con¬ 
dition  that  the  building  shall  confom  to  drawings  filed  with 
this  application  marked  “Received  May  11,  1965”,  7  sheets, 
June  9,  1965  ,  one  sheet  and  “September  16,  1965”,  2 
sheets;  that  the  accessory  garage  in  the  building  shall’ be 
as  approved  by  the  Department  of  Buildings  with  no  public 
garage  facility;  that  there  shall  be  no  advertising  signs 
above  the  second  floor ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


Adjourned  11:15  A.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  SEPTEMBER  21,  1965,  NOON 

.  Present :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein. 

183-61-A — Vol.  II 


For  Applicant:  Paul  F.  Pellicoro. 

For  Opposition:  John  J.  Cavaliere  and  Ethel  C.  Cramer. 
ACT  ION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  . . . . .  0 

Absent :  Vice-Chairman  Kleinert  1 

THE  RESOLUTION— 


Whereas  a  pubhc  hearing  was  held  on  this  applicatic 
on  July  13,  1965,  after  due  notice  by  publication  in  the  Bu 
etm;  laid  over  to  July  20,  1965;  then  to  September  i 
1960;  hearing  closed;  then  to  September  21,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintenden 
APn.!  28»  196S>  acting  on  Alt.  Applic.  696/1965,  reads 

2.  F.A.R.  contrary  to  Sec.  33-121  of  Z  R 

3.  ~ 


4. 


o. 


and 


Provide  rear  yard  as  req’d.  by  Sec.’  33-26 

Commercial  use  above  2nd  FI  contra  to  Sec  32- 
and  Sec.  33-431  of  Z.R. 

Proposed  Garage  contrary  to  Sec.  32-17  of  Z.R. 
150  spaces  or  less  or  contrary  to  Sec  74-52  if 
excess  of  150  spaces.” 


Whereas,  the  premises  and  surrounding 
spected  by  a  committee  of  the  Board;  and 


area  were  in- 


APPLICANT — Abraham  Grossman  for  Realty  Control 
Corporation,  owner. 

SUBJECT  Application  for  consideration  —  reopening  as 
Vol.  II — subject  to  regular  procedure — Appeal  from  an 
order  of  the  Fire  Commissioner — re  sprinkler  system ; 
previously  granted  on  condition. 

PIJ£MJPS  AFFECTED — 258-264  St.  Nicholas  Avenue 
309-315  West  123rd  Street,  northwest  corner,  Block  1950 
Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  . . . . . . . . . . J  o 

Absent :  Vice-Chairman  Kleinert  . . . .  i 


532-64-A 

APPLICANT— Fred  L.  Liebman  for  400  Realty  Company 
owner ;  Rosepin  Corporation,  lessee. 

SUBJECT  Application  May  15,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 
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PREMISES  AFFECTED — 400  East  57th  Street,  1026-1044 
First  Avenue,  southeast  corner,  Block  1368,  Dot  1,  bor¬ 
ough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . —  4 

Negative:  - - -  ® 

Absent :  Vice  Chairman  Kleinert - -  1 


547-32-BZ — V ol.  Ill 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony  Mobil  Oil  Company,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  October  2U, 
1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Sections  7a  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  at  an  existing  gasoline  service  station,  the  rehabili¬ 
tation  of  the  premises  by  modernizing  the  building  facade, 
re-arranging  interior  partition  and  pump  islands  and  ex¬ 
tending  the  uses  to  include  lubritorium,  minor  auto  re¬ 
pairs,  hand  tools  only  and  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 4519-4525  Broadway  and  307- 
321  Bennett  Avenue,  southwest  corner,  Block  2180,  Lot 
652,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative :  . - . .  ® 

Absent :  Vice  Chairman  Kleinert  -  1 

TPIE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  October  25,  1960,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  20,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  25, .  1960, 
as  amended  through  October  20,  1964,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(Alt.  1886/59) 


187-35-BZ— Vol.  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony  Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  September 
15,  1965 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7a  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  and  business  use 
district,  at  an  existing  gasoline  service  station,  the  erec¬ 


tion  of  a  one-story  rear  extension  for  use  as  utility  room, 
the  re-arrangement  of  interior  partitions,  provide  a  por- 
celain  enamel  facade,  install  additional  gasoline  tanks  and 
extend  the  uses  to  include  minor  auto  repairs,  car  wash¬ 
ing,  utility  room,  and  parking  and  storage  of  motor  ve* 
hides  with  a  business  sign  projecting  more  than  18  inches 
beyond  the  bulding  line. 

PREMISES  AFFECTED-1 192-1 196  Bay  Street  and  111- 
117  Hylan  Boulevard,  northwest  corner,  Block  283U,  Lot 
32,  Rosebank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  - -  4 

Negative:  . - . . . . . 1 

Absent:  Vice  Chairman  Kleinert  - -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  1,  1960,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  15,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  1,  1960,  as 
amended  through  September  15,  1964,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution ,  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”.  (Alt. 
469/59) 


800-59-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony  Mobil  Oil  Company,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  October  20, 
1965  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections.  7a  and  7i.of 
the  Zoning  Resolution,  permitting  in  a  retail  use  district, 
the  reconstruction  and  extension  in  area  of  an  existing 
gasoline  service  station  and  lubritorium  and  extend  the 
uses  to  include  minor  auto  repairs,  car .  washing,  sales 
room,  utility  room,  ground  sign  and  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 89-28  to  89-44  (89-30  official) 
Queens  Boulevard,  southeast  corner  of  57th  Avenue,  and 
57-01  to  57-17  Hoffman  Drive,  Block  2857,  Lot  22,  Win¬ 
field,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  . . — . - . . . ® 

Absent:  Vice  Chairman  Kleinert  . .  1 


THE  RESOLUTION—. 

Whereas,  this  application  was  granted  by  the  Board  on 
October  25,  1960,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  20,  1964 ;  and 
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Whereas,  the  applicant  requested  a  further  extension  01 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  25,  1960 
as  amended  through  October  20,  1964,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read  : 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained’’ 
N.B.  3760/59) 


921-59-BZ 

APPLICANT— Lama,  Proskauer,  Prober  &  Vassalotti  for 
Socony  Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  foi 
extension  of  time  to  complete  which  expires  Septembei 
29,  1965 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7a  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the.  reconstruction  of  an  existing  service  station,  lubri- 
torium,  office  and  car  wash  and  extend  the  uses  to  in¬ 
clude  minor  auto  repairs,  sales  room,  utility  room,  ground 
sign,  parking  and  storage  of  motor  vehicles,  and  the  in¬ 
stallation  of  five  (5)  additional  550-gallon  gasoline  tanks. 
PREMISES  AFFECTED— 71-10  to  71-20  (71-20  official) 
Roosevelt  Avenue  and  40-02  to  40-08  72nd  Street,  south¬ 
west  corner,  Block  1303,  Lot  9,  Jackson  Heights,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative :  _ _ _  0 

Absent:  Vice  Chairman  Kleinert  _ _ _ _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  27,  1960,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  29,  1964;  and 
_  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  27,  1960, 
as  amended  through  September  29,  1964,  only  as  to  the  time 
to. obtain. permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained” 
(N.B.  4358/59) 


481-63-BZ 

APPLICANT — Helge  Westermann- Richard  Miller  Asso¬ 
ciates  for  Union  Hospital  of  The  Bronx,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  September 
22,  1965 — decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R7-2  district,  the 
construction  of  a  four-story  enlargement  to  an  existing 
hospital  without  the  required  rear  yard. 

PREMISES  AFFECTED — 260  East  188th  Street,  south 


side,  from  Tiebout  Avenue  to  Valentine  Avenue,  Block 
3147,  Lot  50,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  . . . . . . . . . .  o 

Absent:  Vice  Chairman  Kleinert  . . . .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  22,  1964;  and 

.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  23,  1963,  as 
amended  through  September  22,  1964,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  17/63) 


940-64-BZ 

APPLICANT — Max  Siegel  Associates  for  Manchester 
Realty  Corporation,  owner;  Isaac  Franklin,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec- 
tio  72-01  (b)  of  the  Zoning  Resolution  and  Section  666 
(7)  of  N.Y.C.  Charter,  permitting  in  a  C5-2  district,  in 
an  existing  five  story  building,  the  extension  of  the  exist¬ 
ing  restaurant  use  on  first  and  second  floor  to  include 
cabaret. 

PREMISES  AFFECTED — -44  West  56th  Street,  south  side, 
295  feet  east  of  Avenue  of  The  Americas,  Block  1271,  Lot 
62,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD1 — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 


Negative:  . . . . . . . . . ~  q 

Absent :  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  12,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby. amend  the  resolution  adopted  on  January  12,  1965, 
by  adding  thereto : 

“that  live  music  shall  be  permitted,  but  shall  be  limited 
to  five  musicians ;  that  the  use  of  percussion  instru¬ 
ments  shall  not  be  permitted ;  that  such  music  shall  be 
kept  to  a.  point  at  which  it  will  not  be  heard  outside 
the  building,  when  he  windows  and  doors  are  closed ; 
and  on  condition  that  other  than  as  herein  amended  the 
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resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  1244/65) 


413-50-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expires  November 
14,  1965— decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7f  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
for  a  term  of  years,  the  erection  and  maintenance  of_  a 
gasoline  service  station,  auto  washing,  lubritorium,  office 
and  sale  of  auto  accessories. 

PREMISES  AFFECTED— 703  East  149th  Street,  north¬ 
west  corner  of  Jackson  Avenue,  Block  2623,  Lot  140, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  19,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  - - - -  0 

Absent :  Vice  Chairman  Kleinert  - -  1 


932-54-BZ 

APPLICANT — Henry  Nordheim  for  Jacob  Tutnauer, 
owner. 

SUBJECT — Application  for  consideration  — ■  reopening  for 
extension  of  term  of  variance  which  expires  November 
9,  1965 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  the  retail  use  district,  por¬ 
tion  of  lot  located  in  a  residence  and  retail  use  district, 
the  change  in  occupancy  of  one  store,  to  manufacturing 
use. 

PREMISES  AFFECTED— 1162-1168  Colgate  Aevnue  and 
1460  Westchester  Avenue,  southeast  corner,  Block  3737, 
Lot  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  19,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ _ _  4 

Negative:  . . . . . 0 

Absent :  Vice  Chairman  Kleinert  _ _ _  1 


1737-61-BZ 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci,  owner. 
SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  December 
17,  1964 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7e  and  21 


of  the  Zoning  Resolution,  permitting  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station  with  accessory  uses. 

PREMISES  AFFECTED— 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68,  Tot- 
tenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Meyer  Kimmel. 
ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  October  19,  1965,  at  10  A.M.,  to  consider  ex¬ 
tension  of  time  to  obtain  permits  and  complete  the  work, 
which  had  expired  by  limitation,  requiring  a  new  decision 
of  the  Borough  Superintendent,  which  has  been  filed,  and 
two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  . . .  ® 

Absent:  Vice  Chairman  Kleinert - *  1 


4021-BZY — Vol.  II 

ACTION  OF  BOARD— Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative:  . . - - - - -  0 

Absent :  Vice  Chairman  Kleinert - -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board 
under  Section  11-324  of  the  Zoning  Resolution  in  accord¬ 
ance  with  previous  decisions  of  the  Courts;  and 

Whereas,  the  Board  iinds  that  the  roof  and  steel  are 
now  in  place  and  the  building  is  ready  to  be  enclosed. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  grant  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  an  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1965. 


4148-BZY— Vol.  II 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
Noon  for  decision;  Board  awaiting  report  from  Cor¬ 
poration  Counsel;  applicant  to  submit  correct  number  of 
applications  and  photographs. 


Adjourned  12:25  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  September  21,  1965,  2  p.m. 

Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein. 

615-64-A 

APPLICANT — Larry  Meltzer  for  Livonia-Georgia  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  June  5,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 561-575  Livonia  Avenue,  478- 
488  Georgia  Avenue,  northwest  corner,  Block  3803,  Lot 
46,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _  __  q 

Negative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . 4 

Absent :  Vice  Chairman  Kleinert  ’  i 

THE  RESOLUTION— 


Whereas  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  13,  1964  and  May  8,  1964  on  Order 
JNo.  U8J5-4,  reads: 


and 


1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
^hapt. .  26-1336.0  Administrative  Code.  09.- 
161.0a  Administrative  Code.” 


Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  demed  because  of  the  high  fire  load  and 
hazardous  condition. 

FehSaiW<i^th  i  oS®  defiS™  n  °fo the  Fire  Commissioner  dated 
08  V  4  nv’  j96\ ^"dMay  8,  1964  acting  on  Order  No. 

tbti?b  eC  t  N°;  1  ,be  and  !t  hereby  is  affirmed  and 
that  t.ie  appeal  be  and  it  hereby  is  denied. 


658-64-A 

AWlRICf4NT~Le0nard  R  Rothkru°  for  H.  J.  Knitting 
Mills,  inc.,  owner. 

IT  19’.  1964  -  APP«>  a 

decision  of  the  Borough  Superintendent,  re  use  of  frame 
building  for  manufacturing.  e 

PREMISES  AFFECTED— 919  Wyckoff  Avenue  north 
east  corner  of  Weirfield  Street,  Block  3549,  Lot  1,  Ridge¬ 
wood,  Borough  of  Queens.  g 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

THE1  VOTE— B0ARD~APPeal  granted  on  condition. 

Affirmative:  Chairman  Foley,  Commissioner  Fox  Com- 
Nega?ive^r  Becker  and  Commissioner  Klein  _ _  4 

Absent :  Vice-Chairman  Kleinert  ~ .  ? 

THE  RESOLUTION—  .  1 

C26-2«Ay.c“  C  27°'  271  °f  tl,e  and 

and 

:H:i  -H™-- ess 

at  ran  mss  IS » =s.“ 

marked  ‘‘Received  Tune  19  1<£”  *  thls  application 

dition  that  an  IE/,  ’  1964 7  sheets  on  further  con - 

throughout  the  building  and^fha*  th  system  be  installed 
to  that  which  won  d  -h  t  le  occuPancy  be  limited 

from  the  Fire  Depirtment *  3  Permit  f°r  combustibles 


691-64-A 


APPLICANT — A.  L.  Seiden  for  Greendale  Realty  Cor¬ 
poration,  owner. 

SUBJECT  Application  June  26,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 494  Broadway,  east  side,  63 
feet  1  inch  north  of  Broome  Street,  Block  483,  Lot  3 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
missioner  Becker  and  Commissioner  Klein  __  4 

Negative :  _  q 

Absent:  Vice-Chairman  Kleinert  .  ~  j 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  19,  1964  on  Violation  Order  No  479073 
reads :  ‘  ’ 

1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  09-161. 0  Administrative  Code.” 
and 


r  ,1  t)  \  ~ - -  uy  a  committee 

of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  s  a 

Resolved  that  the  order  and  decision  of  the  Fire  Com- 

N? n  S 47007 1 C  3 1-/4  /UneJ9’  ,1964’  acting  on  VioIation  Order 
No  .79073,  objection  No.  1  be  and  'it  hereby  is  modified  and 

tiat  me  appeal  be  and  it  hereby  is  granted  on  condition  that 
that  building  conform  with  drawings  filed  with  this  appli¬ 
cation  marked  Received  June  26,  1964”,  4  sheets ;  on  fur¬ 
ther  condition  that  a  non-automatic  sprinkler  system  be  in¬ 
stalled  m  the  cellar ;  that  an  automatic  fire  alarm  with  cen- 
tral  office  connection  be  installed  throughout  the  building; 
and  that  the  cellar  stair  be  enclosed  with  masonry  partition 
and  self-closing  door. 


812-64-A 


APPLICANT— Samuel  Cohen  for  Atlantic  Leasing  Com¬ 
pany,  owner;  Latin  Quarter  Restaurant  &  Majestic  Dance 

XT3.11,  l€SS€€. 


oursjUA.  i—  Application  July  29,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

ES  AFFECTED— 1578-1590  Broadway,  200  West 
r  .  £  r^et’  southeast  corner,  720  7th  Avenue,  Block  1019 
Lot  36,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  Samuel  Cohen. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — -Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _  __  q 

Negative :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein  . . .  4 

Absent:  Vice  Chairman  Kleinert .  .  1 

THE  RESOLUTION— 


.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  7,  May  5,  June  22  and  July  24,  1964 
on  Order  No.  1877-4,  reads : 


“1.  Install  an  approved  automatic  sprinkler  system, 
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throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

C19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  occupancy, 
inadequate  access  for  fire  fighting  and  inaccessible  exits 
and  inadequate  ventilation  for  fire  fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  7,  May  5,  June  22  and  July  24,  1964  acting  on 
Order  No.  1877-4,  Objection  No.  1  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


923-64-A 

APPLICANT— Ervin  Palmer  for  Matmor  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  September  4,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
replace  iron  shutters. 

PREMISES  AFFECTED— 45-18  Court  Square,  west  side, 
150  feet  south  of  Jackson  Avenue,  and  45-17  Pearson 
Street,  Block  97,  Lots  5  to  14  and  42  to  45,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Erwin  Palmer  and  Alfred  Cosme. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox  and 

Commissioner  Becker  -  3 

Negative :  -  0 

Absent:  Vice-Chairman  Kleinert  and  Commissioner 

Klein  _  2 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  24  and  August  11th,  1964  on  Order  No. 
3401-4,  reads: 

“1.  Replace  missing  iron  shutters  at  all  openings  in  the 
interior  wall  which  are  distant  in  a  direct  line  less 
than  30  feet  from  any  opening  in  any  other  building 
and  not  in  the  same  plane  with  said  openings  or 
which  are  not  more  than  50  feet  above  a  neighbor¬ 
ing  roof  at  (N.E.S.W.)  side  of  building  or  other 
approved  protection.  Arranged  and  equipped  as  per 
Ch.26-649.0  Administrative  Code.  491a  2.2.0  Admin¬ 
istrative  Code. 

NOTE:  This  order  refers  to  the  following  locations : 

a)  The  North  wall  of  45-18  Court  Sq. 

b)  The  South  wall  of  45-18  Court  Sq. 

c)  The  South  wall  of  45-17  Pearson  St.” 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  24  and  August  11,  1964,  acting  on 
Order  No.  3401-4,  Ojection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  work  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  September  4,  1964”,  4 
sheets ;  and  on  further  condition  that  all  of  the  windows 
named  in  Items  A  and  B  of  the  Fire  Commissioner’s  Order 
shall  be  made  fireproof  and  self-closing  and  glazed  with  wire 
glass. 


931-64-A 


APPLICANT— Larry  Meltzer  for  Surf  32nd,  Incorporated, 
owner. 

SUBJECT— Application  September  11,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 3113-3129  Surf  Avenue,  2975- 
2989  West  32nd  Street,  northeast  corner,  Block  7049,  Lots 
50  and  51,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicants :  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox  and 

Commissioner  Becker  - - - - - -  3 

Negative  :  - - - - - -  ® 

Absent :  Vice-Chairman  Kleinert  and  Commissioner 
Klein  _ — - _ — - — — — -  2 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  3  and  August  20,  1964  on  Order  No. 
1170-4,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapter  26-1336.0  Administrative  Code  and  09- 
161.0a  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire.  Com¬ 
missioner,  dated  March  3  and  August  20,  1964,  acting  on 
Order  No.  1170-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  “Received  September  11, 
1964”  4  sheets;  on  further  condition  that  two  windows  shall 
be  provided,  one  on  the  east  side  and  one  on  the  west  side 
of  the  second  floor  at  the  south  end  opening  onto  the  small 
roofs  adjacent. 


945-64-A 


APPLICANT— Morris  Hannes  and  Alfred  Rader  for 
Sylvia  and  Laura  Ackerman  D/B/A  Coldover  Realty 
Company,  owner. 

SUBJECT— Application  September  21,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 111  Chambers  Street,  north 
side,  50  feet  west  of  Church  Street,  Block  145,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Hannes  and  Alfred  Rader. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE  — 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . —  4 

Negative:  - - - - - - - - -  0 

AVwpnt-  Virp-f'lmirmnn  Kleinert  . - . .  1 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  10,  1964  on  Order  No.  4811-4, 
reads : 
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“1.  Install  an  approved,  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chapt. 
26,  Art.  16,  Adm.  Code. 

Ch.19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  10,  1964,  acting  on  Order  No. 
4811-4,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received  September  20,  1965”,  4  sheets ;  on  further 
condition  that  the  sub-cellar  in  the  building  shall  remain  va¬ 
cant,  that  the  perforated  pipe  system  shall  be  maintained 
m  good  condition  in  the  cellar  and  sub-cellar,  and  that  an 
automatic  fire  alarm  with  central  office  connection  be  in¬ 
stalled.  throughout  the  building. 


1042-64-A 


APPLICANT— Stanley  C.  Grodski  for  Lindsay  Park 
Housing  Corporation,  owner. 

SUBJECT— Applications  October  21,  1964— Appeal  from 
an  order  of  the  Fire  Commissioner,  re-  safety  buckets  for 
each  2500  square  feet. 

PREMISES  AFFECTED — 91  Boerum  Street,  northwest 
corner  of  Manhattan  Avenue,  Block  3069,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  C.  Grodski  and  Joseph  E.  Van  Etten. 
For  Administration :  Lieut  John  P.  Manf redi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative : 


0 


^Negative:  Chairman  Foley,  Commissioner  Fox  and  Com 
missioner  Becker  _ _ _ _ _  3 

Absent .  Vice  Chairman  Kleinert  and  Commissioner 


Klein 


THE  RESOLUTION— 

Whereas,  the  order  of  the  Fire  Commissioner,  dated 
September  23,  1964  on  Order  No.  A962239,  reads : 

1.  For  each  2,500  square  feet  of  floor  area  on  each  floor 
including  cellar  provide  40  gal.  water  cask  with  4 
buckets  or  1  safety  bucket  tank  with  5  buckets  or 
,ga~  Vater  tyPe  extinguisher  also  provide  one 
additional  similar  extinguisher  at  each  shed,  of  lock¬ 
er  used  by  painters,  plumbers  and  carpenters.” 

and 


Whereas,  this  application  has  been  considered  and  dis¬ 
cussed  by  the  Board. 


Resolved ,  that  the  order  of  the  Fire  Commissioner,  dated 
September  23,  1964,  acting  on  Order  No.  A962239,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  dented. 


1043-64-A 

APPLICANT— Stanley  C.  Grodski  for  Lindsay  Park 
■Housing  Corporation,  owner. 

SUBJECT— Application  October  21,  1964— Appeal  from  an 
order  of  the  Fire  Commissioner,  re-  safety  buckets  for 
every  2500  square  feet. 

PREMISES  AFFECTED — 29  Moore  Street,  northwest 


corner  of  Manhattan  Avenue,  Block  3078,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 


For  Applicant:  S.  C.  Grodski  and  Joseph  E.  Van  Etten. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 


THE  VOTE  TO  GRANT— 


Affirmative : 


Negative:  Chairman  Foley,  Commissioner  Fox  and  Com¬ 


missioner  Becker  . . 

Absent :  Vice  Chairman 
Klein  . . . . . . 


0 


Kleinert  and 


Commissioner 

. .  2 


THE  RESOLUTION— 

Whereas,  the  order  of  the  Fire  Commissioner,  dated 
September  23,  1964  on  Order  No.  A962238,  reads: 

“1.  For  each  2,500  square  feet  of  floor  area  on  each 
floor  including  cellar,  provide: 

40  gal.  water  cask  with  4  buckets  or  1  safety 
bucket  tank  with  5  buckets  or  1-2%  gal.  water  type 
extinguisher  also — provide  one  additional  similar  ex¬ 
tinguisher  at  each  shed  of  locker  used  by  painters, 
plumbers  and  carpenters.” 


and 


Whereas,  this  application  has  been  considered  and  dis¬ 
cussed  by  the  Board. 

Resolved,  that  the  order  of  the  Fire  Commissioner,  dated 
September  23,  1964,  acting  on  Order  No.  A962238,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


750-65-A 

APPLICANT — Harry  Soled  for  Rabbi  Berek  Rotenberg, 
owner. 

SUBJECT— Application  July  2,  1965— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  structure 
— use  of  a  Synagogue. 

PREMISES  AFFECTED’ — 1546  47th  Street,  south  side, 
300  feet  west  of  16th  Avenue,  Block  5442,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox  and 

Comissioner  Becker  _ 3 

Negative:  . . . . . .  0 

Absent :  Vice-Chairman  Kleinert  and  Commissioner 

Klein  . . . . . . . . . . .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1965  on  Alt.  Applic.  1280-65,  reads: 

“1.  The  proposed  use  of  a  Synagogue  on  the  first  floor 
of  a  three  story  frame  (Class  IV)  building  is  con¬ 
trary  to  Sec.  4.2.1  of  the  A.C.” 

and 

Whereas,  this  application  has  been  considered  and  dis¬ 
cussed  by  the  Board. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  June  18,  1965,  acting  on  Alt.  Applic.  1280-65,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  July  2,  1965”,  7  sheets ;  and  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied 
with. 
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ACTION  OF  BOARD— Laid  over  to  October  13,  1965,  at 
860-64-A  2  P.M.  for  possible  review  by  Fire  Department  and  for 

APPLICANT— Abraham  Grossman  for  Harry  Meshmck,  decision;  hearing  previously  closed. 


SUB  TECT— Application  filed  August  14,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PRFMISES  AFFECTED— 12  West  End  Avenue,  east 
side,  50.21/2  feet  south  of  West  60th  Street,  Block  1151, 
Lot ’63,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None.  ,  T,.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Commissioner  Fox  and 
Commissioner  Becker  - -  “ 

Negative:  - - - — T - 7T“~ 

Absent:  Vice-Chairman  Kleinert  and  Commissioner 
Klein  _ _  Z 


703-64-A 

APPLICANT — A.  H.  Salkowitz  for  Irving  Warfield,  Etal 
DBA  Flatlands  Shoppers  Mart  Company,  owner. 
SUBJECT— Application  June  30,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 


ler  system. 

PREMISES  AFFECTED — 913-957  East  108th  Street, 
north  side,  89.51  feet  east  of  Flatlands  Avenue,  Block  8Z35, 
T  34.2  TWnnrrh  of  Brooklyn. 


appearances— 

For  Applicant:  Peter  Gray. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  5,  1965,  at 
2  P.M.  for  decision ;  applicant  to  submit  revised  drawings 
to  show  ventilation;  hearing  proviously  closed. 


575-62-A — Vol.  II 

APPLICANT— Robert  Parvin,  owner. 

SUBTECT — Application  reopened  May  25,  1965  as.  Volume 
II— Appeal  from  an  order  of  the  Fire  Commissioner,  re 

Sprinkler  System. 

PRFMISES  AFFECTED— 5005-5007  5th  Avenue  east 
side,  50  feet,  2  inches,  south  of  50th  Street,  Block  792, 
Lot’ 5,  Borough  of  Brooklyn. 

APPEARANCES—  .  _  ,  .  „  . 

For  Albert  M.  Aronowitz  and  Robert  Parv.in- 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  5,  1965,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


549-64-A 

APPLICANT— Martin  Paint  Stores,  Incorporated,  owner. 
SUBJECT — Application  May  20,  1964— Appeal  from.  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 


ler  system. 

PREMISES  AFFECTED  153-22  153-24  Jamaica  Ave¬ 
nue,  south  side,  349.23  feet  east  of  152nd  Street,  Bloc 
8423,  Lot  19,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  19,  1965,  at 
2  P.M.  for  hearing  at  request  of  applicant. 


578-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  Lor¬ 
raine  Lighting  Prod.,  owners. 

SUBJECT— Application  May  27,  1964 — Appeal  from.  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 8772-8794  18th  Avenue  1760- 
1772  Bath  Avenue,  southwest  corner,  Block  6435,  lx>t 
36,  38,  40  and  43,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 


721-64-A 

APPLICANT— Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner ;  Alexander’s  Department  Stores, 
Incorporated,  less. 

SUBJECT— Application  July  6,  1964  —  Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-sprink- 


ler  system. 

PREMISES  AFFECTED — 2235  Webster  Avenue,  south¬ 
west  corner  of  East  182nd  Street,  Block  3143,  Lot  65, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  13,  1965,  at 
2  P.M.  for  decision ;  applicant  to  submit  revised  draw¬ 
ings-  henrinC  closed. 


757-64-A 

APPLICANT — Stuart  Furman  for  Ideal  Management  Cor¬ 


poration,  owner. 

SUBJECT— Application  July  15,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-spnnk- 
ler  system. 

PREMISES  AFFECTED-3781-3799  Broadway  west  side, 
from  157th  Street  to  158th  Street,  Block  2134,  Lot  180, 

rMirrVi  r\$  TVTsi  Till  AttrJ.17. 


APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  5,  1965,  at 
2  P.M.  for  decision;  applicant  to  be  notified  to  be  present, 
hearing  previously  closed. 


813-64-A 

APPLICANT— Samuel  Cohen  for  Northern  Fee  Incor¬ 
porated,  owner ;  Birdland  Restaurant  Incorporated,  lessee. 
SUBJECT— Application  July  29,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-sprink- 


ler  system. 

PREMISES  AFFECTED— 1672-1678  Broadway,  205  West 
rVT  cAWL  rnmpr  Bine k  1024.  Lot  31%.  Bor- 


ough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Samuel  Cohen. 

For  Administration :  Lieut.  John  P.  Manf redi,  Fire  Dept. 

Ap^?Pr0F,B9ARD~Laid  over  to  October  26,  1965,  at 
^  P.M.  for  decision;  pending  Fire  Department  inspection 
alter  occupancy;  hearing  previously  closed. 


82 1-64 -A 

APPLICANT— .Daub  and  Daub  for  40th  Associates  Incor¬ 
porated  c/ o  Mills  and  Company  Real  Estate  Incorporated 
owner.  ^  ' 

SUBJECT— Application  July  30,  1964  -  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-elevator 
in  readiness. 

PREMISES  AFFECTED— 250  West  40th  Street,  south 

d  feet  ?ast,  °f  ElShth  Avenue,  Block  789,  Lot  68 
and  69,  Borough  of  Mahattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

AoTp9^  PF  BOARD— Laid  over  to  October  5,  1965,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


831-64-A 

APPLICANT— Irwin  Emerman  for  the  Fairfield  Invest¬ 
ors,  owners;  Riverdale  Nursing  Home,  lessee. 
SUBJECT— Application  August  5,  1964  -  Appeal  from  2 

°f  -Flre  C°mmissioner,  re  sprinklePsystem  and 
double  swinging  fireproof  corridor  doors. 

PREMISE  SAFFECTED-641  West  230th  Street,  north- 

S.  CT"<;rJ;,f  pFairIl“M  Avenue,  Block  5737  (formerly 
0408),  Lot  40,  Borough  of  The  Bronx 

APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

F5T  Ad“tration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

A2"p?rNf0F-B0AF^D~LaP  °ver  to  0ctober  13>  1965,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


839-64-A 

AWLICANTTIuWin  Emerman  for  22  Beekman  House, 
Inc.,  owner,  College  Nursing  Home,  lessee. 

SUBJECT— Application  filed  August  7,  1964— Appeal  from 
FlrC  Commissioner  re-sprinkle?  system. 
PREMISES  AFFECTED-1 19-15  27th  Avenue  north- 

pltXroulh^u^f  ’  B1°Ck  ^  LOt  2°;  C011^ 
appearances— 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept 

2Tp9?  PF  .FOARD  Laid  over  to  October  13,  1965,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


848-64-A 

ArFL^ANJu~SamUeI  Gamett  for  Orkins  Apparel,  own- 
er ,  Wise  Shoe  Stores,  Incorporated,  lessee. 

SUBJECT— Application  filed  August  12,  1964  —  Appeal 

trom  a  order  and  decision  of  the  Fire  Commissioner,  re- 
sprinkler  system. 

P?Pf!IfES  Third  Avenue,  east  side, 

l  152nd  Street>  Block  2362>  Lot  39,  Bor¬ 

ough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Samuel  Garnett. 

For  Administration  :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD-Laid  over  to  October  5,  1965,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


883-64-A 

APPLICANT— Noah  N.  Sherman  for  Trebuhs  Realty 
Company  Incorporated,  owner ;  Hawaii  Kai  Restaurant 
Incorporated,  lessee. 

SUBJECT— Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED-201-203  West  50th  Street, 
northside,  from .  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Noah  N.  Sherman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

A?TP?^  °F  BOARD— Laid  over  to  October  26,  1965,  at 
-  P.M.  tor  decision;  Board  awaiting  action  of  Fire  De¬ 
partment;  hearing  closed. 


909-64-A 

APPLICANT— Irwin  Emerman  for  Manhattan  Center  In¬ 
corporated,  owner. 

SUBJECT— Application  September  4,  1964  —  Appeal  from 
n  or  er  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PRmMSS<  affECTED_31  1-321  West  34th  Street,  north 
Block  JSs'totli,  Borough  of”  Manhattan  ^  35‘h  Street’ 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

AG™N  GF  BOARD— Laid  over  to  October  13,  1965,  at 
2  P.M  tor  inspection  and  decision;  applicant  to  submit 
information  to  Board;  hearing  closed. 


913-64-A 

A  PPL1  CANT— Louis  R.  patur  for  Long  Island  Odd  Fel¬ 
lows  Home,  owner. 

SUBJECT— Application  September  9,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent — egress. 

PFEf/SES  AFFECTED-194-10  109th  Road,  south  side 
62.4  feet  west  of  195th  Street,  Block  10930,  Lot  56,  Hollis’ 
Borough  of  Queens.  ’  ' 

APPEARANCES— 

For  Applicant:  Louis  R.  Patur  and  Sal  Limoggio,  Jr. 

AoTp9i^  PF  BOARD— Laid  over  to  October  13,  1965,  at 
2  P.M.  for  decision;  applicant  to  file  revised  drawings; 
hearing  closed.  s  ’ 


916-64-A 

APPLICANT  'Duvernoy  and  Sons,  Incorporated  Agent, 
tor  fi.  L.  Smithe  Corporation,  owner. 

SUBJECT— Application  August  10,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  smoke  permit. 
PREMISES  AFFECTED — 633-645  West  44th  Street,  560- 
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MINUTES 


570  Twelfth  Avenue,  northeast  corner,  Block  1092,  Lot 
7,  Borough  of  Manhattan. 

appearances— 

For  Applicant :  Harold  Saxe  and  Samuel  McBride. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  5,  1965,  at 
2  P.M.  for  inspection  by  Fire  Department  and  for  deci¬ 
sion;  hearing  closed. 


sion  of  the  Borough  Superintendent  re-  zoning  matter  and 
Appeal  from  a  decision  of  the  Borough  Superintendent 
re-  Class  3  construction,  office  use,  public  building,  stairs, 
fire  tower,  egress,  hung  ceilings,  etc. 

PREMISES  AFFECTED— 11  East  84th  Street,  north  side, 
225  feet  east  of  Fifth  Avenue,  Block  1496,  Lot  10,  Bor¬ 
ough  of  Manhattan. 

appearances— 

For  Applicant:  Samuel  Rosenblum  and  Paul  Damaz. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965,  at 
9  PM  W  insertion  and  decision:  hearing  closed. 


728-65-A 

APPLICANT— Samuel  Rosenblum  for  Fribourg  Founda¬ 
tion  Incorporated,  owner.  _  . 

SUBJECT — Application  June  23,  1965 — Review  of  a  deci- 


Adjourned  4:00  P.M. 


James  P.  Mulroy,  Secretary 


NOTICE 


Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 _ Each  application  must  be  filed  in  five  (5)  copies 

indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 


2— Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8"  x  10"  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3  _ Filing  fee  is  $25.00  per  application.  Make  check 

payable  to  the  Board  of  Standards  and  Appeals. 

4  _ A  new  owner’s  authorization  is  required  when  the 

name  of  the  owner  or  applicant  is  changed. 

5 _ All  applications  must  be  filed  in  person,  not 

through  mail.  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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65-BZ,  520-65-BZ,  527-65-BZ,  616-65-BZ,  661-65-BZ, 
691-65-BZ,  588-63-A,  721-41-BZ— Vols.  I  and  II,  862- 
60-BZ— Vol.  II,  1288-64-BZ,  556-65-BZ,  610-65-BZ, 
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965-64-A  and  1131-64-A. 


COURT  DECISION. 

Matter  of  Brunschwig  vs.  Foley:— On  March  17,  1964,  the  Board 
granted  an  extension  of  time  to  complete  construction  to  December 
15,  1965  ;  Calendar  Number  1687-63-BZY ;  Premises  118-18  Union 
Turnpike,  Block  3334,  Lot  151,  Borough  of  Queens. 

At  Supreme  Court,  Special  Term,  Part  I,  Mrs.  Justice  Hallinan 
ruled  as  follows : 

“In  this  article  78  proceeding  to  review  and  set  aside  the 
determination  of  the  board  of  standards  and  appeals  (herein¬ 
after  referred  to  as  the  “Board”),  granting  the  application 
of  intervenor  Adson  Industries,  Inc.  (hereinafter  referred  to 
as  “Adson”),  for  an  extension  of  time  to  complete  construc¬ 
tion  pursuant  to  section  11-322  of  the  Zoning  Resolution  of 

the  City  of  New  York)  .  Petitioners,  therefore, 

have  no  standing  to  maintain  this  proceeding  and  accordingly, 
the  motions  are  granted  and  the  petition  dismissed.  Settle 
judgment.” 

(N.Y.  Law  Journal,  January  7,  1965,  page  18) 

In  the  Matter  of  Brunschwig,  pet.-ap.  (Foley,  res.),  the  Second 
Judicial  Department,  Appellate  Division  By  Beldock,  P.J.,  Ughetta, 
Christ,  Brennan  and  Hill,  JJ.  rendered  the  following  decision : 
“Motions  by  intervenors-respondents  and  respondents  to  dis¬ 
miss  appeal  from  order  on  judgment  of  the  Supreme  Court, 
Queens  County,  entered  January  26,  1965,  denied  on  condition 
that  appellants  perfect  and  be  ready  to  argue  or  submit  the 
appeal  at  the  January  term,  beginning  January  3,  1966;  appeal 
ordered  on  the  calendar  for  said  term.  The  record  and  appel- 
lants’  brief  must  be  served  and  filed  on  or  before  November 
15,  1965.” 

(N.  Y.  Law  Journal,  September  15,  1965,  page  20). 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Sep¬ 
tember  28,  1965,  Affecting  Calendar  Numbers  —  638- 
41-SM,  119-47-SM,  894-54-SM,  610-55-SM,  514-57-SA, 
192-58-SA,  318-60-SM,  457-61-SA,  441-62-SM,  170- 

63- SA,  392-64-SM,  694-64-SM,  799-64-SA,  867-64-SA, 
881-64-SA,  1120-64-SA,  1265-64-SA,  3-65-SM,  140-65- 
SM,  480-65-SM,  536-65-SA,  584-63-SA,  35-60-SA,  374- 

64- SM,  30-65-SA,  93-65-SA,  634-55-SM,  729-55-SM, 
163-57-SA,  371-57-SA,  1697-61-A,  233-65-A,  494-64-A, 
514-64-A,  577-64-A,  884-64-A,  932-64-A,  941-64-A,  946- 
64-A,  964-64-A,  971-64-A  and  746-65-A. 

Notice. 


mi 


CALENDAR 


DOCKET. 

New  Cases  filed  up  to  September  28,  1965 


Cal.  No.  Dept.  Premises  Affected 

967-65-BZ — B .  B . — 49  Howard  Avenue,  southeast  corner 
of  Putnam  Avenue,  Block  1486,  Lot  6,  Borough  of 
Brooklyn,  Alt.  130-64,  re-  Class  B  Multiple  Dwelling,  R6 
district. 


968-65-A — B.B. — 49  Howard  Avenue,  southeast  corner 
of  Putnam  Avenue,  Block  1486,  Lot  6,  Borough  of 
Brooklyn,  Alt.  130-64,  re-  rear  and  side  yards  and  rear 
fire  stairs. 


969-65-A — F.D. — 571  Lenox  Road  and  777  Albany  Ave¬ 
nue  northeast  corner,  Block  4648,  Lot  30,  Borough  of 
Brooklyn,  F.D.  Order  5400-4,  re-  sprinkler  system. 


970-65-A— B.M.— 332-340  East  51st  Street,  south  side, 
225  feet  west  of  First  Avenue,  Block  1343,  Lot  36,  Bor¬ 
ough  of  Manhattan.  Alt.  1441-65,  re-  cellar  apartment. 


971-65-A— B.M.— 751-755  Park  Avenue  and  102  East 
72nd  Street,  southeast  corner,  Block  1406,  Lot  69,  Bor¬ 
ough  of  Manhattan,  Alt.  559-59,— single  room  occupancy. 


972-65-A— B.M.— 1378-1380  First  Avenue,  east  side,  46.6 
feet  south  of  East  74th  Street,  Block  1468,  Lot  47,  Bor¬ 
ough  of  Manhattan,  Alt.  1219-65, — cellar  apartment. 


973-65-A— F.D. — 400  East  34th  Street,  southwest  corner 
of  F.D.R.  Drive,  Block  962,  Lot  8,  Borough  of  Man¬ 
hattan,  F.D.  Order  B330623,  re-  removal  of  holdback 
devices  from  self  closing  doors. 


974- 65-A— F.D.— Upholstery  Spotter  manufactured  by 
Ardnt-Palmer  Lab.  Inc.  F.D.  Order  122-938-1. M.  re¬ 
packaging. 

975- 65-BZ — B.Q. — 46-08  Francis  Lewis  Blvd.  northwest 
corner  of  46th  Road,  Block  5541,  Lots  5  &  1;  Block  5554, 
Lots  12,  6,  1,  &  55;  Block  5555,  Lot  19,  Flushing,  Bor¬ 
ough  of  Queens,  N.B.  6-64,  re-  use  group  6  occupancy, 
R2  district. 


976-65-A — B.M. — 209  East  59th  Street,  north  side,  115 
feet  east  of  Third  Avenue,  Block  1414,  Lot  105,  Borough 
of  Manhattan,  Alt.  613-64,  re-  egress. 


977-65-BZ — B.R. — 130  Stuyvesant  Place,  west  side,  101.37 
feet  north  of  Hyatt  Street,  Block  8,  Lot  70,  St.  George, 
Borough  of  Richmond,  N.B.  1428-65,  re-  parking  for 
office  and  store  building,  C4-2  district. 


978-65-BZ— B.B.— 15-17  Bay  14th  Street,  1672-1680  86th 
Street,  southeast  corner,  Block  6365,  Lot  33,  Borough 
of  Brooklyn,  Alt.  3141-64,  re-  proposed  accessory  park¬ 
ing  in  conjunction  with  gasoline  service  station,  Cl-2 
district. 


979-65-A — F.D. — 6-12  Insect  Repellent  Lotion,  manu¬ 
factured  by  Union  Carbide  Corporations,  F.D.  Letter 
August  27,  1965,  re-  packaging. 


980-65-SA — PH  &  PH  Ray  Oil  Burner,  manufactured 
by  Ray  Burner  Company,  Appliance. 


981-65-SM — Spectra-Glaze,  manufactured  by  United 
Glazed  Products,  Inc.,  Material. 


982-65-SA— Space-Ray.  W-60N  &  W-60-L  infrared  radi¬ 
ant  heater  manufactured  by  Gas-Fired  Products,  Inc, 
Appliance. 


983-65-SM — Tuff-Lite  Epoxy  terracco  floor  matrix, 
manufactured  by  H.B.  Fuller  Company,  Material. 


984-65-SM— Tuff-Lite  vertical  wall  matrix,  manufac¬ 
tured  by  H.B.  Fuller  Company,  Material. 


985-65-SA — Aceco,  Martin  Dry  Cleaning  Machine,  Class 
2206,  Models  1,  2  and  3,  manufactured  by  American 
Laundry  Machinery  Industries,  Appliance. 


986-65-SM — RP  Pain  arrestor,  Model  3032,  manufac¬ 
tured  by  Research  Products  Corporation,  Material. 


987-65-SA — ITT  Nesbitt  Schoolmate,  NHV-85A,  NHV- 
100 A,  NHV-100-AH,  NHV-85-AH  gas  fired  heating 
appliances  manufactured  by  ITT  Norman  Division,  Ap¬ 
pliance. 


988- 65-BZ — B.Bx. — 456  East  145th  Street,  south  side, 
317.5  feet  west  of  Brook  Avenue,  Block  2289,  Lots  28 
and  30,  Borough  of  The  Bronx,  Alt.  835-64,  re-  change 
of  use  from  2  family  use  to  open  parking,  R6  district. 

_  ifl) 

989- 65-Z— B.Q.— 72-17  Parsons  Boulevard,  northeast  cor¬ 
ner  of  73rd  Avenue,  Block  6821,  Lots  20,  24,  26,  Jamaica, 
Borough  of  Queens,  N.B.  1383-65,  re-  proposed  use  of 
dry  cleaning  establishment,  R3-2  district. 


RULES 


Arc  and  Gas  Welding  and  Oxygen 
Cutting  . . . . . .  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of.  April  12,  1955 

Cements,  Blended,  Rules  for  Test-  „  ,  „ 

ing  and  Use  of  .  Mar  IS,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 
form  .  Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 
Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life) .  Aug.  3,  1937  Vol.  22,  No.  31 

Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ..  December  16,  1964 

Dry  Cleaning  Establishments  Rules 
Covering  .  December  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  .  July  20,  1962 

Exterior  Veneering  Materials,  ... 

Rules  for  .  Mar.  11,  1952 — Vol.  77,  No.  11 A 

Factory  Exit  Rules  . .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964 — Vol.  49,  No.  63 

Fire  Resistive,  Flameproof  Ma- 

terials,  etc.,  Rules  for  Testing  of  Feb.  4,  196o — Vol.  60,  No.  6 

Hatchways  Protection  ..........  June  5,  1928  Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1,  1965 — Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  19;2  Vol.  37,  No.  13A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 
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Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960 

Procedure,  Rules  of  . Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  . . .  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  . May  2,  1963 — VoL  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  SOS  of  Industrial  Code)  ..  Sept.  3,  1946 — VoL  31,  No.  36 

DESIGNATIONS:  Q. — Department  of  Buildings;  B.B. — Depart' 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department 


OCTOBER  13,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  October  13,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

617-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwilling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  with  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-02  Rockaway  Boulevard, 
southeast  corner  of  145th  Street,  Block  12063,  Lot 
131,  Jamaica,  Borough  of  Queens.  (Building  #1). 


618-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-04  Rockaway  Boule¬ 
vard,  south  side,  36.50  feet  east  of  145th  Street,  Block 
12063,  Lot  132,  Jamaica,  Borough  of  Queens.  (Building 
#2). 


619-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  with  less  than  the  required  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-06  Rockaway  Boule¬ 
vard,  south  side,  56.83  feet  east  of  145th  Street,  Block 
12063,  Lot  133,  Jamaica,  Borough  of  Queens.  (Building 

#3). 


620-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-08  Rockaway  Boule¬ 
vard,  south  side,  77.16  feet  east  of  145th  Street,  Block 
12063,  Lot  134,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #4). 


621-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-12  Rockaway  Boule¬ 
vard,  south  side,  105.83  feet  east  of  145th  Street,  Block 
12063,  Lot  135,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #5). 


622-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-14  Rockaway  Boule¬ 
vard,  south  side,  134.50  feet  east  of  145th  Street,  Block 
12063,  Lot  136,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #6). 


623-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  with  less  than  the  required  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-16  Rockaway  Boule¬ 
vard,  south  side,  154,33  feet  east  of  145th  Street,  Block 
12063,  Lot  137,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #7). 


660-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Michael  Sforza, 
owner. 

SUBJECT — Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
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Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  enlarge¬ 
ment  in  area  of  an  existing  one  story  auto  repair 
shop  previously  granted  by  the  Board  for  the  addi¬ 
tional  uses  of  machine  shop  and  showroom. 

PREMISES  AFFECTED— 145-10  Liberty  Avenue, 
south  side,  75.04  feet  east  of  Inwood  Street,  Block 
10046,  Lot  4,  Richmond  Hill,  Borough  of  Queens. 


679-65-BZ 

APPLICANT— Millard  Bresin  for  Howard  Otway, 
owner. 

SUBJECT— Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  in  an 
existing  four  story  and  basement  building,  the  change 
in  use  of  the  basement  clubroom  to  theatre. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place, 
south  side,  50  feet  west  of  First  Avenue,  Block  449, 
Lot  28  and  29,  Borough  of  Manhattan. 


680-65-A 

APPLICANT— Millard  Bresin  for  Howard  Otway, 


expired  July  11,  1965  —  decision  of  the  Borough  Sup¬ 
erintendent,  previously  granted  on  condition,  under 
Sections  7i,  7e  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and.  local  retail  use  district, 
gasoline  service  station,  lubritorium,  motor  vehicle  re¬ 
pairs,  car  washing  and  parking  of  cars  waiting  to  be 
serviced.  . 

PREMISES  AFFECTED — 223-15  .to  223-25  Union 
Turnpike,  and  78-46  to  78-64  Springfield  Boulevard, 
northwest  corner,  Block  7780,  Lots  1  and  62,  Queens 
Village.  Borough  of  Queens. 


189-50-BZ 

APPLICANT— Charles  M.  Spindler  for  William  Saloy, 
owner. 

SUBJECT— Application  reopened  September  14,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  October  24,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  per¬ 
mitting  in  business  use  district,  the  reconstruction  of 
former  existing  gasoline  service  station,  to  include 
auto  laundry,  and  lubritorium. 

PREMISES  AFFECTED— 74-24  Rockaway  Boulevard, 
south  side,  81.39  feet  west  of  91st  Avenue,  Block  8943, 
Lot  10,  Ozone  Park,  Borough  of  Queens. 


owner. 

SUBJECT— Application  June  10,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class 
3  construction  —  change  of  use. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place, 
south  side,  50  feet  west  of  First  Avenue,  Block  449, 
Lot  28  and  29,  Borough  of  Manhattan. 


866-65-BZ 

APPLICANT— Solomon  Jochowitz  for  Jochowitz  Real¬ 
ties  Incorporated,  owner. 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  change  in  use  of  an  existing  two  story  building 
from  public  bathhouse  to  clothing  manufacturing. 

PREMISES  AFFECTED— 139-141  Huron  Street,  north 
side,  250  feet  west  of  Manhattan  Avenue,  Block  2522, 
Lot  56,  Borough  of  Brooklyn. 


472-60-BZ 

APPLICANT— Herbst  &  Rusciano  for  Louis  Wess, 


owner. 

SUBJECT— Application  reopened  September  14, .  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  December  6,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  .condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  maintenance  of  a  pajk- 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1570  Hoe  Avenue,  east  side, 
75  feet  south  of  East  173rd  Street,  Block  2989,  Lot  20, 
Ttnrmicrh  nf  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 


883-65-BZ 

APPLICANT — Joseph  Mitchell  and  John  J.  Schlick  for 
St.  Joachin  and  Anne  Church,  owner. 

SUBJECT— Application  August  20,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-641  of  the  Zoning  Resolution,  to  permit  in  a  R3-2 
district,  the  erection  of  a  church  that  encroaches  on 
the  required  front  yard,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  distance  between 
buildings. 

PREMISES  AFFECTED— 217-65  Hollis  Avenue, 

northeast  corner  of  217th  Lane,  Block  11109,  Lot  1  and 
8,  Queens  Village,  Borough  of  Queens. 


150-41-BZ — Vol.  II 

APPLICANT— Lama,  Proskauer,  Prober  &  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT— Application  reopened  September  14, .  1965 
for  consideration  as  to  extension  of  term  of  variance, 


332-33-BZ 

APPLICANT— Isidore  Cohen  for  S.M.B.  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district  a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 14  West  66th  Street  south 
side,  225  feet  west  of  Central  Park  West,  Block  1118, 
Lot  42,  Borough  of  Manhattan. 


527-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassa¬ 
lotti,  for  Grace  Todd,  owner. 

SUBJECT— Application  May  10,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-2  district,  the 
maintenance  of  an  open  automobile  sales  lot  for  a 
temporary  term  of  five  years. 
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PREMISES  AFFECTED — 36-30  Union  Street,  west 
side,  126.03  feet  north  of  37th  Avenue,  Block  4977 
Lot  60  and  61,  Flushing,  Borough  of  Queens. 

Hearing  closed. 


616-65-BZ 

APPLICANT — Burke  and  Groh  for  Forest  Wood 
Homes,  Incorporated,  owner. 

SUBJECT  Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R2  district,  the  erection 
of  a  two'  story  one  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  dwelling  unit  and 
encroaches  on  the  required  front  yard,  side  and  rear 
yards. 

PREMISES  AFFECTED — 84-17  Commonwealth  Bou- 
levard  east  side,  140.06  feet  south  of  Hillside  Avenue. 
Block  8599,  Lot  134,  Bellerose,  Borough  of  Queens. 

Hearing  closed. 


tools  and  equipment  with  the  storage  of  lumber  in 
the  open  area. 

PREMISES  AFFECTED— 2114-2134  Coyle  Street 
west  side,  100  feet  south  of  Avenue  U,  Block  7367,  Lot 
11  and  pait  of  Lot  14,  Borough  of  Brooklyn. 

Hearing  closed. 


588-63-A 

APPLICANT  Morris  Bernard  Adler  for  Fox  Lumber 
Company,  Incorporated,  owner. 

SUBJECT— Application  July  17,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED  — 2114-2134  Coyle  Street 
west  side  100  feet  south  of  Avenue  U,  Block  7367,’ 
Lot  11  and  Part  of  Lot  14,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


481-65-BZ 

APPL1  CANT— Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJ ECT— Application  April  27,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R7-1  district,  in  an 
existing  six  story  multiple  dwelling  the  change  in 
occupancy  of  three  first  floor  stores  to  slip  cover 
manufacturing,  interior  decorator  establishment  and 
contractors  establishment. 

PREMISES  AFFECTED — 136  West  172nd  Street, 
t  ' 58  J;  “I?1*011  Avenue,  southeast  corner,  Block  2874 
Lot  27,  Borough  of  The  Bronx. 

Hearing  closed. 


OCTOBER  13,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon ,  October  13,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

993-63-A 

APPLICANT— Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT— Application  December  6,  1963— Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 1552-1608  Ralph  Avenue 
west  side,  96.3S >  feet  north  of  Farragut  Road,  Block 
7955,  Lots  20,  27,  29,  31,  32,  33,  35  and  43,  Borough 
of  Brooklyn. 


520-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Alex  Liber¬ 
man,  owner. 

SUBJECT— Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
Board an<1  °fflCe  building  previously  granted  by  the 

PREMISE*  AFFECTED — 8702-8704  Avenue  L,  1201- 

t  11oJ'a^t  87th  Street>  southeast  corner,  Block  8066, 
Lot  36,  Borough  of  Brooklyn. 

Hearing  closed. 

L the  °Board°m  September  28>  1965>  to  complete  vote  by 


256-64-A 

APPLICANT — William  A.  Mohr  for  Woolworths,  own¬ 
er. 

SUBJECT— Application  March  3,  1964  —  Appeal  from 
an  order,  and  a.  decision  of  the  Fire  Commissioner,  re 
Automatic  Sprinkler  system 

PREMISES  AFFECTED — 1566-1568  Westchester  Ave- 

?ue’  Aou.£h  east  corner  of  Ward  Avenue,  Block  3742 
Lot  40,  Borough  of  The  Bronx. 


691-65-BZ 

APPLICANT— Samuel  H.  Lindenbaum  and  Linden- 
baum  and  Young  for  Fox  Lumber  Company,  Incor¬ 
porated,  owner. 

SUBJECT— Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
£omng  Resolution  and  Section  666  of  the  New  York 
City  Chafer,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  of  an  existing  lumber  yard  and  the  use  of  power 


359-64-A 

APPLICANT— Leo  V.  Berger  for  Jack  Finkelstein, 
owner;  Richmond’s  Drygoods,  lessee. 

SUBJECT— Application  March  30,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 14-32  Barrett  Avenue,  north 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1565 
Forest  Avenue,  Block  385,  Lots  38  and  200,  Port  Rich¬ 
mond,  Borough  of  Richmond. 


590-64-A 

APPLICANT — Ingram  S.  Carner  for  Robjo,  Incorpor¬ 
ated,  owner. 

SUBJECT— Application  June  3,  1964  —  Appeal  from 
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an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 122-01  to  122-15  New  York 
Boulevard,  southeast  corner  of  122nd  Avenue,  Block 
12380,  Lot  21,  Jamaica,  Borough  of  Queens. 


591-64-A 

APPLICANT— Ingram  S.  Carner  for  Curt  Blank,  own¬ 
er;  York  Bay  Incorporated,  lessee. 

SUBJECT — Application  June  13, .  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 163-01-163-07  Baisley  Bou¬ 
levard,  122-17  to  122-25  New  York  Boulevard^  north¬ 
east  corner,  Block  12380,  Lots  1,  14,  Jamaica,  Borough 
of  Queens. 


SUBJECT— Application  December  19,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 6630  Avenue  U,  Southeast 
corner  of  East  66th  Street,  Block  8470,  Lot  424,  Bor¬ 
ough  of  Brooklyn. 


157-64-A 

APPLICANT— Reavis  and  McGrath  for  County  Hold¬ 
ing  Corporation,  owner;  Waldbaum  Stores,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  January  29,  19 M  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES”  AFFECTED— 911-927  Kings  Highway, 
north  side,  244.80  feet  west  of  Coney  Island  Avenue, 
Block  6666,  Lot  37,  Borough  of  Brooklyn. 


612-63-A 


APPLICANT — Reavis  and  McGrath  for  Phyllis  Realty 
Corporation,  owner;  Waldbaum’s  57,  Incorporated, 


lessee1. 

SUBJECT— Application  August  1,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 


sprinkler  system. 

PREMISES  AFFECTED— 35-09  Francis  Lewis  Boule¬ 
vard,  east  side,  from  35th  Avenue  to  36th  Avenue, 
Block  6142,  Lot  50,  Bayside,  Borough  of  Queens. 


S29-64-A 

\PPLICANT — Minnie  Dick  for  First  27  Howard  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  June  9,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 27  Howard  Street  south 
side,  187  feet  west  of  Lafayette  Street,  Block  209,  Lot 
11,  Borough  of  Manhattan. 


655-64-A 

APPLICANT — Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED— 44-09  to  44-14  Kissena  Bou¬ 
levard,  northwest  corner  of  Elder  Avenue,  Block  513/, 
Lot  lio,  Borough  of  Queens,  Flushing. 


73-64-A 

APPLICANT— "Larry  Meltzer  for  Isaac  Baron,  owner; 
Big  Apple  Super  Market,  lessee. 

SUBJECT — Application  July  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 1613-1635  East  16th  Street 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Lot 
69,  Borough  of  Brooklyn. 


656-64-A 

APPLICANT — Reavis  &  McGrath  for  Newport  Asso¬ 
ciates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 
SUBJECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 

sprinkler  system. 

PREMISES  AFFECTED— 4120  18th  Avenue,  north 
side,  29  feet  east  of  East  3rd  Street,  Block  5410,  Lots 
1  and  47,  Borough  of  Brooklyn. 


P92-64-A 

APPLICANT— Wollman’s  Dept.  Store  Incorporated 
and  Wolkat  Realty  Corp.,  for  Wolkat  Realty  Corpor¬ 
ation,  owner;  Wollman’s  Department  Store  Incorpor- 
ated  lessee. 

SUBJECT — Application  July  23,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2833-2839  Broadway  and 
600-606  West  110th  Street,  southwest  corner,  Block 
IRQ 3  T.rtt  50.  Borouerh  of  Manhattan. 


739-63-A 

APPLICANT— William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT — Application  September  20,  1963  —^Appeal 
from  an  order  and  a  decision  of  the  Fire  commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 1465-1467  Broadway  and 
597-599  7th  Avenue,  southwest  corner,  and  158-162 
West  42nd  Street,  Block  5994,  Lot  58,  Borough  of 
Manhattan. 


1051-63-A 

APPLICANT— Reavis  and  McGrath  for  Shoreview 
Gardens,  owner,  Waldbaum’s  Twenty-Six,  Incorpor¬ 
ated,  lessee. 


810-64-A 

APPLICANT— Daub  and  Daub  for  Eldridge  Street  As¬ 
sociated,  owner. 

SUBJECT — Application  July  27,  1964 — Appeal  from,  a 
decision  of  the  Borough  Superintendent  re-  exterior 
stairway  and  entrance  hall. 

PREMISES  AFFECTED— 50-52  Eldridge  Street,  east 
side,  225  feet  11  inches  north  of  Canal  Street,  Block 
300,  Lot  8,  Borough  of  Manhattan. 


823-64-A 

APPLISANT — Elias  K.  Herzog  for  Herb  Realty  Cor 
poration,  owner. 
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SUBJECT— Application  31,  1964— Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 7802-7810  20th  Avenue 
southwest  corner,  of  20th  Avenue,  Block  6262,  Lot 
39,  Borough  of  Brooklyn. 


SUBJECT — Application  September  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED-31 1-321  West  34th  Street, 
north  side,  200  feet  west  of  8th  Avenue,  316  West  35th 
Street,  Block  758,  Lot  28,  Borough  of  Manhattan. 


735-65-A 


APPLICANT  Fred  L.  Liebmann  for  18  East  54th 
Street  Corporation,  owner. 

SUBJECT— Application  June  25,  1965— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3 
construction — office  use. 


PREMISES  AFFECTED — 18  East  54th  Street,  south 
Lot  61,  Borough  of  Manhattan. 


578-64-A 


APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lor¬ 
raine  Lighting  Prod.,  owners. 

SUBJECT— Application  May  27,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 


1^0*1779^15  ECTED — 8772-8794  18th  Avenue, 

l ' 6U- 1/72  Bath  Avenue,  southwest  corner,  Block  6435, 
Lots  36,  38,  40  and  43,  Borough  of  Brooklyn. 


721-64-A 


APPLICANT— Reavis  and  McGrath  for  Daso  Realities 
incorporated,  owner;  Alexander’s  Department  Stores’ 
Incorporated,  lessee. 


SUBJECT— Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED — 2235  Webster  Avenue 
southwest  corner  of  East  182nd  Street,  Block  3143 
Lot  65,  Borough  of  The  Bronx. 


83 1-64- A 

APPLICANT — Irwin  Emerman  for  the  Fairfield  In¬ 
vestors,  owners;  Riverdale  Nursing  Home,  lessee. 

SUBJECT— Application  August  5,  1964  —  Appeal  from 
f  orders  of  the  Fire  Commissioner,  re  sprinkler  sys¬ 
tem  and  double  swinging  fireproof  corridor  doors 
PREMISES  AFFECTED — 641  West  230th  Street 

£^W™awner  °1  F*irfield  Avenue,  Block  5737  (for¬ 
merly  3408),  Lot  40,  Borough  of  The  Bronx. 


839-64-A 

APPLICANT— Irwin  Emerman  for  22  Beekman  House, 
Inc.  owner;  College  Nursing  Home,  lessee. 

SUBJECT— Application  filed  August  7,  1964  —  Appeal 
rrom  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system.  F 

PREMISES  AFFECTED — 119-15  27th  Avenue  north¬ 
east  corner  of  119th  Street,  Block  4291?  L^t  20  Col¬ 
lege  Point,  Borough  of  Queens. 


909-64-A 

APPLICANT-Irwin  Emerman  for  Manhattan  Center, 
Incorporated,  owner. 


913-64-A 


A£PFICANT — Louis  R.  Patur  for  Long  Island  Odd 
r  ellows  Home,  owner. 

SUBJECT  Application  September  9,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  — 
egress. 

PREMISES  AFFECTED — 194-10  109th  Road,  south 

cLde’TT6^  feet  west  of  195th  Street,  Block  10930,  Lot 
56,  Hollis,  Borough  of  Queens. 


728-65-A 

APPLICANT— Samuel  Rosenblum  for  Fribourg  Foun¬ 
dation  Incorporated,  owner. 

SUBJECT— Application  June  23,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoninc 
matter  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re- _  Class  3  construction,  office  use. 
public  building,  stairs,  fire  tower,  egress,  hung  ceil¬ 
ings,  etc.  s 

PREMISES  AFFECTED — 1 1  East  84th  Street,  north 
side  225  feet  east  of  Fifth  Avenue,  Block  1496,  Lot 
10,  Borough  of  Manhattan. 


577-64-A 


p  T  rN.vTSS°?n  Friedlander,  d/b/a  Lisker 
Realty  Co.;  E.J.H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT— Application  May  27,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re¬ 
remove  all  combustible  decorations  on  walls  and  ceil¬ 
ings  etc.  and  sprinkler  system. 


PR.FM*fES  AFFECTED— 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56 
Borough  of  Manhattan. 


514-64-A 

APPLICANT-Daub  and  Daub  for  United  Export 
Clothing  Company,  Inc.,  owner. 

SUBJECT— Application  May  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED — 109-111  Leonard  Street,  2-3 
Benson  Street,  northeast  corner,  Block  171,  Lot  31 
Borough  of  Manhattan.  ' 


884-64-A 


A?FIA-CANT  Ralph  L.  Winston,  Incorporated,  lessee, 
Stanley  Gertz,  et  al,  as  Trustees  c/o  Streg,  Incorpor¬ 
ated,  owner. 


SUBJECT— Application  August  26,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 


i^  no  SSu  aFECTED-87'32  to  87'84  l«th  Street, 
t  Avenue,  northwest  corner,  Block  9816 

Lot  49  (Sec.  43)  Jamaica,  Borough  of  Queens. 
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932-64-A 

APPLICANT— Robert  F.  Rosborne,  for  Barney  Zirlin 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and 
Finishing  Corporation,  lessee. 

SUBJECT— Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
sprinkler  system. 


re- 


PREMISES  AFFECTED— 111  Third  Street,  north 
side,  40  feet  west  of  Bond  Street,  Block  441,  Borough 
of  Brooklyn. 


941-64-A 

APPLICANT— Haus  and  Bresin  for  Saul  Krasne,  own¬ 
er;  Clarmon  Supermarkets,  Incorporated,  lessee. 

SUBJECT— Application  September  17, ,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 1362-1364  Nostrand  Avenue, 
west  side,  224  feet  6V2  inches  north  of  Linden  Boule¬ 
vard,  Block  5085,  Lot  61,  Borough  of  Brooklyn. 


946-64-A 

APPLICANT— Air  Reduction  Company,  Incorporated. 
SUBJECT— Application  September  21,  1964  —  Trans¬ 
portation  of  Gas  (Liquid  Nitrogen)  under  pressure  in 
New  York  City  contrary  to  Fire  Directive  and  Adm. 
Code. 


SUBJECT— Application  May  6,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1847-1885  Rockaway  Pkway, 
9706-9730  Avenue  M,  southeast  corner,  Block  oZ5i, 

T  OA  Dni-Atin-Vi  nf  RrnnWlvn. 


570-64-A 

APPLICANT— Samuel  Garnett  for  West  Side  Paper 
Stock  Corporation,  owner. 

SUBJECT — Application  May  22,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 69  Mercer  Street,  west  side, 
100  feet  north  of  Broome  Street,  Block  485,  Lot  3o, 

T> _ _  /~v£  A/f 


582-64-A 

APPLICANT— Michael  D.  Schwartz  for  Isador  Wein¬ 
stein,  owner;  Einhorn’s  Incorporated,  lessee. 

SUBJECT— Application  May  28,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 33-01  to  33-11  30th  Avenue, 
northeast  corner  of  33rd  Street,  Block  627,  Lot  44, 
Astoria,  Borough  of  Queens. 


964-64-A 

APPLICANT — I  fill  and  Johnson  for  Andrew  Freedman 
Home,  Incorporated,  owner. 

SUBJECT— Application  September  16,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 1125  Grand  Concourse,  west 
side,  from  West  166th  Street  to  McClellan  Street, 
Block  2472,  Lot  34,  Borough  of  The  Bronx. 


01 1-64- A 

APPLICANT — Samuel  Rosenblum  for  Greencha  Hold¬ 
ing  Corporation,  owner. 

JUBJECT — Application  October  13,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED-—600  West  125th  Street, 
northwest  corner  of  Broadway,  Block  1995,  Lot  20, 
Borough  of  Manhattan. 


746-65-A 

APPLICANT— Leonard  F.  Rothkrug  for  Morton  S. 
Rosenfeld,  owner. 

SUBJECT — Application  July  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  stairs 
and  enclosure. 

PREMISES  AFFECTED  —  1011  Madison  Avenue 
northeast  corner  of  East  78th  Street,  Block  1393,  Lot 
23,  Borough  of  Manhattan. 


1155-64-A 

APPLICANT— Samuel  Rosenblum  for  A.  Fantis,  own- 

SUBJECT— Application  November  19,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 179-183  Franklin  Street, 
south  side,  120  feet  6%  inches  east  of  Greenwich 
Street,  Block  181,  Lots  16,  17,  Borough  of  Manhattan. 


991-63-A 

APPLICANT — D’Agostino  Bros.,  Incorporated,  for 
Loren  Associates,  owner;  Steven  Properties,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  December  6,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis- 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 301-305  East  72nd  Street, 
1392-1396  Second  Avenue,  northeast  corner,  Block 
1447,  Lot  1,  Borough  of  Manhattan. 


-64-A 

'PLICANT— 399  Wine  &  Liquor  Store,  Inc.,  owner. 
BJECT— Application  August  27,  _  1964  —  Appeal 
rom  an  order  of  the  Fire  Commissioner,  re  sprinkler 

system. 

DEMISES  AFFECTED— 399-401  First  Avenue, 
ront  Building)  west  side,  74.0%  feet  north  of  East 
>3rd  Street,  Block  929,  Lots  32  and  33,  Borough  of 
Manhattan. 


483-64-A 

APPLICANT— A.  H.  Salkowitz  for  Seaview  Shoppers 
Mart  Incorporated,  owner. 


889-64-A 

APPLICANT— 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT— Application  August  27,  1964  —  Appeal 
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from  an  order  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED — 399  First  Avenue,  (Rear 
Building)  west  side,  74.10/4  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


890-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT — Application  August  27,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED — 401  First  Avenue,  (Rear 
Building)  west  side,  74.0%  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


375-65-A 

APPLICANT — James  J.  Chambers  for  Adell  Chemical 
Corporation,  owner;  for  distribution  by  Ford  Motor 
Co.,  delaers. 

SUBJECT — Application  March  31,  1965  —  Packaging 
of  combustible  mixture  known  as  All  Weather  Sol¬ 
vent  in  16  ounce  glass  containers  not  in  accordance 
with  Administrative  Code  Requirements. 


376-65-A 

APPLICANT — James  J.  Chambers  for  Adell  Chemical 
Corporation,  owner;  (for  distribution  by  General  Mo¬ 
tors  Dealers.) 

SUBJECT — Application  March  31,  1965  —  Packaging 
of  combustible  mixture  known  as  Adell  Wind-Shield 
Washer  —  Anti  Freeze  and  Gas  Line  De-Icer  in  16 
oz  glass  containers  not  in  accordance  with  Adminis¬ 
trative  Code  requirements. 


SUBJECT  Application  July  23,  1965  —  Appeal  from 
decisions  of  the  Fire  Commissioner  re  use  of  gasoline 
storage  tank  in  excess  of  550  gallons  and  fuel  oil 
storage  tank  in  excess  of  that  permitted  by  Oil  Bur¬ 
ner  Rules. 

PREMISES  AFFECTED — 1  North  12th  Street,  north 
side  of  Kent  Avenue,  entire  block  extending  to  the 
East  River  and  Bushwick  Inlet,  Block  2277,  Lot  1, 
Borough  of  Brooklyn. 


964-65-A 

APPLICANT — Gustave  Rosenberg  for  Board  of  Higher 
Education,  owner. 

SUBJECT — Application  September  21,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  4  construction,  frame  building  exceeding  600 
sq.  ft.  area— public  building,  (school)  ;  2— use  of  wood 
stressed  skin  panel  design  construction. 

PREMISES  AFFECTED — 222-05  56th  Avenue,  north 
side,  810  feet  west  of  Cloverdale  Boulevard,  Block 
7490,  Lot  2,  Flushing,  Borough  of  Queens.  (Queens- 
borough  Community  College) 


863-65-A 

APPLICANT — Alfonso  Duarte  for  120  Bank  Street, 
Incorporated,  owner;  The  H.B.  Playwrights  Founda¬ 
tion,  Incorporated,  lessee. 

SUBJECT — Application  August  11,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class 
3  construction  —  height  and  stairs  enclosed  etc. 

PREMISES  AFFECTED — 122  Bank  Street,  south  side, 
242  feet  west  of  Greenwich  Street,  Block  634,  Lot  14, 
Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  26,  1965,  10  A.M. 


834-65-A 

APPLICANT — City  of  New  York,  Department  of  Traf¬ 
fic,  owner. 

SUBJECT— Application  —  July  27,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re  operation  of  Open-type  non-mechanical,  non¬ 
storage  garage,  without  a  permit  and  without  neces¬ 
sary  fire  protection. 

PREMISES  AFFECTED— 892-908  8th  Avenue,  east 
side,  from  West  53rd  Street  to  West  54th  Street,  Block 
1025,  Lot  1,  Borough  of  Manhattan. 


841-65-A 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  26,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

709-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Timothy  Mc¬ 
Carthy,  owner. 

SUBJECT — Application  June  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R6  district,  the 
construction  and  maintenance  of  a  non-transient  park¬ 
ing  lot  for  the  pleasure  type  motor  vehicle. 


APPLICANT— Leonard  F.  Rothkrug  for  Gerald  Spieg. 
elman,  owner. 


SUBJECT— Application  July  30,  1965  —  Filed  pursu 
to  Section  35  of  the  General  City  Law  re-  build 
in  bed  of  mapped  street. 

PREMISES  AFFECTED — 9301-9315  Avenue  D,  nor 
east  corner  of  East  9.3rd  Street,  Block  8119,  Loi 
(tentative)  Borough  of  Brooklyn. 


823-65-A 

APPLICANT— W.  A.  Dixon  for  Texaco  Incorporated, 
Paragon  Oil  Company  division,  owner. 


PREMISES  AFFECTED — 227  Union  Street,  north  side, 
199  feet  6  inches  east  of  Henry  Street,  Block  338,  Lot 
46,  Borough  of  Brooklyn. 


775-65-BZ 

APPLICANT— Albert  Melniker  for  The  V.  C.  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  story  supermarket  with  accessory 
parking. 

PREMISES  AFFECTED — 2107  Richmond  Road,  north 
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side,  350.04  feet  east  of  Todt  Hill  Road,  Block  899, 
Lot  18,  Grant  City,  Borough  of  Richmond. 


814-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Trans-Lux 
Corporation,  owner. 

SUBJECT— Application  July  20,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Cl-4  and  R7-1  district, 
the  change  in  occupancy  of  an  existing  building  from 
theatre  and  stores  to  warehouse  and  stores. 

PREMISES  AFFECTED— 1143-1151  Ogden  Avenue, 
west  side,  300.33  feet  north  of  West  166th  Street,  Block 
2526,  Lot  90,  Borough  of  The  Bronx. 


876-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Helen  Wein¬ 
stein,  owner. 

SUBJECT— Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
from  garage  to  a  textile  factory  and  storage  and 
without  the  required  loading  berth. 

PREMISES  AFFECTED— 653-659  Wilson  Avenue, 
northeast  corner  of  Moffat  Street,  Block  3442,  Lot  1, 
Borough  of  Brooklyn. 


877-65-A 

APPLICANT— Charles  M.  Spindler  for  Helen  Wein¬ 
stein,  owner. 

SUBJECT— Application  August  13,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class.  3 
construction,  exceeds  tabular  limits  for  commercial 
use. 

PREMISES  AFFECTED— 653-659  Wilson  Avenue, 
northeast  corner  of  Moffat  Street,  Block  3442,  Lot  1, 
Borough  of  Brooklyn. 


921-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Sackman-Gilliland  Corporation,  owner. 

SUBJECT— Application  August  26,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
and  72-21  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R6  dis¬ 
trict,  the  erection  of  a  two  story  and  basement  office 
building  with  accessory  parking  and  business  signs. 

PREMISES  AFFECTED — 260-266  68th  Street,  south 
side,  157  feet  8%  inches  west  of  Third  Avenue,  Block 
5862,  Lots  34,  128,  162,  Borough  of  Brooklyn. 


925-65-B 

APPLICANT— Max  Siegel  Associates  for  Rabrose 
Realty  Corporation,  owner. 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
and  11-412  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in.  a  C6-3 
district,  the  change  in  occupancy  of  an  existing  two 
story  and  cellar  garage  previously  granted  .  by  the 
Board  to  a  building  material  wholesale  establishment. 


PREMISES  AFFECTED— 138-140  East  25th  Street, 
south  side,  94  feet  east  of  Lexington  Avenue,  Block 
880,  Lot  61,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  26,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  26,  1965,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

813-64-A 

APPLICANT— Samuel  Cohen  for  Northern  Fee  In¬ 
corporated,  owner;  Birdland  Restaurant  Incorporated, 
lessee. 

SUBJECT— Application  July  29,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1672-1678  Broadway,  205 
West  52nd  Street,  northeast  corner,  Block  1024,  Lot 
31 V2,  Borough  of  Manhattan. 


883-64-A 

APPLICANT— Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restau¬ 
rant  Incorporated,  lessee. 

SUBJECT— Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  50th  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26, 
Borough  of  Manhattan. 


1066-61-A — Vol.  II 

APPLICANT— Daub  and  Daub  for  Frank  and  Marie 
Coussa,  owners. 

SUBJECT— Application  reopened  September  8,  1965  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner-  re  Sprinkler  System. 

PREMISES  AFFECTED— 111  Reade  Street,  south  side, 
24.9  feet  east  of  West  Broadway,  Block  145,  Lot  16, 
Borough  of  Manhattan. 


201-64-A 

APPLICANT— Joel  A.  Miele  for  Jane  G.  Miele  Asso¬ 
ciates  for  Jerome  Bed  Company,  Incorporated,  owner. 

SUBJECT— Application  February  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 288-290  Logan  Street,  west 
side,  204  feet  IOV2  inches  south  of  Atlantic  Avenue, 
Block  4153,  Lot  48,  Borough  of  Brooklyn. 


295-64-A 

APPLICANT— Harry  Soled  for  Louis  Le  Winter,  own¬ 
er. 

SUBJECT— Application  March  16,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  a  decision  of  the  Borough  Sup¬ 
erintendent,  re-  live  load  class.  Egress,  etc. 
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AFFECTED — 829  Broadway,  north  side, 
50  ft.  west  of  Park  Street,  13  Park  Street,  Block  3133, 
Dot  3,  and  46,  Borough  of  Brooklyn. 


518-64-A 


from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1530  Broadway,  southeast 
corner  of  West  45th  Street,  Block  997,  Lot  Part  of 
Lot  1,  Borough  of  Manhattan. 


APPLICANT— Irving  P.  Marks  for  Fulton  Strand  Cor¬ 
poration,  owner;  Strand  Bowling  Center  (Subsidiary 
Met  Sport  Centers,  Incorporated,)  lessee. 

SUBJECT  Application  May  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

P?nEnIS1ES„A^FECTED-647-649  Fulton  Street,  33- 
49  Rockwell  Place,  northeast  corner,  204-210  Ashland 
Place,  Block  2095,  Lot  1,  Borough  of  Brooklyn. 


1202-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  owner. 

SUBJECT— Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 47  Orchard  Lane,  north 
'209.20-  feet  east  of  King  Street,  Block  5376,  Lot 
23,  Eltingville,  Borough  of  Richmond. 


627-64- A 

APPLICANT  Abraham  Grossman  for  Mid-Town  Pro¬ 
perties  Inc.,  owner. 

SUBJECT  Application  June  9,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  ’ 

PREMISES  AFFECTED — 68  West  37th  Street,  south 

o1™  t  °  a}  east  of  Avenue  of  the  Americas,  Block 
838,  Lot  86,  Borough  of  Manhattan. 


1203-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 55  Orchard  Lane,  north  side, 
161.34  feet  east  of  King  Street,  Block  5376,  Lot  27, 
Eltingville,  Borough  of  Richmond. 


628-64-A 

APPLICANT— Abraham  Grossman  for  Mid-Town  Pro¬ 
perties  Inc.,  owner. 

SUBJECT— Application  June  9,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED — 990-992  Avenue  of  the  Ameri¬ 
cas,  east  side,  49  feet,  4%  inches  south  of  West  37th 
Street,  Block  838,  Lot  89,  90,  Borough  of  Manhattan. 


739-64-A 

APPLICANT— Jay  M.  Spinner  for  Northbridge  Hold¬ 
ing  Corporation,  owner;  Michaelson’s  Furs,  lessee. 

SUBJECT— Application  July  9,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  .  AFFECTED — 1988-1990  Nostrand  Ave- 
™e>  west  side  240  feet  north  of  Farragut  Road,  Block 
5-31,  Lot  52,  Borough  of  Brooklyn. 


1058-64-A 

APPLICANT— Fred  Safran  for  Alesco  Incorporated, 
owner. 

SUBJECT — Application  October  20,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

P^iEr^^E^  AFFECTED — 80  Nassau  Street,  east  side, 
81  feet  north  of  John  Street,  Block  78,  Lot  30,  Bor- 
ough  of  Manhattan. 


1128-64- A  , 

APPLICANT— Reavis  and  McGrath  for  Adda  Real  Es¬ 
tate  Corp.,  owner;  Bond’s  Clothing  Store,  lessee. 
SUBJECT — Application  November  12,  1964  —  Appeal 


1204-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  facing  legal  street. 

PREMISES  AFFECTED — 59  Orchard  Lane,  north 
side,  113.34  feet  east  of  King  Street,  Block  5376,  Lot 
29,  Eltingville,  Borough  of  Richmond. 


1205-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 63  Orchard  Lane,  north 
side,  65.34  feet  east  of  King  St.,  Block  5376,  Lot  31, 
Eltingville,  Borough  of  Richmond. 


1206-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1964, — Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 6  90rchard  Lane,  northeast 
corner  of  King  Street,  Block  5376,  Lot  1,  Eltingville, 
Borough  of  Richmond. 


442-65-A 

APPLICANT — Abraham  Farber  for  Cele  Realty  Cor¬ 
poration,  owner. 
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SUBJECT— Application  April  15,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  -re-  opening 
between  garage  and  remainder  of  bldg,  containing 
boiler  room. 


PREMISES  AFFECTED— 78-82  Middagh  Street,  30- 
36  Henry  Street,  southwest  corner,  Block  216,  Lot  24, 

Borough  of  Brooklyn.  . 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  SEPTEMBER  28, 1965, 10  A.M. 
Present :  Chairman  Foley,  Vice  Chairman  Kleinert  and 
Commissioner  Fox. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  September  14,  1965 
and  Special  Meeting  Friday  Morning  September  17,  1965, 
were  approved  as  printed  in  the  Bulletin  of  September  23, 
1965,  Vol.  50,  No.  38. 

481-65-BZ 

APPLICANT— Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJECT— Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R7-1  district,  in  an  existing  six 
story  multiple  dwelling  the  change  in  occupancy  of  three 
first  floor  stores  to  slip  cover  manufacturing,  interior 
decorator  establishment  and  contractors  establishment. 
PREMISES  AFFECTED— 136  West  172nd  Street,  1458 
Plimpton  Avenue,  southeast  corner,  Block  2874,  Lot  27, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  13,  1965,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


520-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Alex  Liberman, 
owner. 

SUBJECT— Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  office 
building  previously  granted  by  the  borad. 

PREMISES  AFFECTED— 8702-8704  Avenue  L,  1201- 
1211  East  87th  Street,  southeast  corner,  Block  8066, 
Lot  36,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  13,  1965,  at 
10  A.M.  to  complete  the  vote  by  the  Board.  Hearing 
previously  closed. 

THE  VOTE— 

Affirmative:  Chairman  Foley  -... - - 1 

Negative  *  Vice  Chairman.  Kleinert  and  Commissioner 

Fox  . . . . •••••  2 

Absent :  "Commissioner  Becker  and  Commissioner  Klein...2 


527-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Grace  Todd,  owner. 


SUBJECT— Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  main¬ 
tenance  of  an  open  automobile  sales  lot  for  a  temporary 
term  of  five  years. 

PREMISES  AFFECTED— 36-30  Union  Street,  west  side, 
126.03  feet  north  of  37th  Avenue,  Block  4977,  Lots  60  and 
61,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


616-65-BZ 

APPLICANT— Burke  and  Groh  for  Forest  Wood  Homes, 
Incorporated,  owner. 

SUBJECT— Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R2  district,  the  erection  of 
a  two  story  one  family  dwelling  that  exceeds .  the  per- 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  dwelling  unit  and  encroaches 
on  the  required  front  yard,  side  and  rear  yards. 

PREMISES  AFFECTED— 84-17  Commonwealth  Boule¬ 
vard  east  side,  140.06  feet  south  of  Hillside  Avenue, 
Block  8599,  Lot  134,  Bellrose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh  and  Joseph  S.  Ammirati. 
For  Opposition:  Murray  A.  Gordon,  Donald  F.  Cassidy, 
Frank  Teply,  Charles  J.  Griffin,  Katharina  Sprenger 
and  Henry  J.  Fehring. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


661-65-BZ 

APPLICANT— Ingram  S.  Carner  for  Mario  Di  Fillippo, 

owner. 

SUBJECT— Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New.  York  City 
Charter,  to  permit  in  a  C2-2  and  R3-2  district,  the  en¬ 
largement  in  area  of  an  existing  automobile  sales  lot 
and  the  addition  to  the  uses  to  include  accessory  storage 
of  automobiles. 

PREMISES  AFFECTED— 129-04  Merrick  Boulevard, 
southwest  corner  of  129th  Avenue,  Block  12438,  Lots 
138,  146,  149  and  151,  Springfield  Gardens,  Borough  ot 
Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner  and  Mario  DiFillippo. 
For  Opposition:  Cecil  N.  Jones,  Jean  L.  Jones,  Robah  T. 
Staplefoot,  Juanita  Flukalani,  James  Butler,  Jr.,  George 
Emptage  and  Mary  Coneys. 
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9F  R0ARD— Laid  over  to  November  3,  1965,  at 
1U  A.M.  for  hearing;  applicant  to  send  out  new  20-days’ 
notices  and  revise  drawings. 


691-65-BZ 

APPLICANT-Samuel  H.  Lindenbaum  and  Lindenbaum 
and  Young  for  Fox  Lumber  Company,  Incorporated, 
owner.  ’ 

SUBJECT— Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
Resolution  and.  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Cl -2  district,  the  enlargement  of 
an  existing  lumber  yard  and  the  use  of  power  tools  and 
equipment  with  the  storage  of  lumber  in  the  open  area 

PREMISES  AFFECTED — 2114-2134  Coyle  Street,  west 
side,  100  feet  south  of  Avenue  U,  Block  7367,  Lot  11  and 
part  of  Lot  14,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Charlotte  A.  Kimbroug. 

For  Opposition :  None. 

A™  OF  BOARD— Laid  over  to  October  13,  1965,  at 
1U  A.M.  for  decision.  Applicant  is  to  revise  drawings 
Hearing  closed. 


588-63-A 

APPLICANT— Morris  Bernard  Adler  for  Fox  Lumber 
Company,  Incorporated,  owner. 

SUBJECT— Application  July  17,  1963  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 21 14-2134  Coyle  Street,  west 
side  100  feet  south  of  Avenue  U,  Block  7367,  Lot  11 
and  Part  of  Lot  14,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Charlotte  A.  Kimbroug. 

PFJB0ARD— Laid  over  to  October  13,  1965,  at 
10  A.M.  for  decision.  Hearing  closed. 


721-41-BZ — Vols.  I  and  II 

/lPPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
tor  H.  N.  F.  Realty  Company,  owner. 

SUBJECT— Application  reopened  July  7,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  12,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sections 
/e  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi- 
ness  use  district,  the  maintenance  of  a  gasoline  service 
station,  lubritorium  and  office  and  minor  repairs  (hand 
tools  only)  may  be  permitted  within  the  accessory  building 
PREMISES  AFFECTED-260-01  to  260-09  Nassau  Boule¬ 
vard  and  54-47  to  54-63  Little  Neck  Parkway,  northeast 

M  rn^r’-D B  °cku  8r7A’  Lot  135  (formerly  Lot  128)  Little 
Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  _ _ _ _ _ _ _  __  3 

Negative:  . . . .  "  q 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


THE  RESOLUTION— 

Whereas  on  September  12,  1950,  this  application  (Vol. 
tions -micl  ^  WaS  granted  *be  Board  on  certain  condi- 

WherEAs,  a  public  hearing  was  held  on  this  application 

2“  |ep}e™ber  ??'  1965’  aoter  due  notice  by  Publication  in 
the  Bulletin;  laid  over  to  September  28,  1965;  and 

W*EtREAS,  ^  decision  of  the  Borough  Superintendent, 

reads -^Une  196S’  achng  °n  N,B’  Applic-  No.  2099/1946, 

1.  Proposed  extension  of  the  term  of  variance  granted 

if7?1  ?irR70fA  Standards  and  Appeals  under  Cal. 
#721-41  BZ  Vol.  II  and  III,  beyond  Sept.  15,  1965 
for  premises  presently  located  in  an  R-2  district,  is 
referred  back  to  the  Board  as  per  Sect  11-411  of 
the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  12  1950 

°n  11  as  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  10  years  from  the  date  of  this 
resolution,  on  condition  that  the  sidewalks,  curbs,  curb- 
cuts,  .  fences  and  landscaping  shall  comply  with  the 
drawings  marked  “Received  Sept.  23,  1965”  and  sub¬ 
mitted  with  this  application,  when  the  City  makes  the 
street  improvements;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
within  all  respects;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


862-60-BZ— Vol.  II 

APPLICANT-Lama,  Proskauer  and  Prober  for  Grasiano 
Brothers  Realty  Corporation,  owner. 

SUBJECT— Application  reopened  January  5,  1965  as  Vol¬ 
ume  II  Decision  of  the  Borough  Superintendent,  under 
Sections  72-21  &  73-50  of  the  Zoning  Resolution  and 
Section  666  (7)  of  the  New  York  City  Charter,  to  per¬ 
mit  in  a  C2-2  district,  the  erection  of  a  one  story  en¬ 
largement  to  a  non-conforming  use  that  encroaches  on 
the  required  side  yard. 

AFFECTED — 1974-1980  Utica  Avenue  and 
471J-4923  Avenue  L,  northwest  corner,  Block  7829  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  _  3 

Negative:  _ _ _ _ _ _ q 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 
THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  20,  1964,  acting  on  Alt.  Applic.  2734/1964, 

rcclClS  ! 

“1.  Proposed  enlargement,  therefore  provide  8.0"  side 
yard  along  district  boundry  of  R3-2  residence  dis¬ 
trict  as  per  Sec.  33-291  Amended  Zone  Res.  for 
C2-2  in  3-2  district. 

2.  Proposed  accessory  parking  enlargement  to  an  exist¬ 
ing  non-conforming  use  is  an  extension  to  the  non- 
conforming  use  and  therefore  contrary  to  the  per- 
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mitted  uses  of  Sec.  32-00  and  Sec.  52-41  of  the 
Amended  Zone  es.  for  C2-2  in  R3-2  district. 

3.  Propose  enlargement  in  an  alteration  to  an  existing 
non-conforming  use  and  therefore  contrary  to  Sec. 
52-22  A.Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  where  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted,  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 

72- 21  and  Section  73-50  of  the  Zoning  Resolution,  as  to 
use,  and  that  the  applicant  had  substantiated  a  _ basis  to 
warrant  exercise  of  discretion  to  grant  under  Section  72-21 
and  is  therefore  entitled  to  relief,  as  to  area,  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  woke  o  vaviotion  in  the  application  of  the  use  and 
area  district  regulations  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Section 

73- 50  on  condition  that  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  December  8, 
1964,  ten  sheets”;  on  further  condition  that. there  shall  be 
no  business  use  by  this  owner  on  lot  No.  6  in  Block  7858  ; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  obtained,  work  done 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


1288-64-BZ 

APPLICANT— Charles  M.  Shapiro  &  Sons  for  Ideal 
Handbag  Frame  Mfg.,  Corp.,  owner. 

SUBJECT— Application  December  21,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
factory. 

PREMISES  AFFECTED— 333-339  Greene  Avenue,  north 
side,  100  ft.  west  of  Franklin  Avenue,  174-176  Clifton 
Place,  Block  1953,  Lots  35,  36  and  49,  Borough  of 
Brooklyn. 

APPEAANCES — • 

For  Applicant :  William  Chieco. 

For  Opposition:  None. 

ACTION  OF  BO  AD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  -  3 

Negative:  - - -  ® 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  7,  1965,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  September  14,  1965  for  applicant  to  send 
out  twenty-day  notices;  then  to  September  28,  1965;  hear¬ 
ing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1965,  acting  on  Alt.  Applic.  2201/1964, 
reads : 

“1.  On  a  lot  located  partially  in  a  Cl-3  district  mapped 
in  R-6  and  partially  in  an  R-6  district.  The  proposed 
enlargement  in  the  Cl-3  portion  of  the  lot  of  the 
existing  non-conforming  factory,  office  &  storage 
and  the  change  of  use  to  manufacture  of  steel  pro¬ 
ducts,  assembly  &  metal  finishing  including  plating 
grinding,  heat  treating  lacquering  and  enameling 


(use  group  17B  &  18A)  is  not  permitted  as  of  right 
and  is  contrary  to  Z.R.  Sec.  22-10,  32-10  and  52-41. 

(a)  Parking  requirements 

(b)  Loading  berth  requirements 

(c)  Height  &  Area  requirements 

(d)  Yard  requirements 

(e)  Overhead  door  &  curb  cuts  within  75'-0"  of 
a  residence  zone. 

3.  Proposed  structural  alteration  to  a  non-conforming 
building  is  contrary  to  Z.R.  52-22.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  wake  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  72-21  on  con¬ 
dition  that  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received  May  7,  1965,  four  sheets, 
and  May  25,  1965,  one  sheet” ;  on  the  further  condition  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with;  and  that  permit  obtained  and.  work  done 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


556-65-BZ 

APPLICANT— Guerino  Salerni  for  Rago  Holding  Cor¬ 
poration,  owner ;  Rago  Foundations,  Incorporated,  lessee. 
SUBJECT— Application  May  17,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  erec¬ 
tion  of  a  one  story  and  cellar  enlargement  to  an  existing 
factory. 

PREMISES  AFFECTED— 18-15  27th  Avenue,  north  side, 
77.06  feet  east  of  18th  Avenue,  Block  885,  Lots  12  and 
15,  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Guerino  Salerni  and  Amezico  Mareni- 
sella. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . . . 3 

Negative:  - - - - - - -rrr~  2 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  September  28,  1965;  hearing 
closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1965,  acting  on  Alt.  Applic.  4/1965,  reads : 

“1.  Proposed  enlargement  for  occupancy  in  Use  Group 
17  is  contrary  to  uses  permitted  as  of  right.  (32-00 
Z.R.).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
72-21  of  the  Zoning  Resolution. 
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Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  72-21 
on  condition  that  the  building  conforms  to  drawings  filed 
with  this  application,  marked  “Received,  May  17,  1965,”  9 
sheets ;  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with;  and  that  permit  obtained,  work  done, 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


be  obtained  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


610-65-BZ 

A5PuIC^NT~L?0nard  F-  Rothkrug  for  South  Oxford 
Realty  Corporation,  owner. 

S^RJFCJ~A.PPkcat;i0n  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  R6  district,  the  enlargement  in  area  of 
an  existing  four  story  and  basement  multiple  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 60  South  Oxford  Street,  west 
side  145  feet  north  of  Lafayette  Avenue,  Block  2100,  Lot 
68,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . .  3 

Negative:  . . . . .  .  q 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
the  Bunetin^and8’  1%5’  after  dUe  notice  V  Publication  in 

rl a fpri^ EREAs,  the  decision  of  the  Borough  Superintendent, 
reads -Apn  ^ '  1965,  actlng  011  Alt  APPJic.  1546/1964, 

“1.  The  new  rear  extension  of  15'-0"  on  all  floors 
increases  the  non-compliance  of  bldg,  in  floor  area 
and  is  therefore  contrary  to  Sec.  23-10  of  Amended 
Zoning  Resolution. 

2.  The  new  rear  extension  of  15'-0"  on  all  floors  in¬ 
creases  the  non-compliance  of  bldg,  in  open  space 
and  is  therefore  contrary  to  Sec.  23-10  of  Amended 
Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
thwlh  aPPIlcation  be  granted  under  certain  conditions;  and 
f**rAS’  \he  .  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 

frar?t  UrfKier  S^t110?  72'21  of  the  Zoning  Resolution,  and 

ffifflr,?lfe  0r€A/n  ed  t0  rehef  on  the  grounds  of  Practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

Resnhit’*”^  a  v?r-iati°n  in  the  application  of  the  Zoning 

the  application  be  and  it  hereby  is 

fhe  onf  dCr  .S<rctlon  72_21»  to  Permit  in  an  R-6  district, 

ment  m„frTnVmif-rea  °u  an.  exIstinS  four-story  and  base¬ 
ment  multiple  dwelling  that  increases  the  degree  of  non- 

SX tth  K°0Mareanran0  0pen  Space  ratio’  on  con~ 
th  s  Liat  f  build!ng,  sba11  conform  to  drawings  filed  with 

thift  a^P  lc^tI0n  marked  Received  May  28,  1965”,  9  sheets; 
mat  all  other  laws,  rules  and  regulations  applicable  shall 


611-65-A 

APFLK/ANT— Leonard  F.  Rothkrug  for  So.  Oxford  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  May  28,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  171  re-  bulk. 

p REMISES  AFFECTED — 60  South  Oxford  Street  west 
side  145  feet  north  of  Lafayette  Avenue,  Block  2100,  Lot 
68,  Borough  of  Brooklyn. 

APPEARANCES— 

Foe  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . .  3 

Negative:  . . . I1.IZZII .  0 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 
THE  RESOLUTION— 

daTedEAnrn  S®  lQ«Si°n  aI  tJ,e  Borol,gh  Superintendent, 
dated  April  29,  1965,  on  Alt.  Applic.  1546-64,  reads  • 

“1.  The  new  rear  extension  of  15'-0"  on  all  floors  ex¬ 
ceeds  by  more  than  25  per  centum  the  area  which 
dwelling  had  on  any  floor  and  is  therefore  contrary 
o  Sec.  171  Subd.  2F  of  Multiple  Dwelling  Law  ” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 

nndpBoard;  .wh,ch  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

dafeffi  BAor°Ugh  Superintendent, 

dated  Apn!  29,  1965,  acting  on  Alt.  Applic.  1546-64,  Obiec- 
tion  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  310  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on 

ted  ' hS°3,  thR  alV0fu-he/equirements  in  the  resolution  adop- 
R7  nhK  Board..th,ls  daf  under  Calendar  Number  610-65- 
BZ  shall  be  complied  with. 


653-65-BZ 

AsLtagSA^Cowmnee/  1  Benevensa  for  Williamsburgh 

SUBJECT-Application  June  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 

S8n?enff ^UH°n’  tQ  permit  in  a  R5  district,  the  construction 
oi  an  off-site  accessory  parking  lot  for  an  existing  bank 

PR5MIiaH  AFFECTED — 2314-2318  85th  Street,  south 
side,  100  feet  east  of  23rd  Avenue,  Block  6858,  Lot  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Clemens  J.  Benevenga. 

For  Opposition:  Matilda  Nimke. 

THE1  VOTE  B°ARD~Application  granted  on  condition. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Negative:  _ _  _  .  ~ 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  apnl, Ration 
the  SBuffiFber  1965’  aftercdue  notice  by  publication  in 
dosed;  and  ^  0VCr  t0  Septeplber  28>  ^65 ;  hearing 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  19,  1965,  acting  on  Alt.  Applic.  2365/1964,  reads: 

“1.  Proposed  off-site  Parking  for  Employees’  cars  only 
in  an  R-5  Zone— Accessory  to  the  Williamsburgh 
Savings  Bank  located  at  2302  86th  Street  (adjoin¬ 
ing  lot  #1)  is  not  permitted  as  of  right  and  is 
contrary  to  Sect.  22-00  of  the  Z.R. 

2.  There  are  no  provisions  in  the  Z.R.  for  screening, 
surfacing,  paving  and  for  required  yards  fo  a  non- 
conforming  use  in  an  R-5  district  and  is  therefore 
referred  to  the  B.S.A.  for  applicable  regulations  for 
above  provisions.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  which  recommended 
that  the  application  be  granted;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap<- 
plication  be  and  it  hereby  is  granted  under  Section  72-21 
on  condition  that  work  be  done  in  accordance  with  drawings 
filed  with  this  application  marked  “Received,  June  4,  1965,” 
four  sheets,  September  23,  1965,  one  sheet,  revised,  and 
September  23,  1965,  one  sheet  additional;  on  further  condi¬ 
tion  that  there  shall  be  a  parking  lot  attendant,  that  parking 
shall  be  limited  to  employees’  cars  only,  that  the  lot  shall 
be  operated  only  from  8:00  A.M.  to  4:30  P.M.  daily,  except 
Monday  on  which  day  it  may  remain  open  until  7 :30  P.M., 
that  the  lot  shall  be  closed  Saturdays  and  Sundays;  that 
all  laws  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  be  obtained,  work  done,  and  a  Certi¬ 
ficate  of  Occupancy  obtained  within  one  year  from  the  date 
of  this  resolution. 


752-65-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 
SUBJECT— Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-65  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R7-2  district,  the  erec¬ 
tion  of  a  fourth  store  to  an  existing  telephone  exchange 
building  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio,  encroaches  on  the  re¬ 
quired  side  and  rear  yards  and  inner  and  outer  courts  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 380  Covent  Avenue  and  451- 
61  West  146th  Street,  northwest  corner,  Block  2061, 
Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  J.  Alderdice,  Joseph  D.  McLaugh¬ 
lin,  Aaron  G.  Goldman,  Arthur  A.  Kajico  and  Ronald 
I.  Ingvaldsen. 

For  Opposition :  Willie  T.  Wilson. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox - 3 

Negative:  - “  ® 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  28,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1965,  acting  on  Alt.  Applic.  815/1965,  reads: 

“2.  Proposed  enlargement  of  existing  non-complying 
building  increases  the  degree  of  non-compliance. 
Sec.  54-31  Z.R. 

3.  Proposed  enlargement  of  non-conforming  building 
is  contrary  to  Sec.  52-41  Z.R. 

4.  Proposed  enlargement  of  telephone  exchange  re¬ 
quired  special  permit  of  B.S.A.  for  use.  Sec.  22-21 
Z.R. 

5.  Proposed  enlargement  is  contrary  to : 

a.  Sec.  23-142 — Exceeds  maximum  F.A.R.  and  does 
not  provide  minimum  O.S.R. 

b.  Sec.23-47— Does  not  provide  minimum  rear  yard. 

c.  Sec.  23-632— Maximum  height  of  front  wall  ex¬ 
ceeds  permissible,  does  not  provide  initial  set¬ 
back  distance  and  penetrates  the  Sky  Exposure 
Plane. 

6.  Inner  court  recess  does  not  have  proper  dimensions. 
Sec.  23-852  Z.R. 

7.  Provide  sideyard  of  at  least  8'-0"  along  west  Lot 
Line  is  interrupted.  Sec.  23-464  Z.R. 

8.  Dimensions  of  inner  court  be  as  per  Sec.  23-851  Z.R. 

9.  Dimensions  of  narrow  outer  court  should  be  as  per 
Sec.  23-841  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-11  (g)  and  Section  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  73-11 
(g)  and  Section  73-65  on  condition  that  the  building  be 
constructed  in  accordance  with  drawings  filed  with  this 
application  marked  “Received  July  2,  1965,  one  sheet, 
September  24,  1965,  23  sheets” ;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that 
permit  be  obtained,  work  done  and  a  Certificate  of  Occu- 
pancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


Adjourned:  12:05  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  SEPTEMBER  28, 1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox. 

147-34-BZ — Vol.  Ill 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony  Mobil  Oil  Company,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  October  27, 
1965  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7a  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the  con¬ 
struction  of  an  extension,  re-arrangement  of  partitions, 
and  refacing  of  the  exterior  with  porcelain  enamel  on  the 
present  service  building  of  the  existing  _  gasoline  service 
station  and  the  rearrangement  of  pump  islands. 
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PREMISES  AFFECTED— 187-37  to  187-47  (187-41  offi¬ 
cial)  Hillside  Avenue  and  87-88  to  87-96  188th  Street 
northwest  corner,  Block  9960,  Lot  1,  Hollis,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  _ _  3 

Negative :  _ _  _ _  q 

Absent:  Commissioner  Becker  and  Commissioner  "Klein  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  November  IS,  1960,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  27,  1964;  and 

.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  15  1960 
as  amended  through  October  27,  1964,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (Alt.  256/60) 


822-59-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony  Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  will  expire  November 
4,  1965  and  amendment  of  resolution  —  decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  7a  of  the  Zoning  Resolution,  permitting  in 
a  retail  use  district,,  the  reconstruction  of  the  existing 
gasoline  service  station  and  continue  the  present  uses, 
lubritorium,  minor  auto  repairs,  car  washing,  sales  room,' 
utility  room  and  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED — 1774-1784  (1774  official)  Vic¬ 
tory  Boulevard  and  590-598  Manor  Road,  southwest  cor- 
ner.  Block  709,  Lot  28,  Carleton  Corners,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  resolution 
amended  and  time  to  complete  work  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . .  3 

Negative  :  _ _ _ ~ _  q 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  7,  1960,  on  certain  conditions  i  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  4,  1964;  and 

WoeEREAS,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work  and  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  7,  1960,  as 
amended  through  November  4,  1964,  by  adding  thereto:’ 


that  this  gasoline  service  station  may  be  redesigned, 
re-arranged  and  constructed  substantially  as  shown  on 
revised  drawings  of  proposed  conditions  marked  ‘Re- 
C,eineiJuIy  ^  sheets;  on  condition  that  permit 

shall  be  obtained  and  work  completed  within  one  year 
from  the  date  of  this  amended  resolution;  that  a  Certi¬ 
ficate  of  Occupancy  shall  be  obtained ;  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
shall  be  complied  with  in  all  respects.”  (N.B.  1489/59) 


161-64-BZ 


APPLICANT— Kenneth  W.  Milnes  for  Staten  Island  Oil 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  5,  1965 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  permitting  in  a  C2-1  and  R3-2 
district,  the  reconstruction  of  an  existing  automotive  ser¬ 
vice  station  with  accessory  uses  including  a  ground  sign 

PREMISES  AFFECTED — 854  Arhur  Kill  Road,  south¬ 
east  corner  of  Richmond  Avenue,  Block  5533,  Lot  77  El- 
tingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Kenneth  Milnes. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . 3 

Negative:  . . _  q 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 


THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
May  5,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  5,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  .Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 


“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  2495/63) 


585-64-BZ 

APPLICANT  New  York  Telephone  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
^tension  of  time  to  complete  which  expired  September 
22,  1965  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  11-412  and  73- 
65  of  the  Zoning  Resolution  and  Section  666  (7)  of  New 
York  City  Charter,  permitting  in  an  R6  district,  the  en¬ 
largement  of  an  existing  central  telephone  exchange  build¬ 
ing,  consisting  of  a  one  story  horizontal  extension  at  the 
rear  of  the  west  wing  and  a  two  story  fill-in  of  the  outer 
court. 

PREMISES  AFFECTED — 2417  Tratman  Avenue,  north 
side,  95  feet  west  of  Rowland  Street,  Block  3975  Lot 
43,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Aaron  G.  Goldman. 
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ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
and  Commissioner  Fox  . . 

Negative:  . "“TT" . TTT  ^ 

Absent :  Commissioner  Becker  and  Commissioner  Klein 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  22,  1964,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  March  16, 


1965 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  2Z, 
as  amended  through  March  16,  1965,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  statement  by  the  applicant  that  per¬ 
mit  has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  840/61) 


601-64-A 

APPLICANT — Ralph  J.  Chiaro  for  20  West  27th  Street 
Corporation,  owner. 

SUBJECT— Application  June  4,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 20  West  27th  Street  south 
side,  135.6  feet  west  of  Broadway,  Block  828,  Lot  ou, 
Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant,  to  comply. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  . . .  4 

Negative:  . . - . — . . — - - 7" 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 


965-64-A 

APPLICANT— Corwin,  Atkin  and  Associates  for  Philip 
Margolin,  owner. 

SUBJECT— Application  September  25,  1964  —  Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2387  Arthur  Avenue,  west  side, 
114  65  feet  south  of  East  187th  Street,  2380  Hoffman 
Street,  Block  3065,  Lot  33,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Appeal  withdrwan  at  the  request 
of  the  applicant,  to  comply. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
and  Commissioner  Fox  . . • .  3 

Negative:  — . . . - - - 7“  ® 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 


1131-64-A 

APPLICANT— Abraham  Grossman  for  H.  Leo  Gould, 
Executor :  Estate  of  Peter  Gould,  owner. 

SUBJECT — Application  November  16,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 230  West  10th  Street  south 
side,  157  feet  6  inches  west  of  Bleecker  Street,  Block  619, 
Lot ’20,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant,  to  comply. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 

and  Commissioner  Fox  . .  ^ 

N  egative  :  . . . 7™ 


Adjourned:  12:20  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 
TUESDAY  AFTERNOON, 

SEPTEMBER  28,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert  and 
Commissioner  Fox. 

638-41-SM 

APPLICANT— United  States  Gypsum  Company,  owner. 

APPEARANCES— 

For  Applicant:  William  Bainbridge. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  . — .  3 

Negative  :  . . . . . — . - . 7™  ® 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

638-41-SM — Amendment  to  resolution  as  to  use  of  mill 
mixed  gypsum  cement  for  laying  up  gypsum  block. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  July  22,  1941  and  amended  at 
various  times  through  June  21,  1960,  under  Cal.  638-41-SM, 
be  reopened  and  amended  so  as  to  permit  the  use  of  mill 
mixed  gypsum  to  be  used  for  laying  up  gypsum  block. 
PROPOSED'  USE:  Laying  up  gypsum  blocks  in  mill 
mixed  gypsum  mortar. 

DESCRIPTION::  The  gypsum  mortar  to  lie  used  to  lay 
up  the  gypsum  blocks,  in  order  to  comply  with  C26-572.0, 
Administrative  Building  Code,  is  known  as  USG  Structolite 
Partition  Tile  Cement  and  is  the  same  material  as  ap¬ 
proved  under  Cal.  116-52-SM,  and  consists  of  a  mill  mix 
of  100  lbs.  of  gypsum  to  2Vz  cu.  ft.  of  approved  perlite  with 
water  added  at  the  job  in  accordance  with  manufacturer  s 
specification. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  22,  1941  and 
amended  through  June  21,  1960,  under  Cal.  638-41-SM,  be 
reopened  and  amended  so  as  to  permit  the  use  of  USG 
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Structolite  Partition  Tile  Cement  to  lay  up  the  approved 
gypsum  block,  on  condition  that  all  other  requirements  of 
the  resolution  adopted  July  22,  1941  and  amended  through 
June  21,  1960,  under  Cal.  638-41-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


119-47-SM 

APPLICANT — National  Cincrete  Corporation,  Division  of 
U.  S.  Plywood,  owner. 

APPEARANCES— 

For  Applicant:  Louis  J.  Michelson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 


and  Commissioner  IJox  .  3 

Negative :  . . . . . .  0 


Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

119-47-SM — Amendment  to  resolution  as  to  additional  size 
masonry  unit. 

National  Cincrete  Corporation,  Division  of  U.  S.  Plywood, 
requested  that  the  resolution  adopted  June  17,  1947  and 
amended  at  various  times  through  November  6,  1963, 
under  Cal.  119-47-SM,  be  reopened  and  amended  so  as 
to  include  an  additional  size  masonry  unit. 

PROPOSED'  USE:  Masonry  unit  using  Nytralite  as  the 
coarse  aggregate. 

DESCRIPTION :  This  block  is  manufactured  of  the 
same  design  mix  as  the  blocks  approved  November  6,  1963 
under  Cal.  119-47-SM. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  test  report  of  test  conducted  by  Jersey  Testing  Labora¬ 
tories,  Inc.,  showing  that  the  block  3"  x  9"  x  18"  solid, 
met  the  requirements  of  the  Masonry  Rules  of  the  Board! 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
ments  that  the  resolution  adopted  June  17,  1947  and 
amended  at  various  times  through  November  6,  1963,  under 
Cal.  119-47-SM,  be  reopened  and  amended  so  as  to  include 
the  additional  block  3"  x  9"  x  18"  solid  load  bearing,  on 
condition  that  the  requirements  of  the  resolution  adopted 
June  17,  1947  and  amended  through  November  6,  1963, 
under  Cal.  119-47-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr., 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


894-54-SM 

APPLICANT — Inland  Steel  Products  Company,  En¬ 
gineered  Products  Division,  owner. 

APPEARANCES— 

For  Applicant :  Howard  S.  Gilliams. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . 

Negative:  . . . 

Absent :  Commissioner  Becker  and  Commissioner  Klein 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

894-54-SM — Amendment  to  resolution  as  to  additional  roof 
deck. 

Inland  Steel  Products  Company,  Milwaukee,  Wisconsin, 
requested  that  the  resolution  adopted  January  13,  1959, 
under  Cal.  894-54-SM,  be  reopened  and  amended  so  as  to 
include  additional  sections  of  roof  deck,  to  eliminate  sections 
no  longer  manufactured  and  to  show  changes  in  sectional 
properties  due  to  increase  in  fiber  stresses  to  20,000  p.s.i. 
PROPOSED  USE:  Incombustible  roof  deck. 
DESCRIPTION :  The  deck  is  an  incombustible  steel  roof 
deck  and  is  designated  as  Types  A,  B,  B  Acoustideck,  N, 
N  Acoustideck,  H,  H  Acoustideck,  FB,  FN  and  BB.  All 
sections  not  herein  listed  are  eliminated. 

The  section  properties  of  the  various  types  are  as  follows : 

1.  Type  A — IV2"  deep  is  manufactured  in  the  following 
gauges : 


Gauge  Moment  of  Inertia  (I)  Section  Modulus  (S) 


22 

.121 

.118 

20 

.154 

.145 

18 

.222 

.201 

2. 

Type  B- 

-IV2"  < 

Jeep  and  type  B  Acoustideck  are  manu- 

factured 

in  the 

following 

gauges : 

I 

S 

I 

S 

Gauge 

B  Deck 

B  Deck 

B  Acoustideck 

B  Acoustideck 

22 

.183 

.209 

.174 

.209 

20 

.233 

.271 

.221 

.271 

18 

.338 

.395 

.321 

.395 

16 

.440 

.502 

14 

.567 

.634 

3. 

Type  N 

and  type  N  Acoustideck  3"  deep 

are  manufac- 

tured  in 

the  following  gauges : 

I 

S 

I 

S 

Gauge  N  Deck 

N  Deck 

N  Acoustideck 

N  Acoustideck 

22 

.66 

.38 

20 

.83 

.49 

.79 

.47 

18 

1.23 

.73 

1.17 

.70 

16 

1.65 

.94 

1.57 

.90 

14 

2.20 

1.21 

4.  Type  H  and  type  H  Acoustideck,  4%",  6"  and  7%" 
deep  are  manufactured  in  the  following  gauges : 
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Type  4.5  H 


Gauge 

I 

H  Deck 

S 

H  Deck 

I 

H  Acoustideck 

S 

H  Acoustideck 

20 

2.49 

.97 

2.24 

.87 

18 

3.45 

1.30 

3.10 

1.17 

16 

4.44 

1.64 

4.00 

1.48 

14 

5.70 

2.07 

Type  6H 

18 

6.81 

1.97 

6.32 

1.79 

16 

8.70 

2.52 

8.16 

2.27 

14 

11.58 

3.35 

10.94 

2.99 

12 

16.05 

4.57 

Type  7.5H 

18 

11.40 

2.73 

10.67 

2.43 

16 

14.72 

3.47 

13.77 

3.08 

14 

18.96 

4.39 

17.63 

3.88 

12 

27.46 

6.26 

5.  Types  FB,  1%"  deep  and  type  FN  3"  deep  are  manu¬ 
factured  in  the  following  gauges: 

Type  FB 


Gauge  I  S 

18-18  .51  .59 


16-18 

.57 

.61 

16-16 

.67 

.74 

Type  FN 
18-18 

2.16 

1.31 

16-18 

2.48 

1.38 

16-16 

2.86 

1.68 

6.  Type  BB,  3" 
gauges : 

Gauge  I 

deep  is  manufactured  in  the  following 

S 

18-18 

1.93 

1.13 

18-16 

2.17 

1.19 

16-16 

2.53 

1.52 

14-16 

2.92 

1.70 

14-14 

3.29 

2.02 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
the  results  of  tests  conducted  by  Pittsburgh  Testing 

Laboratories  to  show  that  the  decks  are  designed  in  ac¬ 
cordance  with  the  specifications  of  the  American  Iron  & 
Steel  Institute  in  the  Specifications  for  the  Design  of  Light 
Gauge  Cold  Formed  Steel  Structural  Members.  The  tests 
showed  that  the  loads  on  the  deck  can  be  computed  by 
accepted  engineering  formula  as  recommended  by  the 
American  Iron  &  Steel  Institute  in  their  specifications  for 
the  Design  of  Light  Gauge  Structural  Steel  Members. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  13,  1959,  under 
Cal.  894-54-SM,  be  reopened  and  amended  so  as  to  include 
the  sections  of  roof  deck  as  herein  described  with  loads 
as  st  forth  in  the  applicant’s  catalogue,  Numbers  248  and 
270  of  1965,  on  condition  that  all  other  requirements  of  the 


resolution  adopted  January  13,  1959,  under  Cal. 
be  complied  with. 

(Sgd.)  William  A. 


894-54-SM, 

Nolan, 

Director, 


John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


610-55-SM 

APPLICANT— The  R.  C.  Mahon  Company,  owner. 

appearances— 

For  Applicant:  Frank  M.  Zegarelli. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . - . . . .  3 

Negative:  — . - . . . r~T - 0 

a  i i.  .  r* _ : ^ ~ ^ ot-irl  (  nmmicci an p r  Klein  Z 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
610-55-SM— Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and/ or  roof  construction. 

The  R.  C.  Mahon  Company,  Detroit,  Michigan,  requested 
that  the  resolution  adopted  December  7,  1957  and  amended 
at  various  times  through  December  8,  1964,  under  Cal.  610- 
55-SM,  be  reopened  and  amended  so  as  to  include  additional 
fire  resistive  floor  and/or  roof  construction. 

PROPOSED  USE:  Three-hour  fire  resistive  floor  and/or 
roof  construction  and  four-hour  beam  protection. 
DESCRIPTION :  The  construction  is  a  floor  and  ceiling 
assembly  composed  of  a  concrete  floor  electrical  header 
ducts  supported  by  a  blend  of  cellular  and  fluted  steel  floor 
units,  and  a  steel  beam  protected  by  a  sprayed  fiber 
“Asbestospray”  applied  directly  to  the  steel  surfaces. 

The  fluted  units  are  12"  wide  by  3-1/16"  deep  and  are 
fabricated  of  14  gauge  steel.  The  cellular  units  are  24"  wide 
by  3%"  deep  and  fabricated  of  a  bottom  plate  of  16  gauge 
steel  to  which  is  spot  welded  a  fluted  upper  section  of  18 
gauge  steel. 

The  electrical  header  duct  is  formed  of  10  gauge  steel, 
6%"  wide  by  1%"  deep. 

The  floor  units  are  first  installed,  resting  on  and  welded 
to  the  supporting  beams.  The  header  ducts  are  then  in¬ 
stalled  perpendicular  to  the  main  floor  units. 

Concrete,  reinforced  with  6  by  6  inch,  number  10  gauge 
wire,  is  then  poured  to  a  thickness  of  2%  inches  over  the 
top  planes  of  the  floor  units.  The  concrete  must  be  vibrated 
so  as  to  fill  the  valleys  in  the  floor  units  under  the  header 
ducts. 

The  sprayed  fiber  is  then  applied  to  the  exposed  steel 
surfaces.  The  fiber  is  applied  in  th  following  tamped 
thickness:  Flat  plates  of  cellular  units — 13/16".  Valleys 
and  crests  of  the  fluted  units — Under  header  ducts, 
Flat  plates  of  cellular  units — Under  header  ducts,  Crests 
and  Valleys  of  fluted  units  1  Vs".  The  beam,  following  the 
contour  1".  Under  the  header  duct,  the  1%"  thickness 
extended  6"  beyond  the  side  edges  of  the  ducts.  The  average 
density  of  the  sprayed  fiber  is  11%  lbs./cu.  ft. 

The  construction  complies  with  Dwg.  1,  R  3372-10,  which 
is  on  file  with  and  part  of  the  record. 
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INSPECTION  AND  TEST :  The  construction,  as  herein 
described,  was  tested  at  the  Underwriters’  Laboratories  in 
accordance  with  the  requirements  of  C26-588.0  through 
C26-590.0,  Administrative  Building  Code  and  successfully 
met  the  requirements  of  a  three-hour  fire  resistive  floor 
construction  and  a  four-hour  fire  resistive  beam  protection 
The  complete  report  R  3372-10  is  on  file  with  and  is  pari 
of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  17,  1957  and 
amended  through  December  8,  1964,  under  Cal.  610-55-SM 
be  reopened  and  amended  so  as  to  include  the  construction 
as  herein  described  as  a  three-hour  fire  resistive  floor  and/ 
or  roof  construction  and  as  a  four-hour  fire  resistive  beam 
protection,  on  condition  that  the  construction  be  in  ac¬ 
cordance  with  Dwg.  R  3372-10,  which  is  on  file  with  and 
part  of  the  record,  and  further  that  all  requirements  of  the 
resolution  adopted  December  17,  1957,  and  amended  through 
Dec.  8,  1964,  under  Cal.  610-55-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Georgs  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 

liereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


resolution  adopted  January  21,  1958,  under  Cal.  514-57-SA 
be  complied  with.  ’ 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


514-57-SA 

APPLICANT — Cissell  Manufacturing  Company,  Inc 
owner.  ’ 

APPEARANCES— 

For  Applicant:  Toland  Atkinson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleiner t 

and  Commissioner  Fox  . . .  3 

Negative:  _ _ _ _  _  _  _ q 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
514-57-SA— Amendment  to  resolution  as  to  additional  model 

drying  tumbler. 

Cissell  Manufacturing  Company,  Inc.,  Louisville,  Ken- 

1Qq«  ,,ruqUe?f  ^^heVeiolution  ad°Pted  January  21, 
1958,  under  Cal.  514-57-SA,  be  reopened  and  amended  so 

as  to  include  an  additional  model  of  drying  tumbler. 
use^P0SED  USE:  Steam  heated  tumbler  for  dry  cleaning 

DESCRIPTION :  The  requested  model  D  4242  is  basically 
the  same  as  the  presently  approved  model,  differing  in  the 
following  respects: 

Cf£hangCi  in4fan  Tt0r,  mount  from  cast  iron  t0  a  fabricated 
steel  reduction  of  exhaust  pipe  from  12"  to  10";  built-in 

oacic  dratt  damper  to  prevent  reverse  circulation  through 

rmLlUmb  er  Whfn  ln  °Perati°n;  the  balance  of  the 
changes  are  purely  styling  changes. 

RECOMMENDATION:  The  Committee  on  Test  recom- 

CaTdMhS  *hAe  resolution  adopted  January  21,  1958,  under 

thP  rLcAii  c*  b€  ^opened  and  amended  so  as  to  include 

Mode?D  424?eam  DiycIe\nin^  Dryinff  Tumbler 

-lodel  D  4242,  on  condition  that  the  requirements  of  the 


192-58-SA 

APPLICANT— International  Duplex  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Jean  R.  Darche. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  , 

Negative :  _  ^ 

and  Commiss;aner  Klein  2 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  192-58-SA— International  Duplex  Corp.,  Nash- 
T»iP  7eSSee’  re9uested  that  the  resolution  adopted 
Tulv  18  under  Cal.  No  192-58-SA  and  amended 

1961’  +Under,  9aL  No-  192-58-SA  be  reopened  and 
ei  Extractor33  t0  mC  Ude  an  addlt*onal  model  Duplex  Wash- 

PROPOSED  USE:  As  a  wet  washing  machine. 
DESCRIPTION :  The  new  model  DWE-5  is  similar  to  the 
fn^Zfv  ?PI°V  ^  m°deI  PWE'4  in  basic  d«ign,  includ- 

mg  the  1/4  inch  air  gap  at  the  water  inlet  into  the  machine 

c^ale  haVC  bCen  madC  f°r  better  customer  ac: 

RES°^^Ei!^DATI0N  :  The  Committee  on  Test  recom- 

jXd18hai96?ened°  Ur01?  \dT0ptSoJcone  3’  1958  and  amended 
Juiy  18  1961,  under  Cal.  No.  192-58-SA,  be  reopened  and 

iKJ'dWeI  t0  incluJv  the  DuP|ex  Washer  Extractor, 
lodel  DWE-5,  on  condition  that  the  requirements  of  the 

resoffition  adoptedJune  3,  1958  and  amended  July  18  1961 
under  Cal.  No.  192-58-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 

Asst.  Engr., 

„  ,  ,  ,  Committee  on  Test. 

hP?fh°Ved  t5a*Lthel.Board  of  Standards  and  Appeals  does 
the  abovT'repoJt'  C“ed  resolution  in  “«ordance  with 


318-60-SM 

ApfEtIC^NT-J-  Platzker  for  Goodman  Cinder  Block 
.riant,  inc.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE —  _  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . . . . .  ^ 

Negative: - TT“.““  o 

Absent :  Commissioner  Becker  and  Commissioner  Klein  & 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
318-6Q-SM — Amendment  to  resolution  as  to  additiona 

masonry  units.  T 

T  Platzker  for  Goodman  Cinder  Block  Plant,  Inc., 
Honesdale,  Penna.,  requested  that  the  resolution  adopte 
July  19  1960  and  amended  at  various  times  through  June  2, 
1964,  under  Cal.  318-60-SM,  be  reopened  and  amended  so 
as  to  include  additional  masonry  units. 

PROPOSED  USE:  Cinder  blocks  used  in  masonry  con¬ 
struction  .(Load  bearing) 

DESCRIPTION :  The  requested  blocks  are  manufactured 
of  the  same  design  mix  and  on  the  same  equipment  as  tie 
presently  approved  units. 

INSPECTION  AND  TEST :  Samples  of  the  blocks  were 
tested  by  the  Haller  Testing  Laboratories  in  accordance 
with  the7  requirements  of  the  Masonry  Rules  of  the  Board. 
The  units  successfully  met  the  requirements  of  the  Ru  e ■ 
The  complete  report  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  19,  1960  and 

amended  through  June  2,  1964,  under  Cal.  318-60-SM  be 
reopened  and  amended  so  as  to  include  the  following  load 
bearing  cinder  units : 

Solid  cinder :  3"  x  9"  x  18",  6"  x  8"  x  18"  and  8  x  9 
x  18" 

Hollow  cinder :  3"  x  9"  x  18"— Hollow  cinder  header : 
8"  x  8"  x  18"  on  condition  that  the  requirements  of  the 
resolution  adopted  July  19,  1960  and  amended  through  June 
2,  1964  under  Cal.  318-60-SM,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


be  reopened  and  amended  so  as  to  include  an  additional 
model  DCF-11A  coin  operated  dry  cleaner  machine. 
PROPOSED  USE:  A  coin  operated  dry  cleaning  machine, 
11.17  pounds  capacity  using  perchlorethylene  solvent. 
DESCRIPTION :  The  new  model  DCF-11A  is  similar  to 
the  previously  approved  model  DCF-11,  except  that  it  has 
an  automatic  back  wash  feature.  During  the  last  one  minu  e 
of  the  cycle,  the  flow  of  perchlorethylene  is  reversed  through 
the  filter,  thereby  backwashing  it. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  13,  1962  and 
amended  July  9,  1963,  under  Cal.  No.  ^7-6l-SA,  be 
opened  and  amended  so  as  to  include  the  Westinghouse 
Dry  Cleaner,  Model  DCF-11  A  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  March  13,  1962  and 
amended  July  9,  1963,  under  Cal.  No.  457-61-SA,  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


457-61-SA 

APPLICANT— Westinghouse  Electric  Corporation  owner. 

APPEARANCES— 

For  Applicant:  Harold  H.  Trottman. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  - 3 

Negative:  - - - -  ® 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

Cal.  No.  457-61-SA— Westinghouse  Electric  Corp.,  Mans¬ 
field,  Ohio,  requested  that  the  resolution  adopted  March  13, 
1962  and  amended  July  9,  1963,  under  Cal.  No.  457-61-SA, 


441-62-SM 

APPLICANT— Albro  Metal  Products.  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Gordon  H.  Smith. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  - - - - —  3 

Negative:  — - - - - 7—; - — ~  ® 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
441-62-SM— Amendment  to  resolution  as  to  additional 
aluminum  window. 

Albro  Metal  Products  Corp.,  Bronx  New  York,  re¬ 
quested  that  the  resolution  adopted  July  17,  1962  and 
amended  March  19,  1963,  under  Cal.  441-62-SM,  be  re- 
opened  and  amended  so  as  to  include  an  additional  aluminum 
window. 

PROPOSED  USE:  Incombustible  aluminum  window. 
DESCRIPTION:  The  requested  window,  Series  A-745, 
is  a  double  hung  aluminum  window.  The  alloy  is  the  same 
as  used  in  the  presently  approved  windows  namely,  6063-TS. 
The  frame  and  sash  are  a  minimum  of  0.062  and  the  sill  is 
0.078". 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  17,1962  and 
amended  March  19,  1963,  under  Cal.  441-62-SM,  be  re- 
opened  and  amended  so  as  to  include  the  additional 
aluminum  window,  Series  A-745,  as  manufactured  by  Jhe 
Albro  Metal  Products  Corp.,  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  July  17,  1962  and  amended 
March  19,  1963,  under  Cal.  441-62-SM,  are  complied  with 
The  Committee  finds  that  they  cannot  accede  to  the 
applicant’s  request  to  dispense  with  the  labeling  requirement 
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as  it  could  cause  confusion  in  the  field  and  therefore  recom¬ 
mend  that  the  labeling  be  maintained. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


392-64-SM 

A^PcIn^NT~Wood  Conv€rs>on  Company,  owner;  Daniel 
A.  Sullivan,  agent. 

APPEARANCES— 

For  Applicant:  Daniel  A.  Sullivan. 

ACTION  of  BOARD— Material  approved  in  accordance 

Test  ^  reP°rt  and  recommendation  of  Committee  on 

THE  VOTE— 

A”T£miSrLFoli?' Vice  Chairman  Kieiner‘ 

Negative: -  - - - - -  q 


170-63-SA 

APPLICANT — Brewda  Company  for  Washex  Machinery 
Corporation,  owner. 

SUBJECT  Additional  models  of  dry  cleaning  machines. 
APPEARANCES— 

For  Applicant:  Israel  Rivera. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
tion  amended  in  accordance  with  the  report  and  recoin- 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  .  3 

Negative:  _  _  __  0 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

^  Whereas,  the  report  of  a  Committee  on  Test  reads : 

^al-  No-  170-63-SA— The  Brenda  Company  for  Washex 
Machinery  Corp.,  Plainview,  New  York,  requested  that  the 
resolution  adopted  January  21,  1964,  under  Cal.  No.  170- 
63-SA,  be  reopened  and  amended  so  as  to  include  additional 
models  of  Washex  Dry  Cleaning  Machines. 

PROPOSED  USE:  Non-coin  operated  perchlorethylene 
dry  cleaning  machines. 

SR5SSN :  m0de-1  d,ry  cIeaninS  machines 

SM  05,  SM-07  and  SM-11  are  similar  to  the  previously 
approved  SM-04,  25  pound  dry  clothes  weight  cleaning 
machine,  except  for  larger  basket  sizes  as  follows : 


Model 

Basket  Size 

Capacity 

SM-05 

36"  x  18" 

29.5  Lbs. 

SM-07 

42" x  20" 

45.0  Lbs. 

SM-11 

46"  x  22" 

65.0  Lbs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  21,  1964,  under 

•  V  7°;  \7A,S  A’  be  reoPened  and  amended  so  as  to 
the,  Washex  Dry  Cleaning  Machine,  Models  SM-05, 
b.  1-07  and  SM-11,  on  condition  that  the  requirements  of 
™  ™tlaI1  adopted  January  21,  1964,  under  Cal.  No. 
1/0-63-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


Absent:  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

the  reP°rt  of  a  Committee  on  Test  reads : 

392-64-SM— Wood  Conversion  Company,  St.  Paul,  Min- 

FR0tT'ih  Cd  j°r  a?proval  of  the  material  known  as  Lo-Tone 

through6  rU7de.on  nheAP/OV1S10nS  •  of  C26‘88-0  and  C26-588.0 
through  C26-590.0  Administrative  Building  Code. 

flo?  US/:  -r0015011^  part  of  a  one'hour  fire 
resistne  floor  and  ceiling  construction. 

S^S£RIPTI°N:7he7e  is  a  mineral  acoustical  tile  and 
has  been  approved  under  Calendar  Number  911-60-SM 

x  % " 1  thi  °k  tl  G  1S  eitber  2'-0"  x  2'-0"  or  2'-0"  x  4'-0" 

The  tile  is  used  in  an  assembly  consisting  of  a  2"  thick 

C°fwne  d°0r  supPorted  bY  °Pen  web  steel  joists  protected 
with  the  acoustical  tile  ceiling.  fleered 

Steel  joists,  spaced  2'-0"  on  center,  are  first  installed  and 
arCM  bor,lzon,tally  bridged  by  continuous  %"  steel  bar! 

L  then  7  t0PH  and  b°ntt0m-  Ch°rdS  °f  the  ^  M^1 
meamf  P  ^d  °^er  the  Jols*s  and  secured  to  them  by 
means  of  tie  wire.  Concrete,  reinforced  with  6x6  mesh 

jois8ts8aUge  WirC’  1S  111611  poured  to  a  dePth  of  2"  over  the 

No.  12  gauge  hanger  wires  for  the  grid  suspension  are* 
suspended  from  the  lower  chords  of  the  joists.  These  wires 
are  spaced  on  4'-0"  centers.  Additional  hanger  wires  are 

sections1  of  the  aSS"mbIy  50  that  a  wire  occur!  at  the  inter- 

of le  light  fixtSli  SUSPenSIOn  system  at  the  four 

fixt^nf111  llX1tiUrefl  are  install,cd  by  placing  the  flanges  of  the 
fixture  on  the  flanges  of  the  main  runners  and  cross  tees 
Additional  hanger  wires  are  suspended  from  the  joists  and 

adS  n  ,tvm£S?n.  0f  the  cross  immediately 

f oJ  Ihe  fiSures.  S  r'S  t0  afford  additional  ™PP°rt 

hvTehAr'leS’a°f  the  v,el't,!latin«  tyPe  having  slots  1H"  long 

the  «i  ?  SFTi  f  on  center  alo"e  ‘he  long  edge  of 
he  tile,  are  installed  by  resting  the  edges  of  the  tile  on 
the  main  runners  and  cross  tees. 

The  .construction  is  in  accordance  with  ill.  I  R4355-11 
which  is  on  file  with  and  part  of  the  record. 

AND  TEST:  The  construction,  as  herein 
described,  was  tested  at  Underwriters’  Laboratories  in  ac- 
o™nc.e,  w.ltb  the.  requirements  of  C26-588.0  through  C26- 
590.0  Administrative  Building  Code  and  successfully  met 
the  requirements  of  a  one-hour  fire  resistive  floor  and/or 
roof  construction.  The  Report  R4355-11  is  on  file  with  and 
ts  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Lo-To.ne  FR 
Tile  for  use  in  New  York  City  as  a  component  part  of  a 
one-hour  fire  resistive  floor  and/or  roof  assembly  when 
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the  construction  is  as  herein  described  and  in  accordance 
with  ill.  I  R4355-11,  except  that  when  the  bottom  face  of 
the  tile  exceeds  6"  below  the  lower  flanges  of  the  joists, 
the  runners  for  the  tile  shall  be  supported  by  approved 
hangers  as  required  under  C26-461.0  Administrative  Bind¬ 
ing  Code  instead  of  the  wire  hangers  as  herein  described. 
All  plans  submitted  to  the  Department  of  Buildings  show¬ 
ing  the  proposed  use  of  this  construction  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for ’  use 
in  New  York  City  under  Calendar  Number  392-64-SM 
and  the  tile  shall  be  similarly  marked.  The  Committee 
further  recommends  that  when  light  fixtures  are  included 
in  the  construction,  such  fixtures  shall  not  exceed  070 
of  the  ceiling  area. 

(Sgd.)  William  A.  Nolan, 

rVimpfAf 


John  A.  Darts, 

Assistant  Engineer 

George  F.  Sklenarik, 

Assistant  Engineer 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


694-64-SM 

APPLICANT — Marino  Lathing  Supply  Company,  owner; 

John  A.  Marino,  agent. 

APPEARANCES— 

For  Applicant:  John  A.  Marino. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  -  3 

Negative: - ; — - ® 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

694-64-SM — Marino  Lathing  Supply  Company,  Inc.,  New 
Hyde  Park,  New  York,  filed  for  approval  of  the  material 
known  as  Marino  Stud-Rite  Metal  Stud  System  under  the 
provisions  of  C26-239.0  and  C26-636.0,  C26-591.0  and  C26- 
592.0,  Administrative  Building  Code. 

PROPOSED  USE:  One-hour  fire  resistive  non-load  bear¬ 


ing  partition. 

DESCRIPTION:  The  system  consists  of  3%"  deep  Marino 
Studs  manufactured  of  26  gauge  steel,  faced  on  both  faces 
with  %"  thick  gypsum  wallboard. 

In  erection,  steel  floor  and  ceiling  runners  of  26  gauge 
galvanized  steel  are  first  installed.  The  studs  are  then 
snapped  into  place,  on  24"  centers,  into  both  the  floor  and 
ceiling  runners.  The  %"  gypsum  wallboard,  approved  by 
the  Board  under  Cal.  709-5 1-SM,  is  then  attached  to  the 
studs  by  means  of  self-tapping  screws.  The  spacing  of  the 
screws  is  8"  on  centers  on  the  perimeter  of  the  board  and 
12"  on  centers  on  the  field  of  the  board,  3/8"  edge  distance 


to  center  of  screw. 

INSPECTION  AND  TEST:  A  partition  constructed  as 
herein  described  was  tested  at  Ohio  State  University  in 
accordance  with  the  requirements  of  C26-591.0  and  C26- 
592.0,  Administrative  Building  Code  and  successfully  met 
the  requirements  of  a  one-hour  fire  resistive  non-load 
bearing  partition. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  the  Marino 


Stud-Rite  Metal  System  as  a  component  part  of  a  one-hour 
fire  resistive  non-load  bearing  partition,  when  the  partition 
is  constructed  as  herein  described  for  use  in  New  York 
City  under  the  provisions  of  C26-239.0  and  C26-636.U, 
Administrative  Building  Code,  on  condition  that  all  bundles 
shall  be  labeled:  “Approved  by  the  Board  of  Standards  and. 
Appeals  for  use  in  New  York  City,  under  Cal.  694-64-SM  , 
and  all  plans  submitted  to  the  Department  of  Buildings 
showing  the  proposed  use  of  this  material  shall  be  similarly 
marked. 


(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report 


799-64-SA 

APPLICANT— Gladstone  and  Lowell  for  Cook  Machinery 
Company,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  Paul  Shilkeff. 

'ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  - - - 3 

Negative :  , . . — . . — -  0 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
799-64-SA— Amendment  to  resolution  as  to  additional  model 
of  automatic  car  washer. 

Gladstone  &  Lowell  for  Cook  Machinery  Company, 
Dallas,  Texas,  requested  that  the  resolution  adopted  July 
13,  1965,  under  Cal.  799-64-SA,  be  reopened  and  amended 
so  as  to  include  an  additional  car  washer. 

PROPOSED  USE:  Coin  operated  car  washer. 
Description:  The  requested  model  516  is  identical  to  the 
presently  approved  Model  513,  except  that  it  has  a  stainless 
steel  top  instead  of  a  painted  top. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  13,  1965,  under 
Cal.  799-64-SA,  be  reopened  and  amended  so  as  to  include 
the  Model  516  Portable  Car  Wash,  on  condition  that  the 
requirements  of  the  resolution  adopted  July  13,  1965,  under 
Cal.  799-64-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


867-64-SA 

APPLICANT— Gilbert  and  Barker  Manufacturing  Com¬ 
pany,  owner. 
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APPEARANCES— 

For  Applicant:  Vincent  A.  Magnacca. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 


and  Commissioner  Fox  . . .  3 

Negative: . .  0 


Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  .  867-64-SA — Gilbert  &  Barker  Mfg.  Company, 
West  Springfield,  Mass.,  filed  for  approval  of  the  appliance 
known  as.  Gilbarco  Series  625  Gasoline  Dispensers  under 
the  provisions  of  Section  C19-69.C,  Administrative  Code. 

PROPOSED  USE:  As  motor  fuel  dispensers  at  service 
stations  and  garages. 

DESCRIPTION :  The  Gilbarco  625  Series  Gasoline  Dis¬ 
pensers  are  similar  to  the  Gilbarco  Trimline  Series  previ¬ 
ously  approved  under  Cal.  No.  838-64-SA. 

The  625-100,  110  and  120  models  are  standard  self- 
contained  pumping  dispensers  equipped  with  Veeder-Root 
automatic  roller  clock  computer  with  built-in  interlock 
mechanism,  a  positive  displacement,  rotary  pump  and  air 
separator,  and  14  feet  of  %"  diameter  external  hose  with 
nozzle  for  15  gpm  delivery. 

The  motor  is  explosion-proof,  %  hp.  115/230  volt,  a.c. 

The  Model  100  has  roller  clock  computer,  only,  showing 
gallons  delivered  without  price. 

The  Model  110  has  zero  start  ticket  printer. 

The  Model  120  has  an  accumulative  ticket  printer. 

The  625-200,  210  and  220  models  are  similar  to  the  625- 
100,  110  and  120,  respectively,  except  they  are  designed  for 
22  gpm  delivery  and  have  %  hp.  explosion-proof  pump 
motors. 


Jhe  625-300,  310  and  320  modelsare  similar  to  the  625- 
200,  210  and  220  models,  respectively,  except  they  are 
designed  for  remote .  control  operation  and  therefore,  the 
motor  pump  unit — air  separator  and  sump  have  been  re¬ 
moved.  Air  separation  takes  place  at  the  remote  pump  unit. 

INSPECTION  AND  TEST :  Details  submitted  were 
examined  by  Assistant  Engineer  G.  F.  Sklenarik. 


These  dispensers  were  tested  and  approved  by  Under¬ 
write’  Laboratories,  File  MH  1941A,  1941B. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Gilbarco 
Series  25  Gasoline  Dispensers,  Model  100,  110,  120,  200. 
210,  220,  300,  310,  and  320  for  use  in  New  York  City  under 
the  provisions  of  Section  C19-69.C,  Administrative  Code, 
provided  that  each  dispenser  shall  bear  a  label,  permanently 
affixed,  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal  No 
867-64-SA”. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenariic, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


881-64-SA 

APPLICANT— Gilbert  and  Barker  Mfg  Company,  owner: 
Robert  E.  Nix,  agent. 


APPEARANCES— 

For  Applicant:  Vincent  A.  Magnacca. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  .Chairman  Foley,  Vice  Chairman  Kleinert 


and  Commissioner  Fox  _ 3 

Negative: _ _  q 


Absent :  Commissioner  Becker  and  Commissioner  Klein  2 
THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal..  No.  881-64-SA— Gilbert  &  Barker  Mfg.  Co.,  West 
Springfield,  Mass.,  filed  for  approval  of  the  appliance 
known  as  Gilbarco  Oil  Burner,  Models  14,  14A,  12,  and 
12M,  under  the  provisions  of  the  Oil  Burner  Rules  of  the 
Board.  These  burners  may  also  be  marketed  under  the 
trade  name  “Esso  Oil  Burner”,  with  the  same  model 
designations. 

PROPOSED  USE:  Conversion  type  oil  burners. 
DESCRIPTION:  The  Model  14  oil  burner  is  a  high  pres¬ 
sure  gun  type  burner  designed  to  burn  No.  2  fuel  oil.  Its 
feature  is  that  it  is  equipped  with  a  reverse  action  fan  that 
directs  the  combustion  air  toward  the  back  of  the  fan 
housing.  This  equalizes  pressure  built  up  behind  the  com¬ 
bustion  head  and  introduces  a  uniform  pattern  of  air  into 
the  oil  spray.  The  furbulator  head  is  made  of  heavy  cast 
iron  with  deep  directional  vanes  to  spin  the  air  in  high 
rotational  velocity. 

The  Model  14  has  a  firing  range  of  2.0  gallons  per  hour 
minimum  to  5.5  gallons  per  hour  maximum. 

The  Model  14A  is  similar,  but  has  a  firing  rate  of  4.0 
gallons  per  hour  minimum  to  6.5  gallons  per  hour  maximum. 

The  Model  12  has  a  firing  rate  of  3.0  gallons  per  hour 
minimum  to  3.5  gallons  per  hour  maximum. 

The  Model  12M  has  a  firing  rate  of  2.0  gallons  per  hour 
minimum  to  3.0  gallons  per  hour  maximum. 

The  control  system  for  burners  of  3.0  gallons  per  hour 
firing  rate  or  less  may  consist  of  a  stack-mounted  com¬ 
bustion  control,  line  voltage  limit  control  and  low  voltage 
operating  controls,  such  as  aquastat  and  thermostat. 

On  burners  larger  than  3.0  gallons  per  hour  capacity, 
the  control  system  will  have  a  burner  mounted  combustion 
control.  (30  seconds  time)  actuated  by  a  flame  detector 
which  is  installed  within  the  air  tube,  limit  and  operational 
controls  will  be  similar.  The  flame  detector  control  is  also 
available  for  the  smaller  burner. 

INSPECTION  AND  TEST :  All  details  submitted  were 
examined  by  Assistant  Engineer  G.  F.  Sklenarik. 

These  burners  were  tested  and  approved  by  the  Under¬ 
writers’  Laboratories,  File  MP  163. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Gilbarco 
Oil  Burner,  Models  14,  14A,  12,  and  12M,  for  use  in  New 
York  City  under  the  provisions  of  the  Oil  Burner  Rules 
of  the  Board,  provided  that  each  burner  shall  bear  a  label, 
permanently  affixed,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  881-64-SA”. 

These  burners  may  also  be  marketed  under  the  trade 
name  “Esso  Oil  Burner”  with  the  same  model  designations. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report 


1120-64-SA 

APPLICANT— John  D.  Ward  for  Hofman  Laboratories, 
owner. 

APPEARANCES— 

For  Applicant:  William  Hendrixson. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE- 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  -  3 

Negative: - - - 0 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1120-64-SA— Hofman  Laboratories,  Newark,  New  Jersey, 
filed  for  approval  of  the  Hofman  Liquid  Oxygen,  Nitrogen 
or  Argon  Customer  Station,  Model  VCS  1200-245-20C 
under  the  provisions  of  Section  C19-91.0,  Chapter  19, 
Administrative  Code. 

PROPOSED  USE:  To  store  liquefied  oxygen,  nitrogen 
or  argon  and  to  supply  gas  under  pressure  to  a  piping 
system. 

DESCRIPTION:  The  Model  VCS  1200-245-20C  is  a 
double-walled  cylindrical  vertical  tank  made  with  ellipsoid 
heads  and  designed  in  accordance  with  the  ASME  code. 
The  space  between  the  outer  packet  and  the  tank  is  filled 
with  incombustible  powder  insulation  and  is  kept  under 
vacuum. 

The  inner  tank  is  made  of  Type  304  stainless  steel  which 
is  suitable  for  pressure  vessels  at  — 300°F.  It  is  designed 
for  a  maximum  working  pressure  245  psig.  and  has  a  work¬ 
ing  capacity  of  1200  gallons  (gross  capacity  1320  gallons). 
The  test  pressure  is  405  psig. 

The  outer  steel  packet  is  designed  in  accordance  with  the 
ASME  code  but  is  not  so  stamped  because  it  operates 
under  vacuum.  It  has  a  pressure  relief  device  to  relieve 
internal  pressure  at  2  to  5  psig. 

Two  control  and  piping  circuits  are  located  in  a  cabinet 
mounted  on  the  tank  jacket.  One  control  circuit  admits 
liquid  into  a  vaporizer  coil  generally  located  _  under  the 
tank  jacket.  This  coil  is  heated  by  ambient  air  and  dis¬ 
charges  through  a  gas  regulator  into  the  vapor  space  above 
the  liquid  in  the  tank.  This  regulator  is  set  to  maintain  the 
desired  tank  operating  pressure  which  is  usually  between 
125  and  175  psig.  depending  upon  the  customers  requirement. 

The  second  control  circuit  admits  liquid  to  the  main 
vaporizer  which  heats  the  vapor  to  near  ambient  tempera¬ 
ture  and  then  by  means  of  a  gas  regulator,  controls  the 
flow  through  the  vaporizer  and  maintains  the  pressure  in 
the  pipe  line  to  the  customer’s  operations.  This  regulator 
is  usually  set  at  a  pressure  between  50  and  100  psig  de¬ 
pending  on  the  requirements  of  the  customer’s  operations 
The  main  vaporizer  may  be  a  finned  tube  coil  under  the 
tank  jackt  or  vertical  aluminum  tube  plates  or  panels. 
Generally  no  electric  power  is  required  to  operate  these 
appliances,  except  in  case  of  heavy  customer  demand  a  hot 
water  heated  vaporizer  coil  may  be  used  and  the  hot  water 
obtaind  by  an  electric  immersion  heater. 

The  inner  tank  is  protected  by  a  %"  safety  valve  set 
below  the  design  pressure  at  245  psig  and  also  a  1"  rupture 
disc  to  rupture  at  a  pressure  below  the  test  pressure,  360 
psig.  All  piping  in  the  control  circuits  and  vaporizers  is 


protected  by  safety  valves  between  all  control  or  hand 
valves  or  regulators — */i  inch  safety  valves  set  at  350  psig. 
Piping  is  of  similar  material  as  the  tank  suitable  for  the 
pressures  and  temperatures  involved  in  accordance  with 
the  A.S.A.  code  for  pressure  piping. 

The  control  cabinet  contains  a  liquid  level  gauge  to 
indicate  the  amount  of  liquid  in  the  tank.  A  pressure  gauge 
is  provided  for  the  tank  and  another  for  the  supply  pipe 
line  A  vacuum  gauge  is  provided  for  the  insulation  space. 
INSPECTION  AND  TEST:  All  details  submitted  were 
examined  by  Ass’t.  Engr.  G.  F.  Sklenarik. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Hofman 
Liquid  Oxygen,  Nitrogen  or  Argon  Customer  Station, 
Model  VCS  1200-245-20C  for  use  in  New  York  City  tinder 
the  provisions  of  09.91.0,  Chapter  19,  Administrative  Code, 
on  condition  that  the  station  in  all  cases  will  be  installed 
outdoors  where  permitted  by  law,  and  that  in  the  case  of 
liquid  oxygen  storage,  a  clearance  of  at  least  25  feet  in  all 
directions  from  the  sides  and  top  of  the  station  shall  be 
maintained  and  no  smoking,  open  flames  or  storage  of 
combustible  material  permitted  in  the  gas  storage  and  in 
cases  of  liquid  oxygen  storage  on  an  industrial  site,  the 
minimum  clearance  between  station  and  adjacent  structures 
may  be  5  feet  if  the  walls  are  fire  resistive  in  construction 
and  with  no  openings  within  25  feet  of  the  station  unless 
such  openings  lead  to  rooms  used  exclusively  for  the 
storage  of  oxygen,  nitrogen  or  argon  and/or  the  charging 
of  cylinders  or  suitable  containers  with  oxygen,  nitrogen 
or  argon  in  which  case  the  distance  from  station  to  wall 
openings  maybe  reduced  to  10  feet ;  that  all  piping  from 
the  station  and  within  the  building  will  be  as  required  by 
the  Fire  Department;  that  each  installation  will  be  serviced 
and  periodically  inspected  by  specially  trained  personnel 
holding  certificates  of  fitness  issued  by  the  Fire  Depart¬ 
ment;  that  all  electrical  work  will  be  in  accordance  with 
the  Electrical  Code  of  the  City  of  New  York,  and  that 
each  station  installation  shall  bear  a  label,  permanently 
affixed,  reading  “Approved  by  the  Board  of  Standards  and 
•Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  1120-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Assistant  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1265-64-SA 

APPLICANT — Sunray  Stove  Company,  owner. 
APPEARANCES— 

For  Applicant:  Philip  H.  Tangemon. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE- 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 


and  Commissioner  Fox  . . .  3 

Negative:  - -  0 


Absent :  Commissioner  Becker  and  Commissioner  Klein  2 
THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1265-64-SA — The  Sunray  Stove  Company,  owner,  Delaware, 
Ohio,  filed  for  approval  of  the  appliance  known  as  Sunray 


1136 


MINUTES 


Domestic  Double  Oven  Gas  Range,  Models  H-4000  and 
JB-4000  for  use  in  New  York  City  under  the  provisions  of 
Article  12,  Chapter  26,  Administrative  Building  Code. 

PROPOSED  USE:  Domestic  double  oven  gas  range. 
DESCRIPTION:  The  Sunray  gas  range,  models  H-4000 
and  JB-4000  are  basically  similar  except  for  styling  change. 

These  models  are  a  flush-to-wall  30  in.  divided  top  gas 
range  with  elevated  oven,  lower  oven,  and  broiler  located 
under  the  lower  oven.  The  range  dimensions  are  30"  wide, 
25  deep  and  64"  high. 

The  range  consists  of  a  heavy  gauge  steel  cabinet  with  a 
blanket  of  fiberglas  surrounding  the  sides,  top  and  back. 
7Jie  el.evated  oven  dimensions  are  20"  wide,  13"  deep  and 
13  wide,  and  has  a  cast  iron  drilled  port  burner. 

The  lower  oven  is  24  in.  wide,  14Y2  in.  high,  19  in.  deep 
using  a  _  cast  iron  drilled  port  burner.  There  are  four 
burners  in  the  hinged  lift-up  work  top  and  control  knobs 
at  the  work  level. 


The  input  rating  for  all  burners  are  as  follows : 

Two  rear  top  burners  —  9,000  BTU/hr.  each 
Two  front  top  burners  —  12,000  BTU/hr.  each 
Lower  oven  burner  —18,000  BTU/hr. 

Elevated  oven  burner  —  9,000  BTU/hr. 

The  master  control  panel  is  located  to  the  right  of  the 
elevated  oven  door.  The  controls  are  of  the  approved  type. 
lhe.  100%  safety  valve  shuts  off  completely  and  presents 
the  incoming  gas  from  reaching  the  burners  in  the  event  of 
any  failure. 

The  ranges  are  AGA  approved  for  flush-to-wall  when 
equipped  with  flue  deflectors  only,  and  with  a  minimum 
clearance  of  3  in.  from  the  sides  of  the  range  to  adjacent 
top  UStlb  C  VertlCal  surfaces  extending  above  the  cooking 

On  the  model  JB-4000,  an  electric  broiler  element  has 
been  added  to  the  elevated  ovn  in  addition  to  th  cast  iron 
burner. 


suffi^  ran^CS  are  a^so  AGA  approved  with  the  following 

First  suffix  for  models  H-4000  and  JB-4000  denotes 
color :  l,  4,  5,  6,  8,  9. 

Last  suffix  for  model  H-4000  indicates  the  noted  con- 
struction:  A,  B,  E,  E2,  K,  K2,  M,  P,  R,  S,  T,  V,  W  X  Y 

INSPECTION  AND  TEST:  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker,  Jr. 

These  appliances  were  tested  and  approved  by  the  Ameri¬ 
can  Gas  Association.  The  certificates  are  on  file  with  and 
are  part  of  the  report. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Sunray 
TT?rSCf  Double  Oven  Gas  Range,  Models  H-4000  and 
ArtivTl?0r ru*  f  ^w  York  City  under  the  provisions  of 
^tl,cl  ,1I’  Chapter  26,  Administrative  Building  Code,  pro- 

!rCh  U«a  sha11  bear  a  label  or  Plate-  Permanently 
7admg:-  A-PPr°ved  by  the  Board  of  Standards  and 

1265-64-SA”USe  m  NCW  Y°rk  Chy  Under  Calendar  Number 


(Sgd.)  William  A.  Nolan, 

Director 


3-65-SM 


APPLICANT — Harte  &  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Milton  A.  Kaufman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 


and  Commissioner  Fox  _ 3 

Negative:  _ _ _ q 


Absent :  Commissioner  Becker  and  Commissioner  Klein  2 
THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  3-65-SM — Harte  &  Company,  Inc.,  New  York, 
New  York,  filed  for  approval  of  the  material  known  as 
Vista-Vinyl  (wall  covering)  under  the  provisions  of  C26- 
667.0.7.b,  Administrative  Building  Code. 

PROPOSED  USE:  The  material  is  to  be  used  as  a  veneer 
covering  when  placed  on  an  incombustible  backing. 

DESCRIPTION :  This  material  is  a  polyvinyl  chloride 
sheeting,  color  pigmented  throughout,  plasticized  and 
stabilized.  Print  patterns  are  top  coated  with  a  clear  vinyl 
film  fused  to  a  cotton  sheeting  fabric.  This  fabric  has  a 
thread  count  of  40  in  the  warp  and  36  in  the  fill  weighing, 
approximately  3  ounces  per  linear  yard,  54  inches  wide. 
The  thickness  for  all  patterns  is  approximately  .015  inch. 
INSPECTION  AND  TEST :  The  material  was  tested  at 
the  Southwest  Research  Institute  for  surface  burning 
characteristic  when  applied  with  adhesive  to  an  incom¬ 
bustible  backing.  The  results  showed  a  flame  spread  rate 
of  5,  in  advance  of  1  foot  flame  travel  beyond  the  length 
of  the  igniting  flame  as  performed  in  a  standard  tunnel  test. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Vista-Vinyl 
(wall  covering)  for  use  in  New  York  City  as  a  veneering 
material  under  the  provisions  of  C26-667.0.7.b,  Administra¬ 
tive  Building  Code,  on  condition  that  each  wrapper  or 
container  in  which  this  material  is  marketed  shall  be 
stamped  or  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
3-65-SM”. 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Siclenarik, 
Asst.  Engr. 
Committee  on  Test 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


140-65-SM 

APPLICANT — New  Britain  Div.,  Emhart  Corporation, 
owner. 

APPEARANCES— 


John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr. 
Assistant  Architect 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals 

nereby  approve  this  appliance  in  accordance  with  the  a 
report. 


For  Applicant:  Nicholas  A.  Welch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 


and  Commissioner  Fox  . . . . .  3 

Negative:  _ _  q 


Absent:  Commissioner  Becker  and  Commissioner  Klein  2 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  140-65-SM — The  New  Britain  Division  of  the 
Em'bart  Corp.,  New  Britain,  Connecticut,  filed  for  approval 
of  the  material  known  as  Corbins’  Russwin  Electromagnetic 
Door  Holder,  Model  2614  under  the  provisions  of  C26-191.0, 
Administrative  Building  Code.  This  door  holder  will  also 
be  marketed  by  the  Edwards  Company,  Inc.,  of  Norwalk, 
Connecticut,  as  the  Edwards  Company  Electromagnetic 
Door  Holder,  Models  170-04  (bronze  finish)  and  171-04 
(chrome  finish). 

PROPOSED  USE:  An  electromagnetic  door  holder. 

DESCRIPTION:  This  door  holder  consists  of  an  electro¬ 
magnet  and  integral  rectifier  which  is  mounted  in  an 
outlet  box  on  the  wall  of  a  building,  and  an  armature  which 
is  mounted  on  a  door.  It  is  intended  for  use  in  connection 
with  a  door  closer  so  that  the  door  on  which  it  is  installed 
will  close  when  the  circuit  feeding  the  electromagnet  is 
interrupted.  This  interruption  is  usually  accomplished  by  a 
smoke  detector,  a  manual  switch  or  other  type  of  control 
device. 

The  electromagnet,  itself,  consists  of  a  soft  iron  tubular 
outer  pole  and  a  soft  inner  pole.  The  annular  space  between 
the  two  poles  contains  the  magnet  winding  and  a  rectifier 
bridge  consisting  of  four  solid  state  diodes  for  direct 
current  operation. 

The  entire  assembly  is  filled  with  epoxy  resin  to  seal  it 
and  to  support  the  inner  parts. 

The  armature  is  a  circular  flat  disc  carried  by  a  spring 
loaded  universal  joint  attached  to  the  door  which  can  swing 
through  an  angle  of  15°.  The  disc  to  orient  itself  with 
respect  to  the  pole  faces  of  the  magnet  so  that  uniform 
holding  force  will  be  realized. 

The  magnet  is  designed  to  have  a  pull  between  20  and 
26  lbs.  which  can  hold  the  door  open  against  the  door 
closer,  but  is  low  enough  to  allow  an  individual  to  pull 
the  door  away  from  the  magnet  without  current  inter¬ 
ruption. 

The  magnets  are  available  for  24  volt  or  115  volt  a.  c. 
supply. 

INSPECTION  AND  TEST:  A  test  model  actuated  by  a 
smoke  detector  was  inspected  at  the  offices  of  the  Board  by 
Assistant  Engineer  G.  F.  Sklenarik,  Committee  on  Test 
and  Mr.  A.  Moquin,  Supervising  Electrical  Inspector,  New 
York  Fire  Department,  and  representatives  of  the  manu¬ 
facturers.  The  device  operated  satisfactorily. 

This  magnetic  door  holder  has  been  tested  and  approved 
by  Underwriters’  Laboratories,  Files  R  5031,  R  5009. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Corbin’s 
Russwin  Electromagnetic  Door  Holder,  Model  2614  for 
voluntary  use  under  C26-191.0,  Administrative  Building 
Code  as  a  hold-open  device  on  doors  not  required  to  be 
self-closing  or  to  remain  closed,  except  that,  due  to  the 
policy  of  the  Fire  Department  to  create  fire  safe  refuge 
by  the  installation  of  double  swinging  fire  and  smoke 
barrier  doors  to  subdivide  corridors  in  nursing  homes, 
homes  for  the  aged  and  hospitals,  the  holder  may  be  used 
to  hold  open  doors  in  those  specific  locations,  on  condition 
that  the  door  holder  be  connected  to  the  Interior  Fire 
Alarm  System  by  a  method  approved  by  the  Fire  Com¬ 
missioner.  In  all  other  installations  where  the  doors  are 
required  to  be  self-closing  or  to  remain  closed,  an  appeal 
shall  be  taken  for  the  specific  location.  Each  holder  shall 
bear  a  label,  permanently  affixed,  reading:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  140-65-SM”. 

The  Committee  further  recommends  that  these  electro¬ 
magnetic  door  holders  may  be  marketed  by  Edwards 


Company  Inc.,  of  Norwalk,  Conncticut  as  their  Model 
170-04  (bronze  finish)  and  171-04  (chrome  finish). 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


480-65-SM 

APPLICANT— Universal  Builders  Supply  Company,  In¬ 
corporated,  owner. 

APPEARANCES— 

For  Applicant:  R.  A.  O’Callaghan. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  -  3 

Negative: - - - — — — -  ® 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

480-65-SM— Universal  Builders  Supply  Company,  Inc.,  Mt. 
Vernon,  New  York,  filed  for  approval  of  the  material  known 
as  Rustless  Protective  Tips  for  Reinforcing  Bar  Supports 
under  the  provisions  of  C26-1493.0,  Administrative  Building 
Code. 

PROPOSED  USE:  Plastic  tip  on  bar  supports  to  prevent 
rust  spots  in  concrete. 

DESCRIPTION :  The  tips  are  manufactured  of  _  high 
density  polyethylene.  The  tips  are  inserted  on  the  tips  of 
the  metal  chairs  or  spacers  to  prevent  rust  spots  in  the 
concrete.  This  plastic  under  a  66  p.s.i.  load  has  a  heat 
distortion  temperature  range  of  140° -180°  F.  when  tested 
under  ASTM  D648. 

INSPECTION  AND  TEST:  Samples  of  the  tips  were 
examined  by  Assistant  Engineer  J.  A.  Darts  and  by  the 
Board. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Rustless 
Protective  Tips  for  Reinforcing  Bar  Supports  for  volun¬ 
tary  use  in  New  York  City  under  the  provisions  of  C26- 
191.0,  Administrative  Building  Code  as  a  support  of  rein¬ 
forcing  steel,  on  condition  that  the  tips  shall  not  be  con¬ 
sidered  to  be  the  reinforcing  steel  and  that  the  reinforcing 
steel  comply  with  the  requirements  of  C26-620.0.b,  Ad¬ 
ministrative  Building  Code,  and  that  all  cartons  in  which 
the  material  is  marketed  shall  be  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  480-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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536-65-SA 

APPLICANT — Morris  Kweller  for  Marvel  Manufacturing 
Company,  owner. 

APPEARANCES — 

For  Applicant:  Israel  Rivera. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  . . .  3 

Negative:  __ ___ _ __ 0 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
Cal.  No.  536-65-SA — M.  Kweller  for  Marvel  Manufacturing 
Company,  San  Antonia,  Texas,  filed  for  approval  of  the 
appliance  known  as  Marvel  Marmatic  Dry  Cleaning  Ma¬ 
chine,  Models  .53SK40,  53SIC60,  53SK100,  and  51SK40 
under  the  provisions  of  the  Board’s  Rules  Covering  Non- 
Coin  Operated  Dry  Cleaning  Establishments. 

PROPOSED  USE:  As  a  non-coin  operated  dry  cleaning 
machine  using  perchlorethylene  solvent. 

DESCRIPTION :  The  Marmatic  dry  cleaning  machines 
are  made  in  three  sizes  rated  by  the  manufacturer  as  40, 
60  and  100  pounds  capacity.  The  washer  baskets  are  made 
of  stainless  steel  and  each  basket  has  two  compartments, 
each  with  a  _  separate  door.  The  outer  loading  door  is 
sized  to  permit  entry  to  one  compartment  door  at  a  time 
and  must  be  closed  tightly  to  contact  a  safety  switch  in¬ 
stalled  on  the  fact  of  the  machine  before  the  unit  can  be 
started. 


The  base  of  the  machine  is  a  steel  tank  with  130  gallons 
capacity  for  the  40  and  60  pound  sizes  and  264  gallons  for 
the  100  pound  size. 


.  A  combination  filter  and  steam  still  of  suitable  size  is 
installed  with  the  cleaner.  Its  purpose  is  to  clarify  the 
solvent  by  passing  it  through  a  filter  powder  and  then 
returning  it  to  the  tank.  When  the  filter  powder  requires 
replacing,  usually  at  the  end  of  the  day,  dry  steam  from  an 
external  source  is  supplied  to  the  cooker  at  55  psi  through 
a  steam  reducer  valve  and  a  heating  coil  to  distill  the 
retained  solvent.  When  most  of  the  solvent  it  distilled  off 
steam  pressure  is  raised  to  80  psi  for  final  cooking  and 
drying  of  the  sludge  before  its  removal. 


If  boiler  pressure  exceeds  100  psi  when  a  separate  con¬ 
trol  valve  set  at  80  psi  and  a  relief  valve  set  at  100  psi 
are  installed  in  the  steam  line  before  the  55  psi  regulator. 
.Ihe  cooker  unit  is  supplied  with  an  open  vent  pipe.  Water 
is  passed  through  a  coil  to  condense  both  solvent  and  water 
vapor  which  pass  to  a  water  separator  and  the  solvent  re¬ 
turned  to  the  tank. 


The  washing  cycle  of  the  Marvel  machine  is  automatically 
controlled  with  a  2  minute  solvent  fill  period,  17  minutes 
wash,  1  minute  rinse  and  drain,  followed  by  a  2  minute 
drain  and  a  3%  minute  extract  period.  When  the  cycle  is 
completed,  a  red  light  flashes  on.  The  operator  applies  a 
hand  controlled  brake  to  stop  the  machine. 

After  extraction,  the  clothes  are  removed  from  the  ma¬ 
chine  and  dried  in  a  non-heated  or  steam  heated  dryer  of 
approved  type. 

The  53SK  models  use  3  phase  current;  the  51SK  model 
uses  single  phase  current. 

An  exhaust  duct  is  provided  to  vent  the  machines 
INSPECTION  AND  TEST:  A  40  pound  unit  was  in¬ 
spected  at  1715  Utica  Avenue,  Brooklyn,  New  York,  by 
Assistant  Engineer  G.  F.  Sklenarik.  A  complete  cleaning 


cycle  was  observed  and  the  machine  functioned  satisfac¬ 
torily. 

The  basket  was  36"  x  18"  with  a  calculated  capacity  of 
30  pounds  based  on  2.8  lbs.  per  cu.  ft. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Marvel 
Dry  £IeaninS  Machine,  Models  53SK40,  53SK60, 
53SK10O,  and  51SK40  for  use  in  New  York  City  with 
perchlorethylene  solvent  when  installed  in  accordance  with 
this  report  and  the  Board’s  Rules  Covering  Non-Coin 
Operated  Dry  Cleaning  Establishments  and  the  Electrical 
Code  of  the  City  of  New  York,  provided  that  each  machine 
shaH  bear  a  label,  permanently  affixed,  reading:  “Approved 
!?y  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  536-65-SA”. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Engineer 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


584-63-SA 


APPLICANT— Spurling  Fire  Alarm  and  Indicator  Com¬ 
pany  Incorporated,  owner. 


SUBJECT  Application  July  17,  1963 — Spurling  Oxygen 
and  Nitrous-Oxide  Alarm  System  Model  WM-3C-SSSB. 
FM-3C-AN,  EPS,  5355  approval  of. 


APPEARANCES— 
For  Applicant:  None. 


ACTION  OF  BOARD — Application  withdrawn. 
THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 


and  Commissioner  Fox _ _  3 

Negative:  _ _ _ _ _ q 


Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


35-60-SA 

APPLICANT — H.  M.  Miller  Sales  Company  for  Mission 
Valve  and  Pump  Company,  owner. 

SUBJECT— Application  January  14,  1960— Mission  Duo- 
Chek  Valve,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965,  at 
2  P.  M. ;  for  the  applicant  to  complete  filing  of  data. 


374-64-SM 

APPLICANT — Ellis  Manufacturing  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT  Application  April  3,  1964 — Ellis  Shore  Clamp 
approval  of. 

APPEARANCES— 

For  Applicant:  Charles  C.  Murphy. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965,  at 
2  P.  M.  for  applicant  to  submit  additional  data. 
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30-65-SA 

APPLICANT— K.  G.  Hull  for  Peerless  Manufacturing 
Division  Dover  Corporation,  owner ;  Thermo-Dyne  Corpo¬ 
ration,  agent. 

SUBJECT— Application  January  13,  1965— Peerless  New 
Vent  Wall  Heater,  various  models,  approval  of. 

APPEARANCES— 

For  Applicant:  H.  E.  Hicks. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965,  at 
2  P.  M.  for  decision  to  complete  the  vote  by  the  Board. 

THE  VOTE—  . 

Affirmative  Chairman  Foley,  and  Commissioner  Fox  —  2 

Negative:  Vice  Chairman  Kleinert - -  1 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 


163-57-SA 

APPLICANT— Carl  H.  Salminen  for  Herbert  Products, 
Inc.,  owner. 

SUBJECT— Application  February  21,  1957— Herbert  Infra- 
Fed  Drying  Oven,  with  Corning  Pyrex  Heaters,  Model 
CP-1,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox - -  3 

Negative: - - — - - - — - - -  ® 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


93-65-SA 

APPLICANT— Stewart-Warner  Corporation  Heating  and 
Air  Conditioning  Div.,  owner ;  Nicholas  DiNapoli,  agent. 

appearances— 

For  Applicant:  Nicholas  Di  Napoli. 

ACTION  OF  BOARD— Laid  over  to  October  13,  1965, 
at  2  P.  M.  for  decision. 

THE  VOTE— 

Affirmative:  Chairman  Foley  and  Vice  Chairman 

Kleinert  - * -  ^ 

Negative:  -  ® 

Not  Voting:  Commissioner  Fox -  1 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 


634-55-SM 

APPLICANT— Yonkers  Concrete  Products  Company,  Inc., 
owner. 

SUBJECT— Application  March  8,  1955— Lightweight  con¬ 
crete  blocks,  using  pumice  as  the  aggregate. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  - 3 

Negative: - — - - — — - -  9 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


729-55-SM 

APPLICANT— Chicopee  Mills,  Inc.,  Lumite  Division, 
owner. 

SUBJECT— Application  August  30,  1955  —  NYU-317 
Flameproofed  Print  Cloth  Drapery,  approval  of. 

APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox - 3 

Negative: - - - ® 


Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


371-57-SA 

APPLICANT— Hayes  Spray  Gun  Company,  owner. 
SUBJECT — Application  April  22,  1957 — Hayes  Spray  Guns, 
(14  models)  for  spraying  insecticides,  approval  of. 

appearances— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  - 3 

egative:  . . ,  . . . iw............. •*••**«*•*♦  Q 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


1697-61-A 

APPLICANT— William  S.  Shary  for  Jules  Greene,  owner. 
SUBJECT— Application  October  18,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 16  Greene  Street,  east  side, 
178  feet,  6V2  inches  north  of  Canel  Street,  Block  230, 
Lot  15,  Borough  of  Manhattan. 

appearances— 

For  Applicant:  Mrs.  William  S.  Shary. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Fox  — - - - - 3 

Negative:  — . . . — - • - - - 7“  ® 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  24,  1961  and  September  25,  1961  on 
Violation  Order  No.  464191,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chap.  19,  Adm.  Code,  Sec.  161.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  24,  1961  and  September  25,  1961, 
acting  on  Viol.  Order  No.  464191,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
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^wmgs  filed  with  this  appeal  marked  “Received  October 
1961  ,  3  sheets;  on  further  condition  that  the  building 
shall . remain  vacant;  that  the  non-automatic  sprinkler  sys¬ 
tem  in  the  building  shall  be  maintained  in  good  condition ; 
and  that  the  Fire  Department  shall  be  notified  by  the 
owner  whenever  the  building  is  occupied. 


233-65-A 

APPLICANT — Albert  Melniker  for  Richard  Ekstrand, 
owner. 

SUBJECT  Application  March  4,  1965 — Filed  pursuant  to 
Section.  36  Art.  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

AFFECTED — 214  Brehaut  Avenue,  west  side, 
189.49  feet  south  of  Craig  Avenue,  Block  8041,  Lot  75 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

i'HE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  _  3 

Negative: _ _  q 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 
THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1965  on  N.  B.  Applic.  593-63,  reads : 

“1.  The  application  for  a  Certificate  of  Occupancy  for 
the  above  dwelling  located  on  a  street  that  it  not 
final  mapped,  is  contrary  to  Art.  Ill,  Section  36 
of  the  General  City  Law.” 
and 


Whereas,  the  Board  is  familiar  with  the  area  in  which 
this  house  is  located  and  finds  that  it  is  not  within  the  area 
of  proposed  urban  renewal. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1965,.  acting  on  N.  B.  Applic.  593-63,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
ana  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  March  4,  1965”,  2  sheets;  on 
further  condition  that  the  curb,  curb  cuts,  sidewalk  and 
paving  to  the  middle  of  the  street  shall  conform  to  the 
standards  of  the  Department  of  Highways;  and  that  a 
Certificate  of  Occupancy  shall  be  obtained. 


494-64-A 

APPLICANT — Cupples  Company,  manufacturers,  owner. 
SUBJECT  Application  April  7,  1964 — Packaging,  storage 
and  sales  of  matches  known  as  Alladin  Kitchen  Matches 
(packaging  not  in  accordance  with  Administrative  Code 
requirements.) 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  dismissed  because  of  lack 
of  prosecution  by  the  applicant. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  _  3 

Negative: _ _ 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


514-64-A 

■APPLICANT — Daub  and  Daub  for  United  Export  Cloth¬ 
ing  Company  Inc.,  owner. 

SUBJECT  Application  May  13,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 109-11 1  Leonard  Street,  2-3 
Benson  Street,  northeast  corner,  Block  171,  Lot  31,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

OF  BOARD — Laid  over  to  October  13,  1965,  at 
2  P.  M.  for  hearing  at  the  request  of  the  applicant. 


577-64-A 

APPLICANT — Solomon  Friedlander,  d/b/a  Lisker  Realty 
Co.;  E.J.H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT  Application  May  27,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re- 
remove  all  combustible  decorations  on  walls  and  ceilings 
etc.  and  sprinkler  system. 

PREMISES  AFFECTED — 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965,  at 
2  P.  M.  for  decision;  applicant  to  be  notified  to  be  pre¬ 
sent  ;  hearing  previously  closed. 


884-64-A 

APPLICANT — Ralph  L.  Winston,  Incorporated,  lessee, 
Stanley  Gertz,  et  al,  as  Trustees  c/o  Streg,  Incorporated, 
owner. 

SUBJECT — Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 87-32  to  87-84  166th  Street, 
165-09  88th  Avenue,  northwest  corner,  Block  9816,  Lot 
49  (Sec.  43)  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965,  at 
2  P.M.  for  hearing;  applicant  to  be  notified  to  be  present. 


932-64-A 

APPLICANT — Robert  F.  Rosborne,  Esq.  for  Barney  Zir- 
line,  Jeanette  Teller,  Rose  Dopera,  owners;  Alloya  and 
Finishing  Corporation,  lessee. 

SUBJECT — Application  September  11,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 111  Third  Street,  north  side, 
40  feet  west  of  Bond  Street,  Block  441,  Lot  44,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  13,  1965,  at 
2  P.M.  for  decision ;  applicant  to  be  notified  to  be  present. 
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941-64-A 

APPLICANT — Haus  and  Bresin  for  Saul  Krasne,  owner; 

Clarmon  Supermarkets,  Incorporated,  lessee. 

SUBJECT— Application  September  17,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1362-1364  Nostrand  Avenue, 
west  side,  224  feet  6V2  inches  north  of  Linden  Boulevard, 
Block  5085,  Lot  61,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  T.  Hartnett. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  13,  1965, 
at  2  P.  M.  for  decision;  hearing  closed. 


946-64-A 

APPLICANT— Air  Reduction  Company,  Incorporated. 
SUBJECT— Application  September  21,  1964 — Transporta¬ 
tion  of  Gas  (Liquid  Nitrogen)  under  pressure  in  New 
York  City  contrary  to  Fire  Directive  and  Administrative 

Code. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  13,  1965, 
at  2  P.  M.  for  hearing  at  the  request  of  the  applicant. 


964-64-A 

APPLICANT— Ifill  and  Johnson  for  Andrew  Freedman 
Home,  Incorporated,  owner. 

SUBJECT — Application  September  16,  1964 — Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1125  Grand  Concourse,  west 
side,  from  West  166th  Street  to  McClellan  Street,  Block 
2472,  Lot  34,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Conrad  A.  Johnson  and  Henri  A.  Le 
Gendre. 


For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  _  October  13,  1965, 
at  2  P.  M.  for  inspection  and  decision ;  applicant  to 
revise  drawings  and  submit  letter;  hearing  closed. 


971-64-A 

APPLICANT— Chemical  Specialties  Manufacturers  As¬ 
sociation,  Incorporated,  owner. 

SUBJECT— Application  September  28,  1964  —  Review 
of  Decision  of  Fire  Commissioner  re-  Packaging  and 
transportation  of  Ethylene  Glycol  Base  Anti-Freeze  in 
New  York  City  (Caps  not  in  accordance  with  Adm. 
Code  Requirements.) 

APPEARANCES— 

For  Applicant:  Edward  K.  Backman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1965, 
at  2  P.  M.  to  await  result  of  applicant’s  request  to  City 
Council  for  code  revision. 


746-65-A 

APPLICANT— Leonard  F.  Rothkrug  for  Morton  S. 
Rosenfeld  owner. 

SUBJECT— Application  July  1,  1965— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  stairs  and 
enclosure. 

PREMISES  AFFECTED— 1011  Madison  Avenue,  rear 
building,  northeast  corner  of  East  78th  Street,  Block 
1393,  Lot  23,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  October  13,  1965, 
at  2  P.  M.  for  decision ;  hearing  closed. 


Adjourned  4:10  P.M. 

James  P.  Mulroy,  Secretary 


NOTICE 


Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 — Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 


2 — Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8"  x  10"  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3—  Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

4 —  A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  mail.  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 


1142 


. 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.S.  POSTAGE 

PAID 

New  York,  N.  Y. 
Permit  No.  4875 


University  of  Illinoi 
Serial  Dept, 


Urbana,  Illinois,  6l803 


library 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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COURT  DECISION. 

Matter  of  Brunschwig  vs.  Foley: — On  November  10,  1963,  the 
Board  denied  an  appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  in  which  he  x-efused  to  revoke  Permit  No.  4093,  N.  B. 
1680/61  ;  Calendar  Number  615-63-A  ;  Premises  118-18  Union  Turn¬ 
pike,  south  side,  82.4  feet  west  of  Austin  Street,  Block  3335,  Lot 
23,  Kew  Gardens,  Borough  of  Queens. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Crisona 
sustained  the  Boax'd  as  follows : 

“Respondents’  motions  ax'e  accordingly  granted  and  the  peti¬ 
tion  dismissed. 

Settle  judgment.” 

(N.Y.  Law  Journal  June  9,  1964,  page  18). 

The  Second  Judicial  Department,  Appellate  Division  by  Ughetta, 
Acting  P.  J. ;  Christ,  Brennan,  Hill  and  Rabin,  JJ,  ruled  as  follows : 
“Motions  by  i-espondents  and  intex*veno:rs-respondents  to  dismiss 
appeal  denied  on  condition  that  appellants  perfect  and  be 
ready  to  argue  or  submit  the  appeal  at  the  March  term,  begin¬ 
ning  March  1,  1965 ;  appeal  oi'dered  on  the  calendar  for  said 
tenn.  The  record  and  appellants’  brief  must  be  served  and 
filed  on  or  before  January  25,  1965.” 

(New  Yoi-k  Law  Journal,  December  24,  1964,  page  10). 

The  Appellate  Division,  Second  Judicial  Department  By  Beldock, 
P.J. ;  Ughetta,  Christ,  Brennan  and  Hopkins,  JJ.  in  the  Matter  of 
Brunschwig,  pet.-ap.  (Foley,  res. ;  Adson  Industries,  Inc.,  inter- 
venors-res.)  rendered  the  following  decision : 

"In  a  proceeding  under  article  78  of  the  CPLR  to  review  and 
to  annul  a  determination  of  the  Board  of  Standards  and  Ap¬ 
peals  of  the  City  of  New  Yoi'k,  sustaining  the  action  of  the 
Superintendent  of  Buildings  of  the  Borough  of  Queens  in  ap¬ 
proving  an  application  and  plans  and  issuing  a  pei-mit  for  the 
construction  of  a  nineteen-stoxy  multiple  dwelling  on  Union 
Turnpike  in  said  borough,  the  petitioners  (who  are  adjacent 
property  owners)  appeal  fi-om  a  judgment  of  the  Supreme 
Court,  Queens  County  entered  June  16,  1964,  which  dismissed 
the  petition  on  the  merits  and  sustained  the  board  determina¬ 
tion.  Judgment  affirmed,  without  costs.  No  opinion.” 

(N.Y.L.J.,  June  16,  1965,  page  16). 

The  Appellate  Division,  Second  Judicial  Department,  By  Beldock, 
P.J. ;  Ughetta,  Christ,  Bi’ennan  and  Hopkins,  JJ.  denied  motion  by 
appellants  for  leave  to  appeal  to  the  Court  of  Appeals. 

(N.Y.  Law  Joui-nal,  September  21,  1965,  page  16). 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon, 
October  5,  1965,  Affecting  Calendar  Numbers  —  57- 
62-A— Vol.  II,  757-64-A,  821-64-A,  848-64-A,  916-64-A, 
949-64-A,  977-64-A,  962-64-A,  1071-64-A,  1541-61-A— 
Vol.  II,  315-62-A,  572-64-A,  703-64-A,  957-64-A,  959- 

64- A,  960-64-A,  966-64-A,  1027-64-A,  690-65-A  and  724- 

65- A. 

Correction  Affecting  Calendar  Numbers  —  1257-61-BZ 
and  965-63-A. 


Notice. 
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New  Cases  filed  up  to  October  5,  1965 
Cal.  No.  Dept.  Premises  Affected 

990- 65-A— F.D.— Barclay  Stud  &  Furring  strip  adhesive, 
manufactured  by  Barclay  Manufacturing  Co.  Inc.  pack¬ 
aging. 

991- 65-A — B.R. — 1725  Richmond  Road,  west  side,  1195.6 
feet  south  of  Four  Corners  Road,  Block  887,  Lot  15,  Don- 
gan  Hills,  Borough  of  Richmond,  Alt.  42-64,  re-  retain¬ 
ing  wall. 


992-65-A — B.R. — 1729  Richmond  Road,  west  side,  1241.61 
feet  south  of  Four  Corners  Road,  Block  887,  Lot  17,  Don- 
gan  Hills,  Borough  of  Richmond,  N.B.  466-65,  re-  re¬ 
taining  wall. 


993-65-A — B.R. — 1781  Richmond  Road,  west  side,  1703.- 
24  feet  south  of  Four  Corners  Road,  Block  887,  Lot  41, 
Dongan  Hills,  Borough  of  Richmond,  Alt.  17-64,  re-  re¬ 
taining  wall. 


994-65-BZ— B.M.— 215-223  East  79th  Street,  north  side, 
200  feet  east  of  3rd  Avnue,  Block  1525,  Lots  9,  lOVi,  11, 
12,  Borough  of  Manhattan,  Alt.  1539-65,  re-installation 
telephone  exchange  in  multiple  dwelling,  R  10  district. 


995-65-BZ — B.Q. — 45-40  195th  Street,  northwest  corner 
of  46th  Avenue,  Block  5536,  Lots  1,  15  and  41,  Flushing, 
Borough  of  Queens,  Alt.  1522-65,  re-proposed  school  ad¬ 
dition  penetrates  sky  exposure,  R3-2  district. 


996-65-A — B.B. — 2770  Linden  Boulevard,  southeast  cor¬ 
ner  of  Elderts  Lane,  Block  4492,  Lot  1,  Borough  of 
Brooklyn,  B.N.  490-65,  re-  proposed  use  of  electric  walks 
for  transportation  of  carts  and  passengers. 


997-65-SA — Model  Ju  Oil  Burner,  manufactured  by  Du- 
cane  Heating  Corporation,  Appliance. 


998-65-A — B.M. — 26  West  56th  Street,  south  side,  394 
feet  west  of  5th  Avenue,  Block  1271,  Lot  54,  Borough  of 
Manhattan,  Alt.  987-62,  re-  use  of  5th  story  for  com¬ 
mercial  use  in  Class  III  building. 


999-65-BZ — B.Q. — 21-32  72nd  Street,  west  side,  280  feet 
north  of  Ditmars  Boulevard,  Block  967,  Lot  16,  Jackson 
Heights,  Borough  of  Queens.  N.B.  1033-65,  re-  side 
yard,  R4  district. 


1000-65-BZ — B.Bx. — 2110  Homer  Avenue,  south  side,  150 
feet  east  of  Olmstead  Avenue,  Block  3610,  Lot  39,  Bor¬ 
ough  of  The  Bronx,  Alt.  170-64,  re-  extension  to  present 
two  family  dwelling,  R3-2  district. 


1001-65-A — B.  Bx. — 21 10  Homer  Avenue,  south  side, 
150.7  feet  east  of  Olmstead  Avenue,  Block  3610,  Lot  39, 
Borough  of  The  Bronx,  Alt.  170-64,  re-  lot  line,  frame 
extension. 


1002-65-BZ — B.Q. — 66  Clinton  Avenue,  north  side,  138.72 
feet  east  of  Queens  Midtown  Expressway,  Block  2396, 
Lot  24,  Maspeth,  Borough  of  Queens,  N.B.  1471-65,  re 
one  family  Dwelling,  R-4  district. 


1003-65-BZ — B.Q. — 23-45  21st  Street,  northeast  corner  of 
23rd  Drive,  Block  876,  Lot  55,  Astoria,  Borough  of 
Queens,  Alt.  No.  419-65  re  Two  Family  Dwelling,  K-5 
District. 


1004-65-A— F.D.— 126-17  36th  Avenue,  north  side,  140 
feet  east  of  126th  Street,  Block  1823,  Lot  55,  Corona, 
Borough  of  Queens,  F.D.  Order  3752-5,  re  Testing  of  nio- 
bile  oxygen  and  Nitrogen  Plants  and  Revocation  of  De¬ 
cision  of  Borough  Superintendent  on  Zoning  Matter. 


1005-65-BZ — B.Q. — 707  Beach  9th  Street,  northwest  cor¬ 
ner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far  Rock- 
away,  Borough  of  Queens,  Alt.  No.  968-64  re  Class  A 
Multiple  Dwelling,  R5  District. 


1006-65-A — B.Q. — 707  Beach  9th  Street,  northwest  cor¬ 
ner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far  Rock- 
away,  Borough  of  Queens,  Alt.  No.  968-64,  re  Open 
Space  and  Height,  Multiple  Dwelling  Law. 


1007-65-BZ— B.Bx.— 814  Morris  Park  Avenue,  southwest 
corner  of  Mathews  Avenue,  Block  4044,  Lots  6,  7,  8, 
Borough  of  The  Bronx,  Alt.  No.  374-63  re  Public  parking 
lot  for  less  than  150  cars,  Section  32-10  Zoning  Resolu¬ 
tion. 


1008-65-A — F.D. — 170  East  Gun  Hill  Road,  south  side, 
90  feet  west  of  Bainbridge  Avenue,  Block  3343,  Lot  283, 
Borough  of  The  Bronx,  F.D.  Letter,  re  Central  Piped 
Oxygen. 


1009-65-SM — Republic  Steel  Corporation,  Manufacturing 
Division,  Con-Form  (Standard  and  Heavy  Duty)  Rib¬ 
bed  Steel  Centering  for  Concrete  for  Concrete  Slab  Con¬ 
struction  and  use  as  an  incombustible  roof,  Material. 


1010-65-SM— Keystone  Steel  and  Wire  Company,  Truss 
Keywall,  Galvanized  Masonry  reinforced  as  a  metal  wall 
tie,  manufactured  by  Keystone  Steel  and  Wire  Com¬ 
pany,  Material. 


1011-65-BZ — B.Q. — 92-07  Roosevelt  Avenue,  north  side, 
60  feet  east  of  92nd  Street,  Block  1480,  Lot  42,  Jackson 
Heights,  Borough  of  Queens,  Alt..  No.  818-65  re  Restu- 
rant  and  Cabaret,  Cl-2  Use  district. 


1012-65-A— F.D.— 471-479  East  Tremont  Avenue  and 
1922-1930  Washington  Avenue,  north  west  corner,  Block 
3043,  Lot  1,  Borough  of  The  Bronx,  F.D.  Order  2279-5, 
re  Sprinkler  System. 


1013-65-A— B.M— 12-14  East  37th  Street,  south  side,  143 
feet  west  of  Madison  Avenue,  Block  866,  Lots  67  and 
68,  Borough  of  Manhattan,  Alt.  No.  1757-56  re  egress 
Section  53  of  the  Multiple  Dwelling  Law. 


1014-65-BZ — B.B. — 1086-1090  Broadway,  south  side,  95 
feet  5  inches  east  of  Pulaski  Street,  Block  1600,  Lots  10, 
11  and  12,  Borough  of  Brooklyn,  Alt.  No.  1665-63  re 
Sales  office  and  lot  for  display  of  used  cars,  C2-3  dis¬ 
trict. 


1015-65-BZ — B.Bx. — 1690  Hoe  Avenue,  east  side,  125  feet 
south  of  East  174th  Street,  Block  2990,  Lots  9,  11,  13, 
19  and  20,  Borough  of  The  Bronx,  N.B.  425-65  re  Gar¬ 
ages  for  public  parking,  R7-1  district. 
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Restored  to  Docket 

240-55-BZ— B.Q.— 207-22  to  207-24  (207-22  official) 

Northern  Boulevard,  south  side,  350  feet  west  of  Oceania 
Avenue,  and  206-35  to  206-37  45th  Road,  Block  7305,  Lot 
19,  Bay  side,  Borough  of  Queens,  N.B.  596-55,  reopened 
for  consideration  as  to  extension  of  term  of  variance,  re¬ 
body  and  fender  repair  shop,  car  and  motor  washing, 
welding,  painting  and  office,  parking  of  cars  awaiting 
service,  business  and  residence  use  district. 


B ■ B 1 6-520  Parkside  Avenue,  south  side, 
43.1^s  feet  east  of  Bedford  Avenue,  Block  5056,  Lot  97 
Borough  of  Brooklyn,  Alt.  4011-59,  reopened  for  con¬ 
sideration  aspto  extension  of  term  of  variance,  re-storage 
of  non-transient  pleasure-type  cars  on  the  vacant  area 
adjoining  a  dwelling,  residence  use  district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

CutnnS  .  Nov  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of.  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

*orra  . . .  Dec.  28,  1943— Vol.  28,  No.  52 A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Life).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ..  December  16,  1984 
Dry  Cleaning  Establishments  Rules 

Covering  .  December  16,  1964 

Erection,  Alteration,  Repair,  Ex- 
cavation  for  and  Demolition  of 

Buildings  .  July  20,  1962 

Exterior  Veneering  Materials, 

RuIes  for  .  Mar.  11,  1952— Vol.  77,  No.  11 A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ....  May  1963  , 

Fire  Drill  Rules  . Dec.  31,  1964— Vol.  49,  No.  63 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Feb.  4,  1965— Vol.  60,  No.  6 

Hatchways  Protection  .  June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  ...  Mar.  25,  1952 — Vol.  37,  No.  13> 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assembles, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960 

Procedure,  Rules  of  . Jan.  14,  1965— Vol.  60,  Nos.  1  &  2 

Smoking  in  Factory,  Rnles  for  ...  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  .  May  2,  1963 — VoL  48,  No.  18 

Sprinkler,  Rules  .  June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — VoL  31,  No.  36 

DESIGNATIONS:  Q. — Department  of  Buildings;  B.B. — Depart 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings. 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department 


OCTOBER  19,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  19,  1965,  at  10  o’clock  at  80 


Lafayette  Street,  9th  floor.  New  York  13,  N.Y.,  on  the 
following  matters: 

262-65-BZ 

CANT  Burke  and  Groh  for  Myron  Nelkin 
owners. 

SU.BJECT— Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district  the 
erection  of  a  six-story  multiple  dwelling,  that  exceeds 
the  permissible  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room,  pene¬ 
trates  the  sky  exposure  plane,  has  less  than  the  re¬ 
quired  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED — 125-02  Sutphin  Boulevard, 
west  side,  L 6.8  feet  north  of  Rockaway  Boulevard, 
Block  120d1,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  October  19,  1965  at  request  of  applicant; 
applicant  to  obtain  certain  records  and  send  out 
twenty-day  notices. 


263-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  spaces  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2 
of  tue  Multiple  Dwelling  Law  re-  minimum  dimen¬ 
sions  of  yards. 

PREMISES  AFFECTED — 125-02  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


264-65-BZ 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT  Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R3-2  district,  the 
erection  of  a  six-story  multiple  dwelling,  that  ex¬ 
ceeds  permissible  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room, 
penetrates  the  sky  exposure  plane,  has  less  than  the 
required  distance  between  windows  and  buildings  and 
less  than  the  required  parking  spaces. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard, 
west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  October  19,  1965,  at  request  of  applicant; 
applicant  to  obtain  certain  records  and  send  out 
twenty-day  notices. 


265-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT — Application  March  12,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd.  2  of  the 
Multiple  Dwelling  Law  re  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED— 125-32  Sutphin  Boulevard, 
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west  side,  176.84  feet  north  of  Rockaway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


266-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  ot 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  R3-2  and  C2-2  districts 
the  erection  of  a  six-story  multiple  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room  pene¬ 
trates  the  sky  exposure  plane,  encroaches  on  the  re¬ 
quired  distance  between  windows  and  buildings  _  and 
with  less  than  the  required  parking  with  access  within 
50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

Laid  over  to  October  19,  1965,  at  request  of  applicant; 
applicant  to  obtain  certain  records  and  send  out 
twenty-day  notices. 


267-65-A 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin, 
owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pursu¬ 
ant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
open  parking  space  and  Section  310  of  the  Multiple 
Dwelling  Law  for  variance  of  Section  28  subd  2  of  the 
Multiple  Dwelling  Law  re-  minimum  dimensions  of 
yards. 

PREMISES  AFFECTED— 148-03  Rockaway  Boule¬ 
vard,  west  side,  176.84  feet  north  of  Sutphin  Boule¬ 
vard.  Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 


395-65-BZ 

APPLICANT— Arnold  W.  Lederer  for  George  Roth, 
owner. 

SUBJECT— Application  April  8,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  in 
an  existing  four  story  building,  the  change  in  occu¬ 
pancy  of  the  first  floor  from  store  to  a  factory. 

PREMISES  AFFECTED— 1363-1373  Myrtle  Avenue, 
142-148  Stanhope  Street,  northeast  corner,  212  Wil¬ 
son  Avenue,  Block  3267,  Lot  1,  Borough  of  Brooklyn. 


396-65-A 

APPLICANT— Arnold  W.  Lederer  for  George  Roth, 
owner. 

SUBJECT— Application  April  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  factory, 
provide  1  hour  doors  for  stair  enclosure,  open  eleva¬ 
tor  shaft,  F.P.  casement  doors,  and  F.  P.  sash  on  fire 
escapes. 

PREMISES  AFFECTED— 1363-1373  Myrtle  Avenue, 
142-148  Stanhope  Street,  northwest  corner,  212  Wil¬ 
son  Avenue,  Block  3267,  Lot  1,  Borough  of  Brooklyn. 


543-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Rose  Erna 
Realty  Corporation,  owner. 


SUBJECT— Application  May  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the 
erection  of  a  one  story  factory  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 775  Tiffany  Street  north- 
west  corner  of  Barry  Street,  Block  2737,  Lot  14,  Bor- 
ough  of  The  Bronx. 


648-65-BZ 

APPLICANT— Leonard  G.  Feinen  for  Rothman  and 
Grossman,  owners. 

SUBJECT— Application  June  3,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the 
construction  of  an  accessory  swimming  pool  to  a 
multiple  dwelling  that  encroaches  on  the  required 
distance  to  lot  lines. 

PREMISES  AFFECTED— 150-170  Trantor  Place,  180 
Tate  Street,  northwest  corner  of  Block  1133,  Lot  78, 
Granite  City,  Borough  of  Richmond. 


710-65-BZ 

APPLICANT— John  J.  Tricarico  for  Vincy  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
from  a  plumbing  establishment  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 245-247  4th  Avenue,  east 
side,  60  feet  north  of  Carroll  Street,  Block  958,  Lot 
4,  Borough  of  Brooklyn. 


737-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Yorkshire 
Towers,  Incorporated,  owner;  Eighty  Six  Garage  Cor¬ 
poration,  Garage  lessee. 

SUBJECT— Application  June  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  60  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl-5,  C2-8  and 
R8  district,  in  an  existing  multiple  dwelling  the  addi¬ 
tion  of  transient  parking  for  the  unused  and  surplus 
tenants  spaces  without  the  accessory  garage  for  a 
term  of  fifteen  years. 

PREMISES  AFFECTED— 1660-1680  Second  Avenue, 
east  side,  from  East  86th  Street  to  East  87th  Street, 
301-329  East  86th  Street,  300-334  East  87th  Street, 
Block  1549,  Lot  1,  Borough  of  Manhattan. 


738-65-A 

APPLICANT— Max  Siegel  Associates  for  Yorkshire 
Towers,  Incorporated,  owner;  Eighty  Six  Garage  Cor¬ 
poration,  garage  lessee. 

SUBJECT— Application  June  25,  1965  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transi¬ 
ent  parking. 

PREMISES  AFFECTED — 1660-1680  Second  Avenue, 
east  side,  from  East  86th  Street  to  East  87th  Street, 
301-329  East  86th  Street,  300-334  East  87th  Street, 
Block  1549,  Lot  1,  Borough  of  Manhattan. 


1147 


CALENDAR 


749-65-BZ 

APPLICANT — John  J.  Tricarico  for  Jackson  Lock- 
wood,  owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
reconstruction  and  rehabilitation  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 1820  Richmond  Road,  10 
Stobe  Avenue,  southeast  corner,  Block  3552,  Lot  39, 
Borough  of  Richmond. 


755-65-BZ 

APPLICANT — Aaron  N.  Kiff  for  Kiff,  Voss  and 
Franklin,  The  Office  of  York  &  Sawyer  for  St.  Luke’s 
Hospital,  owner. 

SUBJECT — Application  July  6,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the 
erection  of  a  thirteen  story  enlargement  to  an  existing 
hospital  that  exceeds  the  permitted  lot  coverage,  pene¬ 
trates  the  sky  exposure  plane  and  without  the  required 
accessory  parking  and  loading  berth. 

PREMISES  AFFECTED — 1091  Amsterdam  Avenue, 
421-443  West  113th  Street,  northeast  corner,  418-424 
West  114th  Street,  Block  1866,  Lot  1,  Borough  of 
Manhattan. 


1737-61-BZ 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci, 
owner. 

SUBJECT — Application  reopened  September  21,  1965 
for  consideration  as  to  extension  of  time  to  complete, 
expired  December  17,  1964  —  decision  of  the  Bor¬ 
ough  Superintendent,  previously  granted  on  condition 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  to 
permit  in  a  local  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED — 6800  Hyland  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Tottenville,  Borough  of  Richmond. 


932-54-BZ 

APPLICANT — Henry  Nordheim  for  Jacob  Tutnauer, 
owner. 

SUBJECT — Application  reopened  September  21,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  11,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  portion  of  lot  located  in  a  residence 
and  retail  use  district,  the  change  in  occupancy  of  one 
store,  to  manufacturing  use. 

PREMISES  AFFECTED — 1162-1168  Colgate  Avenue 
and  1460  Westchester  Avenue,  southeast  corner,  Block 
3737,  Lot  38,  Borough  of  The  Bronx. 


413-50-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  reopened  September  21,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  14,  1965,  decision  of  the  Borough 


Superintendent,  previously  granted  on  condition  under 
Section  7f  of  the  Zoning  resolution,  permitting  in  a 
business  use  district,  for  a  term  of  years,  erection  and 
maintenance  of  a  gasoline  service  station,  auto  wash¬ 
ing,  lubritorium,  office  and  sale  of  auto  accessories. 

PREMISES  AFFECTED — 703  East  149th  Street  north¬ 
west  corner  of  Jackson  Avenue,  Block  2623,  Lot  140, 
Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

1201-64-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Robert  S. 
Kahn,  owner. 

SUBJECT — Application  December  4,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district  the 
enlargement  in  area  of  an  existing  supermarket  parking 
area  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 2726-2730  Snyder  Avenue, 
south  side,  205  feet  east  of  Rogers  Avenue,  Block  5111, 
Lot  18,  Borough  of  Brooklyn. 

Hearing  closed. 


850-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  53rd  and  7th 
Corporation,  owner. 

SUBJECT — Application  August  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  &  Section  666  (7)  of  the  N.Y.C. 
Charter,  to  permit  in  a  C6-6  district,  the  erection  of  a 
thirty-seven  story  mixed  building  that  has  less  than  the 
required  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  tower  setback. 

PREMISES  AFFECTED— 821-827  7th  Avenue  and  159- 
167  West  53rd  Street,  northeast  corner,  and  156-158 
West  54th  Street,  Block  1006,  Lot  1,  Borough  of  Man¬ 
hattan. 

Hearing  closed. 


549-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Abe  Gold¬ 
berg,  owner. 

SUBJECT — Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the  con¬ 
struction  and  maintenance  of  a  non-transient  parking 
lot 

PREMISES  AFFECTED— 188  St.  George  Crescent, 
north  side,  152.53  feet  west  of  East  206th  Street,  Block 
3313,  Lot  12,  Borough  of  The  Bronx. 

Hearing  closed. 


30-48-BZ — Vols.  1  and  11 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7c, 
7i  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  maintenance  of 
a  gasoline  service  station,  boiler  room,  lubritorium,  auto 
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laundry,  motor  vehicle  repair  shop,  sale  of  accessories, 
office  and  parking  and  storage  of  more  then  five  motor 
vehicles  and  with  curb  cuts  more  than  the  permitted 
distance  from  the  intersection  and  amendment,  re-wah. 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue 
and  109-131  Sullivan  Place,  northeast  corner,  Block 
1304,  Lot  1,  Borough  of  Brooklyn. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  19,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  19,  1965,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

492-64-A 

APPLICANT— Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  950 
feet  west  of  3rd  Avenue,  Piers  B  and  C,  East  River, 
Block  635,  Lot  13,  Borough  of  Brooklyn. 


493-64-A 

APPLICANT— Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 


486-64-A 

APPLICANT— Michael  C.  Gray  for  Cardox  Division 
of  Chemetron  Corporation,  owner. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  use 
of  C02  receiver. 

PREMISES  AFFECTED — 46-02  Fifth  Street,  west  side 
from  Standard  Canal  to  47th  Avenue,  Blocks  21  and 
22,  Lot  1,  Long  Island  City,  Borough  of  Queens. 


549-64-A 

APPLICANT— Martin  Paint  Stores,  Incorporated,  own¬ 
er. 

SUBJECT— Application  May  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 153-22  153-24  Jamaica  Ave¬ 
nue,  south  side,  349.23  feet  east  of  152nd  Street,  Block 
8423,  Lot  19,  Jamaica,  Borough  of  Queens. 


31 5-62- A 

APPLICANT— Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 

SUBJECT— Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 


PREMISES  AFFECTED— 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


703-64-A 

APPLICANT— A.  H.  Salkowitz  for  Irving  Warfield, 
Etal  DBA  Flatlands  Shoppers  Mart  Company,  owner. 

SUBJECT— Application  June  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system.  _ 

PREMISES  AFFECTED— 913-957  East  108th  Street, 
north  side,  89.51  feet  east  of  Flatlands  Avenue,  Block 
8235,  Lot  342,  Borough  of  Brooklyn. 


690-65-A 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Regina  S.  Kearns,  owner;  Barney’s  Clothes,  In¬ 
corporated. 

SUBJECT— Application  June  15,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  change  in  use  —  commercial. 

PREMISES  AFFECTED— 113-115  Seventh  Avenue, 
156-160  West  17th  Street,  southeast  corner,  Block  792, 
Lot  70,  Borough  of  Manhattan, 


722-64-A 

APPLICANT— Lawrence  H.  King  for  Pelt  By-Prod¬ 
ucts,  lessee. 

SUBJECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Discontinue  storage. 

PREMISES  AFFECTED— 114-120  West  26th  Street, 
south  side,  117  feet,  5  4/7  inches  west  of  Avenue  of 
the  Americas,  Block  801,  Lot  51,  Borough  of  Man¬ 
hattan. 


907-64- A 

APPLICANT— Henry  Wolinsky  for  Harry  Wohl,  own¬ 
er;  Queens  Village  Food  Center  Incorporated,  les¬ 
see. 

SUBJECT— Application  September  3,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 113-35  Springfield  Boule¬ 
vard,  southeast  corner  of  Murdock  Avenue,  Block 
11232,  Lot  6,  Queens  Village,  Borough  of  Queens. 


942-64-A 

APPLICANT — Burke  and  Groh  for  Atlas  Screw  and 
Specialty  Corporation;  Salem  Manufacturing  Com¬ 
pany,  lessee. 

SUBJECT— Application  August  5,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Change 
of  use  and  egress. 

PREMISES  AFFECTED — 448  Broome  Street,  north 
side,  50  feet  east  of  Mercer  Street,  Block  484,  Lot  31, 
Borough  of  Manhattan. 


1039-64-A 

APPLICANT — John  F.  Fitzsimons  for  Mitchell  and 
Marcia  Kurk,  owners. 
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SUBJECT — Application  October  20,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re¬ 
conversion  of  one  family  house  to  commercial  use. 

PREMISES  AFFECTED — 342  Beach  54th  Street,  east 
side,  404.06  feet  south  of  Beach  Channel  Drfive,  Block 
15890,  Lot  41,  Arverne,  Borough  of  Queens. 


50-65-A 

APPLICANT — Samuel  Rosenblum  for  Hedman  Realty 
Corporation  and  36  Equities  Incorporated,  owners. 

SUBJECT — Application  January  13,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  eleva¬ 
tor  in  readiness. 

PREMISES  AFFECTED— 142-146  West  36th  Street, 
south  side,  225  feet  east  of  7th  Avenue,  Block  811, 
Lot  56,  Borough  of  Manhattan. 


51-65-A 

APPLICANT — Samuel  Rosenblum  for  576  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  13,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  elevator  in 
readiness. 

PREMISES  AFFECTED— 576-582  8th  Avenue,  east 
side,  39.10  feet  north  of  West  38th  Street,  Block  788, 
Lot  4,  Borough  of  Manhattan. 


133-65-A 

APPLICANT — Samuel  Rosenblum  for  Brause  Realty 
Incorporated,  owner. 

SUBJECT — Application  February  4,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  eleva¬ 
tor  in  readiness. 

PREMISES  AFFECTED— 141-145  West  36th  Street, 
north  side,  218  feet,  10%  inches  west  of  Broadway, 
Block  812,  Lot  16,  Borough  of  Manhattan. 


634-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to .  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED — 12  Scranton  Street,  south 
side,  89.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  56,  Grasmere,  Borough  of  Richmond. 


635-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to .  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED— 15  Scranton  Street,  north 
side,  106.72  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot  18,  Grasmere,  Borough  of  Richmond. 


636-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 


SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 18  Scranton  Street,  south 
side,  149.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  53,  Grasmere,  Borough  of  Richmond. 


637-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 22  Scranton  Street,  south 
side,  249,58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  55,  Grasmere,  Borough  of  Richmond. 


638-65- A  •  -  ' 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to .  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 25  Scranton  Street,  north 
side,  216.47  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot  16,  Grasmere,  Borough  of  Richmond. 


639-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to .  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 28  Scranton  Street,  south 
side,  289.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  57,  Grasmere,  Borough  of  Richmond. 


640-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT  Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 29  Scranton  Street,  north 
side,  256.47  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot  12,  Grasmere,  Borough  of  Richmond. 


641-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 32  Scranton  Street,  south 
side,  277.75  feet  west  of  Providence  Street,  Block  3189, 
Lot  59,  Grasmere,  Borough  of  Richmond. 


642-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
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to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 33  Scranton  Street  north 
side,  221.37  feet  west  of  Providence  Street,  Block  3188, 
Lot’  10,  Grasmere,  Borough  of  Richmond. 


from  a  decision  of  the  Borough  Superintendent,  re- 
proposed  “air  sports  structure  made  of  nylon  fabric. 

PREMISES  AFFECTED— 174-31  125th  Avenue,  north¬ 
east  corner  of  Merrill  Street,  Block  12516,  Lot  106, 
Springfield  Gardens,  Borough  of  Queens. 

MAY  H  FOLEY.  Chairman 


643-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 36  Scranton  Street  south 
side,  22.75  feet  west  of  Providence  Street,  Block  318y, 
Lot’  61,  Grasmere,  Borough  of  Richmond. 


644-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 37  Scranton  Street  north 
side,  181.37  feet  west  of  Providence  Street,  Block  3188, 
Lot’ 8,  Grasmere,  Borough  of  Richmond. 


645-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner, 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 43  Scranton  Street  north 
6ide,  85  feet  west  of  Providence  Street,  Block  3188, 
Lot  4,  Grasmere,  Borough  of  Richmond. 


646-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 44  Scranton  Street  south 
side,  162.75  feet  west  of  Providence  Street,  Block  318V, 
Lot’ 65,  Grasmere,  Borough  of  Richmond. 


647-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 55  Scranton  Street,  north¬ 
west  corner  of  Providence  Street,  Block  3188,  Eot  l, 
Borough  of  Richmond. 


872-65-A 

APPLICANT — Harry  Halbreich  for  Arnold  E.  Lynn, 
owner. 

SUBJECT— Application  —  August  13,  1965  —  Appeal 


OCTOBER  26,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  26,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

157-63-SM 

APPLICANT— Inland  Steel  Company,  owner  —  roof 
deck  sub-purlins. 


302-64-SM 

APPLICANT— Alliance  Wall  Corp.,  owner  —  exterior 
and  interior  veneer  and  insulated  panels. 


429-64-SA 

APPLICANT— Industrial  Combustion,  Inc.,  owner  — 
conversion  type  oil  burners. 


480-64-SM 

APPLICANT— Phillips  Drill  Company,  owner  —  red 
head  non-drilling  anchors. 


481-64-SM 

APPLICANT— Phillips  Drill  Company,  owner  —  red 
head  stud  concrete  anchors. 


1092-64-SM 

APPLICANT — National  Cincrete  Corp.,  owner  ma¬ 
sonry  unit  to  provide  a  chase. 


1256-64-SA 

APPLICANT — Electronics  Corporation  of  America, 
Combustion  Control  Division,  owner — flame  safeguard 
controls  for  fuel  burners. 


55-65-SM 

APPLICANT— American  Acrylic  Corporation,  owner— 
— light-diffusing  panels,  (fireretardant). 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  3,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  3,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

661-65-BZ 

APPLICANT— Ingram  S.  Carner  for  Mario  Di  Fillip- 
po,  owner.  !  ,* iVI 
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SUBJECT  Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to.  permit  in  a  C2-2  and  R3-2  district, 
the  enlargement  in  area  of  an  existing  automobile  sales 
lot  and  the  addition  to  the  uses  to  include  accessory 
storage  of  automobiles. 

PREMISES  AFFECTED — 129-04  Merrick  Boulevard 
southwest  corner  of  129th  Avenue,  Block  12438,  Lots 
Que  ^9  and  Gardens,  Borough  of 


ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 232  Battery  Avenue,  west 

pide’i  lnches  north  of  Fort  Hill  Place 

Block  6142,  Lot  73,  Borough  of  Brooklyn. 


776-65-BZ 

APPLICANT  Albert  Melniker  for  Domenica  Melfi 
owner;  Sinclair  Oil,  Lessee. 

SUBJECT— -Application  July  13,  1965  —  decision  of  the 
thorough  Superintendent,  under  Section  72-21  &  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  automo¬ 
tive  service  station,  accessory  building  that  will  en¬ 
croach  on  the  required  side  yards  and  the  relocation 
of  curb  cuts. 

PREMISES  AFFECTED  —  2035  Victory  Boulevard 
northwest  corner  of  Jewett  Avenue,  Block  462  Lot  l’ 
Meiers  Corners,  Borough  of  Richmond. 


825-65-BZ 

ALPdLD(;ApTrvrHlter  E-  Blum  f0r  Dn  RalPh  MisHkin 
and  Dr.  Paul  Miller,  owners. 

SUBJECT— Application  July  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  one  story  and  basement  medical  office 
building  that  encroaches  on  the  front,  rear  and  side 
yards,  with  a  ramp  and  accessory  parking  in  the  front 
yard  and  less  than  the  required  accessory  parkin? 

PREMISES  AFFECTED  -  238-25  Hillside  Avenue 
northwest  corner  of  240th  Street,  Block  7907,  Lot  1 
Bellrose,  Borough  of  Queens. 


826-65-BZ 

A\fLICArNT~Le0”,arci  F>  Rothkrug  for  Bergmont 
Manor,  Incorporated,  owner.  B 

S^nrS,C^Appl-icftioi1  JuIy  26’  1965  ~  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 

Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter  to  permit  in  a  R4  district,  the  change  in 

Sr,cy  ?r  an  tX1Stmg  one  family  dwelling  to  agtwo 
mguthat  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  lot 
area  per  room  and  accessory  parking 

PR-?MLS^  AFFECTED — 230  Battery  Avenue  west 

6\tTo,l%4lZh^  T£o%°?  ™  Ph-.' Block 


827-65-BZ 

A ?RLICAtNT  — Leonard  F.  Rothkrug  for  Bergmont 
Manor,  Incorporated,  owner.  bergmont 

SR«^C7‘lAppI,-Cati0?  JuIy  26’  1965  ~  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district  the  change  in 
?,f.  »  existing  one  family  dwellkg  to  a  ^ 
family  dwelling  that  exceeds  the  permitted  floor  area 


842-65-BZ 

APPLICANT— Vincent  D.  Luongo  for  St.  Francis  Col¬ 
lege,  owner. 

SUBJECT— Application  July  30,  1965  —  decision  of  the 
Superintendent,  under  Sections  73-641  and 
/2-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-2 

3  u  C  erev,tl0n  °,f  VLei&ht  story  student  center 

and  faculty  residence  building  that  penetrates  the  sky 
exposure  plane  and  encroaches  on  the  required  side 

PR0“d!  AFFECTED -181-85  Joralemon  Street. 
,  oei f’22^  ^eet  5  inches  west  of  Court  Street 

of  “Brooklyn  S  14  ('tent'  11  and  30>-  Borough 


864-65-BZ 

APPLICANT— Diamond-Sanko  for  Ruth  Jaeger,  own- 


SV£TR^T~^PPclicati?n  A^ust  9>  1965  ~  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  City 
C  larter,  to  permit  in  a  C5-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  retail  store 

Borough ^o^Rkhmo'nd.'  ^  L°‘  10':  Stap,eto"' 


965-65-A 

APPP^ANP-Diamond-Sanko  for  Ruth  Jaezer>  owner- 

SUBJECT— Application  September  21,  1965  —  Appeal 
^vemioaddeCIS10n  °*  the’  •BorouS'h  Superintendent  re- 

PREMISES  AFFECTED — 689  Bay  Street  northeast 
B^rfSnlBkk  496’  Lot  101’  StaPRton, 


939-65-BZ 

APPLICANT— Irwin  Emerman  for  22  Beekman  House 
gl  f  Tner;  ColIege  Nuking  Home,  lessee. 

d  App,1C  otlon  September  10,  1965  —  decision 
of  tip  E°rough  Superintendent,  under  Section  72-21 
£  *  *  Zoning  Resolution,  to  permit  in  a  R4  dis- 

en  aVemPrfrUdtl0n-°-  a  three.  story  and  basement 
trafpf Tp  l1  an  existing  nursing  home  that  pene- 

lopitpri  h  sky  fxP°sure  plane  with  accessory  parking 
located  across  the  street.  g 

EREM-fSES  AFFECTED— 119-01  to  119-29  (119-15  of¬ 
ficial)  27th  Avenue,  26-01  to  26-19  119th  Street  north 

tor  ‘r-38^th  venue"  BiockSi 

Lots  20,  95  and  101,  College  Point,  Borough  of  Queens. 


240-55-BZ 

Pr°ber  &  Vassa,°*« 
SUBJECT— Application  reopened  October  5,  1965  for 
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consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  November  15,  1965 — decision  of  the.  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
business  and  residence  use  district,  the  erection  and 
maintenance  of  a  structure  in  the  business  use  district 
portion  of  the  lot,  to  be  used  as  body  and  fender  re¬ 
pair  shop,  auto  repair  shop,  car  and  motor  washing, 
welding,  painting  and  spraying  and  office  and  gaso¬ 
line  pump  within  building,  owners  use  only,  and  park¬ 
ing  of  cars  awaiting  service  and  the  storage  of  kero¬ 
sene  and  gasoline  in  buried  tanks,  owners  use  only,  in 
the  residence  use  district  portion  of  the  plot. 

PREMISES  AFFECTED— 207-22  to  .207-24  (207-22  of¬ 
ficial)  Northern  Boulevard,  south  side,  250  feet  west 
of  Oceania  Avenue,  and  206-35  to  206-37  45th  Road, 
Block  7305,  Lot  19,  Bayside,  Borough  of  Queens. 


69-60-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  and 
Jennie  Fenimore,  owners. 

SUBJECT— Application  reopened  October  5,  1965  for 
•consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  July  19,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  storage  of  non-transient  pleas¬ 
ure-type  cars  only,  on  the  vacant  area  adjoining  a 
dwelling. 

PREMISES  AFFECTED  —  516-520  Parkside  Avenue, 
south  side,  43.1  Vs  feet  east  of  Bedford  Avenue,  Block 
5056,  Lot  97,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 

t  _ _ _ 

f 

NOVEMBER  3,  1965,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning ,  November  3,  1965,  at  12  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  applications  for  extension  of  time  to  permit 
the  completion  of  construction,  filed  pursuant  to  Sections 
11-322. 

258-BZX — B.Bx. — 2811  Zulette  Avenue,  Block  5385,  Lot 
65,  Alt.  844-56,  Permit  No.  870-65. 


259-BZX — B.B. — 214  5th  Avenue,  Block  955,  Lot  45,  Alt. 
4277-46,  Permit  No.  1759-57. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  3,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  November  3,  1965,  at  2  o’clock  at  80 
Lafayette' Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

957-64-A 

APPLICANT — 1105  Bowling  Corporation  d/b/a /  Elm¬ 
wood  Lanes  for  100  Elmwood  Realty  Corporation, 
owner. 

SUBJECT— Application  September  22,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1105  McDonald  Avenue, 
west  side,  140  feet  north  of  Elmwood  Avenue,  Block 
6504,  Lot’  1,  Borough  of  Brooklyn. 


888-63-A 

APPLICANT— Irving  Seelig  &  Son  for  Joange  Build- 
Corporation,  owner. 

SUBJECT — Application  November  12,.  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED  — 3820-3846  Nostrand  Ave- 
nue,  west  side,  335  feet  south  of  Avenue  Y,  Block  74  5, 
Lot  15,  Borough  of  Brooklyn. 


728-64-A 

APPLICANT — John  J.  Tricarico  for  Gagliano  and  Gag- 

liano,  owners.  A  ,  . 

SUBJECT — Application  July  8,  1964  —  Appeal,  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  . 

PREMISES  AFFECTED— 1876-1900  Shore  Parkway 
321  Bay  41st  Street,  southwest  corner,  Block  6943,  Lot 
162,  Borough  of  Brooklyn. 


729-64-A 

APPLICANT — John  J.  Tricarico  for  Gagliano,  owners. 
SUBJECT — Application  July  8,  1964  —  Appeal. from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECT  ED — 1876-1900  Shore  Parkway, 
321  Bay  41st  Street,  southwest  corner,  Block  6943, 


730-64-A 

APPLICANT — John  J.  Tricarico  for  Gagliano  and  Gag¬ 
liano,  owners. 

SUBJECT — Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system, 

PREMISES  AFFECTED— 1876-1900  Shore  Parkway, 
321  Bay  41st  Street,  southwest  corner,  Block  6943, 


7 


731-64-A 

APPLICANT — John  J.  Tricarico  for  Gagliano  and  Gag¬ 
liano,  owner. 

SUBJECT— Application  July  8,  1964  —  Appeal,  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1876-1900  Shore  Parkway, 
321  Bay  41st  Street,  southwest  corner,  Block  6943, 
Lot  162,  Borough  of  Brooklyn. 


742-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  E.  B. 
Realty  Corporation,  owner;  Mareth  Steel  Corporation, 

lessee. 

SUBJECT— Application  July  15,  1964— Gas-drying  oven. 
PREMISES  AFFECTED— 110-118  50th  Street,  south¬ 
east  corner  of  1st  Avenue,  Block  788,  Lots  9  and  13, 
Borough  of  Brooklyn. 


969-64-A 

APPLICANT— John  J.  Tricarico  for  Soap  Equipment, 
Incorporated,  owner. 
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SUBJECT — Application  September  23,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 236-244  Plymouth  Street, 
south  side,  100  feet  east  of  Bridge  Street,  Block  32^ 
Lot  12,  Borough  of  Brooklyn. 


980-64-A 

APPLICANT — Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 2283-2287  Third  Avenue, 
201  East  124th  Street,  northeast  corner,  Block  1789, 
Lot  1,  Borough  of  Manhattan. 


98 1-64- A 

APPLICANT — Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 203  East  124th  Street,  north 
side,  80  feet  east  of  Third  Avenue,  Block  1789,  Lot 
104  (formerly  4Vi)  Borough  of  Manhattan. 


986-64-A 

APPLICANT — Coronet  Nursing  Home,  lessee,  for  Nos¬ 
trand  Nu-Home,  Incorporated,  owner. 

SUBJECT — Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 3353-3373  Nostrand  Ave¬ 
nue  east  side,  100  feet  south  of  Avenue  T,  Block 
7335,  Lot  96,  Borough  of  Brooklyn. 


987-64-A 

APPLICANT — Irwin  Emerman  for  Israel  Lefkowitz, 
owner. 

SUBJECT — Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 5602-5606  15th  Avenue 
southwest  corner  of  56th  Street,  Block  5692,  Lot  33,’ 
Borough  of  Brooklyn. 


955-65-A 

APPLICANT — Seren  Lefkovitz,  Isaac  B.  Lefkovits  and 
Israel  Lefkovits  d/b/a  Palm  Tree  Nursing  Home, 
owner. 

SUBJECT  Application  September  16,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fireproof  double  swinging  doors. 

PREMISES  AFFECTED — 5606  15th  Avenue,  south¬ 
west  corner  of  56th  Street,  Block  5692,  Lot  33,  Bor¬ 
ough  of  Brooklyn. 


1060-64-A 

A?£LICANT~The  New  York  Association  for  the 
Blind,  owner. 


SUBJECT — Application  October  23,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 60-05  Woodhaven  Boule¬ 
vard,  northeast  corner  of  Wetherole  Street,  Block  3088, 
Lot  1,  Elmhurst,  Borough  of  Queens 


879-65-A 

APPLICANT — Max  Siegel  Associates  for  Jack  Parker, 
owner. 

SUBJECT — Application  August  19,  1965  —  Review  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED — 104-60  Queens  Boulevard, 
south  side,  from  68th  Drive  to  Yellowstone  Boulevard, 
Block  3175,  Lot  1,  Forest  Hills,  Borough  of  Queens. 


902-65-A 

APPLICANT — Max  Siegel  Associates  for  Rogmin,  In¬ 
corporated,  owner. 

SUBJECT — ’Application  August  31,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Adjoin¬ 
ing  premises-separated,  ventilation  and  egress,  Tax 
Lots,  Lot  line,  windows,  etc. 

PREMISES  AFFECTED — 104-70  Queens  Boulevard, 
southwest  corner  of  Yellowstone  Boulevard,  Block 
3175,  Lot  70,  Forest  Hills,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chav  ' man 


NOVEMBER  12,  1965  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  November  12,  1965  at  10  o'clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol- 
foling  matter: 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT — Application  November  14,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Burma  Shaving  Lather.) 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 
SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 


897-63-A 

APPLICANT — Gahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized 
Products.) 

MAX  H.  FOLEY,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  5,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  September  21,  1965, 
were  approved  as  printed  in  the  Bulletin  of  September  30, 
1965,  Vol.  50,  No.  39. 

30-48-BZ — Vols.  I  and  II 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  ter  of  variance,  expired 
June  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7c, 
7i  and  7  A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  maintenance  of 
a  gasoline  service  station,  boiler  room,  lubritorium,  auto 
laundry,  motor  vehicle  repair  shop,  sale  of  accessories, 
office  and  parking  and  storage  of  more  than  five  motor 
vehicles  and  with  curb  cuts  more  than  the  permitted 
distance  from  the  intersection  and  amendment,  re-wall. 
PREMISES  AFFECTED— 1701-1725  Bedford  Avenue 
and  109-131  Sullivan  Place,  northeast  corner,  Block 
1304,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  from  October  5,  1965 
10  A.M.  to  October  19,  1965,  at  10  A.M.  for  report  from 
applicant  and  for  decision;  hearing  closed. 


642-54-BZ 

APPLICANT — Frederick  A.  Ketcher  for  the  Chevron  Oil 
Copany,  owner. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district  the 
maintenance  of  a  gasoline  service  station,  lubritorium, 
storage  and  sale  of  accessories  and  office. 

PREMISES  AFFECTED — 130-15  14th  Avenue  and  13-32 
131st  Street,  northwest  corner,  Block  4010,  Lot  1,  College 
Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frederick  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  from  October  5,  1965, 
to  November  16,  1965,  at  10  A.  M.  for  decision;  applicant 
to  comply  with  original  resolution  and  notify  Board  for 
inspection  when  work  is  completed;  hearing  closed. 


327-63-BZ 

APPLICANT — Reavis  and  McGrath  for  Pilot  Associates, 
Incorporated,  owner. 

SUBJECT — Application  April  16,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72- 
01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1  district, 
the  change  in  occupancy  of  an  existing  one  story  building 
previously  granted  by  the  Board  from  warehouse,  parking 
and  storage  to  the  assembling  of  mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place,  south 


side,  333  feet  8  inches  east  of  Classon  Avenue,  Block 
1178,  Lot  26  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Gerald  C.  Fallon. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  from  October  5,  1965 
10  A.  M.  to  November  9,  1965,  at  10  A.  M.  to  permit 
applicant  to  revise  drawings. 


759-63-BZ— Vol.  II 

APPLICANT— Burke  and  Groh  for  Clark  Carpet  Cleaning 
Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  Section  666  (7) 
of  the  New  York  City  Charter  to  permit  in  a  C2-1  and 
R3-2  district,  the  erection  of  a  six  story  multiple  dwelling 
that  encroaches  on  the  required  front  yard,  rear  yard  and 
rear  setback,  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  exceeds  the  permitted  height  and  width  of  street 
walls,  with  balconis  in  the  front  and  less  than  the  required 
distance  between  windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
north  east  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh  and  Edward  J.  Clark. 
For  Opposition :  Gerard  C.  Fallon,  Rose  Lewis,  Betty 
Schiffman,  Despina  Mafkopoulos,  Irene  Golematis, 
John  W.  Pozzi,  Paul  Graziano,  Mrs.  Paul  Graziano, 
Mrs.  Socrates  Strongelis  and  Samuel  Bodian  for  Park 
Dept. 

ACTION  OF  BOARD — Laid  over  from  October  5,  1965 
to  October  26,  1965,  at  10  A.  M.  for  continued  hearing 
and  decision;  applicant  to  reply  to  objector’s  brief. 


760-63-A— Vol.  II 

APPLICANT— Burke  and  Groh  for  Greenway  Carpet 
Cleaning  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Volume 
II — Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
.north  east  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  Groh  and  Edward  J.  Clark. 

ACTION  OF  BOARD — Laid  over  from  October  5,  1965, 
to  October  26,  1965,  at  10  A.  M.  for  continued  hearing 
and  decision  in  conjunction  with  Cal.  No.  759-63-BZ, 
Vol.  II. 


1201-64-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Robert  S. 
Kahn,  owner. 

SUBJECT— Application  December  4,  1964 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district  the  enlarge¬ 
ment  in  area  of  an  existing  supermarket  parking  area 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 2726-2730  Snyder  Avenue, 
south  side,  205  feet  east  of  Rogers  Avenue,  Block  5111, 
Lot  18,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Dominick  T.  Farruggio. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  from  October  5,  1965 
10  M.  to  October  19,  1965,  at  10  A.  M.  for  inspection 
and  decision ;  hearing  closed. 


Maude  K.  Delehanty,  Rose  Zaccard,  J.  B.  E.  Delehanty 
^  brank  Zaccard,  Barnett  Dornbush  and  Max  M.  Lome. 

0"^  BOARD — Laid  over  from  October  5,  1965 
10  A.  M.  to  October  26,  1965,  at  10  A.  M.  for  continued 
hearing. 


338-65-BZ 


APPLICANT  Rene  C.  Brugnoni  for  Columbia  Gram¬ 
mar  School,  owner. 

SUBJECT  Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21,  73- 
7>3-641  of  the  Zoning  Resolution,  to  permit  in  a 
R7-2  district,  the  reconstruction  of  a  private  school 
that  encroaches  on  the  required  rear  yard  and  rear 
yard  equivalent  and  exceeds  the  permitted  lot  cover¬ 
age. 


PREMISES  AFFECTED — 5  West  93rd  Street,  north 

o/WL  feet  41/2  inches  west  of  Central  Park  West, 
J^;28  West  94th  Street,  Block  1207,  Lots  23,  40,  41, 
141,  42,  142,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

For  Administration:  Alan  Koppel  City  Planning  Com¬ 
mission. 


OF  BOARD — Laid  over  from  October  5,  1965 
10  A.  M.  to  November  16th,  1965,  at  10  A.  M.  for  report 
from  the  Planning  Commission  and  decision;  hearing 
closed. 


549-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Abe  Goldberg 
owner. 


SUBJECT  Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the  con¬ 
struction  and  maintenance  of  a  non-transient  parking 


PREMISES  AFFECTED — 188  St.  George  Crescent,  north 
side,  152^3  feet  west  of  East  206th  Street,  Block  3313, 
Lot  12,  Borough  of  The  Bronx 
APPEARANCES— 


For  Applicant:  Leonard  F.  Rothkrug. 

BOARD— Laid  over  from  October  5,  1965 
0  A.  M.  to  October  19,  1965,  at  10  A.  M.  for  revision 
ot  plan  and  decision ;  hearing  previously  closed. 


806-65-BZ 

APPLICANT— Stanley  H.  Klein  for  Jos  E.  Me  Mahon, 
Beata  M.  and  Chas  M.  Funnier,  owners. 

SUBJECT  Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 110-06  69th  Road,  southeast 
corner  of  110  Street,  Block  2230,  Lot  7,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein  and  Joseph  E.  Me 
Mahon. 

For  Opposition:  William  W.  Preiss,  Leon  Dusty  Cornell, 
Maude  Delehanty,  Rose  Zaccaro,  J.B.E.  Delehanty, 
Frank  Zaccaro,  Barnett  Dornbush  and  Max  M.  Lome. 
ACTION  OF  BOARD — Laid  over  from  October  5,  1965 
10  A.  M.  to  October  2  6,  1965,  at  10  A.  M.  for  continued 
hearing. 


850-65-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  53rd  and  7th 
Corporation,  owner. 

SUBJECT— Application  August  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  (7)  of  the  NYC 
Charter,  to  permit  in  a  C6-6  district,  the  erection  of  a 
thirty-seven  story  mixed  building  that  has  less  than  the 
required  lot  area  per  room  and  encroaches  on  the  required 
tower  setback. 

PREMISES  AFFECTED — 821-827  7th  Avenue  and  159- 
167  West  53rd  Street,  northeast  corner,  and  156-158 
West  54th  Street,  Block  1006,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Russell  M. 
Boak. 

b or  Opposition:  Matthew  E.  Walsh  and  Spiro  Keveanos. 
ACTION  OF  BOARD — Laid  over  from  October  5,  1965, 
to  October  19,  1965,  at  10  A.M.  for  inspection  and  de¬ 
cision;  hearing  closed. 


805-65-BZ 

APPLICANT — Stanley  H.  Klein  for  Jos  E.  Me  Mahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT  Application  July  16  1965  —  decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Rl-2  district,  the  erection 
of  a  one  family  dwelling  that  encroaches  on  the  required 
lot  area  and  lot  width. 

PREMISES  AFFECTED — 69-33  110  Street,  east  side,  50 
feet  south  of  69th  Road,  Block  2230,  Lot  6,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein  and  Joseph  E.  Me 
Mahon. 

For  Opposition :  William  W.  Preiss,  Leon  Dusty  Cornell, 


857-65-BZ 

APPLICANT — Albert  Melniker  for  First  National  City 
Bank,  owner. 

SUBJECT— Application  August  6,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-2 
district,  the  enlargement  of  an  accessory  parking  facility 
for  a  bank  presently  under  construction  extending  into 
the  R3-2  district. 

PREMISES  AFFECTED — 1492  Hylan  Boulevard,  south¬ 
east  corner  of  Benton  Avenue,  Block  3358,  Lot  10, 
Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker,  David  V.  Rasanen  and 
Joseph  Spina. 
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For  Opposition:  Sebastian  S.  Scavo  and  William  J. 

Spade. 

ACTION  OF  BOARD— Laid  over  from  October  5,  1965 
to  October  26,  1965,  at  10  A.  M.  for  inspection  and 
decision;  applicant  to  obtain  new  decision  from  Borough 
Superintendent,  amend  application  and  revise  drawings , 
hearing  closed. 


725-24-BZ — V ol.  IV 

APPLICANT— Max  Seigel  Associates  for  George  Lax, 
Executor. 

SUBJECT— Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
January  10,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section  7e 
and  21  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  offices,  warehousing  and  distribution 
of  photographic  products  and  its  incidental  processing  and 
packaging. 

PREMISES  AFFECTED— 321-343  West  54th  Street, 
north  side,  275  feet  east  of  9th  Avenue,  Block  1045,  Lots 
12  and  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  Me  Hronec. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - - - ^ 

Negative:  - ■ - - - - - ® 

THE  RESOLLJTlO N  — 

Whereas,  on  January  10,  1950,  this  application  (Vol. 
Ill)  was  granted  by  the  Board  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965,  acting  on  Alt.  Applic.  No.  1039/1965, 
reads : 

“4.  Revised  as  per  amendment  of  July  8,  1965. 

Proposed  use  of  wholesale  photographic  developing 
&  printing  establishment  with  accessory  uses  of 
offices,  receiving  warehousing  &  shipping  U.G.  16  D 
is  not  permitted  as  per  Sec.  32-25  Z.R.  and  is  not 
in  conformance  with  Cal.  #7 25-24-BZ  of  the  Board 
of  Standard  &  Appeals  which  expired  Jan.  10,  1965.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  10,  1950, 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read: 

“granted  for  a  term  of  ten  (10)  years  from  the  date 
of  this  resolution,  to  permit  .  .  .;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


349-49-BZ 

APPLICANT— A.  H.  Salkowitz  for  Morris  Caine,  owner. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
September  13,  1964 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  a  gasoline 


service  and  oil  selling  station,  sales  room,  lubritorium, 
auto  laundry  and  motor  vehicle  repair  shop. 

PREMIESS  AFFECTED— 58-02  Queens  Boulevard  and 
46-03  58th  Street,  southeast  corner,  Block  2313,  Parts  of 
Lots  9,  13  and  27,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  Gray. 

For  Opposition:  None. 

ACTION  OF  BOARD— Resolution  amended  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - 

Negative: - — - — —  ® 

THE  RESOLUTION— 

Whereas,  on  September  13,  1949,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
Oiii  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1965,  acting  on  N.B.  Applic.  No.  2160/1949, 
reads  * 

”  “1.  Refer  Cal.  #349-49-BZ  back  to  B.S.  &  A.  for  ex¬ 
tension  of  time. 

2.  Any  deviation,  the  removal  of  planting  beds  to  be 
referred  back  to  B.S.  &  A.  for  reconsideration.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  13,  1949, 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  ten  (10)  years  from  the  date 
of  this  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects,  except  that  the  planting 
shown  may  be  omitted  and  that  the  triangular  portion 
of  the  lot  behind  the  building  shall  be  paved  with 
cinders  or  gravel,  treated  with  a  binder ;  and  that  a 
Certificate  of  Occupancy  shall  be  obtained.” 


709-54-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony-Vacuum  Oil  Company,  owner. 

SUBJECT— Application  reopened  September  8,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expired 
June  7,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7c,  7h,  7i 
and  7 A  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district  parking  and  storage  of  motor  vehicles  only 
in  conjunction  to  existing  gasoline  service  station. 
PREMISES  AFFECTED— 65-14-65-28  (  65-20  official) 

Cooper  Avenue  and  77-02  to  77-14  Cypress  Hills  Street, 
southwest  corner,  Block  3722,  Lot  9,  Glendale,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - -  5 

Negative: - - - 0 

THE  RESOLUTION— 

Whereas,  on  June  7,  1955,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  25,  1965,  acting  on  N.B.  Applic.  No.  2934/1954. 
reads : 

“1.  Proposed  extension  of  the  term  of  variance  for  the 
“Parking  and  storage  of  motor  vehicles”  only,  in 
conjunction  to  existing  Gasoline  Service  Station  as 
granted  by  the  Board  of  Standards  and  Appeals 
under  Cal.  #  709-54-BZ,  beyond  June  7,  1965  is 
referred  back  to  the  Board  as  per  Section  11-411 
of  the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  7,  1955,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  ten  (10)  years  from  the  date 
of  this  resolution,  to  permit  the  parking  of  motor 
vehicles  awaiting  service;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


730-57-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bartholdi  Turecamo,  owner. 

SUBJECT— Application  reopened  September  8,  1965  for 
consideration  as  to  extension  of  time  to  complete  which 
expired  April  23,  1964 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Sections 
7e  and  7h  of  the  Zoning  Resolution  permitting  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  minor  auto  repairs, 
car  wash,  storage,  office  and  sales,  parking  and  storage 
of  motor  vehicles  for  a  stated  term  of  15  years. 

PREMISES  AFFECTED — 2375-2385  Cropsey  Avenue  and 
8846-8858  24th  Avenue,  northwest  corner,  Block  6890, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  extension  of  time  to 
obtain  permits  and  complete  work  denied. 

THE  VOTE  TO  EXTEND  TIME — 

Affirmative :  . . . . . .  q 

Negative:  Chairman  Foley,  Vice  Chairman . Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . . .  5 

THE  RESOLUTION— 

Whereas,  on  March  25,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1965,  acting  on  N.B.  Applic.  1274/1957 
reads : 

“1.  Approved  extension  of  time  to  obtain  a  permit, 
complete  work  and  obtain  a  C.  of  O.  under  Cal.’ 
#  730-57-BZ  dated  April  23,  1963  has  expired  and 
is  referred  to  the  Board.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  deny  the  application  to  reopen  and  extend  the  time 
within  which  to  obtain  permits  and  complete  the  work. 

Whereas,  the  Board  finds  that  there  has  been  a  con¬ 
siderable  change  in  the  neighborhood  since  the  variance 
was  granted  on  March  25,  1958. 


74-60-BZ 

APPLICANT — Manfredi  and  Manfredi  for  Cliffsedge 
Realty  Incorporated,  owner. 

SUBJECT— Application  reopened  September  8,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expired 
July  26,  1965 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1514  Sedgwick  Avenue,  east 
side,  1387.52  feet  south  of  West  176th  Street,  Block  2880, 
Lots  9,  10,  12,  13  and  15,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Fred  R.  Manfredi. 

For  Opposition:  None. 

ACTION  O  FBOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

Negative: _ _ _  0 

THE  RESOLUTION— 

Whereas,  on  June  26,  1960,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1965,  acting  on  Alt.  Applic.  No.  1080/1959, 
reads : 

“1.  Proposed  extension  of  term  of  variance  for  above 
premises  located  in  an  R7-1  District  is  contrary  to 
resolution  of  Board  of  Standards  &  Appeals  granted 
under  Cal.  #  74-60-BZ  and  must  be  referred  to  the 
B.S.  &  A.  for  its  determination  as  per  Sect.  11-411 
of  the  Zoning  Resolution. 

Note:  C.  of  O.  30072  expire  7/26/65. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  26,  1960,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  resolution  to  permit  .  .  . ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


472-65-BZ 

APPLICANT — Israel  F.  Vogel  for  Marchi  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  April  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  in  an 
existing  four  story  and  basement  building,  the  erection 
of  a  one  store  enlargement  to  the  restaurant  in  the  base¬ 
ment. 

PREMISES  AFFECTED— 247  East  31st  Street,  north- 
side,  100  feet  west  of  2nd  Avenue,  Block  912,  Lot  26, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Israel  F.  Vogel  and  L.  B.  Santangelo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  _ _  1 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  5,  1965;  hearing  closed, 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1965,  acting  on  Alt.  Applic.  1730/1961, 
reads : 

“A  12  Proposed  extension  of  commercial  use  in  a _R-8 
district  is  contrary  to  Sec.  22-10  of  Zoning  Res. 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-63  of  the  Zoning  Resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  73-63  on  condition 
that  the  work  be  done  in  accordance  with  drawings  hied 
with  this  application  marked  received  April  27,  1965,  four 
sheets,  and  June  24,  1965,  three  sheets ;  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with ;  and 
that  permit  obtained,  work  done,  and  a  Certificate  of  Oc¬ 
cupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


532-65-BZ 

APPLICANT— Daub  and  Daub  for  Sophie  Piacente, 


owner. 

SUBJECT— Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C4-4  district,  in  an 
existing  three  story  building,  the  erection  of  second 
floor  enlargement  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 285  East  149th  Street,  north 
side,  70.25  feet  east  of  Morris  Avenue,  Block  2331,  Lot 
71,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTEr- 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — — - - 

Negative:  - — - — - - — - -  ® 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  5,  1965;  hearing  closed; 


and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1965,  acting  on  Alt.,  Applic.  68/1965,  reads : 

“1.  Proposed  new  2nd  floor  extension  at  rear  of  building 
and  which  is  not  a  permitted  obstruction  and  is  not 
provided  with  the  minimum,  required  rear  yard  of 
20  feet  is  contrary  to  Section  33-23  and  33-26  of 
the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 


Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of.  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby .  is 
granted  under  Section  72-21,  to  permit  in  a  C4-4  district, 
in  an  existing  three-story  building,  the  erection  of.  a  second 
floor  enlargement  that  encroaches  on  the  required  rear 
yard  on  condition  that  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received,  May  10,  1965, 
three  sheets  and  “July  6,  1965,“  two  sheets ;  that  all  °yier 
laws  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  be  obtained,  work  done  and  a  Cer¬ 
tificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  application. 


598-65-BZ 

APPLICANT— Victor  G.  Madonia  for  Octavio  Cabanas, 
owner. 

SUBJECT— Application  May  25,  1965  —  decision  of  the 
Borough  Superintendent,  under.  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  story  one  family,  dwelling  that  has  less 
than  the  required  lot  area  and  lot  width  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED—47-12  Union  Street,  west  side, 
95  feet  south  of  Laburnum  Avenue,  Block  5216,  Lot  11, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Victor  G.  Madonia. 

For  Opposition:  E.  Silverman. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - • - -  ^ 

Negative:  - - - —  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  12,  1965,  acting  on  N.B.  Applic.  611/1965,  reads: 
“1.  Lot  width  and  lot  area  contrary  to  Sec.  23-32  of  the 
Zoning  Resolution. 

2.  Side  yards  contrary  to  Sections  23-461  and  23-48  of 
the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  is  hereby,  is 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district, 
the  erection  of  a  two-story  one-family  dwelling  that  has 
less  than  the  required  lot  area  and  lot  width  and  encroaches 
on  the  required  side  yards  on  condition  that  the  building 
conforms  to  drawing  filed  with  this  application  marked 
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rules  and’  regulafonfappli^ble^'shaU  te^TOmpHe?  with;’  plied  wTh  -  and'thTAerS^b0”’ bt^d^  j*2 3 *,11  be  co,m- 
and  that  permit  be  obtained,  work  done  and  a  Certificate  rVrSfwf  ’  f  n  th  1  be  obtained,  work  done  and  a 

thfU0SS.°btained  Wi,hi"  0,16  y“r  fr°m  the  date  of  *he  da  “of  th?sCCapp5ion.  amed  W"hi”  °ne  yMr  fr°m 


602-65-BZ 

APPLICANT — 'Millard  Bresin  for  General  Export  Cloth¬ 
ing  Corporation,  owner. 

SUBJECT  Application  May  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  one  story  building 
used  for  the  baling  and  storage  of  clothing  with  loading 
and  unloading. 

PREMISES  AFFECTED — 393-409  Lexington  Avenue 
TslAe>  2^5  feet  west  Tompkins  Avenue,  Block 
1799,  Lots  55,  60,  61,  63,  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Millard  Bresin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  _  s 

Negative:  _ _ _  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
September  21  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  5,  1965;  hearing  closed; 
and 

,  Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1965,  acting  on  Alt.  Applic.  2867/1964,  reads : 

b  Jbe  proposed  extension  and  enlargement  on  the 
first  noor  of  an  existing  non-conforming  use  in  an 
o  a  district,  to  be  used  for  “baling  and  storage  of 
2nd  hand  clothing,  and  loading  and  unloading”  is 
contrary  to  Sect.  52-40  &  22-00  of  the  Zoning  Reso¬ 
lution. 

2.  Proposed  structural  alteration  to  a  non-conformin^ 
use  is  contrary  to  Sect.  52-22  of  Z.  R. 

3.  There  are  no  bulk  regulations  in  the  Zoning  Resolu¬ 

tion  for  non-conforming  uses  in  residence  districts 
therefore  refer  to  the  B.S.A.  for  determination  of 

applicable  bulk  regulation.” 


695-65-BZ 

APPLICANT-Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Saxony  Hall  Incorporated,  owner. 

SUBJECT  Application  June  16,  1965  —  decision  of  the 
.borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R5  district,  in  an  existing 
multiple  dwelling,  the  change  in  use  of  the  doctors  offices 
to  apartments  that  encroaches  on  the  required  distance 
between  windows  and  increases  the  degree  of  non-com¬ 
pliance  in  lot  area  per  room. 

PI^I??S  A^ECTED^-01  to  87-27  (87-15  official) 
165th  Street,  165-02  to  165-12  Highland  Avenue,  south¬ 
east  corner,  Block  9837,  Lot  44,  Jamaica,  Borough  of 
yueens. 

APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 

Negative: _  _  n 


and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there- 
lore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  tnake  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district, 
the  erection  of  a  one  story  enlargeent  to  an  existing  one 
story  building  usd  for  the  baling  and  storage  of  clothing 
with  loading  and  unloading,  on  condition  that  the  work  be 
done  in  accordance  with  drawings  filed  with  this  applica¬ 
tion  marked  “Received,  May  26,  1965,”  1  sheets;  that  all 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  June  1,  1965,  acting  on  Alt.  Applic.  875/1965,  reads: 

1- M  An  existing  bldg,  in  non-compliance  as  to  density 

(required  lot  area  per  zoning  room)  proposed 
change  of  doctors’  offices  into  apts.  increases  the 
degree  of  non-compliance  contrary  to  Sec.  54-31 
&  Sec.  23-233  of  the  Z.  R. 

2- M  Provide  a  minimum  of  30’  between  required 

windows  of  the  proposed  apts.  in  basement  and 
side  line  as  per  Sec.  23-86  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-5  district, 
in  an  existing  multiple  dwelling,  the  change  in  use  of  the 
doctors’  offices  to  apartments  that  will  encroach  on  the 
required  distance  between  windows  and  the  side  lot  line 
and  increase  the  degree  of  non-complianc  in  lot  area  per 
room,  on  condition  that  the  building  conforms  to  drawings 
Aka  (With  this  application  marked  “Received,  January  16, 
1965,  nine  sheets;  on  further  condition  that  all  laws,  rules’ 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  be  obtained,  work  done,  and  a  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this 
resolution. 
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696-65-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Saxony  Hall  Incorporated,  owner. 

SUBJECT— Application  June  16,  1965  —  Filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variance  of 
Section  34,  subd  6a  of  the  Multiple  Dwelling  Law  re¬ 
basement  apartments,  yards,  and  Section  60  of  the  Multiple 
Dwelling  law  re-  outdoor  parking. 

PREMISES  AFFECTED— 87-01  to  87-27  (87-15  official) 
165th  Street,  165-02  to  165-12  Highland  Avenue,  south¬ 
east  corner,  Block  9837,  Lot  44,  Jamaica,  Borough  of 
Queens. 

appearances— 

For  Applicant:  Manfield  Blaufeux. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - -  ** 

Negative: - ® 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1,  1965  on  Alt.  Applic.  875-65,  reads: 

“3M— Proposed  basement  apts.  opening  upon  a  20'  wide 
side  yard  are  contrary  to  Sec.  34,  Subdv.  6a  of 
the  M.D.L. 

4M— Exiting  outdoor  parking  obstructs  30'  clear  open 
area  required  for  cellar  apts.  under  Sec.  34  subdv. 
6a  of  the  M.D.L.  &  Sec.  60  subdv.  4  of  the 
M.D.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  _  Superin- 
tendent,  dated,  June  1,  1965  acting  on  Alt.  Applic. 
Objection  Nos.  3M  and  4M  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  310  of 
the  Multiple  Dwelling  Law,  and  that  the  appeal  be  and 
it  hereby  is  granted,  on  condition  that  all  of  the  require¬ 
ments  in  the  resolution  adopted  by  the  Board,  this  date,  on 
Calendar  No.  695-65-BZ  shall  be  complied  with;  and  that 
no  cars  shall  be  parked  within  20  feet  of  the  southerly  wall 
of  the  building. 


748-65-BZ 

APPLICANT— Andrew  Tsarsis  for  Concetta  Petriollo, 
owner. 

SUBJECT— Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erec¬ 
tion  of  a  two  family  dwelling  that  exceeds  the  permit¬ 
ted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  without  the  required 
accessory  parking. 

PREMISES  AFFECTED— 95-99  27th  Avenue,  south¬ 
east  corner  of  Bath  Avenue,  Block  6900,  Lot  34,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Andrew  Tsarsis  and  Louis  Petrillo. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - *  “  ^ 

Negative:  - - - - - 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1965,  after  due  notice  by  publication  m 
the  Bulletin;  laid  over  to  October  5,  1965;  hearing  closed, 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  July  2,  1965,  acting  on  N.B.  Applic.  275/1965,  reads. 

“17  Floor  area  ratio  is  in  excess  of  maximum  in¬ 
dicated  in  Sec.  23-142  Zoning  Resolution. 

18.  Open  space  ratio  is  below  minimum  indicated  in 
Sec.  23-142  Zoning  Resolution. 

19.  Lot  area  per  room  is  below  minimum  required  as 
per  Sec.  23-223  and  is  contrary  to  Sec.  23-27  Zoning 
Resolution. 

20.  Front  yards  required  as  per  Sec.  23-45  Zoning 
Resolution  are  not  provided. 

21.  Two  side  yards  required  as  per  Secs.  23-461,  23- 
462  Zoning  Resolution. 

22.  Construction  of  two  family  residence  on  existing 
small  lot  is  contrary  to  Sec.  23-33  Zoning  Resolu¬ 
tion. 

24  Side  yards  required  as  per  Sec.  23-48  Z.R.  for 
permissible  construction  on  existing  narrow  zoning 
lot  are  not  provided. 

26.  Parking  facilities  are  required  as  per  Sec.  25-22 
y^nirm-  and  are  not  provided. 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is 
therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  _  is 
granted  under  Section  72-21,  to  permit  in  an  R-5  district, 
the  erection  of  a  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  side  yards  without  the  required  accessory  parking, 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received,  July  2,  1965,  six  sheets, 
“September  28,  1965,”  one  sheet;  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  be  obtained,  work  done  and  a  Certificate  of  Occu- 
pancy  obtained  within  one  year  from  the  date  of  this 
application. 


Adjourned  12:40  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  OCTOBER  5,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

121-BZX — Vol.  II 

ACTION  OF  BOARD— Time  to  complete  work  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

Negative:  ...  (j 

THE  RESOLUTION— 

Whereas,  this  application  for  extension  of  time  to  per¬ 
mit  the  completion  of  construction  was  filed  and  accepted 
in  accordance  with  previous  decisions  of  the  Courts,  for 
consideration  under  the  provisions  of  Section  11-324  of 
the  Zoning  Resolution;  and 

Whereas,  the  Board  found  that  as  of  June  11,  1964  a 
substantial  portion  of  construction  had  been  completed  and 
substantial  expenditures  in  connection  with  such  construc¬ 
tion  had  been  made. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  extend  the  time  within  which  to  complete  construc¬ 
tion  for  a  term  of  one  year  from  the  date  of  this  resolution. 


253-BZX — Vol.  II. 

ACTION  OF  BOARD — Time  to  complete  work  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _ _ _ q 

THE  RESOLUTION— 

Whereas,  this  application  for  extension  of  time  to  permit 
the  completion  of  construction  was  filed  and  accepted  in 
accordance  with  previous  decisions  of  the  Courts,  for  con¬ 
sideration  under  the  provisions  of  Section  11-324  of  the 
Zoning  Resolution;  and 

Whereas,  the  Board  found  that  as  of  June  11,  1964  a 
substantial  portion  of  construction  had  been  completed  and 
substantial  expenditures  in  connection  with  such  construc¬ 
tion  had  been  made. 

Resolved,  that  the.  Board  of  Standards  and  Appeals  does 
hereby  extend  the  time  within  which  to  complete  construc¬ 
tion  for  a  term  of  one  year  from  the  date  of  this  resolution. 


243-64-A 

APPLICANT— Austin  and  Dupont  for  Joseph  Sliffla 

owner. 

SUBJECT— Application  March  2,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re  wet 
automatic  sprinkler  system. 

PREMISES  AFFECTED — 89-01  Sutphin  Boulevard  south 
east  corner  of  89th  Avenue,  Block  9680,  Lot  42,  Jamaica 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com-’ 
missioner  Klein  .  5 

Negative:  _  o 


267-64-A 

APPLICANT — Consumer  Outlet  Stores  for  Kane  Realties, 
Incorporated,  owner. 

SUBJECT  Application  March  6,  1964  —  Appeal  from  an 


order  and  a  decision  of  the  Fire  Commissioner,  re  non¬ 
automatic  sprinkler  system. 


T3  feoei’i1/2  inches  south  of  West  27th  Street] 
Block  828,  Lot  80,  Borough  of  Manhattan. 


ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 


THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 5 

Negative:  _ _ _ _  n 


172-54-BZ 

APPLICANT— Kenneth  W.  Milnes  for  Crowe’s  Service 
Station,  owner. 

SUBJECT  Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7a  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  the  reconstruction  of  existing  gasoline 
service  station,  to  include  gasoline  service  station,  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office. 

PREMISES  AFFECTED — 2000  Victory  Boulevard,  south¬ 
west  corner  of  Perry  Avenue,  Block  723,  Lot  9  West 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Kenneth  W.  Milnes 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ e 

Negative: _ n 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
November  23,  1954,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  3,  1956;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  23  1954 
as  amended  through  July  3,  1956,  only  as  to  the  number  of 
approved  gasoline  storage  tanks,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

that  there  may  be  a  total  of  eight  550-gallon  approved 
gasoline  storage  tanks,  as  shown  on  revised  plan 
marked  ‘Received  September  15,  1965/  one  sheet.”  (Gas 
Tank  Applic.  73/65) 


587-64-BZ 

APPLICANT— Corwin,  Atkin  &  Associates  for  Billings¬ 
ley  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 

onteinSJrn  of  t’.01.6  to  comPlete>  which  expired  September 
29,  1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  R5  district,  the  erec¬ 
tion  of  a  six  story  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  penetrates  the  sky 
exposure  plane  and  has  less  than  the  required  parking 

PREMISES  AFFECTED — 1855-1865  Billingsley  Terrace, 
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west  side,  220.15  feet  west  of  Phelan  Place,  Block  2879, 
Lots  150,  152,  156,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — — — — - - - 

Negative:  — - • - - - 

the  resolution— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  29,  1964,  on  certain  conditions;  and. 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  29,  1904, 
only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amend  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and .  work  completed 
within  one  year  from  the  date  of  this  amended  reso¬ 
lution  ;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”  N.B.  Applic.  512-64. 


689-64-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Marvin  S.  Win¬ 
ter,  Bernard  Greenberg  and  Jerome  L.  Green,  owners. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  October 
27,  1965  —  decision  of  the  Borough  Superintendent ;  Pr pi¬ 
ously  granted  on  condition,  under  Sections  73-63  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  a  C6-3  district, 
the  extension  of  an  existing  factory  building  by  the  addi¬ 
tion  of  floor  area  within  an  existing  building  that  in¬ 
creases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 141-155  East  25th  Street,  north 
side,  109  feet  west  of  Third  Avenue,  140-156  East  26th 
Street,  Block  881,  Lot  31,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  yice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker  - —  4 

Negative:  Commissioner  Klein  -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  27,  1964,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  27,  1964, 
only  as  to  the  time  to  obtain  permits  and  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion-  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (Alt.  727/64) 


802-64-BZ 

APPLICANT— Lama,  Proskauer,  Prober  &  Vassalotti  for 
Brooklyn  Women’s  Hospital,  Incorporated,  owner. 


SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expires  October 
14,  1965  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  72-21  and 
73-641  of  the  Zoning  Resolution,  permitting  in  a  R6  dis¬ 
trict,  the  erection  of  a  four  story  enlargement  to  an 
existing  hospital  that  encroaches  on  the  required  side  and 
rear  yard  equivalent  and  exceeds  the  percent  of  lot 
coverage. 

PREMISES  AFFECTED— 1387-1397  Eastern  Parkway 
Extension,  north  side,  85  feet,  10-%  inches  east  of  Ralph 
Avenue,  583-589  Ralph  Avenue,  1634-1646  Lincoln  Place, 
Block  1475,  Lo  4,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  ~ 

Negative: - - - — - ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  14,  1964,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  cifi'icvid  the  resolution  adopted  on  October  14,  1964, 
only  as  to  the  time  to  obtain  permits  and  complete  the 
work,  so  that  as  aemnded  this  portion  of  the  resolution  shall 
read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1170/64) 


240-55-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Stanley  S.  Kilburn,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  structure,  in  the  business  use  district  portion 
of  a  lot,  to  be  used  as  body  and  fender  repair  shop,  auto 
repair  shop,  car  and  motor  washing,  welding,  painting 
and  spraying  and  office  and  gasoline  pump  within  build¬ 
ing,  owners  use  only,  and  parking  of  cars  awaiting  ser¬ 
vice  and  the  storage  of  kerosene  and  gasoline  in  buried 
tanks,  owners  use  only,  in  the  residence  use  idstrict  por¬ 
tion  of  the  plot. 

PREMISES  AFFECTED— 207-22  to  207-24  (207-22  offi¬ 
cial)  Northern  Boulevard,  south  side,  350  feet  West  of 
Oceania  Avenue  and  205-35  to  206-37  45th  Road,  Block 
7305,  Lot  19,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  3,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  _  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  __  c 

Negative:  _  '  q 


69-60-BZ 

ApPLICANT— Leonard  F.  Rothkrug  for  Joseph  and  Jen¬ 
nie  remmore,  owners. 

SUBJECT  Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  July  19  1965 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district  the 
storage  of  non-transient  pleasure-type  cars  only,  on  the 
vacant  area  adjoining  a  dwelling  for  a  temporary  term 
of  five  (5)  years.  J 

raEMSSESl  AFFECTED — 5 16-520  Parkside  Avenue 

s'd§.  4,3  fe5‘  inches  east  of  Bedford  Avenue, 
Block  5056,  Lot  97,  Borough  of  Brooklyn 

APPEARANCES— 

Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  November  3,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  decision 
ot  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  e 

Negative:  _ "  q 


799-52-BZ — Vol.  II. 

APPLICANT— Leonard  F.  Rothkrug  for  16  Lexington 
Avenue  Corporation,  owner.  s 

SUBJECT— Application  reopened  December  6,  1960  as 
Volume  II— decision  of  the  Borough  Superintendent,  un¬ 
der  Section  7c  of  the  Zoning  Resolution,  to  permit  in  a 
unrestricted  business  and  residence  use  district,  the  change 
■in  occupancy  from  manufacturing  of  knitwear  to  manufac¬ 
turing  and  storage  of  stuffed  toys. 

PREMISESAFFECTED-ld-lS  Lexington  Avenue,  south- 
side,  165  feet  east  of  Grand  Avenue  and  2  Downing 
Street,  Block  1969,  Lot  25,  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ 

Negative:  . .  .  '  - ^ 


Adjourned:  1:00  P.M. 


James  P.  Mulroy,  Secretary 


57-62-A— Vol.  II 

APPLICANT — Robert  Parvin,  owner. 

SUBJECT— Application  reopened  May  25,  1965  as  Vol- 

um^  ff— Appeal  from  an  order  of  the  Fire  Commissioner, 
re  Sprinkler  system. 

PREMISES  AFFECTED — 5005-5007  5th  Avenue,  east 
snde  50  feet,  2  inches,  south  of  50th  Street,  Block  792, 
Lot  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Albert  M.  Aronowitz  and  Robert  Parvin. 
For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner.  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 

Negative: _  "  n 

THE  RESOLUTION—  ~ 

WmaiEAS,  the  order  of  the  Fire  Commissioner,  dated 
reads'17  14 ’  1962  ^  Apnl  8'  1965  0n  0rder  No-  866-2, 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
in  cellar,  having  at  least  one  source  of  water  supply 
arranged  and  equipped  as  per  Chapt.  26-1372.3b. 
09-161. 0a  Adm.  Code.” 

and 

Whsrea5  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  14,  1962  and  April  8  1965 
acting  on  Order  No.  866-2  Objection  No.  1  be  and  it’hereb; 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  conforms  to  drawings  filed 
with  this  application  marked  “Received,  May  5,  1965  ”  two 
sheets;  on  the  further  condition  that  the  gas  meters  be 
moved  to  a  location  approved  by  the  Fire  Department. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  October  5,  1965,  2  P.M. 

•Pr:esent :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com- 
missioner  Fox,  Commissioner  Becker  and  Commissioner 


757-64-A 

APPLICANT— Stuart  Furman  for  Ideal  Management 
Corporation,  owner. 

SUBJECT— Application  July  15,  1964  —  Apueal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 3781-3799  Broadway,  west  side, 
from  157th  Street  to  158th  Street,  Block  2134,  Lot  180 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stuart  Furman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  __  5 

Negative:  _ _ q 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis- 

M°ne^ndfed  January  24’  1964  and  July  15,  1964  on  Order 
-No.  859-4,  reads: 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 
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Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions.  . 

Rp  solved  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  24,  1964  and  July _  15, 
on  Order  No.  359-4  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received,  July  15,  1964  four 
sheets  •  on  the  further  condition  that  a  non-automatic 
sprinkler  system  be  installed  in  the  cellar  and  an  automatic 
fire  alarm  with  central  office  connection  be  installed 
throughout  the  building. 


821-64-A 

APPLICANT — Daub  and  Daub  for  40th  Associates  In¬ 
corporated  c/o  Mills  and  Company  Real  Estate  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  July  30,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness. 

PREMISES  AFFECTED-250  West  40th  Street  sou* 
side,  272.6  feet  east  of  Eighth  Avenue,  Block  789,  Lots  68 
and*69,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Opposition:  Arnold  Streit. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - ^ 

Negative:  - — - - — — - - - - 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  17,  1964  and  July  28,  1964,  on  Order 
No.  679144,  reads: 

“1  Have  at  least  elevator  kept  in  readiness  for  im¬ 
mediate  use  of  the  Fire  Dept,  during  all  hours  of 
the  day  or  night,  including  holidays  and  Sundays 
and  competent  man  to  operate  same  at  all  times. 
Sec.  C19- 164.0.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  17,  1964  and  July  28,  1964  acting  on 
Order  No.  679144  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  conforms  to  drawings, filed 
with  this  application  marked  “Received,  July  30,  1964,  two 
sheets,  and  “June  8,  1965,”  one  sheet;  on  the  further  con¬ 
dition  that  a  Quick  Response  system  be  installed  in  accord¬ 
ance  with  the  terms  of  the  General  Resolution  630-56-GR , 
and  that  this  grant  be  for  a  period  of  ten  years  from  the 
date  of  this  resolution. 


25  feet  north  of  152nd  Street,  Block  2362,  Lot  39, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Garnett. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE-  .  _  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - — — ~  ^ 

Negative: - —  ~ 

THE  RESOLUTION—  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  3,  1964  and  July  15,  1964  on  Order 
No.  502-4,  reads:  . 

“1  Install  an  approved  automatic  sprinkler  system 
throughout  the  entire  building  arranged  and  equipped 
as  per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.  161.0a  Adm.  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  _ 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  Fabruary  3,  1964  and  July  15,  1965,  acting 
on  Order  No.  502-4  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  9ran*ed 
on  condition  that  the  building  conforms  to  drawings  filed 
with  this  application  marked  Received,  September  24,  196., 
four  sheets ;  on  the  further  condition  that  one  window  on 
each  of  the  fourth  and  fifth  floor  fronts  be  made  openable 
for  the  Fire  Department;  that  the  second  through  the  fifth 
floors  inclusive  remain  vacant;  that  a  non-automatic 
sprinkler  system  with  an  automatic  fire  alarm,  with  central 
office  connection,  be  installed  in  the  cellar  of  the  building. 


848-64-A 

APPLICANT— Samuel  Garnett  for  Orkins  Apparel  owner ; 

Wise  Shoe  Stores,  Incorporated,  lessee. 

SUBJECT— Application  filed  August  12,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2938  Third  Avenue,  east  side. 


916-64-A 

APPLICANT — Duvernoy  and  Sons,  Incorporated,  Agent 
for  F.  L.  Smithe  Corporation,  owner. 

SUBJECT— Application  August  10,  1964  —  Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  smoke  permit. 
PREMISES  AFFECTED— 633-645  West  44th  Street .  560- 
570  Twelfth  Avenue,  northeast  corner,  Block  1U9Z,  .Lot  /, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harold  Saxe. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE —  _  .  .  ... 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - — — - — - - 

Negative :  - — - - - - - — - -  ' 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  24,  1964  and  August  4,  1964  on  letter. 

“In  reply  to  your  letter  of  March  16,  1964,  please  be 
advised  that  this  department  has  no  authority  to  issue 
smoking  permits  for  designated  areas,  therefore,  y 
request  for  permission  to  smoke  in  your  office  and 
lunch  roof  area  is  denied.” 

Whereas,  the  premises  were  inspected  by  the  represen¬ 
tative  of  the  Fire  Department  who  has  reported  to  tne 

Board.  _ 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  24,  1964  and  August  4,  1964  acting 
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“VS,?  March  16,  1964  be  and  it  hereby  is  modified 
f,  ,  t!1,at  ,  ?.ppeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  conforms  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received,  August  10,  1964,”  four  sheets  • 
on  further  condition  that  the  incombustible  receptacles  con¬ 
taining  sand  be  provided  in  the  smoking  areas ;  that  self¬ 
closing  covers  be  provided  on  metal  waste  receptacles  in 
locker  rooms;  that  water  type  extinguishers  of  2%  gallon 
capacity  be  provided,  one  in  the  office  area,  third  floor,  one 
adjacent  to  each  of  the  locker  rooms  on  the  1st  and  2nd 


949-64-A 

APPLICANT— H.  E.  Horwood  for  Gerdbeth  Realty  Com¬ 
pany,  owner.  J 

SUBJECT— Application  September  22,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

P“MISgS  AFFECTED-— 511  West  20th  Street,  north 
side,  150  feet  west  of  10th  Avenue,  Block  692,  Lot  27 
Borough  of  Manhattan.  ’ 

APPEARANCES— 

For  Applicant :  L.  B.  Santangelo. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT : 

Affirmative :  _ _ _ _  „ 

Negative :  Chairman  Foley, ""vice . Chairman . Kleiner  t 

Commissioner  Fox,  and  Commissioner  Klein  _ _  i 

Absent:  Comissioner  Becker  . .  i 

THE  RESOLUTION—  . 

•  WH™Ef s;  Tthe  order  and  decision  of  the  Fire  Commis- 
Nc>ne97-3at?fadsnUary  8’  1963  ^  August  31>  1964  on  Order 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 
and 

Cr^HfRkAS’  tbe  Promises  and  surrounding  area  were  in- 

that  theanne  ?0Imm,lttee,°,f  the  Board  which  recommended 
tnat  the  appeal  be  denied  because  of  the  high  fire  load  nnnr 

ventilation  and  the  difficult  access  for  the  Fire  Department. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  January  8,  1963  and  August  31  1964 

actmg  on  Order  No.  97-3,  Objection  No.  1,  bf  and  it  hereby 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


THE  RESOLUTION— 

Whereas  the  order  and  decision  of  the  Fire  Commis- 

No  4272-4e<readsSUSt  4  ^  September  2>  1964>  on  Order 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  including  the  cellar,  ar¬ 
ranged  and  equipped  as  per  Chapt.  26,  Art.  16 
Admin.  Code. 

Ch.  19.161.0a  Adm.  Code.” 
and 

Where AS,  the  premises  and  surrounding  area  were  in- 

thafthl by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  heavy  fire  load. 

Resolved  that  the  order  and  decision  of  the  Fire  Com- 
nussioner,  dated  August  4th  and  September  2,  1964,  acting 
on  Order  No  4272-4,  Objection  No.  1,  be  and  it  hereby"! 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


977-64-A 

ATram^^T7 wrmtn  E'  bIorwood  for  Harborside  All 
transport  and  Warehouse  Corporation,  owner. 

SYTBJEfT~A,Pplication  September  29,  1964— Appeal  from 
system61"  ^  *  deciSlon  Fire  Commissioner  re-  sprinkler 

PREMISES  AFFECTED— 553-557  West  33rd  Street 
north  side  63  feet  east  of  11th  Avenue,  Block  705  Lot 
5,  Borough  of  Manhattan.  ’ 

APPEARANCES— 

For  Applicant:  Max  Langner  and  Max  Langner. 

a  rZ^drnTStrati0n :  LieUt  John  P ■  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _  _  _ 

viM  55=*^ 

Absent :  Commissioner  Becker  and  Commissioner  Klein  2 


962-64- A 

APPLICANT— Daniel  Ash  for  Est.  of  Silvia  Richland 
owner;  Lynwood  Nursing  Home,  lessee. 

SUBJECT— Application  September  25,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

AFFECTED-306  West  102nd  Street,  south 

uf’i25R  eet  m  °*  W7st  End  Avenue>  Block  1889, 
Lot  64,  Borough  of  Manhattan 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

SfT“eNap?Lnt°ARD~APPeaI  «q.,est 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  . .  4 

Negative:  _ ZZZZ . . .  q 

Absent :  Commissioner  Becker  and  Commissioner'  'Klein  2 

1071-64-A 

QT^^^mNT~SamUel  C°hen  f0r  Joseph  Spector’  owner. 

SUBJBCT— Application  October  27,  1964— Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system 

7? 'f  eStEoSVAFVCTED-«  West  21st  Street,  north  side, 

823  St  it  RChCS  €uStr°LAvfnue  of  the  Americas,  Block 
o23,  Lot  19,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept 

AS'°dlSLBd0ARD-Ap-' “  ^ 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Fox  _ _ _  4 

Negative:  _ ZZZZ .  q 

Absent:  Commissioner  Becker  and  Co77"sZ’77rKle‘in  2 

1541-61-A — Vol.  II 

APPLICANT  Richard  Rethy  for  119  Company,  owner. 
SUBJECT— Application  reopened  July  7,  1965  as  Volume 
1  Appeal  from  an  order  of  the  Fire  Commissioner  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 119  Bowery,  east  side,  100  feet 
2  inches  south  of  Grand  Street,  Block  304,  Lot  13 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Richard  Rethy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dep  . 
ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
2  P.  M.  for  applicant  to  make  an  amended  application, 

hearing  closed. 


315-62-A 

APPLICANT — Joseph  B.  Hirshfield  for  215  Fulton  Realty 
Corporation,  owner. 

SUBJECT— Application  April  5,  1962  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re- 
Spr inkier  System. 

PREMISES  AFFECTED — 215  Fulton  Street  south  side 
1105  feet,  7  inches  east  of  Greenwich  Street,  Block  85, 
Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  19,  1965, 
at  2  P.  M.  for  decision;  hearing  closed. 


PREMISES  AFFECTED — 1105  McDonald  Avenue,  west 
side,  140  feet  north  of  Elmwood  Avenue,  Block  6504, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  2  P.  M.  for  hearing. 


959-64-A 

APPLICANT — Harry  Soled  for  Yeshiva  Torah  Vadath, 
owner. 

SUBJECT — Application  September  24,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 206-210  Wilson  Street,  south 
side,  115  feet,  1  inch  west  of  Division  Avenue,  Block 
2183,  Lot  21,  Borough  of  Brooklyn. 

appearances— 

For  Applicant:  Peter  Gray. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  2  P.  M.  for  hearing. 


572-64-A 

APPLICANT _ W.  T.  Brennen  for  One  Nassau  Realty 

Corporation,  owner. 

SUBJECT — Application  May  21,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  carbon 
dioxide  liquifier  tank. 

PREMISES  AFFECTED — 1  Nassau  Avenue  north _  side, 
entire  block  bounded  by  Banker  Street,  North  15th  Street, 
Wythe  Avenue,  and  North  14th  Street,  Block  2639,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  W.  T.  Brennen,  M.  C.  Kramer,  W.  W. 

Kuntz  and  Gordon  N.  Straple. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  16,  1965, 
at  2  P.  M.  for  continued  hearing.  Applicant  is  to  consider 
request  to  Council  to  amend  administrative  codes. 


703-64-A 

APPLICANT — A.  H.  Salkowitz  for  Irving  Warfield, 
Etal  DBA  Flatlands  Shoppers  Mart  Company,  owner. 
SUBJECT — Application  June  30,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 913-957  East  108th  Street, 
north  side,  89.51  feet  east  of  Flatlands  Avenue,  Block 
8235,  Lot  342,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Peter  Gray. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  19,  1965,  at 
2  P.  M.  Drawings  are  to  be  submitted  by  the  applicant. 


960-64-A 

APPLICANT— Benjamin  Gordon,  owner. 

SUBJECT — Application  September  24,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 14  West  23rd  Street  south 
side,  133.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot  47, 
Borough  of  Manhattan. 

appearances— 

For  Applicant:  Harvey  Tropp. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  30,  1965, 
at  2  P.  M.  for  inspection  and  decision.  Hearing  closed. 


966-64-A 

APPLICANT— Far  Rockaway  Nursing  Home  for  Alfred 
R.  Satin,  owner. 

SUBJECT— Application  September  25,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
install  fireproof,  self-closing  double  swinging  doors  and 
interior  fire  alarm. 

PREMISES  AFFECTED— 13-11  Virginia  Street  north¬ 
west  corner  of  Far  Rockaway  Boulevard,  Block  13,  Lot  1, 
Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965,  at 
2  P.  M.  for  hearing  at  the  request  of  the  applicant ;  ap¬ 
plicant  to  be  notified. 


957-64-A 

APPLICANT— 1105  Bowling  Corporation  d/b/a/  Elm¬ 
wood  Lanes  for  100  Elmwood  Realty  Corporation,  owner. 

SUBJECT— Application  September  22,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


1027-64-A 

APPLICANT— Daub  and  Daub  for  Romash  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  19,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED' — 1 30  East  7th  Street,  and  109 

southwest  corner,  Block  434,  Lot  29,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
^  Jr.  M.  for  inspection  and  decision;  hearing  closed. 


690-65-A 


APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
tor  Regina  S.  Kearns,  owner;  Barney’s  Clothes,  In¬ 
corporated. 


SUBJECT— Application  June  15,  1965— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  change  in  use — commercial. 

P«E?  AFFECTED— 113-115  Seventh  Avenue,  156- 
160  West  17th  Street,  southeast  corner,  Block  792,  Lot 
70,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

A9To°iwr  9F  ?0ARP^Laid  over  to  October  19,  1965,  at 
<£  r.  M.  for  inspection  and  decision;  hearing  closed. 


724-65-A 

APPLICANT  Abraham  I.  Kirschenbaum  for  Peter 
lessee St*  °Wner’  Take  Three  Enterprises,  Incorporated, 

SUBJECT— Application  June  22,  1965— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED — 149  Bleecker  Street,  north 
s‘d%  57‘2  feet  east  of  Thompson  Street,  Block  537,  Lot 
36,  Borough  of  Manhattan. 

APPEARANCES— 

F°D'aubPP^Cant :  Abraham  I.  Kirschenbaum  and  Sidney 

A?Tp°vr  ?F  T°ARD— Laid  over  to  October  26,  1965,  at 
2  P.  M.  for  hearing  at  request  of  Department  of  Build¬ 
ings.  1U 


Adjourned  3:35  P.M. 


James  P.  Mulroy,  Secretary 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
ot  Standards  and  Appeals  held  on  July  20,  1965,  as  thev 
appeared  in  Bulletin  No.  30,  Vol.  50,  are  hereby  corrected 
to  read  as  follows : 

1257-61-BZ 

.APPLICANT — Arnold  W.  Lederer  and  Cecil  Wolk  for 
John  Adam  Apartments,  owner. 

SUBJECT— Application  December  10,  1964— decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  Cl -7,  C6-2  and  R6 
district,  the  use  of  the  unused  and  surplus  tenants  spaces 
in  an  existing  multiple  dwelling  accessory  garage  for 
transient  parking  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 487-503  Avenue  of  the  Amer- 
iicas,  101-115  West  12th  Street,  northwest  corner,  100-102 
West  13th  Street,  Block  608,  Lot  39,  Borough  of  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer  and  Leon  H.  Silver. 
For  Opposition:  Frank  Raskin. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  g 

THE  RESOLUTION—  . . . 

WLcereas,  a  public  hearing  was  held  on  this  application 
°n, JUV  ,  1965,  after  due  notice  by  publication  in  the 

Bulletin;  laid  over  to  July  20,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1964,  acting  on  Alt.  Applic.  418/1963 
reads :  ’ 


“A-2  Proposed  transient  parking  in  a  garage  in  cellar  & 
1st  floor  in  a  Class  iA!  Multiple  Dwelling  which 
is  located  partly  in  Cl-7  &  C6-2  &  R-6  zoning 
district  is  contrary  to  Sect.  36-461  of  Zoning 
Resolution.”  6 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica- 
tj011  be  and  d  hereby  is  granted  under  Section  60  (3)  of 
the  Multiple  Dwelling  Law,  to  permit  in  a  Cl-7,  C6-2  and 
R-6  district,  the  use  of  the  unused  and  surplus  tenants 
spaces  in  an  existing  multiple  dwelling  accessory  garage 
for  transient  parking  for  a  term  of  fifteen  years  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  December  10,  1964”  1  sheet 
March  18,  1965”,  1  sheet,  and  “May  5,  1965”,  2  sheets’; 
on  further  condition  that  the  motor  vehicles  in  the  transient 
parking  space  shall  be  limited  to  pleasure-type  cars  only 
and  are  not  to  exceed  45  in  number;  that  the  signs  be 
limited  to  that  required  by  the  Department  of  Licenses; 
that  the  tenants  of  this  apartment  house  may  recapture  any 
of  he  space  devoted  to  transient  parking  on  30  days’  notice 
to  the  owner  in  accordance  with  Section  60  (lb)  of  the 
Multiple  Dwelling  Law ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  an  amended 
Cei  tincate  ot  Occupancy  shall  be  obtained  for  the  garage 
portion  of  the  building  within  one  year  from  the  date  of 
this  Resolution. 


*Correction :  In  the  Resolved  section  the  matter  shown  in 
italics  had  been  transposed  in  original  printing  of  the  reso¬ 
lution. 


’^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  March  30,  1965,  as  they 
appeared  in  Bulletin  14,  Vol.  50,  are  hereby  corrected  to 
read  as  follows : 

965-63-A 

APPLICANT — A.  L.  Seiden  for  Pascompy  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  November  22,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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CORRECTION 


PREMISES  AFFECTED — 152-154  Franklin  Street,  north 
side,  203  feet  inches  west  of  Varick  Street,  Block 
189,’  Lot  8,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  A.  L.  Seiden. 

For  Administration :  Capt.  R.  L.  Sullivan,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Ivlemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  ^ 

N  egative :  - 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  8,  1963  and  November  8,  1963  on 
Order  No.  3776-3,  reads: 

“1  Provide  an  approved  automatic  dry  sprinkler  sys¬ 
tem  throughout  building,  arranged  and  equipped  as 


per  Chapt.  26-1339.2.a  Adm.  Code. 
Chapt.  19-161.0a  Adm.  Code.” 


and  .  f 

Whereas,  the  premises  were  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  8,  1963  and  November  8,  1963 
acting  on  Order  No.  3776-3,  Objection  No.  1,  be  and  i 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  March  23, 
1965”  6  sheets ;  on  further  condition  that  a  non-automatic 
sprinkler  system  be  installed  in  the  cellar  and  that  an 
automatic  fire  alarm  with  central  office  connection  be  in- 


*Correction :  In  the  Resolved  section  above,  the  words  ^non- 
automatic  fire  alarm  system”  are  corrected  to  read  non¬ 
automatic  sprinkler  system ” 


NOTICE 


Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1— Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 


2 _ Submit  either  a  temporary  Certificate  of  Occu¬ 

pancy  or  an  8”  x  10”  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3  _ Filing  fee  is  $25.00  per  application.  Make  check 

payable  to  the  Board  of  Standards  and  Appeals. 

4  _ A  new  owner’s  authorization  is  required  when  the 

name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  mail.  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  aw  are  supplied,  as  specified  on  the  blank 
appeal  or  appl . cation  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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COURT  DECISIONS 

MAtter  of  N.  Y.  City  Housing  and  Redevelopment  Board  ve.  Foley: 

de,^fir,^OVfel?herR6’  196u’  cthe  Board  granted  a  variance,  based  on 'a 
decision  of  the  Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the  erection  of  a 

^mh^yK^Q1MIR7f0rT>WSe  *S  an,icti'ic  utility  sub-station  ;  Calendar 
Number  519-63-BZ ;  Premises  1001-1016  Amsterdam  Avenue,  east 
Cathedral  Parkway  to  West  109th  Street  165-175  West 

Manhattan61'  B  °Ck  1864’  Lot  1  and  Part  of  Lot  9’  Borough  of 

Sfc *“*  '■  Mr-  J™‘‘“ 

The  matter  will  therefore  be  remanded  to  the  Board  for  further 
proceedings,  including  a  further  hearing  if  the  board  determines 
such  hearing  necessary  at  the  conclusion  of  which,  the  board 
shall  state  its  finding  of  fact  and  set  forth  in  its  determination 
the  section  or  sections  and  subdivision  or  subdivisions  of  the 
zoning  resolution  or  other  statutory  authority  upon  which  it 
predicates  its  action. 

Settle  order  on  notice.’' 

(N.  Y.  Law  Journal,  July  15,  1964,  pages  7  and  8) 

„  The  Appellate  Division,  First  Judicial  Department,  by  Botein,  P.J.  - 
Breitel  Rabin,  Valente  and  McNally,  JJ.  ruled : 

Y-  9ity  Housing  and  Redevelopment  Board 
(r°ley)  ;  121.  Matter  of  Betanzos  (Foley — Motions  granted  to 
the  following  extent :  granting  leave  to  petitioners  to  appeal 
and  respondent.  Board  of  Standards  and  Appeals  of  the  City 
°{ ,New  York,  is  granted  permission  to  cross-appeal  on  the  issue 
lefened  to  in  its  affidavit  on  the  motion;  staying  the  execution 
and  enforcement  of  the  order  of  the  Supreme  Court,  New  York 
entered  on  September  14,  1964,  pending  the  hearing 
and  determination  of  the  appeal,  on  condition  that  the  an 
pellants  procure  the  record  on  appeal  and  appellants’  points 
to  be  served  and  filed  on  or  before  ecember  8,  1964,  with  notice 
of  argument  for  the  January,  1965,  term  of  this  court-  con- 
sohdating,  for  purposes  or  argument  only,  the  instant  Appeal 
with  the  appeal  from  the  order  granting  the  motion  to  strike 
petitioners  replies;  and  dispensing  with  the  printing  of  all 
original  exhibits  in  so  far  as  they  consist  of  photographs,  draw¬ 
ings,  plans,  diagrams  and  renderings  on  conditions  that  the 

?™Tals  n'e  I16d  W,t\  thLl  court  or  before  December  30? 
.-T  l?64-  In  aJl  other  respects,  the  motion  is  denied.  Order  filed  ’» 

(N.  Y.  Law  Journal,  November  25,  1964,  page  15), 

The  Appellate  ivision.  First  Judicial  epartment  by  Breitel  P  T  • 
derision  ,McNally’  Stevens  and  Steuer,  JJ.  rendered  the  following 

cf  Ni  Y\City  Housing  and  Rendevelopment  Board 

Mo*'Ion  for  eave  to  a  brief  amicus  curiae  denied 
with  ij>l 0  costs. 

(N.  Y.  Law  Journal,  February  24,  1965,  page  16). 

The  Appellate  Division,  First  Judicial  Department  by  Breitel  J  P  • 
Rabin  McNally,  Stevens  tnd  Bastow,  JJ.  confirmed  the  determiim- 
tion  of  the  Board,  as  follows : 

“8634-8635-8636-8637.  Matter  of  N.  Y.  City  Housing  and  Rede¬ 
velopment  Board,  pet-ap-res  (Foley,  res-ap-res ;  Consolidated 
Ho^on  p°-  °f  N-  Y->  Inc.,  res)  —  Orders,  entered  on  Setpember 
14,  1964,  granting  the  petition,  remitting  the  proceeding  to  the 
Board  of  Standards  and  Appeals  and  denying  the  motion  to 
vacate  the  order  of  certiorari,  unanimously  reversed,  on  the  law, 
on  the  facts,  and  in  the  exercise  of  discretion,  and  the  motion 
to  vacate  the  order  of  certiorari,  dismiss  the  petition  and  con¬ 
firm  the  determination  of  the  Board  of  Standards  and  Appeals 
granted,  with  $30  costs  and  disbursements  to  respondents-ap- 
pellants-respondents.  Appeals  from  orders  entered  on  July  13, 
1964,  striking  petitioners’  reply  dismissed  as  academic.  Opinion 
by  Bastow,  J..J.  Settle  order  on  notice.” 

(N.  Y.  Law  Journal,  April  21,  1965,  page  14). 

( Continued  on  page  1205) 


A,  773-64-A,  823-64-A,  839-64-A,  888-64-A,  889-64-A 
890-64-A,  913-64- A,  932-64-A,  1011-64-A,  1155-64-A? 
823-65-A,  834-65-A,  863-65-A. 

Notice. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  October  12,  1965 

Cal.  No.  Dept.  Premises  Affected 

1016-65-BZ — B.Bx. — 33  Marcy  Place,  north  side,  105.43 
feet  west  of  Walton  Avenue,  Block  2841,  Lot  30,  Bor¬ 
ough  of  The  Bronx,  Alt.  No.  564-65  re  Public  Parking 
Lot,  R8  use  district. 


1017-65-BZ — B.Q. — 240-10  Merrick  Boulevard,  southwest 
corner  of  241st  Street,  Block  13204,  Lots  107  and  97, 
Rosedale,  Borough  of  Queens,  N.B.  1283-65  re  Auto¬ 
motive  Service,  C2-1  district. 


1018-65-BZ — B.Q. — 159-04  Cross  Bay  Boulevard  and  92- 
10  to  92-16  159th  Avenue,  Block  14013,  Lot  64,  Wood- 
haven,  Borough  of  Queens,  Alt.  No.  1551-65  C2-2 
within  R3-1  and  R2  district.  Gasoline  Service  Station. 


1019-65-A — B.B. — 11  New  York  Avenue,  east  side,  80 
feet  north  of  Herkimer  Street,  Block  1862,  Lot  5,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  2128-64  re  Egress  and 
change  of  occupancy,  Section  C26-278.0  Adm.  Code  and 
C26-344  and  C26-345. 


1020-65-SM — United  States  Gypsum  Company,  %  inch 
Sheetrock  Firecode  “C”  Two  Hour — DWS — Partition, 
manufactured  by  United  States  Gypsum  Company,  Ma¬ 
terial. 


1021-65-A — B.B. — 1346  45th  Street,  south  side,  300  feet 
west  of  14th  Avenue,  Block  5617,  Lot  25,  Borough  of 
Brooklyn,  Alt.  No.  1927-65  re  Proposed  Synagogue, 
Class  four  construction,  Section  4.2.1.  Administrative 
Code. 


1022-65-SM — H.H.  Robertson  Company,  “Robertson  Q- 
Lock  Q-Floor”  Cellular  and  fluted  Steel  Floor  used  in 
composite  slab  design,  manufactured  by  H.H.  Robert¬ 
son  Company,  Material. 


1023-65-SM — Dunco  Chemical  Corporation,  Fire  Ban, 
Aerosol  Fire  Retardant  Spray  Can  for  Fabrics  &  Christ¬ 
mas  Trees,  Manufactured  by  Tex-Chem  Company,  In¬ 
corporated,  Material. 


1024-65-SM — Frankel  Associates  Incorporated,  Newport 
Boucle  and  Chererel,  Veretairre,  For  use  as  curtains 
and  drapes  in  places  of  Public  Assembly,  manufactured 
by  Frankel  Associates,  Inc.,  Material. 


1025-65-A — F.D. — 6303  Fifth  Avenue,  east  side,  25  feet 
south  of  63rd  Street,  Block  5810,  Lot  6,  Borough  of 
Brooklyn,  F.D.  Order  0148-5  re  Sprinkler  System. 


1026-65-A — B.R. — 144  Vanderbilt  Avenue,  south  east  cor¬ 
ner  of  Tompkins  Avenue,  Block  2838,  Lot  7,  Stapleton, 
Borough  of  Richmond,  Alt.  No.  291-65  re  Chiropractic 
use  in  R5  district,  Business  in  frame  building,  Fire 
Escape  for  residential  portion  of  building,  C26-248.0.4 
and  6.1.2.2.5  Building  Code. 


1027-65-SM — Baldwin  Hardware  Manufacturing  Corn- 
Company,  Door  Viewer  No.  335,  manufactured  by  Bald¬ 
win  Hardware  Manufacturing  Company,  Material. 


1028-65-BZ — B.M. — 322  East  86th  Street,  south  side,  255 
feet  east  of  2nd  Avenue,  Block  1548,  Lot  42,  Borough 
of  Manhattan,  Alt.  No.  803-65  re  Eating  and  Drinking 
Establishment,  R-8  District  Sections  11-111  and  22-00 
Zoning  Resolution. 


1029-65-BZ — B.M. — 319  East  85th  Street,  north  side,  250 
feet  east  of  2nd  Avenue,  Block  1548,  Lot  11,  Borough 
of  Manhattan,  Alt.  No.  804-65  re  Eating  and  Drinking 
Establishment,  R-8  District  Sections  22-00,  11-111,  23-47, 
54-31,  23-40  Zoning  Resolution. 


1030-65-A — B.M. — 319  East  85th  Street,  250  feet  east  of 
2nd  Avenue,  Block  1548,  Lot  11,  Borough  of  Manhattan, 
Alt.  No.  804-65  re  Rear  Yard,  Section  212  Multiple  Dwell¬ 
ing  Law. 


1031-65-A — F.D. — 162-13th  Street,  south  side,  97  feet 
10%  inches  east  of  3rd  Avenue,  Block  1033,  Lot  10, 
Borough  of  Brooklyn,  F.D.  Order  3059-5,  re  Sprinkler 
System. 


1032-65-A — Holland-Rantos  Company,  re  Packaging  of 
Flammable  mixture,  known  as  Delph  Pads,  in  sealed 
metal  foil  heat-sealed  packet,  containers  not  in  accord¬ 
ance  with  Administrative  Code. 


1033-65-BZ — B.Bx. — 2855  Morris  Park  Avenue  and  1911 
Pilgrim  Avenue,  northwest  corner,  Block  4243,  Lots  1, 
58,  59  and  60,  Borough  of  The  Bronx,  N.B.  791-65  re 
Erection  of  Church,  Section  25-31  Zoning  Resolution. 


1034-65-SM — The  Indiana  Brass  Company,  Incorporated, 
Anti-Syphon  Float  Valve,  Indiana  Hydrosure  #7,  Anti- 
Syphon  float  Valve  for  operating  sanitary  water  closet, 
manufactured  by  The  Indiana  Bras  Company,  Material. 


Restored  to  Docket 

233-41-BZ — B.B. — 9419-9423  5th  Avenue,  east  side,  102. 
8%  feet  north  of  95th  Street,  Block  6118,  Lot  5,  Borough 
of  Brooklyn,  N.B.  451-41,  reopened  for  consideration  as 
to  extension  of  term  of  variance,  re-  parking  and  storage 
of  more  than  five  motor  vehicles,  residence  and  business 
use  district. 


452-60-BZ — B.Q. — 71-12  35th  Avenue,  south  side,  100 
feet  west  of  72nd  Street,  Block  1271,  Lot  6,  Jackson 
Heights,  Borough  of  Queens,  Alt.  755-60,  re-  storing 
five  cars  on  a  rental  basis,  retail  and  residence  use 
district. 


615-60-BZ— B.Q.— 84-02  to  84-46  (84-10  official)  South 
Conduit  Avenue,  south  side  from  84th  Street  to  86th 
Street,  84-01  84-27  and  85-01  to  85-19  149th  Avenue  and 
137-41  to  137-51  84th  Street,  137-44  to  137-50  86th  Street, 
Block  11390,  Lots  1,  11  and  25,  Aqueduct,  Borough  of 
Queens,  Alt.  1480-60,  re-  sale  and  display  of  new  and 
used  cars,  parking  and  storage  of  less  than  150  motor 
vehicles,  with  business  signs,  residence  use  district. 


RULES 

Arc  and  Gas  Welding  Oxygen 

Cutting  . .  Nov.  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
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Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15,  1955— Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  .  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)..  Aug.  3,  1937— Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ....  Dec.  15,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  . Dec.  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  .  July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952— Vol.  37,  No.  11A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  .  May  1963 

Fire  Drill  Rules  .  Dec.  31,  1964— Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965— Vol.  50,  No.  5 

Hatchways  Protection  . June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  .  April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  .  Mar.  25,  1952— Vol.  37,  No.  13A 

Oil  Burner  Rules  . June  1,  1962 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . Mar.  20,  1960 

Procedure,  Rules  of  .  Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  .  June  4,  1964— Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc .  May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  . June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946— Vol.  31,  No.  36 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build- 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department. 


OCTOBER  26,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  October  26,  1965,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 

following  matters; 

617-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT  Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwilling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  with  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-02  Rockaway  Boulevard, 
southeast  corner  of  145th  Street,  Block  12063,  Lot 
131,  Jamaica,  Borough  of  Queens.  (Building  #1). 

Laid  over  for  hearing. 


618-65-BZ 

APPLICANT  Burke  and  Groh  for  W’alter  Schwab, 
owner. 


SUBJECT — Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-04  Rockaway  Boule¬ 
vard,  south  side,  36.50  feet  east  of  145th  Street,  Block 
12063,  Lot  132,  Jamaica,  Borough  of  Queens.  (Building 
#2). 

Laid  over  for  hearing. 


619-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  with  less  than  the  required  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-06  Rockaway  Boule¬ 
vard,  south  side,  56.83  feet  east  of  145th  Street,  Block 
12063,  Lot  133,  Jamaica,  Borough  of  Queens.  (Building 
#3). 

Laid  over  for  hearing. 


620-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT— Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-08  Rockaway  Boule¬ 
vard,  south  side,  77.16  feet  east  of  145th  Street,  Block 
12063,  Lot  134,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #4). 

Laid  over  for  hearing. 


621-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  with  less  than  the  re¬ 
required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-12  Rockaway  Boule¬ 
vard,  south  side,  105.83  feet  east  of  145th  Street,  Block 
12063,  Lot  135,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #5). 

Laid  over  for  hearing. 


622-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 
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SUBJECT— Application  May  28,  1965  —  .  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the 
required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 145-14  Rockaway  Boule¬ 
vard,  south  side,  134.50  feet  east  of  145th  Street,  Block 
12063,  Lot  136,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #6). 

Laid  over  for  hearing. 


623-65-BZ 

APPLICANT— Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT— Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  with  less  than  the  required  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 145-16  Rockaway  Boule¬ 
vard,  south  side,  154,33  feet  east  of  145th  Street,  Block 
12063,  Lot  137,  Jamaica,  Borough  of  Queens.  (Build¬ 
ing  #7). 

Laid  over  for  hearing. 


709-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Timothy  Mc¬ 
Carthy,  owner. 

SUBJECT— Application  June  17,  1965  — .  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R6  district,  the 
construction  and  maintenance  of  a  non-transient  park¬ 
ing  lot  for  the  pleasure  type  motor  vehicle. 

PREMISES  AFFECTED— 227  Union  Street,  north  side, 
199  feet  6  inches  east  of  Henry  Street,  Block  338,  Lot 
46,  Borough  of  Brooklyn. 


775-65-BZ 

APPLICANT— Albert  Melniker  for  The  V.  C.  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  story  supermarket  with  accessory 
parking. 

PREMISES  AFFECTED— 2107  Richmond  Road,  north 
side,  350.04  feet  east  of  Todt  Hill  Road,  Block  899, 
Lot  18,  Grant  City,  Borough  of  Richmond. 


876-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Helen  Wein¬ 
stein,  owner. 

SUBJECT— Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
from  garage  to  a  textile  factory  and  storage  and 
without  the  required  loading  berth. 

PREMISES  AFFECTED— 653-659  Wilson  Avenue, 
northeast  corner  of  Moffat  Street,  Block  3442,  Lot  1, 
Borough  of  Brooklyn. 


877-65-A 

APPLICANT— Charles  M.  Spindler  for  Helen  Wein¬ 
stein,  owner. 

SUBJECT— Application  August  13,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class.  3 
construction,  exceeds  tabular  limits  for  commercial 
use. 

PREMISES  AFFECTED— 653-659  Wilson  Avenue, 
northeast  corner  of  Moffat  Street,  Block  3442,  Lot  1, 
Borough  of  Brooklyn. 


921-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Sackman-Gilliland  Corporation,  owner. 

SUBJECT — Application  August  26,  1965  - —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
and  72-21  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R6  dis¬ 
trict,  the  erection  of  a  two  story  and  basement  office 
building  with  accessory  parking  and  business  signs. 

PREMISES  AFFECTED— 260-266  68th  Street,  south 
side,  157  feet  8%  inches  west  of  Third  Avenue,  Block 
5862,  Lots  34,  128,  162,  Borough  of  Brooklyn. 


925-65-B 

APPLICANT — Max  Siegel  Associates  for  Rabrose 
Realty  Corporation,  owner. 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
and  11-412  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in.  a  C6-3 
district,  the  change  in  occupancy  of  an  existing  two 
story  and  cellar  garage  previously  granted  by  the 
Board  to  a  building  material  wholesale  establishment. 

PREMISES  AFFECTED— 138-140  East  25th  Street, 
south  side,  94  feet  east  of  Lexington  Avenue,  Block 
880,  Lot  61,  Borough  of  Manhattan. 


814-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Trans-Lux 
Corporation,  owner. 

SUBJECT— Application  July  20,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R7-1  district,  the  change 
in  occupancy  of  an  existing  building  from  theatre  and 
stores  to  warehouse  and  stores. 

PREMISES  AFFECTED— 1143-1151  Ogden  Avenue, 
west  side,  300.33  feet  north  of  West  166th  Street,  Block 
2526,  Lot  90,  Borough  of  The  Bronx. 


805-65-BZ 

APPLICANT— Stanley  H.  Klein  for  Jos.  E.  McMahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT— Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21.  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED— 69-33  110th  Street,  east  side, 
50  feet  south  of  69th  Road,  Block  2230,  Lot  6,  Forest 
Hills,  Borough  of  Queens. 

Continued  hearing  and  decision. 
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806-65-BZ 

APPLICANT — Stanley  H.  Klein  for  Jos  E.  McMahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT — Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 1110^06  69th  Road,  south¬ 
east  corner  of  110th  Street,  Block  2230,  Lot  7,  Forest 
Hills,  Borough  of  Queens. 

Continued  hearing  and  decision. 


759-63-BZ — Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II— -decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  and  Sec¬ 
tion  666  (7)  of  the  New  York  City  Charter,  to  permit 
in  a  C2-1  and  R3-2  district,  the  erection  of  a  six  story 
multiple  dwelling  that  encroaches  on  the  required 
front  yard,  rear  yard  and  rear  setback,  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  exceeds  the 
permitted  height  and  width  of  street  walls,  with  bal¬ 
conies  in  the  front  and  less  than  the  required  distance 
between  windows. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

Hearing  closed. 


760-63-A — Vol.  II 

APPLICANT  Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

857-65-BZ 

APPLICANT — Albert  Melniker  for  First  National  City 
Bank,  owner. 

SUtB^CT_“ApplicatIon  August  6,  1965  —  decision  of 
“le  Borough  Superintendent,  under  Section  72-21  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  enlargement  of  an  accessory  parking 
facility  for  a  bank  presently  under  construction  extend¬ 
ing  into  the  R3-2  district. 

PREMISES  AFFECTED  — 1492  Hylan  Boulevard 
southeast  corner  of  Benton  Avenue,  Block  3358,  Lot  10 
Dongan  Hills,  Borough  of  Richmond. 

Hearing  closed. 


660-65-BZ 

APPLICANT— Ingram  S.  Carner  for  Michael  Sforza, 
owner. 


SUBJECT — Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  enlarge¬ 
ment  in  area  of  an  existing  one  story  auto  repair 
shop  previously  granted  by  the  Board  for  the  addi¬ 
tional  uses  of  machine  shop  and  showroom. 

PREMISES  AFFECTED — 145-10  Liberty  Avenue, 
south  side,  75.04  feet  east  of  Inwood  Street,  Block 
10046,  Lot  4,  Richmond  Hill,  Borough  of  Queens. 

Hearing  closed. 


679-65-BZ 

APPLICANT — Millard  Bresin  for  Howard  Otway, 
owner. 

SUBJECT — Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  in  an 
existing  four  story  and  basement  building,  the  change 
in  use  of  the  basement  clubroom  to  theatre. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place, 
south  side,  50  feet  west  of  First  Avenue,  Block  449, 
Lot  28  and  29,  Borough  of  Manhattan. 

Hearing  closed. 


680-65-A 

APPLICANT — Millard  Bresin  for  Howard  Otway, 
owner. 

SUBJECT — Application  June  10,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class 
3  construction  —  change  of  use. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place, 
south  side,  50  feet  west  of  First  Avenue,  Block  449, 
Lot  28  and  29,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  26,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  26,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

813-64-A 

APPLICANT — Samuel  Cohen  for  Northern  Fee  In¬ 
corporated,  owner;  Birdland  Restaurant  Incorporated, 
lessee. 

SUBJECT— Application  July  29,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1672-1678  Broadway,  205 
West  52nd  Street,  northeast  corner,  Block  1024,  Lot 
31  Vi,  Borough  of  Manhattan. 


883-64-A 

APPLICANT — Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restau¬ 
rant  Incorporated,  lessee. 

SUBJECT — Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  50th  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
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Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26, 
Borough  of  Manhattan. 


1541-61-A — Vol.  II 

APPLICANT— Richard  Rethy  for  119  Company,  owner. 

SUBJECT— Application  reopened  July  7,  1965  as  Volume 
II  —  Appeal  from  an  order  of  the  Fire  Commissioner 
re-  Spirnkler  System. 

PREMISES  AFFECTED— 119  Bowery,  east  side,  100 
feet  2  inches  south  of  Grand  Street,  Block  304,  Lot  13, 
Borough  of  Manhattan. 


959-64-A 

APPLICANT— Harry  Soled  for  Yeshiva  Torah  Vadath, 
owner. 

SUBJECT— Application  September  24, .  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 206-210  Wilson  Street,  south 
side,  115  feet,  1  inch  west  of  Division  Avenue,  Block 
2183,  Lot  21,  Borough  of  Brooklyn. 


966-64-A 

APPLICANT— Far  Rockaway  Nursing  Home  for  Alfred 
R.  Satin,  owner. 

SUBJECT— Application  September  25.  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  Install  fireproof,  self-closing  double  swinging  doors, 
interior  fire  alarm. 

PREMISES  AFFECTED— 13-11  Virginia  Street,  north¬ 
west  corner  of  Far  Rockaway  Boulevard,  Block  13,  Lot 
1,  Far  Rockaway,  Borough  of  Queens. 


1027-64-A 

APPLICANT— Daub  and  Daub  for  Romash  Realty 
Corporation,  owner. 

SUBJECT— Application  October  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 130  East  7th  Street,  and  109 
Avenue  A,  southwest  corner,  Block  434,  Lot  29,  Bor¬ 
ough  of  Manhattan. 


724-55-A 

APPLICANT — Abraham  I.  Kirschenbaum  for  Peter 
Forrest,  owner;  Take  Three  Enterprises,  Incorporated, 
lessee. 

SUBJECT— Application  June  22,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 149  Bleecker  Street,  north 
side,  57.2  feet  east  of  Thompson  Street,  Block  537,  Lot 
36,  Borough  of  Manhattan. 


993-63-A 

APPLICANT — Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  December  6,  1963 — Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1552-1608  Ralph  Avenue, 
west  side,  96.39  feet  north  of  Farragut  Road,  Block 


7955,  Lots  20,  27,  29,  31,  32,  33,  35  and  43,  Borough 
of  Brooklyn. 


656-64-A 

APPLICANT — Reavis  &  McGrath  for  Newport  Asso¬ 
ciates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 
SUBJECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 

sprinkler  system. 

PREMISES  AFFECTED — 4120  18th  Avenue,  north 
side,  29  feet  east  of  East  3rd  Street,  Block  5410,  Lots 
1  and  47,  Borough  of  Brooklyn. 


1051-63-A 

APPLICANT— Reavis  and  McGrath  for  Shoreview 
Gardens,  owner,  Waldbaum’s  Twenty-Six,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  December  19,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 6630  Avenue  U,  Southeast 
corner  of  East  66th  Street,  Block  8470,  Lot  424,  Bor¬ 
ough  of  Brooklyn. 


157-64-A 

APPLICANT— Reavis  and  McGrath  for  County  Hold¬ 
ing  Corporation,  owner;  Waldbaum  Stores,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  January  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 911-927  Kings  Highway, 
north  side,  244.80  feet  west  of  Coney  Island  Avenue, 
Block  6666,  Lot  37,  Borough  of  Brooklyn. 


629-64-A 

APPLICANT— Minnie  Dick  for  First  27  Howard  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  June  9,  1964— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re- 
sprinkler  system. 

PREMISES  AFFECTED— 27  Howard  Street,  south 
side,  187  feet  west  of  Lafayette  Street,  Block  209,  Lot 
11,  Borough  of  Manhattan. 


773-64-A 

APPLICANT— -Larry  Meltzer  for  Isaac  Baron,  owner; 
Big  Apple  Super  Market,  lessee. 

SUBJECT— Application  July  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 1613-1635  East  16th  Street, 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Lot 
69,  Borough  of  Brooklyn. 


823-64-A 

APPLISANT— Elias  K.  Herzog  for  Herb  Realty  Cor 
poration,  owner. 

SUBJECT— Application  31,  1964 — Appeal  from  an  ordet 
and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 
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PREMISES  AFFECTED — 7802-7810  20th  Avenue 
southwest  corner,  of  20th  Avenue,  Block  6262,  Lot 
39,  Borough  of  Brooklyn. 


721-64-A 

APPLICANT— Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner;  Alexander’s  Department  Stores, 
Incorporated,  lessee. 

SUBJECT— Application  July  6,  1964  —  Appeal  from  an 

or  .er  anc*  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 2235  Webster  Avenue, 

southwest  corner  of  East  182nd  Street,  Block  3143 
Lot  65,  Borough  of  The  Bronx. 


from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re  operation  of  Open-type  non-mechanical,  non¬ 
storage  garage,  without  a  permit  and  without  neces¬ 
sary  fire  protection. 

PREMISES  AFFECTED — 892-908  8th  Avenue  east 

102S  f T01?  lWRSt  53rd,  Sti:eet  to  West  54th  Street,  Block 
1UZ6,  Lot  1,  Borough  of  Manhattan. 


913-64-A 

APPLICANT-Louis  R.  Patur  for  Long  Island  Odd 
rellows  Home,  owner. 

SUBJECT— Application  September  9,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  — 
ess. 

PR-5MiS,?S,  aFFECTED-194-10  109th  Road,  south 

lf%62,v  feS‘  west,  of  195th  Stree*.  Block  10930,  Lot 
5o,  Hollis,  Borough  of  Queens. 


863-65-A 

APPLICANT— Alfonso  Duarte  for  120  Bank  Street, 
Incorporated,  owner;  The  H.B.  Playwrights  Founda¬ 
tion,  Incorporated,  lessee. 

SUBJECT— Application  August  11,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class 
3  construction  —  height  and  stairs  enclosed  etc. 

P?^)]VfISi-ES  AFFECTED— 122  Bank  Street,  south  side, 
242  feet  west  of  Greenwich  Street,  Block  634,  Lot  14 
Borough  of  Manhattan. 


582-64-A 

APPLICANT— Michael  D.  Schwartz  for  Isador  Wein¬ 
stein,  owner;  Einhorn’s  Incorporated,  lessee. 

SUBJECT— Application  May  28,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 33-01  to  33-11  30th  Avenue, 
northeast  corner  of  33rd  Street,  Block  627,  Lot  44 
Astoria,  Borough  of  Queens.  9 


1066-61-A — Vol.  II 

APPLICANT— Daub  and  Daub  for  Frank  and  Marie 
L-oussa,  owners. 

SUBJECT— App1icatj°n  reopened  September  8,  1965  as 
Volume  II— Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner-  re  Sprinkler  System. 

P^4Q^fISfS  AFFECTED  in  Reade  Street,  south  side, 
24.9  feet  east  of  West  Broadway,  Block  145,  Lot  16 
Borough  of  Manhattan. 


1011-64-A 

APPLICANT— Samuel  Rosenblum  for  Greencha  Hold¬ 
ing  Corporation,  owner. 

SUBJECT— Application  October  13,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 

oybiciTi, 

PREMISES  AFFECTED — 600  West  125th  Street 
northwest  corner  of  Broadway,  Block  1995,  Lot  26 
Borough  of  Manhattan. 


201-64-A 

APPLICANT— Joel  A.  Miele  for  Jane  G.  Miele  Asso¬ 
ciates  for  Jerome  Bed  Company,  Incorporated,  owner. 
SUBJECT— Application  February  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 288-290  Logan  Street,  west 

R?e,i  2Sfdeer  10  L  mches  south  of  Atlantic  Avenue, 
Block  4153,  Lot  48,  Borough  of  Brooklyn 


1155-64-A 

AFPLfCANT  Samuel  Rosenblum  for  A.  Fantis,  own- 

SUBJECT— Application  November  19,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 179-183  Franklin  Street 
south  side,  120  feet  6%  inches  east  of  Greenwich 
Street,  Block  181,  Lots  16,  17,  Borough  of  Manhattan. 


295-64-A 

APPLICANT  Harry  Soled  for  Louis  Le  Winter,  own¬ 
er. 

SUBJECT— Application  March  16,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system,  and  a  decision  of  the  Borough  Sup- 
erintendent,  re-  live  load  class.  Egress,  etc. 

AFFECTED — 829  Broadway,  north  side, 
50  ft.  west  of  Park  Street,  13  Park  Street,  Block  3133, 
Lot  3,  and  46,  Borough  of  Brooklyn. 


834-65-A 

APPLICANT— City  of  New  York,  Department  of  Traf- 
tic,  owner. 

SUBJECT— Application  —  July  27,  1965  —  Appeal 


518-64-A 

APPLICANT— Irving  P.  Marks  for  Fulton  Strand  Cor¬ 
poration,  owner;  Strand  Bowling  Center  (Subsidiary 
Met  Sport  Centers,  Incorporated,)  lessee. 

SUBJECT— Application  May  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 647-649  Fulton  Street,  33- 
49  Rockwell  Place,  northeast  corner,  204-210  Ashland 
Place,  Block  2095,  Lot  1,  Borough  of  Brooklyn 
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627-64-A 

APPLICANT— Abraham  Grossman  for  Mid-Town  Pro¬ 
perties  Inc.,  owner. 

SUBJECT — Application  June  9,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 68  West  37th  Street,  south 
side,  70  feet  east  of  Avenue  of  the  Americas,  Block 
838,’  Lot  86,  Borough  of  Manhattan. 


628-64-A 

APPLICANT — Abraham  Grossman  for  Mid-Town  Pro¬ 
perties  Inc.,  owner. 

SUBJECT — Application  June  9,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECT  ED — 990-992  Avenue  of  the  Ameri¬ 
cas,  east  side,  49  feet,  4%  inches  south  of  West  37th 
Street  Block  838,  Lot  89,  90,  Borough  of  Manhattan. 


1203-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT— Application  December  4,1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 55  Orchard  Lane  north  side, 
161.34  feet  east  of  King  Street,  Block  5376,  Lot  27, 
Eltingville,  Borough  of  Richmond. 


1204-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT— Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  facing  legal  street. 

PREMISES  AFFECTED— 59  Orchard  Lane  north 
side,  113.34  feet  east  of  King  Street,  Block  5376,  Lot 
29,  Eltingville,  Borough  of  Richmond. 


739-64-A 

APPT  ICANT _ Tav  M.  Spinner  for  Northbridge  Hold¬ 

ing  Corporation^  owner;  Michaelson’s  Furs,  lessee. 

SUBJECT — Application  July  9,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1988-1990  Nostrand  Ave¬ 
nue,  west  side,  240  feet  north  of  Farragut  Road,  Block 
5231,  Lot  52,  Borough  of  Brooklyn. 


1205-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUB TECT— Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 63  Orchard  Lane  north 
side,  65.34  feet  east  of  King  St.,  Block  5376,  Lot  31, 
Eltingville,  Borough  of  Richmond. 


1058-64-A 

APPLICANT — Fred  Safran  for  Alesco  Incorporated, 
owner. 

SUB  TECT— Application  October  20,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 80  Nassau  Street  east  side. 
81  feet  north  of  John  Street,  Block  78,  Lot  30,  Bor 
ough  of  Manhattan. 


1206-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUB JECT— Application  December  4  1964,— Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  legal  street. 

PFFMTSES  AFFECTED— 6  90rchard  Lane,  northeast 
corner  of  King  Street,  Block  5376,  Lot  1,  Eltingville, 
Borough  of  Richmond. 


1128-64-A 

APPLICANT — Reavis  and  McGrath  for  Adda  Real  Es¬ 
tate  Corp.,  owner;  Bond’s  Clothing  Store,  lessee. 

SUB  TECT— Application  November  12,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 1530  Broadway,  southeast 
corner  of  West  45th  Street,  Block  997,  Lot  Part  of 
Lot  1,  Borough  of  Manhattan. 


442-65-A 

APPLICANT— Abraham  Farber  for  Cele  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  April  15,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  opening 
between  garage  and  remainder  of  bldg,  containing 
boiler  room. 

PREMISES  AFFECTED— 78-82  Middagh  Street  30- 
36  Henry  Street,  southwest  corner,  Block  216,  Lot  24, 
Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


1202-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park 
Homes,  owner. 

SUBJECT— Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 47  Orchard  Lane,  north 
side,  209.20  feet  east  of  King  Street,  Block  5376,  Lot 
23,  Eltingville,  Borough  of  Richmond. 


NOVEMBER  3,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon ,  November  3,  1965  at2oclock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matter: 

951-65-A 

APPLICANT— Joseph  Mitchell  for  The  Archdiocese  of 
New  York,  owner. 
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SUBJECT— Application  September  IS,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re: 
Class  a  construction,  commercial  use. 

AFFECTED— 32  East  51st  Street,  south 

t*’  .r  n  eet  east  Madison  Avenue,  Block  1286 
Dot  45,  Borough  of  Manhattan. 


PREMISES  AFFECTED — 3  Alderwood  Place,  north¬ 
west  corner  of  Greenport  Street,  Block  856,  Lot  37, 
Dongan  Hills,  Borough  of  Richmond. 


818-65-BZ 


NOVEMBER  9,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  November  9,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

327-63-BZ 

APPLICANT— Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  incorporated,  owner. 

STiBJ^CT_ ^.PPlicatio.n  ApriI  16’  1963  ~  decision  of 
the,  Superintendent,  under  Sections  11-412 

and  / 4-01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED — 564-592  St.  John's  Place 

Bloch  D  7S  3f  Nc  8  inches  east  of  Classon  Avenue.’ 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 


MAX  H.  FOLEY,  Chairman  APPLICANT — Leonard  F.  Rothkrug  for  Marv  H 

Meyer,  owner.  y 

SVi?JERCT~AtPPcCatio?  July  21>  1965  —  decision  of 
th<q  *7*L°U?h,  Superintendent,  under  Sections  72-21 
and  73-44  of  the  Zoning  Resolution  and  Section  666  of 
the  Lew  York  City  Charter,  to  permit  in  a  C4-2 
district,  the  erection  of  a  five  story  bank  and  office 
uilding  with  less  than  the  required  accessory  parking 

P  T?MISto  AFFECTuED-358  St.  Marks  Place,  wesi 

In  % ?4r59  feetT1S0Uth  of  F°rt  PIace>  Block  16,  Lot 
50,  St.  George,  Borough  of  Richmond. 


693-65-BZ 

APPLICANT— Edward  Pincus  and  Ervin  Palmer  for 
Presburn  Company  owner;  1st  f  1. :  Colonial  Tap 
Room  Incorporated,  lessee.  P 

SUBJECT— Application  June  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  72-01  (b)  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Cl-5  district,  in  an 
existing  four  story  building,  the  extension  of  the  use 

to  include  cabar°et  eatmg  a"d  d™king  establish™nt 

PsideM2?iS«AFFtUTf,D-U;',MacDo"^1  Street,  west 
side,  25  feet  north  of  Minetta  Lane,  Block  543,  Lot  22 
Borough  of  Manhattan.  ’ 


483-65-A 

AownerCANT_ErVin  Palmer  for  Presburn  Company, 

SUBJECT— Application  April  29,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  172  of  the  Multiple  Dwelling  Law  re- 
mimmum  dimensions  of  yards 

PsideM2fiSetAFFSCTET-UCMacDousal  Street,  west 
Borough^/  Marihattanfmetta  ^  B'°Ck  S43'  L°‘  22' 


817-65-BZ 

APncorporated7" owner.  Me'"iker  f°r  MaCa'US°  HomeS' 

SViBJRCT~4p?iicati?n  July  21,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Rl-2  district 

ohn%eh?rqnuir0efd\iryfaardj!y  ^  ** 


828-65-BZ 

A?rLICATNT~Leonard  F>  Rothkrug  for  Deermont 

^  Manor,  Incorporated,  owner.  1 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  change 
in  occupancy  of  a  one  family  dwelling  to  a  two  family 
dwelling  that  will  exceed  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  lot 
area  per  room  and  accessory  parking  ’ 

P?ideMI2S49Ei^dFE<TTED-IF  ,Ba>Aa  street,  east 

6393,  Lttf.9,tB6or'cn„CSSorBrSo,°1fy„Bath  ^  B'°Ck 


829- 65-BZ 

APPLICANT — Arnold  W.  Lederer  for  Samuel  Berger 
owner.  s  > 

SUBJEiCT— y^pplicaBon  July  19,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  at  an 
existing  drive-m  refreshment  stand,  the  additional  use 
of  automobile  sales  and  display 

PREMISES  AFFECTED-2240-2254  Flatbush  Avenue, 

S484h UAi'p  feet  west  of  Fillmore  Avenue,  Block 
8486,  Lot  61,  Borough  of  Brooklyn. 

830- 65-BZ 

APPLICANT — Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
milf  0116  St°ry  enlarg,ement  to  an  existing  knitting 

PREMISES  AFFECTED — 8 77  Wyckoff  Avenue,  north 
side,  8136  feet  west  of  Hancock  Street,  Block  3548 
Lot  6,  Long  Island  City,  Borough  of  Queens. 


831-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

^^PJEFF_T,App^cati°J1  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 


1179 


CALENDAR 


City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  knitting 

mill.  , 

PREMISES  AFFECTED — 879  Wyckoff  Avenue  north 
side  62.56  feet  west  of  Hancock  Street,  Block  3548, 
Eot’5,  Long  Island  City,  Borough  of  Queens. 


permit  in  a  C4-2  district,  the  erection  of  a  nine  story 
office  with  less  than  the  required  accessory  parking 
with  roof  parking  that  encroaches  on  the  required 
rear  yard  and  the  group  parking  facility  exceeds  the 
maximum  size. 

PREMISES  AFFECTED— 130  Stuyvesant  Place,  west 
side,  101.37  feet  north  of  Hyatt  Street,  Block  8,  Lot 
70,  St.  George,  Borough  of  Richmond. 


832-65-BZ 

APPLICANT — Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  UI}der  Section  72--1  of  the 
Zoning  Resolution  and  Section  666  of  the  New  Yor 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  knitting 

mill .  . 

PREMISES  AFFECTED— 881  Wyckoff  Avenue  north 
side  43  75  feet  west  of  Hancock  Street,  Block  3548, 
Lot’ 4,  Long  Island  City,  Borough  of  Queens. 


866-65-BZ 

APPLICANT— Solomon  Jochowitz  for  Jochowitz  Real¬ 
ties  Incorporated,  owner. 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21 .  ot 
the  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  change  in  use  of  an  existing  two  story  building 
from  public  bathhouse  to  clothing  manufacturing. 

PREMISES  AFFECTED — 139-141  Huron  Street  north 
side,  250  feet  west  of  Manhattan  Avenue,  Block  2522, 
Lot  56,  Borough  of  Brooklyn. 

Continued  hearing. 


870-65-BZ 

APPLICANT — H.M.  Cole  for  Gaxiola  Incorporated, 

owner.  .  .  . 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R8  district, 
for  a  term  of  ten  years,  in  an  existing  four  story  build¬ 
ing,  the  enlargement  in  area  of  the  basement  and  first 
floor  art  gallery  previously  granted  by  the  Board. 
PREMISES  AFFECTED — 13  East  75th  Street  north 
side,  132  feet  west  of  Madison  Avenue,  Block  15yu, 
Lot’ 111,  Borough  of  Manhattan. 


871-65-A 

APPLICANT— H.M.  Cole  for  Gaxiola  Incorporated, 
owner. 

SUB TECT— Application  August  12,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED— 13  East  75th  Street  north 
side,  132  feet  west  of  Madison  Avenue,  Block  1390, 
Lot’  111,  Borough  of  Manhattan. 


944-65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Leon¬ 
ard  Rosen  and  Albert  Smiles,  owners. 

SUB  TECT— Application  September  10, .1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  building  occupied  as  retail  stores, 
the  change  in  occupancy  of  two  stores  to  clothing 
and  manufacturer.  . 

PRFMISES  AFFECTED— 3632-3640  White  Plains 
Road,  northeast  corner  of  East  214th  Street,  Block 
4662,  Lot  30,  Borough  of  The  Bronx. 


233-41-BZ 

APPLICANT — George  McClelland,  Lessee,  for  St.  Pat¬ 
rick’s  Roman  Catholic  Church,  owner. 

SUBJECT — Application  reopened  October  13,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  11,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 9419-9423  5th  Avenue,  east 
side,  102.8%  feet  north  of  95th  Street,  Block  6118, 
Lot’ 5,  Borough  of  Brooklyn. 


452-60-BZ 

APPLICANT — M.  Martin  Elkind  for  Mrs.  Laka  Duno- 
vitz,  owner. 

SUBJECT — Application  reopened  October  13,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  18,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  11-411  of  the  Amended  Zoning  Resolution,  per¬ 
mitting  in  a  R5  district,  the  storage  of  five  cars  on  a 
rental  basis  and  not  as  accessory  use  with  ingress 
and  egress  over  present  party  driveway. 

PREMISES  AFFECTED  71-12  35th  Avenue  south 
side,  100  feet  west  of  72nd  Street,  Block  1271,  Lot  6, 
Jackson  Heights,  Borough  of  Queens. 


977-65-BZ 

APPLICANT — A.  H.  Salkowitz  for  St.  George  Plaza 
Corporation,  owner. 

SUBJECT— Application  September  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections.  72-2U, 
73-44,  73-49  &  73-482,  of  the  Zoning  Resolution,  to 


615-60-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  James,  Dominick  and  Joseph  Garone,  owners. 

SUBJECT — Application  reopened  October  13,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expires  October  22,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  .un¬ 
der  Section  11-41  lof  the  Amended  Zoning  Resolution, 
permitting  in  a  plot  presently  located  in  an  R-4  Zoning 
District,  the  parking  and  storage  of  not  more  than 
150  motor  vehicles,  sales  and  display  of  new  and  used 
cars  and  frame  office. 
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PREMISES  AFFECTED— 84-02  to  84-46  (8410  offi¬ 
cial)  South  Conduit  Avenue,  south  side,  from  84th 
Street  to  86th  Street,  84-01,  84-27  and  85-01  to  85-19 
149th  Avenue  and  137-4  lto  137-51  84th  Street  137-44 
to  137-50  86th  Street,  Block  11390,  Lots  1,  11  and  25, 
Aqueduct,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  9,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  afternoon ,  November  9,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on 
the  following  matters: 

739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT— Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis- 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 1465-1467  Broadway  and 
597-599  7th  Avenue,  southwest  corner,  and  158-162 
West  42nd  Street,  Block  5994,  Lot  58,  Borough  of 
Manhattan. 


183-61-A — Vol.  II 

APPLICANT — Abraham  Grossman,  for  Realty  Control 
Corporation,  owner. 

SUBJECT — Application  reopened  September  21,  1965 _ 

re  Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner  re  sprinkler  system  and  a  decision  of 
the  Borough  Superintendent  re  egress. 

PREMISES  AFFECTED — 309-315  West  123rd  Street 
and  258-264  St.  Nicholas  Avenue,  northeast  corner, 
Block  1950,  Lot  24,  Borough  of  Manhattan. 


801-64-A 

A- PPLICANT — Michael  Rabinowicz  for  Jerome  Robert 
Realty  Corporation,  owner. 

SUBJECT— Application  July  24,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 232  East  118th  Street,  south 
side,  210  feet  west  of  2nd  Avenue,  Block  1667,  Lot  33 
Borough  of  Manhattan. 


898-64-A 

APPLICANT — John  A.  Dwyer  for  New  York  Life  In¬ 
surance  Company,  owner;  Flushing  Meadows  Bowl¬ 
ing  Center,  Inc.,  lessee. 

SUBJECT — Application  September  1,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 61-18  to  61-40  190th  Street 
and  northeast  corner  of  188th  Street  and  73rd  Avenue! 
Block  7117,  Lot  4  (formerly  2),  Flushing,  Borough 
of  Queens. 


988-64-A 

APPLICANT— David  Balzam  for  Polansky  Holding 
Company,  owner;  283  Food  Corporation,  lessee. 
SUBJECT— Application  September  30,  1964  —  Appeal 


from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 283  East  204th  Street, 
northwest  corner  of  Perry  Avenue,  Block  3341,  Lot 
1,  Borough  of  The  Bronx. 


989-64-A 

APPLICANT— David  Balzam  for  Arlington  Holding 
Company,  owner;  Royal  Gunhill  Corporation,  lessee. 

SUBJECT — Application  September  30,  1964  —  Appeal 
fi  om  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1240  East  Gunhill  Road, 
southeast  corner  of  Throop  Avenue,  Block  4618,  Lots 
25,  27,  28,  30,  31  and  32,  Borough  of  The  Bronx. 


993-64-A 

APPLICANT — Schuman  and  Lichtenstein  for  Brooklyn 
Hebrew  Home  and  Hospital  for  the  Aged,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system,  and  fireproof  swinging  doors. 

PREMISES  AFFECTED  —  2811-2827  Riegelmann 
Boardwalk  and  3023-3047  West  29th  Street,  northeast 
corner,  Block  7068,  Lot  30,  33,  Borough  of  Brooklyn. 


1008-64-A 

APPLICANT — Bernard  William  Krohn  for  Maco  Real¬ 
ty  Corporation,  owner;  Scheck  Bros.,  lessee. 

SUBJECT — Application  October  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 886-904  Dahill  Road,  1-5 
Avenue  I,  northwest  corner,  Block  5457,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 


1010-64-A 

APPLICANT — Swingline,  Inc.  for  Lenmur,  Incorpor¬ 
ated,  owner;  Swingline,  Inc.  lessee. 

SUBJECT — Application  October  9,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  installation 
of  Ransburg  Automatic  No.  2  electrostatic  spray. 

PREMISES  AFFECTED — 32-01  Queens  Boulevard, 
north  side,  32-00  Skillman  Avenue,  south  side,  entire 
Block  bounded  by  Queens  Boulevard,  Skillman  Ave¬ 
nue,  Van  Dam  Street  and  32nd  Place,  Block  245,  Lot 
9,  Long  Island  City,  Borough  of  Queens. 


1181-64-A 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bertram  F.  and  Corella  A.  Bonner,  owners. 

SUBJECT — Application  November  30,  196  4 —  Appeal 
from  an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 413-435  East  55th  Street, 
north  side,  145  feet  west  of  Sutton  Place,  South,  Block 
1367,  Lot  6,  Borough  of  Manhattan. 


1183-64-A 

APPLICANT — The  New  York  Association  For  The 
Blind,  owner. 
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SUBJECT — Application  November  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 31-65  46th  Street,  east  side, 
90  feet  9  inches  south  of  Newtown  Road,  46-10  New¬ 
town  Road,  Block  724,  Lot  14,  Long  Island  City,  Bor¬ 
ough  of  Queens. 


657-65-A 

APPLICANT — Abraham  Grossman  for  A  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  4,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  exits. 

PREMISES  AFFECTED— 101  Prince  Street,  north 
side,  75  feet  east  of  Greene  Street,  Block  513,  Lot 
36,  Borough  of  Manhattan. 


770-65-A 

APPLICANT — Frederick  Saphier  for  Grand  Union 
Company,  Incorporated,  owner. 

SUBJECT — Application  July  12,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 3151  Westchester  Avenue, 
west  side,  265.92  feet  south  of  Wilkinson  Avenue,  Block 
4235,  Lots  45,  46,  50,  51,  52,  53,  55,  57,  Borough  of  The 
Bronx. 


886-65-A 

APPLICANT — Lester  G.  Knopping  for  Fred  C.  Trump, 
owner;  Triangle  Men’s  Store  Incorporated,  lessee. 

SUBJECT— Application  August  23,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
discontinue  storage  and  sale  of  ammunition  and  gun¬ 
powder. 

PREMISES  AFFECTED — 486-530  Neptune  Avenue, 
southeast  corner  of  West  5th  Street,  Block  7273,  Lot 
1,  Borough  of  Brooklyn. 


913-65-A 

APPLICANT — Cullen  and  Dykman  for  The  Brooklyn 
Savings  Bank,  owner. 

SUBJECT — Application  September  ,7  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 


PREMISES  AFFECTED— 328-338  Fulton  Street,  211 
Montague  Street,  northwest  corner,  162  Pierrepont 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 


976-65-A 

APPLICANT — Edward  Giaimo  for  209  East  59th  Street 
Corporation,  owner. 

SUBJECT — Application  September  24,  1965  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variation  of  Section  231  of  the  Multiple  Dwelling 
Law  re-  means  of  egress. 

PREMISES  AFFECTED— 209  East  59th  Street,  north 
side,  115  feet  east  of  Third  Avenue,  Block  1414,  Lot 
105,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  12,  1965  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  November  12,  1965  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol¬ 
lowing  matters : 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT — Application  November  14,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Burma  Shaving  Lather.) 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized 
Products.) 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

WEDNESDAY  MORNING  OCTOBER  13,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  September  28,  1965, 
were  approved  as  printed  in  the  Bulletin  of  October  7,  1965, 
Vol.  50,  No.  40. 


617-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab,  own¬ 
er. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  with  less  than  the  required  open  space  ratio  and 
lot  area  per  room. 
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PREMISES  AFFECTED — 145-02  Rockaway  Boulevard 
southeast  corner  of  145th  Street,  Block  12063,  Lot  131,’ 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition:  Virginia  B.  Smith,  Cynthia  Walch  and 
Inger  Albright. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant. 


618-65-BZ 

APPLICANT  Burke  and  Groh  for  Walter  Schwab,  own¬ 
er. 

SUBJECT  Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  with  less  than  the  required  open  space  ratio 
and  lot  area  per  room. 

PREMISES  AFFECTED — 145-04  Rockaway  Boulevard 
south  side,  36.50  feet  east  of  145th  Street,  Block  12063,’ 
Lot  132,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  Virginia  B.  Smith,  Cynthia  Walch  and 
Inger  Albright. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant.  ’ 


619-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab,  own¬ 
er. 

SUBJECT  Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  with  less  than  the  required  open  space  ratio 
and  lot  area  per  room. 

PREMISES  AFFECTED — 146-06  Rockaway  Boulevard, 
south  side,  56.83  feet  east  of  145th  Street,  Block  12063,’ 
Lot  133,  Jamaica,  Borough  of  Queens.  (Building  #3) 
APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition:  Virginia  B.  Smith,  Cynthia  Walch  and 
Inger  Albright. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant.  ’ 


620-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab 
owner. 

SUBJECT  Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
•mg  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio  and  with  less  than  the  required  open  space 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-08  Rockaway  Boulevard 
south  side,  77.16  feet  east  of  145th  Street, 'Block  12063,’ 
Lot  134,  Jamaica,  Borough  of  Queens.  (Building  #4) 


APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  Virginia  B.  Smith,  Cynthia  Walch  and 
Inger  Albright. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant. 


621-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab,  owner. 

SUBJECT— Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio  and  with  less  than  the  required  open  space 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — -145-12  Rockaway  Boulevard, 
south  side,  105.83  feet  east  of  145th  Street,  Block  12063, 
Lot  135,  Jamaica,  Borough  of  Queens.  (Building  #5) 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  Virginia  B.  Smith,  Cynthia  Walch  and 
Inger  Albright. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant. 


622-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  required  open  space 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-14  Rockaway  Boulevard, 
south  side,  134.50  feet  east  of  145th  Street,  Block  12063, 
Lot  136,  Jamaica,  Borough  of  Queens.  (Building  #6) 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition :  Virginia  B.  Smith,  Cynthia  Walch  and 
Inger  Albright. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant. 


623-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  with  less  than  the  required  open  space  ratio 
and  lot  area  per  room. 

PREMISES  AFFECTED — 145-16  Rockaway  Boulevard, 
south  side  154.33  feet  east  of  145th  Street,  Block  12063, 
Lot  137,  Jamaica,  Borough  of  Queens.  (Building  #7) 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition :  Virginia  B.  Smith,  Cynthia  Walch  and 
Inger  Albright. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant. 
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660-65-BZ 

APPLICANT— Ingram  S.  Carner  for  Michael  Sforza, 
owner. 

SUBJECT— Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  enlargement  in 
area  of  an  existing  one  story  auto  repair  shop  previously 
granted  by  the  Board  for  the  additional  uses  of  machine 
shop  and  showroom. 

PREMISES  AFFECTED— 145-10  Liberty  Avenue,  south 
side,  75.04  feet  east  of  Inwood  Street,  Block  10046,  Lot 
4,  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965, 
at  1  0A.M.  for  inspection  and  decision;  hearing  closed. 


679-65-BZ 

APPLICANT— Millard  Bresin  for  Howard  Otway,  owner. 
SUBJECT— Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  district,  in  an  existing 
four  story  and  basement  building,  the  change  in  use  of 
the  basement  clubroom  to  theatre. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place,  south 
side,  50  feet  west  of  First  Avenue,  Block  449,  Lots  28 
and  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  Artus  and  Howard  Otway. 

For  Opposition :  Robert  B.  Anderson. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
10  A.M.  for  decision;  hearing  closed. 


680-65-A 

APPLICANT— Millard  Bresin  for  Howard  Otway,  owner. 
SUBJECT— Application  June  10,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  —  change  of  use. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place,  south 
side,  50  feet  west  of  First  Avenue,  Block  449,  Lots  28 
29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  Artus  and  Howard  Otway. 
ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
10  A.M.  for  decision;  hearing  closed. 


866-65-BZ 

APPLICANT— Solomon  Jochowitz  for  Jochnowitz  Real¬ 
ties  Incorporated,  owner. 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the  change 
in  use  of  an  existing  two  story  building  from  public  bath¬ 
house  to  clothing  manufacturing. 

PREMISES  AFFECTED— 139-141  Huron  Street,  north 
side,  250  feet  west  of  Manhattan  Avenue,  Block  2522,  Lot 
56,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Solomon  Jochnowitz,  James  J.  Jackman 
and  Arthur  Jochnowitz. 


For  Opposition:  Grace  Liotta,  Jayne  Wanaejiel,  Mary 
Kilar,  Julian  Andres,  Yiovanna  Penzynski,  Mrs.  J.  Zysk, 
Michael  Salerno,  C.  Muggeo,  William  Rohnau,  George 
Sivetnick,  Harold  W.  Cohn,  Stella  Kastava,  Joseph  J. 
Orlando. 

ACTION  OF  BOARD— Laid  over  to  November  9,  1965, 
at  10  A.M.  for  continued  hearing :  Applicant  is  to  obtain 
new  decision  from  the  Department  of  Buildings. 


332-33-BZ 

APPLICANT— Isidore  Cohen  for  S.M.B.  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  a  garage  for  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 14  West  66th  Street,  south  side, 
225  feet  west  of  Central  Park  West,  Block  1 1 18,  Lot  42, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Florence  Garnett. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

N  egative :  - ® 

THE  RESOLUTION— 

Whereas,  on  February  27,  1934,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1965,  after  due  notice  by  publication  in 

the  Bulletin ;  laid  over  to  October  13,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  11,  1965,  acting  on  Alt.  Applic.  No.  1040/1965, 
reads : 

“1.  Before  consideration  can  be  given  to  your  applica¬ 
tion  for  a  Certificate  of  Occupancy  it  will  be  neces¬ 
sary  to  apply  to  the  Board  of  Standards  and  Ap¬ 
peals  for  an  extension  of  the  term  of  variance 
granted  under  Cal.  #33 2-33-BZ.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  27, 
1934,  as  amended  through  July  28,  1960,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


150-41-BZ — Vol.  II 

APPLICANT— Lama,  Proskauer  Prober  &  Vassalotti  for 
Gulf  Oil  Corporation,  owner. 

SUBJECT— Application  reopened  September  14,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expired 
July  11,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7i,  7e 
and  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  and  local  retail  use  district,  gasoline  service  station, 
lubritorium,  motor  vehicle  repairs,  car  washing  and  park¬ 
ing  of  cars  waiting  to  be  serviced. 
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PREMISES  AFFECTED— 223-15  to  223-25  Union  Turn¬ 
pike,  and  78-46  to  78-64  Springfield  Boulevard,  northwest 
corner,  Block  7780,  Lots  1  and  62,  Queens  Village,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commuisioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . . .  .  5 

Negative:  _ _ _ _ _ ™ _ .  1  0 

THE  RESOLUTION—  . .  ” 

Whereas,  on  July  11,  1950,  this  application  (Vol.  II) 
was  granted  by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

,  WH^REAS.>  tbe  decision  tbe  Borough  Superintendent, 
dated  June  28,  1965,  acting  on  Alt.  Applic.  No.  15/1950 

“1.  Proposed  extension  of  the  term  of  variance  granted 
of  Staniiards  and  Appeals  under  Cal. 
#150-41-BZ  Vol.  II  beyond  July  11,  1965  in  a  lot 
presently  located  in  a  Cl -2  and  R3-2  district  mapped 
within  an  R3-2  district  is  referred  to  the  Board  as 
per  Sect.  11-411  of  the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1950,  only 

as  to  the  term  of  the  variance,  so  that  as  amended  it’  shall 

read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


of  the  BorouSh  Superintendent, 
reads -^Une  ^  1965,  aCtlng  on  N-B-  APPlic-  No.  1/1950, 

1.  Extension  of  term  of  variance  beyond  Oct.  24  1965 
is  contrary  to  Bd.  of  S.  &  A.  approval  granted 
under  Cal.  #189-50-BZ  dated  10/24/1950.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  24  1950 

shall  read°  ^  t6rm  °f  the  variance»  so  that  as  amended  it 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
resolution,  to  permit.  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained. 


189-50-BZ 

APPLICANT— Charles  M.  Spindler  for  William  Saloy 
owner.  J  ’ 

SUBJECT— Application  reopened  September  14,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expires 
ctober  24,  196o  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  permitting  in  busi¬ 
ness  use  district,  the  reconstruction  of  former  existing 

hffiritoHumerV1Ce  Statl0n’  to  include  auto  laundry,  and 

PREMISES  AFFECTED — 74-24  Rockaway  Boulevard, 
south  sffie,  81.39  feet  west  of  91st  Avenue,  Block  8943,  Lot 
10,  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended 

THE  VOTE— 

Affirmative  :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,.  Commissioner  Becker  and  Com- 

misioner  Klein _ _ _ _  c 

Negative  — .  _ _ _ _ _  0 

THE  RESOLUTION— 

grant^h^ %  °Cj°ber  24’  .  1950>  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

on^?nKAAS'it  PioACiC  h/aring  was  held  on  this  application 

Bulhtin  ?and13’  196S’  aftCr  ^  n°tlCe  by  publication  in  the 


472-60-BZ 

APPLICANT— Herbst  &  Rusciano  for  Louis  Wess,  owner. 
SUBJECT— Application  reopened  September  14,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expires 
December  6,  1965  -  decision  of  the  Borough  Superin¬ 
tended,  previously  granted  on  condition,  under  Section 
/h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  maintenance  of  a  parking  lot  for  the 
parking  and  storage  of  more  than  five  motor  vehicles. 

BB?-^SES  AFFECTED — 1570  Hoe  Avenue,  east  side 
7a  feet  south  of  East  173rd  Street,  Block  2989,  Lot  2(/ 
Borough  of  The  Bronx.  ’ 

APPEARANCES— 

For  Applicant :  Howard  Zimmerman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  _  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . .  c 

Negative:  . . . . .  . ™"“ . . .  2 

THE  RESOLUTION—  . . . . . ~ 

Whereas  on  December  6,  1960,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
Bulletin^and3’  196S’  aft6r  due  n°tice  by  publication  in  the 

daSHEWS,QtheiOAf1Si°?  °f  the ,  Borough  Superintendent, 
reads-  °  1965,  acting  on  AIt-  APPbc.  No.  75/1960, 

“The  proposed  use  of  the  premises  in  an  R7-1  district 
as  a  public  parking  lot  beyond  Dec.  19,  1965  would  be 
contrary  to  Sect.  22-00  Zoning  Res.  &  B.S.A.  472-60- 
BZ  unless  such  use  is  extended  by  the  Board  of  S  &A 
as  per  Sect.  11-411  Z.R.” 

u^u°lvCd’  Shatu  the  B,oard  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  6  1960 

shall  read°  ^  t6rm  °f  the  variance>  so  that  as  amended  it 

granted  for  a  term  of  five  years  from  the  date  of  this 
resolution  to  permit.  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.”  3 


481-65-BZ 

Corwin,  Atkin  and  Associates  for  Valid 
Realty  Corporation,  owner. 

SUBJECT-Applioition  April  27,  1965  -  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
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Zoning  Resolution  and  Section  666  of  the  New  Itork  City 
Charter,  to  permit  in  a  R7-1  district,  in  an  existing  six 
story  multiple  dwelling  the  change  in  occupancy  of  three 
first  floor  stores  to  slip  cover  manufacturing,  interior  dec¬ 
orator  establishment  and  contractors  establishment. 
PREMISES  AFFECTED— 136  West  172nd  Street,  1458 
Plimpton  Avenue,  southeast  corner,  Block  2874,  Lot  27, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Victor  E.  Black. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  -  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  20,  1965;  hearing  closed;  then 
to  September  8,  1965;  then  to  October  13,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1965,  acting  on  Alt.  Applic.  112/1965,  reads: 

“A-5.  Proposed  change  in  use  from  retail  stores  to  slip 
cover  manufacturing,  Use  Group  17  and  a  connec¬ 
ted  interior  decorating  shop  not  in  Use  Group  6 
in  an  R7-1  district  and  a  contracting  establish¬ 
ment  Use  Group  7  is  contrary  to  Sec.  52-34  and 
22-00  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution,  and 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  _  be  and  it  hereby  _  is 
granted  under  Section  72-21,  to  permit  in  an  R7-1  district, 
in  an  existing  six-story  multiple  dwelling,  the  change  in 
occupancy  of  three  first  floor  stores  to  slip  cover  manu¬ 
facturing,  interior  decorator’s  establishment  and  contrac¬ 
tor’s  establishment,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  April  27,  1965”,  8  sheets;  on  further  condition  that 
there  shall  not  be  more  than  five  people  employed  in  manu¬ 
facturing  in  the  building ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall 
be  obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  withi  none  year  from  the  date  of  this  resolution. 


520-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Alex  Liberman, 
owner. 

SUBJECT— Application  May  7,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  office 
building  previously  granted  by  the  oBard. 

PREMISES  AFFECTED— 8702-8704  Avenue  L,  1201-1211 
East  87th  Street,  southeast  corner,  Block  8066,  Lot  36, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative: - 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, _ Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commission¬ 
er  Klein _ 5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  September  28,  1965;  hearing 
closed;  then  to  October  13,  1965  to  complete  vote;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  22,  1964,  acting  on  Alt.  Applic.  2639/1964, 
reads : 

“1.  Refer  to  Bd.  of  Standard  &  Appeals  under  prior 
variance  under  BZ  15-61  Sec.  11-411  of  Zone  Res. 
Proposed  enlargement  &  overhead  door  for  loading 
selling  space  constituted  a  structural  alteration  to 
a  non-conforming  use  and  a  non-complying  enlarge¬ 
ment  to  a  non-conforming  use  is  contrary  to  Sec. 
52-22,  52-41  of  Zone  Res. 

(Note:  A  10,-0"  set  back  is  required  in  an  R-5 
use  district).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied,  and 

Whereas,  the  Board  found  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Section  11-412  of  the  Zoning  Resolution; 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  December  22,  1964,  acting  on  Alt.  Applic.  2639/ 
1964,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


527-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti, 
for  Grace  Todd,  owner. 

SUBJECT — Application  May  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  main¬ 
tenance  of  an  open  automobile  sales  lot  for  a  temporary 
term  of  five  years. 

PREMISES  AFFECTED — 36-30  Union  Street,  west  side, 
126.03  feet  north  of  37th  Avenue,  Block  4977,  Lots  60 
and  61,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  - - - - 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  28,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  13,  1945;  hearing  closed; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1965,  acting  on  Alt.  Applic.  662/1965,  reads: 
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1.  The  use  of  Open  Automobile  Sales,  Use  Group  16 
a7  .  district  is  contrary  to  Section  32-00  of 
the  Zoning  Resolution  &  Section  32-25  of  the  Zon¬ 
ing  Resolution.” 
and 

cr^HJRkAS"  tbe  pr.emises  and  surrounding  area  were  in- 

that  the  annr  C?-mm!ttee  of  tbe  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

staffiSdlf'h^f  ?°ard  f°Und  tha*  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  erant 

under  Section  72-21  of  the  Zoning  ResoluUo/and  is  there! 

entltled  to  relief  on  the  grounds  of  practical  difficulty 
and/ or  unnecessary  hardship.  7 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
&vtby  moke  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C4-2  district 
the  maintenance  of  an  open  automobile  sales  lot  for  a  tem¬ 
porary  term  of  five  years,  on  condition  that  the  work  shall 

ce Ae°drmMavdriTni  06 ?is  application  marked  “Re¬ 
ceived  May  10,  1965  ,  3  sheets,  “October  1  1965”  one 

onef  1  riSed  ard  ‘  October  1,  1965”,  one  sheet  additional- 
r,V.r?f^rther  condlBon  that  the  lot  shall  be  paved  with  clean 
rs  or  gi  avel,  treated  with  a  binder  and  rolled  to  the 
p  oper  grade;  that  the  signs  on  the  street  front  shall  not 
exceed  in  area  those  permitted  in  a  C4-2  district  •  that  all 
laws,  rules  and  regulations  applicable  shall  be  ’complied 
with;  and  that  permit  shall  be  obtained,  work  compfeted 

llACTfCa?  u°f  0ccupan^  obtained’  withfn  one  year 
from  the  date  of  this  resolution.  7  a 


ft.  as  required  by  Sec.  23-221,  Amended  Zoning 
Resolution,  for  an  R-2  Zoning  District. 

3.  Proposed  front  yard  is  less  than  15  feet  as  required 
R-2  Zontag  DistS  Z°ni"g  Resolulion.  f°r  “ 

4'  fnH°Pf  I?  side  yards-  a^eLless  tha"  the  13  foot  total 
Vov  ™in*  required  by  Sec.  23-461,  A.Z.R.  for 
an  R-2  Zoning  District.  ’ 

5.  Proposed  rear  yard  is  less  than  the  10  ft  min 
Kstrict  ”  7  '  23'52’  A-Z‘R-’  f°r  an  R'2  Zoning 


616-65-BZ 

AiPcorpCot,tedroBwU,*r  and  Gr°h  F°reSt  Wood  H«”“. 

mg  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R2  district,  the  erection  of  a 
two  story  one  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  openTpace 

the  required  W  d^,elling  ,Unit  and  encroaches  on 
me  required  front  yard,  s-ide  and  rear  yards 

PREMISES  AFFECTED — 84- 1 7  Commonwealth  Boule- 
Rk/k  8599  7/  llf  fi /“*  STh  of  Hillside  Avenue, 
APPEARANCEsi  '  r°Se’  B°r°“gh  °f  °UeenS' 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . 

Nmfssi'onerChFo7anrFO'ey’  7“  Chairman  Kle7ni7t7com° 
Klin  1  CommIssloner  Becker  and  Commis- 

THE  RESOLUTION— 

on^ep?embera28Ubi965heff;ng  T*  h<ld  °?  this  appBcation 
hP  t/  h  T!  ,  . iy65>  after  due  notice  by  publication  in 
and  Bulletin ;  laid  over  to  October  13,  1965  fhe^ring  dosecJ" 

dat^dTpH'^etSi011  °f  fte»  BA0r°V.gh  Superintendent, 
uaiea  April  2U,  1965,  acting  on  N.B.  Applic.  126/1965,  reads : 

L  So  and°the  Open  Spac°e  Rations  less  Jhan  TsTo  as 

fJanR^fonffig lDistriSended  Z°ning 
2.  Lot  Area  per  Dwelling  Unit  is  less  than  3800  sq. 


and 

tbe  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board  whilh  recommended 
that  the  application  be  denied ;  and  Q 

suborn tiam' othhf, BOahd  f°Und  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 

grant  under  Section  72-21  of  the  Zoning  Resolution  atS 

r  aSi  tj^ef°ne  not  €ntitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  or  unnecessary  hardship.  P 

enftoU Aoril  20ei96CqSiOnF-Of  the  B°rou^h  Superintend- 
■  Apn1.,  2d>  ]9d5>  acting  on  N.B.  Applic.  126/1965 
Objections  No.  12,  3,  4  and  5,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 

691-65-BZ 

APPLICANT— Samuel  H.  Lindenbaum  and  Lindenbaum 
owner  g  **  ^  Lumber  Com™ 

SURRJEC?TA“«  June  15>  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  Citv 
Charter  to  permit  in  a  Cl -2  district,  the  enlargement  of 
an  existing  lumber  yard  and  the  use  of  power  tools  and 
««  storage  of  lumber  in  the  open  arS 
PREMISES  AFFECTED— 2114-2134  Coyle  Street  west 
side,  100  feet  south  of  Avenue  U,  Block  7367  Lot  11 

lifn*  °  Lot  14,  BorouSh  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition :  None. 

THEI(VOTE-OARD~ApPliCati0n  Sranted  °n  condition- 
Affirmative.-  Chairman  Foley,  Vice  Chairman  Kleinert 
Sg,” L„F°X'  Commissioner  Becker  and  Com! 

Negative:  _ - - 

THE  RESOLUTION— 

on^SentTmb’era  14^1 96 JaS  heId  on  this  appi;cation 

the  Bulletin  1  1965,  aftercdue  not:ice  by  publication  in 
me  rsulletin ,  laid  over  to  September  28,  1965-  hearine- 
closed;  then  to  October  13,  1965;  and  '  mg 

dated*  °f  t*  Borough  Superintendent, 

J“,  7’  1965,  aCting  on  AIt  Appbc.  301/1965,  reads: 

L  ,are,n°  bull5’  parkinS  or  loading  regulations 

Therefn  ^  ^  gl>  18  in  a  Cl-2  district, 

therefore  this  application  is  referred  to  the  Board 

or  applicable  bulk,  parking  and  loading  regulations 

2.  Proposed  installation  in  a  Cl-2  district  of  cutting 
planning  and  other  notorized  equipment  not  previ¬ 
ously  permitted  in  a  business  zone  under  1916  Z  R  is 
contrary  to  Sec.  32-00  of  1961  amended  Z.  R.  ' 

3.  Proposed  enlargement  of  existing  non-conforming 
lumber  yard  use  gr.  18  in  a  Cl-2  within  an  R-4  dis¬ 
trict  is  contrary  to  Sec.  52-41  and  52-22  of  Z.R. 

150t1964Bldg'  Snlarged  and  Iot  enIarged  after  Dec. 
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4.  Proposed  storage  of  lumber  in  open  area  of  lot  in 
a  Cl-2  district  is  contrary  to  Sec.  32-411  and  52-41 
of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub- 
statiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  moke  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  .  and  it  hereby  ,  is 
granted  under  Section  72-21,  to  permit  in  a  Cl-2  district, 
the  enlargement  of  an  existing  lumber  yard  and  the  use  of 
power  tools  and  equipment  with  the  storage  of  lumber  in 
the  open  area,  on  condition  that  the  work  shall  ^  conform 
to  drawings  filed  with  this  application  marked  “Received 
June  15,  1965”,  13  sheets  and  “October  4,  1965”.,  one  sheet 
revised ;  on  further  condition  that  the  entire  building  shall 
have  an  automatic  sprinkler  system ;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that  per¬ 
mit  shall  be  obtained,  work  completed  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 

\ 


588-63-A 

APPLICANT— Morris  Bernard  Adler  for  Fox  Lumber 
Company,  Incorporated,  owner. 

.SUBJECT— Application  July  17,  1963  —  Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 2114-2314  Coyle  Street,  west 
side,  100  feet  south  of  Avenue  U,  Block  / 367,  Lot  11,  and 
Part  of  Lot  14,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - 5 

Negative:  - ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  7,  and  June  17,  1963  on  Order  No. 
2177-3,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
per  Ch.  26-1336.0  Admin.  Code. 

C19-161.0a,  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  condition. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com- 
missioner,  dated  May  7  and  June  17,  1963,  acting  on  Order 
No.  2177-3,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  owner  shall  comply  with  all  of  the  require¬ 
ments  of  the  resolution  adopted  by  the  Board  this  day 
under  Calendar  Number  691-65-BZ. 


883-65-BZ 

APPLICANT— Joseph  Mitchell  and  John  J.  Schlick  for 
St.  Joachin  and  Anne  Church,  owner. 

SUBJECT— Application  August  20,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73- 

641  of  the  Zoning  Resolution,  to  permit  in  a  R3-2  dis- 
trict,  the  erection  of  a  church  that  encroaches  on  the 
required  front  yard,  penetrates  the  sky  exposure  plane 
and  has  less  than  the  required  distance  between  building. 
PREMISES  AFFECTED— 217-65  Hollis  Avenue,  north¬ 
east  corner  of  217th  Lane,  Block  11109,  Lots  1  and  8, 
Queens  Village,  Borough  of  Queens. 

APPEARANCES—  .  ,  T  ^  , 

For  Applicant:  Joseph  Mitchell  and  John  J.  Schlick. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - - - ~ 

Negative: - ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  28,  1965,  acting  on  N.B.  Applic.  1610/1965, 
reads : 

“1.  Provide  15  foot  front  yards  on  105th  Ave.  &  217th 
Lane  per  Section  24-34  of  the  Zoning  Resolution. 

2.  Building  penetrates  the  sky  exposure  plane  which 
is  contrary  to  Section  24-521  of  the  Zoning  Resolu¬ 
tion. 

3.  Minimum  distance  between  two  bldgs,  on  a  zoning 
lot  does  not  comply  with  Section  23-711  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  where  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  found  that  this  was  an  appropri¬ 
ate  case  in  which  to  exercise  discretion  to  grant  under 
Sections  73-641  and  72-21  of  the  Zoning  Resolution, 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  .  the  use  and 
area  "district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
73-641  and  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  church  that  encroaches 
on  the  required  front  yard,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  distance  between  build¬ 
ings,  on  condition  that  the  work  shall  conform  to  draw¬ 
ings'  filed  with  this  application  marked  “Received  August 
20,  1965”,  9  sheets;  that  all  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


Adjourned  11 :50  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 
WEDNESDAY,  OCTOBER  13,  1965,  NOON 
Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Corn- 
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missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 

845-59-A — V ol.  I 

APPLICANT — Earle  W.  Devalon,  Jr.  for  Procter  and 
Gamble  Manufacturing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner — re  permit  to  smoke  in  factory;  previ¬ 
ously  granted  on  condition. 

PREMISES  AFFECTED — 3666  Richmond  Terrace,  east 
side,  1335  feet  south  of  Western  Avenue,  Block  1338, 
Lot  1,  Port  Ivory,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Earle  W.  Devalon,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _  5 

Negative:  _  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  I,  on  July  19,  1960,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  Septembr 
*>  29,  1964 ;  and 

Whereas, the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  19,  1960,  as 
amended  through  September  29,  1964,  by  adding  thereto : 
“that  the  smoking  area  on  the  second  floor  of  Building 
No.  52  permitted  by  the  resolution  of  September  29, 
1964  may  be  relocated,  substantially  as  shown  on  draw¬ 
ings  marked  ‘Received  August  25,  1965’,  three  sheets, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Fire  Dept.  Order  dated  August  4,  1965) 


544-64-A 

APPLICANT — Jack  Segal  for  Nelson  and  Segal  Company, 
owner. 

SUBJECT — Application  May  20,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED' — 3531-3539  Broadway,  south¬ 
west  corner  of  145th  Street,  Block  2091,  Lot  36,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _ _  5 

Negative:  _ _ _ 


861-59-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Socony  Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  November  4, 
1965  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7a  and  7i  of 


the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  reconstruction  of  an  existing  gasoline  service 
station,  lubritorium,  auto  laundry,  parking  for  more  than 
five  (5)  cars  and  extend  said  uses  to  include  salesroom, 
utility  room,  minor  auto  repair  and  ground  signs. 

PREMISES  AFFECTED— 43-12  to  43-20  (43-14  official) 
Mam  Street  and  134-41  to  134-49  Dahlia  Avenue,  north¬ 
west  corner,  Block  5125,  Lot  36,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  .  5 

Negative :  _ _ _  _  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  20,  1960,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  4,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  20,  1960, 
as  amended  through  November  4,  1964,  only  as  to  the  time 
to  obtain,  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (N.  B.  3927/59) 


885-59-BZ 

^  Proskauer,  Prober  and  Vassalotti 

for  Socony  Mobil  Oil  Company,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of.  time  to  complete,  which  expires  November 
4,  1965 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7i,  7a  and  7  A 
of  the  Zoning  Resolution,  permitting  in  a  local  retail  and 
residence  use.  district,  the  reconstruction  of  an  existing 
gasoline  service  station,  and  extend  the  present  use  of 
gasoline  service  station,  to  include  lubritorium,  minor  auto 
repairs,  with  hand  tools  only,  car  washing,  sales  room, 
utility  room,  ground  sign,  parking  and  storage  of  motor 
vehicles  extending  from  the  local  retail  use  into  the 
residence  use  with  the  business  entrances  and  curb  cuts 
within  75  feet  of  the  residence  use  district. 

PREMIE5  AFFECTED— 241-02  to  241-10  (241-02  offi¬ 
cial)  Merrick  Boulevard,  and  134-01  to  134-07  241st 
Street,  southeast  corner,  Block  13205,  Lot  34,  Laurelton 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 

complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _  5 

Negative: _ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 

November  15,  1960,  on  certain  conditions;  and 
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Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  4,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  15,  1960, 
as  amended  through  November  4,  1964,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (N.  B.  4351/59) 


471-61-BZ 

APPLICANT — Max  Siegel  Associates  for  Builders  Apart¬ 
ment  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete,  which  expired  October  6, 
1965 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  21  of  the  Zoning 
Resolution,  permitting  in  a  residence  use,  F  area  district, 
the  erection  of  two  multiple  dwellings  having  a  total 
floor  area  in  excess  of  that  permitted  in  an  F  area  district. 

PREMISES  AFFECTED— 151-15  and  151-35  84th  Street, 
southeast  corner  of  151st  Avenue,  Block  11431,  Lot  1, 
Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Carabba. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  - 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  11,  1961,  on  certain  conditions  ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  6,  1964;  and 
Whereas,  the  resolution  was  amended  on  October  6, 
1964;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1961,  as 
amended  through  October  6,  1964,  only  as  to  the  time  to 
complete  work  and  obtain  a  Certificate  of  Occupancy,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  in  view  of  statement  by  the  applicant  that 
permit  has  been  obtained  and  work  is  in  progress, 
all  work  shall  be  completed  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date 
of  this  amended  resolution”.  (N.  B.  3149/59  and  3150/ 
59) 

869-64-BZ 

APPLICANT — Andrew  Di  Camillo  for  Amadeo  Vilardi, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  73-50  of  the  Zoning  Resolution,  permitting  in  a 
C4-2  and  R5  district  the  erection  of  a  one  story  and  base¬ 
ment  building  for  use  as  a  catering  hall  that  encroaches 
on  the  required  side  yard  along  a  district  boundary. 


PREMISES  AFFECTED— 1813-1823  65th  Street,  north 
side,  100  feet  east  of  18th  Avenue,  Block  5547,  Lot  63, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein - 5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  12,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  12,  1965, 
by  adding  thereto : 

“that  the  basement  may  be  arranged,  used  and  oc¬ 
cupied  substantially  as  shown  on  drawing  marked 
‘Received  September  27,  1965’,  one  sheet,  as  heretofore 
permitted  by  the  Board,  and  as  cited  in  the  decision  of 
the  Borough  Superintendent  dated  July  2,  1965,  acting 
on  Amendment  to  N.B.  Applic,  No.  361-64,  Objections 
2  and  3,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in 
all  respects.” 


1063-64-BZ 

APPLICANT — Burke  and  Groh  for  T.  M.  Development 
Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  and  Section  666 
(7)  of  N.Y.C.  Charter,  permitting  in  a  R4  district,  the 
erection  of  a  two  family  dwelling  that  encroaches  on  the 
required  front  and  side  yards. 

PREMISES  AFFECTED — 56-25  Remsen  Place,  southeast 
corner  of  Clinton  Avenue,  Block  2718,  Lot  9,  Maspeth, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  13,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  13,  1965,  by 
adding  thereto : 

“that  in  view  of  the  decision  of  the  Borough  Superin¬ 
tendent  dated  September  16,  1965,  acting  on  N.  B. 
Applic.  No.  1441-62,  Objection  1,  the  resolution  of  the 
Board  adopted  on  April  13,  1965  be  and  it  hereby  is 
affirmed,  on  condition  that  the  building  shall  be  con¬ 
structed,  used  and  occupied  as  permitted  herein,  and 
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that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.” 


233-41-BZ 

APPLICANT — George  McClelland,  lessee,  for  St.  Patrick’s 
Roman  Catholic  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance,  which  expires  November 
15,  1965  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  partly  in  a  residence  use 
and  partly  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 9419-9423  5th  Avenue,  east 
side,  102  feet  8%  inches  north  of  95th  Street,  Block  6118, 
Lot  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  9,  1965,  at  10  A.  M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  de¬ 
cision  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _  0 


452-60-BZ 

APPLICANT — M.  Martin  Elkind  for  Mrs.  Laka  Dunovitz, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  June  18, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  chagne  in  occupancy  of  two,  two-car 
garages  and  the  erection  of  an  extension  to  one  garage 
in  the  residence  use  portion  of  the  plot  for  use  in  storing 
five  cars  on  a  rental  basis  and  not  as  accessory  use  with 
ingress  and  egress  over  present  party  driveway. 

PREMISES  AFFECTED — 71-12  35th  Avenue,  south  side, 
100  feet  west  of  72nd  Street,  Block  1271,  Lot  6,  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  9,  1965,  at  10  A.  M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  de¬ 
cision  of  the  Borough  Superintendent  and  photographs, 
which  _  have  been  filed,  and  two  publications  in  the 
Bulletin  at  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner.  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _ 5 

Negative:  -  (j 


615-60-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  James  Dominick  and  Joseph  Garone,  owners. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  October  22, 


1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  sale  and  display  of  new  and  used  cars,  with  a  10  foot 
by  10  foot  attendant’s  shanty  and  the  parking  and  storage 
of  less  than  150  motor  vehicles,  with  business  signs. 

PREMISES  AFFECTED— 84-02  to  84-46  (84-10  official) 
South  Conduit  Avenue,  south  side,  from  84th  Street  to 
86th  Street,  84-01,  84-27  and  85-01  to  85-19  149th  Avenue 
and  137-41  to  137-51  84th  Street,  137-44  to  137-50  86th 
Street,  Block  11390,  Lots  1,  11  and  25,  Aqueduct,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  Oh  BOARD — Application  reopened  and  set  for 
hearing  on  November  9,  1965,  at  10  A.  M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  de¬ 
cision  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  _ _ _ _ 0 


1921-61-BZ 

APPLICANT — Hodges,  Reavis,  McGrath  and  Downey  for 
Richard  Miller,  owner. 

SUBJECT — Application  December  14,  1961  —  decision  of 
the  Borough  Superintendent,  under  Section  7(e)  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 118-30  Springfield  Boulevard, 
northwest  corner,  of  Francis  Lewis  Boulevard,  Block 
12642,  Lots  17,  19,  27,  29,  33  and  49,  St.  Albans,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Gerald  C.  Fallon. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

Negative:  _ q 


1975-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  323  Kosciusko 
St.  Corporation,  owner ;  Luckner  Steel  Equipment 
Company,  lessee. 

SUBJECT — Application  December  14,  1961  —  decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  extension  of  an  existing  metal  product 
factory,  with  accessory  offices,  storage  and  shipping, 
proposed  extension  exceeds  the  permitted  area  coverage. 

PREMISES  AFFECTED — 325-327  Kosciusko  Street, 
north  side,  150  feet  east  of  Throop  Avenue,  Block  1702, 
Lots  65,  66  and  67,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  - C 


442-6 1-BZ — Vol.  II 

APPLICANT — Arnold  Lederer  for  S.  M.  Management 
Corporation,  owner. 

SUBJECT— Application  reopened  February  14,  1962  as 
Volume  II  —  decision  of  the  Borough  Superintendent, 
under  Section  21  of  the  Zoning  Resolution,  permitting 
in  a  business  use  D  area  district,  the  erection  of  a  one 
story  extension  to  an  existing  one  story  factory  that  ex¬ 
ceeds  the  permitted  area  coverage. 

PREMISES  AFFECTED— 2700-2710  Nostrand  Avenue, 
west  side,  280  feet  south  of  Avenue  M,  Block  7665,  Lot 
61,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein -  5 

Negative:  _  0 


Adjourned  12:25  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 
WEDNESDAY  AFTERNOON, 

OCTOBER  13,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

120-55-SM 

APPLICANT — Bartlett-Snow-Pacific,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Albert  H.  Morgan  and  Wilfred  Ballcraft. 
ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
120-55-SM — Amendment  to  resolution  as  to  change  to 
corporate  name  and  addition  of  plain  end  pipe  with  coupling 
system. 

Bartlett-Snow-Pacific,  Inc.,  requested  that  the  resolution 
adopted  January  23,  1962,  under  Cal.  No.  120-55-SM,  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer  and  to  include  addition  of  plain  end  pipe  with 
coupling  system. 

PROPOSED  USE:  Pipe  and  fitting  for  acid  waste  lines. 
DESCRIPTION :  There  has  been  no  change  in  the  chemi¬ 
cal  composition  of  the  pipe.  The  change  is  in  the  ends  of 
the  pipe  which  are  now  plain,  and  which  replace  the  bell 
and  spigot  ends  and  the  method  of  joining. 

The  method  of  joining  is  a  mechanical  means  and  consists 


of  two  parts ;  a  one-piece  gasket  and  a  stainless  steel  clamp. 
The  gasket  consists  of  an  inner  layer  of  Teflon,  a  Teflon 
impregnated  glass  cloth  middle  layer  and  an  outer  wrapper 
of  Neoprene.  The  stainless  steel  clamp  has  a  flanged  edge 
which  contains  the  gasket  so  that  it  cannot  squeeze  by  the 
clamp.  In  making  the  joint,  the  gasket  is  placed  around 
the  joint,  being  held  in  place  by  pressure  sensitized  adhesive, 
and  the  stainless  steel  clamp  is  snapped  into  place  and  the 
two  bolts  are  then  tightened. 

The  applicant  has  submitted  an  affidavit  showing  that 
Pacific  Foundry  Company,  Ltd.,  was  merged  with  Bartlett 
&  Snow  Company,  and  the  owner-manufacturer  is  now 
known  as  the  Pacific  Foundry  Division  of  Bartlett-Snow- 
Pacific,  Inc. 

Tests  were  conducted  by  Anamet  Laboratories  Inc. 
and  the  complete  report  is  on  file  with  &  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  23,  1962,  under 
Cal.  No.  120-55-SM,  be  reopened  and  amended  so  as  to 
show  change  of  owner-manufacturer,  new  owner-manufac¬ 
turer  now  known  as  Pacific  Foundry  Division  of  Bartlett- 
Snow-Pacific,  Inc.,  and  to  permit  the  use  of  plain  end  pipe 
with  the  mechanical  joint  as  herein  described  in  acid  waste 
systems,  on  condition  that  the  requirements  of  the  resolution 
adopted  January  23,  1962,  under  Cal.  No.  120-55-SM,  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  iln  accordance  with 
the  above  report. 


700-55-SA 

APPLICANT — Lear  Siegler,  Inc.,  Siegler  Heater  Division, 

owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  Commissioner  Fox  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
700-55-SA — Amendment  to  resolution  as  to  additional 
models  of  gas  heaters  and  change  of  ownership. 

Lear  Siegler,  Inc.,  Siegler  Heater  Division,  requested 
that  the  resolution  adopted  November  18,  1958  under 
Calendar  Number  700-55-SA  be  reopened  and  amended  so 
as  to  include  additional  models  of  gas  heaters  and  to  show 
a  change  of  owner-manufacturer. 

PROPOSED  USE:  Gas-fired  space  heaters. 
DESCRIPTION :  The  requested  Models  VGR-35,  VGR-50 
and  VGR-65  are  basically  the  same  as  the  presently  ap¬ 
proved  models  differing  only  as  to  color  and  styling  changes. 
The  BTU  input  ranges  from  35,000  to  65,000  BTU/hr. 

The  applicant  has  submitted  an  affidavit  showing  that 
Lear  Siegler,  Inc.  purchased  all  rights,  assets,  etc.  of  the 
Vacuum  Gas  Burner  Company. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18,  1958  under 
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Calendar  Number  700-55-SA  be  reopened  and  amended  so 
as  to  include  the  additional  Models  VGR-35,  VGR-50  and 
VGR-65,  gas-fired  space  heaters,  and  permission  to  market 
these  heaters  under  the  trade  name  Lear. 

Th  Committee  further  recommends  that  the  new  owner- 
manufacturer  be  known  as  Lear  Siegler,  Inc.,  on  condition 
that  the  requirements  of  the  resolution  adopted  November 
18,  1958  under  Calendar  Number  700-55-SA  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


783-63-SA 

APPLICANT — Remington  Arms  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Robert  L.  Collins. 

ACTION  OF  BOARD — -Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox . . . . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
783-63-SA- — Remington  Arms  Company,  Inc.,  Park  Forest, 
Illinois,  filed  for  approval  of  the  appliance  known  as  462 
Low  Velocity  Stud  Driver,  Alodel  K-ll,  under  the  pro¬ 
visions  of  C26-191.0,  Administrative  Building  Code. 

PROPOSED  LTSE:  Powder  actuated  stud  driving  tool. 
DESCRIPTION :  The  tool  is  a  piston  type  powder  actuated 
tool  which  is  referred  to  as  a  low  velocity  tool  having  a 
velocity  of  300  ft.  per  second.  The  tool  is  a  single  shot, 
muzzle  and  breech  loading  tool.  The  power  loads  are 
specially  manufactured  22  caliber  rim  fire  and  are  available 
in  three  charges,  extra  light,  light  and  medium. 

All  working  parts  of  the  tool  are  heat-treated  alloy  steel. 
The  cover  and  housing  are  a  die  cast  aluminum  alloy. 

_T.ne  tool  utilizes  the  energy  of  the  powder  load  to  drive  a 
piston  against  the  muzzle  loaded  fastened  and  the  blow 
drives  the  fastener  into  the  concrete  or  steel. 

The  tool  is  not  equipped  with  a  protective  shield  nor 
anple  fire  control  due  to  its  low  velocity,  which  eliminates 
the  possibility  of  overpenetration  or  ricochet  of  the  fastener. 

The  gain  has,  as  an  optional  piece  of  equipment,  a  device 
known  as  a  Spall  Plate,  which  slides  over  the  glide  tube, 
which  is  used  when  fastening  into  concrete  for  straight 
driving  and  to  protect  against  spalling. 

The  muzzle  locking  pressure  is  35  lbs. 

INSPECTION  AND  TEST :  The  applicant  has.  submitted 
reports  of  test  conducted  by  Pittsburgh  Testing  Laboratory. 

These  tests  were  shear  and  tension  tests  on  various  size 
pins  driven  into  steel  and  concrete  of  different  thicknesses 
and  strengths. 

The  appliance  has  been  approved  by  the  Underwriters’ 
Laboratories  under  SA-3677.  The  U.L.  report  states :  “When 
firing  into  an  extremely  hard  concrete  at  an  angle  greater 
than  20  degrees,  it  was  possible  for  the  stud  to  penetrate 


the  surface  and  break  loose  a  portion  of  the  material,  re¬ 
sulting  in  the  stud  richocheting”.  The  complete  report  is 
on  file  with  and  is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  462  Low 
Velocity  Stud  Driver — Model  K-ll,  as  herein  described  for 
voluntary  use  in  New  York  City  for  driving  studs  into 
concrete  and  steel  for  hanging  brackets,  pipes,  etc.,  provided 
that  the  studs  shall  not  be  used  in  steel  having  a  thickness 
of  less  than  %  inch ;  that  the  studs  shall  not  be  used  in 
cast  iron,  hardness  steel,  stone  or  other  hard  or  brittle  ma¬ 
terials  ;  that  the  allowable  loads  for  the  studs  when  driven 
mto  concrete  or  steel  shall  be  in  accordance  with  the  charts 
filed  by  the  applicant ;  that  the  use  of  this  tool  shall  comply 
with  all  rules  or  regulations  governing  this  type  of  equip¬ 
ment;  that  as  tests  showed,  that  ricocheting  could  occur 
if  the.  tool  was  fired  at  an  angle  of  20°  or  more  to  the 
material ;  that  the  tool  be  equipped  with  a  safety  guard, 
and  that  each  tool  bear  a  label,  permanently  affixed, 
reading:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  783-63-SA”. 

The  Committee  further  recommends  that  only  studs  as 
manufactured  by  Remington  Arms  Company,  shall  be  used 
with  this  gun  as  they  are  the  only  studs  that  are  spe¬ 
cifically  designed  for  this  type  gun. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


30-65-SA 

APPLICANT — K.  C.  Hull  for  Peerless  Manufacturing 
Division,  Dover  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE  OF  September  28,  1965 — 

Affirmative:  Chairman  Foley,  and  Commissioner  Fox  ...  2 

Negative :  Vice  Chairman  Kleinert  . 1 

Absent:  Commissioner  Becker  and  Commissioner  Klein  2 
THE  VOTE  OF  October  13,  1965- 

Affirmative  :  Commissioner  Becker  and  Commissioner 

Klein  . 2 

Negative:  _ o 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
30-65-SA — K.  G.  Hull  for  Peerless  Manufacturing  Division, 
Dover  Corp.,  owner,  Louisville,  Kentucky,  filed  for  approval 
of  the  appliance  known  as  Peerless  New-Vent  Wall  Heater, 
Models.  NV-11,  NVW-11,  NV-22,  NVW-22,  NV-33,  and 
NVW-33,  for  use  in  New  York  City  under  the  provisions  of 
Article  12,  Chapter  26,  Administrative  Building  Code. 

PROPOSED  USE:  Vented  gas-fired  sealed  combustion 

space  heater. 

DESCRIPTION :  The  Peerless  New-Vent  gravity  or 
blower  operated  space  heater  is  designed  for  wall  mounting, 
making  a  firm  contact  with  an  outside  wall  and  venting 
thru  wall. 
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The  heater  is  an  assembly  of  parts,  namely,  a  cabinet, 
burner,  heat  exchanger,  heat  reflector  vent  hood,  and 
controls. 

The  cabinets  are  made  of  heavy  gauge  steel  with  a 
baked  enamel  finish.  A  galvanized  iron  shield  is  mounted 
between  the  cabinet  and  heat  exchanger  to  reflect  heat  into 
the  room.  The  sealed  combustion  chamber  is  of  heavy  gauge 
steel.  The  burners  are  cast  iron  with  drilled  ports  and  are 
equipped  with  adjustable  primary  air  shutters.  The  controls 
are  of  the  approved  type  and  consist  of  a  manually  operated 
shutoff  valve,  a  pressure  regulator,  a  modulating  main  gas 
valve  which  is  activated  by  a  temperature  sensing  bulb 
located  in  the  return  air  stream,  and  a  safety  pilot.  If  the 
pilot  is  extinguished,  the  controls  shut  off  the  gas  100%  to 
both  the  pilot  and  the  main  burners.  The  controls  are  ac- 
cessable  through  a  panel  door  at  the  lower  right-side  of 
cabinet.  The  temperature  control  dial  is  at  top  rear  of 
cabinet.  A  blower  with  high-low-off  switch  and  automatic 
thermostat  is  available  as  an  optional  accessory. 

The  vent  hood  is  of  heavy  gauge  steel  finished  in  porce¬ 
lain.  All  air  for  combustion  is  taken  from  the  outside.  All 
products  of  combustion  are  discharged  to  the  outside 
through  a  flue  to  a  combination  vent  hood  and  diverter,  both 
of  which  are  integral  parts  of  the  heater. 

These  heaters  have  been  AGA  approved  for  the  following : 


Model  No. 


Input  Rating 
BTU  per  Hour 


NV-11,  NVW-11  11,000 

NV-22,  NVW-22  22,000 

NV-33,  NVW-33  33,000 

Model  Nos.  NV-22,  NVW-22,  NVW-33  and  NV-33  also 
approved  for  operation  at  a  minimum  input  of  0,000  BTU 
per  hour  and  is  indicated  by  the  use  of  suffix-15. 

Model  Nos.  NV-22,  NVW-22,  NVW-33  and  NV-33  also 
approved  when  equipped  with  an  optional  blower  assembly 
Part  No.  NVB-62. 

All  above  models  approved  with  a  minimum  vent  length 
of  6  inches  and  a  maximum  vent  length  of  ISM  inches. 

These  heaters  are  approved  for  use  with  natural  and 
LP  gases. 

INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Architect  T.  W.  Farricker,  Jr. 

These  heaters  have  been  approved  by  the  American  Gas 
Association  and  certificates  were  issued  under  numbers 
4- (1886.0,  .01,  -3.0,  .1  and  ,2).001  and  4-(1886-1.0,  -1.01, 
-1.1  and  -1.2)  .001. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Peerless 
New-Vent  Wall  Heater,  Models  NV-11,  NVW-11,  NV-22, 
NVW-22,  NV-33,  and  NVW-33,  for  use  in  New  York 
City  under  the  provisions  of  Article  12,  Chap.  26,  Ad¬ 
ministrative  Building  Code.  In  the  installation  of  vented 
wall  heaters,  provisions  must  be  made  for  ready  access 
to  the  unit  for  adjustment,  repair  and  replacement  of  parts. 
Adequate  combustion  and  ventilating  air  must  be  provided 
and  each  heater  shall  bear  a  label  or  tag,  permanently 
affixed,  reading:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar 
Number  30-65-SA”. 


(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr. 
Assistant  Architect 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


93-65-SA 

APPLICANT — -Stewart- Wanner  Carp.,  Heating  &  Air 
Conditioning  Division,  owner. 

APPEARANCES— 

For  Applicant:  Nicholas  D.  Napoli. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox  - - -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  93-65-SA— Stewart- Warner  Corp.,  Heating  &  Air 
Conditioning  Division,  Lebanon,  Indiana,  filed  for  approval 
of  appliance  known  as  the  Winkler  Oil  Burners,  Models 
HP-100,  HP-150  and  HP-250  under  the  Oil  Burner  Rules 
of  the  Board. 

PROPOSED'  USE:  Conversion  type  oil  burners. 
DESCRIPTION:  The  Winkler  oil  burners  are  high  pres¬ 
sure  gun-type  burners  designed  to  burn  No.  2  fuel  oil.  They 
can  be  pedestal  mounted  or  flange  connected  to  the  heating 
unit. 

Each  burner  is  equipped  with  a  Stewart-Warner  single 
stage  fuel  pump,  an  oil  filter,  air  blower  wheel  and  motor, 
and  115  V,  60  cycle,  10,000  volt  secondary  transformer. 

A  Stewart-Warner  light  sensitive  Cad-Cell  installed  at 
the  burner  is  used  as  a  primary  safety  control. 

The  Model  HP-100  has  a  firing  rate  of  .5  to  1.0  G.P.H., 
the  Model  HP-150— .75  to  1.5  G.P.H.  and  the  Model 
HP-250—1.0  to  2.5  G.P.H. 

INSPECTION  AND  TEST:  All  details  submitted  were 
examined  by  Assistant  Engineer  G.  F.  Sklenarik. 

These  burners  were  tested  and  approved  by  Underwriters’ 
Laboratories,  File  MP  1644,  1688. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Winkler 
Oil  Burners,  Models  HP-100,  HP-150  and  HP-250  for  use 
in  New  York  City  under  the  provisions  of  the  Oil  Burner 
Rules  of  the  Board,  provided  that  each  burner  shall  bear  a 
label,  permanently  affixed,  reading:  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  93-65-SA”.  And  further  that  all  controls  shall  be 
U.L.  approvals. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik. 

Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


220-64-SM 

APPLICANT — Mosaic  Building  Products,  Inc.,  owner. 
SUBJECT — Curtain,  apron  or  spandrel  wall. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  2  P.  M.  Applicant  is  to  submit  sample. 
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374-64-SM 

APPLICANT — Ellis  Manufacturing  Company,  Inc.,  owner. 

SUBJECT — Clamp  to  hold  one  vertical  shore  above  another 
vertical  shore. 

APPEARANCES— 

For  Applicant:  Charles  Murphy. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965, 
at  2  P.  M.  for  further  consideration  and  decision. 


612-63-A 


APPLICANT — Reavis  and  McGrath  for  Phyllis  Realty 
Corporation,  owner ;  Waldbaum’s  57,  Incorporated,  lessee. 
SUBJECT— Application  August  1,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 35-09  Francis  Lewis  Boule¬ 
vard,  east  side,  from  35th  Avenue  to  36th  Avenue,  Block 
6142,  Lot  50,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — 9ppeal  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ c, 

Negative: _ _ _ _  0 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis- 
siToneU  dated  October  30,  1962  and  July  12,  1963  on  Order 
-No.  4891-2,  reads: 

1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  CELLAR,  having  at  least  one  source  of 
ganged  and  equipped  as  per  Chapter 
<-6-1372.0b  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  30,  1962  and  July  12,  1963,  acting 
on  Order  No.  4891-2,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received,  May  3,  1965,”  two 
sheets;  on  further  condition  that  a  nonautomatic  sprinkler 
system  _  and  an  automatic  fire  alarm,  with  central  office 
connection,  be  installed  in  the  cellar  of  the  building'. 


256-64-A 

APPLICANT  William  A.  Mohr  for  Woolworths,  own 
er. 


THE  VOTE  TO  GRANT— 

Affirmative :  . .  . q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein  .  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  29,  1963  and  February  19,  1964  on 
Order  No.  578-3,  reads: 

1.  Install  an  approved  automatic  sprinkler  system  in 
cellar,  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Chapt  26— 1372.3b. 
Ch.19-161.0a  Adm.  Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  because  of  the  high  fire  load,  wood 
shelving,  poor  ventilation  and  lack  of  accessibility  for  fire 
fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  29,  1963  and  February  19,  1964  acting  on 
Order  No.  578-3,  Objection  No.  1  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


359-64-A 

APPLICANT — Leo  V.  Berger  for  Jack  Finkelstein, 
owner ;  Richmond’s  Drygoods,  lessee. 

SUBJECT— Application  March  30,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 14-32  Barrett  Avenue,  north 
side,  139.63  feet  north  of  Forest  Avenue,  1489-1565 
Forest  Avenue,  Block  385,  Lots  38  and  200,  Port  Rich¬ 
mond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leo  V.  Berger. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . 5 

Negative:  . . q 

THE  RESOLUTION— 

.  Whereas,  the  01  der  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  26,  1963  and  March  24,  1964  on 
Order  No.  5022-3,  reads: 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19. 161.0a  Adm.  Code.” 

and 


SUBJECT— Application  March  3,  1964  —  Appeal  fro 
an  order  and  a  decision  of  the  Fire  Commissioner 
Automatic  Sprinkler  System. 

PREMISES  AFIECTED — 1566-1568  Westchester  Av 
nue,  south  east  corner  of  Ward  Avenue,  Block  374 
Lot  40,  Borough  of  The  Bronx. 

APPEARANCES— 


For  Applicant:  William  A.  Mohr. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  26,  1963  and  March  24,  1964, 
acting  on  Order  No.  5022-3,  Objection  No.  1  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  conforms  to 
drawings  filed  with  this  application  marked  “Received, 
March  30,  1964,”  one  sheet;  on  further  condition  that  an 
automatic  sprinkler  system  be  installed  in  the  cellar  only. 
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514-64-A 

APPLICANT— Daub  and  Daub  for  United  Export  Cloth¬ 
ing  Company,  Inc.,  owner. 

SUBJECT— Application  May  13,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 109-111  Leonard  Street,  2-3 
Benson  Street,  northeast  corner,  Block  171,  Lot  31, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: . . . . — - ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the.  Fire  Commis¬ 
sioner,  dated  September  30,  1963  and  April  13,  1964  on 
Order  No.  3635-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler .  system 
throughout  the  building,  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Chapt.  19.161.0a  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  30,  1963  and  April  13,  1964, 
acting  on  Order  No.  3635-3,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  ^to 
drawings  filed  with  this  appeal  marked  “Received  May  13, 
1964”,  5  sheets ;  on  further  condition  that  an  automatic 
fire  alarm  system  with  central  office  connection  shall  be 
installed  throughout  the  building;  that  the  elevator  doors 
shall  be  made  self-closing;  and  that  the  stair  doors  shall 
be  repaired  where  necessary  and  made  operable. 


570-64-A 

APPLICANT— Samuel  Garnett  for  West  Side  Paper  Stock 
Corporation,  owner. 

SUBJECT — Application  May  22,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 69  Mercer  Street,  west  side, 
100  feet  north  of  Broome  Street,  Block  485,  Lot  33, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  R.  Heller  and  Victor  E.  Pasquale. 
For  Administration :  Lt.  J.  P.  Manfredi,  Fire  D'ept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein -  4 

Negative:  _  0 

Absent:  Chairman  Foley  - 1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  17,  1961  and  April  23,  1964,  on  Viola¬ 
tion  Order  No.  495150,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 


throughout  the  entire  building. 

Chapter  C-19-161.0  Administrative  Code, 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  17,  1961  and  April  23,  1964,  acting 
on  Viol.  Order  No.  495150,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is- 
granted  on  condition  that  the  occupancy  for  paper  baling 
shall  be  restricted  to  the  first  floor  only ;  that  the  cellar 
shall  be  used  solely  for  storage;  that  the  third,  fourth  and 
fifth  floors  shall  remain  vacant;  that  the  present  alarm 
system  and  dry  pipe  sprinkler  shall  be  maintained ;  that  the 
paper  storage  shall  be  maintained  on  the  second  floor;  that 
all  work  shall  be  done  and  the  premises  maintained,  as 
shown  on  drawings  filed  with  this  appeal  marked  Received 
May  22,  1964”,  one  sheet  and  “July  13,  1965”,  2  sheets; 
and  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


578-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  Lor¬ 
raine  Lighting  Prod.,  owners. 

SUBJECT— Application  May  27,  1964— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 8772-8794  18th  Avenue,  1760- 
1772  Bath  Avenue,  southwest  corner,  Block  6435,  Lots 
36,  38,  40  and  43,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissionei  Becker  and  Com¬ 
missioner  Klein  -  ~ 

Negative:  . . - - " 

mr-m  TTTTON — 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  .dated  December  6,  1963  and  May  6,  1964  on  Order 
No.  5568-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapter  26- 
1372  of  Administrative  Code. 


Chapter  19-161. Oa  Adm.  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  6,  1963  and  May  6,  1964,  acting  on 
Order  No.  5568-3,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  “Received  May  27,  1965”,  4 
sheets;  and  that  a  non-automatic  sprinkler  system  and  an 
automatic  fire  alarm  with  central  office  connection  shall  be 
installed  in  the  cellar  of  the  building 


590-64-A 

APPLICANT— Ingram  S.  Carner  for  Robjo,  Incorporated, 
owner. 
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SUBJECT — Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 122-01  to  122-15  New  York 
Boulevard,  southeast  corner  of  122nd  Avenue,  Block 
12380,  Lot  21,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant:  Ingram  S.  Carner. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _ _ _  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  5 


THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  18,  1963  and  May  20,  1964  ort 
Order  No.  5795-3,  reads: 


and 


“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  cellar,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Ch.  26- 1372.0b,  09-161. 0a,  Admin.  Code.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load, 
lack  of  ventilation  and  lack  of  accessibility  for  fire  fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  December  18,  1963  and  May  20,  1964  acting  on 
Order  No.  5795-3,  Objection  No.  1  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


591-64-A 


APPLICANT — Ingram  S.  Carner  for  Curt  Blank,  owner; 
i  ork  Bay  Incorporated,  lessee. 

SUBJECT  Application  June  13,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 163-01-163-07  Baisley  Bou¬ 
levard,  122-17  to  122-25  New  York  Boulevard,  northeast 
corner,  Block  12380,  Lots  1,  14,  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  _ _ 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

THE  RESOLUTION— 


.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  18,  1963  and  May  20,  1964  on 
Order  No.  5794-3,  reads : 


and 


T.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapt.  26-1372.0b,  C19-161.0a  Adm.  Code.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load, 
lack  of  ventilation  and  lack  of  accessibility  for  fire  fighting. 


Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  December  18,  1963  and  May  20,  1964  acting  on 
Order  5794-3,  Objection  No.  1  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


655-64-A 

APPLICANT — Reavis  &  McGrath  for  Carlyle  Shopping 
Center,  Inc.,  owner;  Waldbaum  45,  Inc.,  lessee. 
SUBJECT — Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED — 44-09  to  44-14  Kissena  Bou¬ 
levard,  north  west  corner  of  Elder  Avenue,  Block  5137, 
Lot  110,  Borough  of  Queens,  Flushing. 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — -Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _  0 


THE  RESOLUTION— 

_  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  26,  1964  and  May  21,  1964  on  Order 
No.  1091-4,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  cellar,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapt  26-1372.Qb  Administrative  Code ;  Chapter  19- 
161.0a  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  26,  1964  and  May  21,  1964, 
acting  on  Order  No.  1091-4,  Objection  No.  1  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  conforms  to  draw¬ 
ings  filed  with  this  application  marked  “Received,  June  19, 
1964,”  three  sheets;  on  the  further  condition  that  a  non¬ 
automatic  sprinkler  system  and  an  automatic  fire  alarm, 
with  central  office  connection,  be  installed  in  the  cellar  of 
the  building. 


792-64-A 

APPLICANT — Wollman’s  Dept.  Store  Incorporated  and 
Wolkat  Realty  Corp.,  for  Wolkat  Realty  Corporation, 
owner ;  Wollman’s  Department  Store  Incorporated,  lessee. 
SUBJECT — Application  July  23,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2833-2839  Broadway  and  600- 
606  West  110th  Street,  southwest  corner,  Block  1893, 
Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Pincus  Cashman. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ _  4 

Negative :  Vice  Chairman  Kleinert  _  1 
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THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  12  and  June  24,  1964  on  Order  No. 
3401-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  1st  and  2nd  floors  of  entire  building, 
arranged  and  equipped  as  per  Ch.  26,  Art.  16,  Adm. 
Code. 

Ch.  19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  12  and  June  24,  1964,  acting  on  Order 
No.  3401-4,  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  July  23,  1964”,  2  sheets  and 
“June  30,  1965”,  3  sheets ;  on  further  condition  that  the 
present  sprinkler  system  in  the  basement  of  the  building 
,  shall  be  extended  to  cover  the  sales  area  on  the  second 
floor. 


810-64-A 

APPLICANT — Daub  and  Daub  for  Eldridge  Street  Asso¬ 
ciated,  owner. 

SUBJECT — Application  July  27,  1964  —  Appeal  from.  a 
decision  of  the  Borough  Superintendent  re-  exterior 
stairway  and  entrance  hall. 

PREMISES  AFFECTED— 50-52  Eldridge  Street,  east 
side,  225  feet  11  inches  north  of  Canal  Street,  Block  300, 
Lot  8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  - 5 

Negative:  - 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  23,  1964  on  B.  N.  Applic.  1974-64,  reads: 

“Cl — Exterior  Stairway  contrary  to  Sec.  268  of  N.Y.S. 
Labor  Law. 

C2 — Entrance  hall  contrary  to  Sec.  271  of  N.Y.S.  Labor 
Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolevd,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  23,  1964,  acting  on  B.  N.  Applic- 
tion  1974-64,  Objections  No.  Cl  and  C2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  conforms  to  drawings  filed 
with  this  application  marked  “Received,  July  27,  1964,” 
eight  sheets ;  on  the  further  condition  that  the  doors  to  the 
stair  enclosure  and  to  the  exterior  stair  be  put  in  good 
repair  and  that  there  be  no  door  holding  devices  on  these 
doors;  and  that  proper  aisle  spaces  be  provided  throughout 
the  building. 


831-64-A 

APPLICANT — Irwin  Emerman  for  the  Fairfield  Investors, 
owners ;  Riverdale  Nursing  Home,  lessee. 


SUBJECT— Application  August  5,  1964  —  Appeal  from 
2  orders  of  the  Fire  Commissioner,  re  sprinkler  system 
and  double  swinging  fireproof  corridor  doors. 
PREMISES  AFFECTED— 641  West  230th  Street,  north¬ 
west  corner  of  Fairfield  Avenue,  Block  5737  (formerly 
3408),  Lot  40,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . .  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . — - - —  5 

THE  RESOLUTION— 

Whereas,  the  orders  of  the  Fire  Commissioner,  dated 
July  8,  1964  on  Order  Nos.  3899-4  and  3898-4,  reads: 
(Order  No.  3899-4) 

“1.  Install  an  approved  automatic  sprinkler  system  in 
the  following  rooms  on  dead  end  corridors  at  2nd 
floor  —  Rooms  202,  203,  204,  205,  206,  207,  208  in 
North  to  South  Corridor  and  in  Rooms  217,  218, 
219,  220,  221,  222,  223,  224,  225,  226,  227  in  East 
to  West  Corfridor;  and  at  3rd  floor  in  Rooms  302, 
303,  304,  305  ,  306,  307,  308  in  North  to  South  Cor¬ 
ridor;  and  in  Rooms  317,  318,  319,  320,  321,  322, 
323,  324,  325,  325,  326,  327  in  East  to  West  Corri¬ 
dor;  AND  at  top  of  Linen  Chute. 

Arranged  and  equipped  as  per  Chapt  26,  Art  16, 
Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 

(Order  No.  3898-4) 

“1.  Provide  double  swinging  fireproof  corridor  doors 
to  be  installed  at  junction  of  North  to  South  and 
East  to  West  Corridors.  This  to  reduce  unbroken 
length  of  corridors  to  less  than  100  feet  on  the  2nd 
and  3rd  floors. 

Ch.  1 0-161. 0a  Adm.  Code.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  the  conditions  found  were 
considered  hazardous. 

Resolved,  that  the  orders  of  the  Fire  Commissioner, 
dated  July  8,  1964,  acting  on  Order  No.  3899-4,  Objection 
No.  1,  and  acting  on  Order  No.  3898-4,  Objection  No.  1,  be 
and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


884-64-A 

APPLICANT — Ralph  L.  Winston,  Incorporated,  lessee, 
Stanley  Gertz,  et  al,  as  Trustee  c/o  Streg,  Incorporated, 
owner. 

SUBJECT — Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 87-32  to  87-84  166th  Street, 
165-09  88th  Avenue,  northwest  corner,  Block  9816,  Lot 
49  (Sec.  43)  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Arthur  M.  Waldman. 

For  Administration.  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox,.  Commissioner  Becker  and  Com- 
misioner  Klein  — . . . . 5 

Negative _ _ _ q 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  23,  1962  and  July  30,  1964  on  Order 
No.  4750-2,  reads: 

1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  cellar  and  1st  floor  having  at 
least  one  source  of  water  supply,  arranged  and 
equipped  as  per  Chapt.  26  —  1336.0  Adm.  Code, 
09-161. 0,  Admin.  Code.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  dated 
October  23,  1962  and  July  30,  1964,  acting  on  Order  No. 
4750-2,  Objection  No.  l,.be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  June  15,  1965”,  4  sheets;  on 
further  condition  that  a  non-automatic  sprinkler  system 
and  an  automatic .  fire  alarm  with  central  office  connection 
shall  be  installed  in  the  cellar  of  the  building. 


9,09-64-A 


APPLICANT — Irwin  Emerman  for  Manhattan  Center,  In¬ 
corporated,  owner. 

SUBJECT — Application  September  4,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES*  AFFECTED-31 1-321  West  34th  Street, 
north  side,  200  feet  west  of  8th  Avenue,  316  West  35th 
Street,  Block  758,  Lot  28,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — x\ppeal  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _ _  5 

Negative:  . . . . .  q 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  6,  1964  on  Order  No.  4331-4,  reads : 

T.  Install  an  approved  automatic  sprinkler  system  as 
follows : 

(1) — Over  stage  area  7th  floor  ballroom. 

(2)  — At  lounge  area  6th  floor. 

(3)  — At  interior  stair  openings  each  floor. 

(4)  — At  stage  area  1st  floor  ballroom. 

(5)  — Below  1st  floor  stage  (area  used  for  storage). 

(6)  — Check  room  in  cellar  area. 

(7)  — 6th  floor  cloak  room. 

(8)  — Storage  room  (formerly  3rd  balcony). 

Arranged  and  equipped  as  per  Chapt.  26,  Art  16, 
Admin.  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  6,  1964,  acting  on  Order  No 
4331-4,  Objection  No.  1,  be  and  it  hereby  is  modified  and 


that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  September  4,  1964”,  11  sheets; 
on  further  condition  that  automatic  sprinkler  systems  shall 
be  provided  in  the  area  designated  in  the  Order  of  the 
Fire  Commissioner,  fed  from  a  new  sprinkler  riser  which 
is  connected  to  a  new  Siamese  at  the  street,  and  which  is 
also  connected  with  the  existing  water  tank. 


941-64-A 

APPLICANT — Haus  and  Bresin  for  Saul  Krasne,  owner; 

Clarmon  Supermarkets,  Incorporated,  lessee. 
SUBJECT— Application  _  September  17,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1362-1364  Nostrand  Avenue, 
west  side,  224  feet  6V2  inches  north  of  Linden  Boulevard, 
Block  5085,  Lot  61,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  T.  Hartnett. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  . . .  5 

Negative :  . . . .  q 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  23  and  September  2,  1964  on  Order 
No.  2012-4,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  cellar  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapt.  26- 
1372.0b  Administrative  Code. 

Ch.  19-161  .Oa  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  23  and  September  2,  1964,  acting  on 
Order  No.  2012-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  September  17,  1964”, 
2  sheets;  and  on  further  condition  that  a  non-automatic 
sprinkler  system  and  an  automatic  fire  alarm  with  central 
office  connection  shall  be  installed  in  the  cellar  of  the 
building. 


946-64-A 

APPLICANT — Air  Reduction  Company,  Incorporated. 
SUBJECT — Application  September  21,  1964  —  Transporta¬ 
tion  of  Gas  (Liquid  Nitrogen)  under  pressure  in  New 
York  City  contrary  to  Fire  Directive  and  Adm.  Code. 
APPEARANCES— 

For  Applicant:  W.  T.  Brennen  and  L.  Wolpert. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD' — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . . . 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . . . .  5 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  24,  1964,  reads: 

“Your  letter  concerning  liquefied  gases  under  date  of 
August  20th  is  acknowledged. 

As  you  are  aware,  this  department  must  operate  under 
the  provisions  of  Chapter  C-19  of  the  New  \ork  City 
Administrative  Code. 

Article  1,  C  19-2.0  of  this  chapter  defines  the  trems 
used.  Subdivision  20-  of  Section  C-19-2.0  reads: 

‘Gas  under  pressure,  a  gas  or  compound  of  gases,  either 
in  a  gaseous  or  liquid  form  compressed  to  a  pressure 
greater  than  six  pounds  to  the  square  inch  gauge  at 
seventy  degrees  Fahrenheit.’ 

It  is  noted  that  the  gas  your  company  transports  is 
vented  at  less  than  6  p.s.i.g.,  as  it  is  kept  at  approxi¬ 
mately  minus  500°  F. 

However,  as  stated  in  the  above  cited  section,  the 
governing  factor  is  the  pressure  at  70°F.  If  at  that 
temperature  the  pressure  exceeds  6  p.s.i.g.,  then  such 
gas  comes  within  the  parvue  of  Article  17  and  this 
department’s  regulations  for  transportation.” 

and 

Whereas,  the  Board  has  considered  and  discussed  this 
application  and  finds  that  the  Fire  Commissioner  is  justified 
in  requiring  that  the  Fire  Department  regulations  be 
complied  with. 

Resolved,  that  the  letter  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  24,  1964,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


964-64-A 

APPLICANT — Ifill  and  Johnson  for  Andrew  Freedman 
Home,  Incorporated,  owner. 

SUBJECT — Application  September  16,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1125  Grand  Concourse,  west 
side,  from  West  166th  Street  to  McClellan  Street,  Block 
2472,  Lot  34,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henri  A.  Le  Gendre. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  O  FBOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  1  and  September  10,  1964  on  Order 
No.  1779-4,  reads: 

“1.  Install  an  approved  automatic  wet  sprinkler  sys¬ 
tem  throughout  the  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
per  Ch.  26,  Art.  16,  Admin.  Code.  In  addition  to 
required  sprinkler  alarms,  this  system  shall  also  be 
equipped  with  an  approved  water  flow  transmitter 
having  a  direct  connection  to  a  Central  Office  of 
one  of  the  authorized  operating  companies,  arranged 
and  equipped  in  accordance  with  the  applicable  Fire 
Department  Rules  and  Rules  of  the  Board  of  Stand¬ 
ards  &  Appeals.  C.19.161.0a  Adm.  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  1  and  September  10,  1964,  acting  on 
Order  No.  1779-4,  Objection  No.  1,  be  and  it  hereby  is 
tnodified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  October  8,  1965”,  5 
sheets. 


375-65-A 

APPLICANT — James  J.  Chambers  for  Adell  Chemical 
Corporation,  owner;  for  distribution  by  Ford  Motor  Co., 
dealers. 

SUBJECT — Application  March  31,  1965 — Packaging  of  in¬ 
flammable  mixture  knowm  as  All  Weather  Solvent  in 
16  ounce  glass  containers  not  in  accordance  with  Admin¬ 
istrative  Code  Requirements. 

APPEARANCES— 

For  Applicant:  James  J.  Chambers. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmatice:  Vice  Chairman  Kleinert,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein  -  4 


Negative :  - 0 

Absent:  Chairman  Foley  . - - - 1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  1,  1965  on  Folder  No.  122-2190,  reads: 

“Your  request  to  package  your  Flammable  Mixture 
product,  ‘FORD  ALL  WEATHER  SOLVENT’  in 
sixteen  (16)  ounce  glass  containers  is  denied,  contrary 
to  Section  C19-50.O.C.  Administrative  Code,  City  of 
New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  1,  1965  acting  on  Folder  122-2190 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  solvent  be  bottled 
as  shown  in  the  bottles  submitted  to  the  Board  and  capped 
with  steel  caps  and  packed  12  bottles  to  a  shipping  carton 
as  specified  in  the  papers  and  application  filed  with  this 
Board  under  this  calendar  number ;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


376-65-A 

APPLICANT — James  J.  Chambers  for  Adell  Chemical 
Corporation,  owner ;  (for  distribution  by  General  Motors 
Dealers.) 

SUBJECT — Application  March  31,  1965 — Packaging  of 
inflammable  mixture  known  as  Adell  Wind-Shield 
Washer  —  Anti  Freeze  and  Gas  Line  De-Icer  in  16  oz 
glass  containers  not  in  accordance  with  Administrative 
Code  requirements. 

APPEARANCES— 

For  Applicant :  James  J.  Chambers. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmatice:  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein  . . —  4 

Negative: - 0 

Absent:  Chairman  Foley  _  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  1,  1965  on  Folder  No.  122-2190,  reads : 

“Your  request  to  package  your  Flammable  Mixture 
product  ‘G.  M.  WINDSHIELD  WASHER  ANTI¬ 
FREEZE  AND  GAS  LINE  _  DE-ICER’  in  sixteen 
(16).  ounce  glass  containers  is  denied,  contrary  to 
Section  C19-50.O.C.  Administrative  Code,  City  of  New 
York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  1,  1965,  acting  on  Folder  122-2190 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  solvent  be  bottled 
as  shown  in  the  bottles  submitted  to  the  Board  and  capped 
with  steel  caps  and  packed  12  bottles  to  a  shipping  carton 
as  specified  in  the  papers  and  application  filed  with  this 
Board  under  this  calendar  number ;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


841-65-A 

APPLICANT — Leonard  F.  Rothkrug  for  Gerald  Spiegel- 
man,  owner. 

SUBJECT — Application  July  30,  1965  —  Filed  pursuant 
to  Section  35  of  the  General  City  Law  re-  building  in  bed 
of  mapped  street. 

PREMISES  AFFECTED — 9301-9315  Avenue  D,  north¬ 
east  corner  of  East  93rd  Street,  Block  8119,  Lot  4 
(tentative)  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative.:  Vice  Chairman  Kleinert,  Commissioner  Fox, 


Commissioner  Becker  and  Commissioner  Klein  . .  4 

Negative  :  - - -  0 

Absent:  Chairman  Foley  _ _ _ _ _ _  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1965  on  N.  B.  Applic.  512-65,  reads: 

“1.  Proposed  erection  of  a  bulding  in  the  bed  of  a 
mapped  street  is  contrary  to  General  City  Law 
#35.”  n 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  2,  1965,  acting  on  N.  B.  Appli¬ 
cation  512-65,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  be  built  as  shown  on  plans  filed  herewith 
marked  “Received,  July  30,  1965,”  three  sheets;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


964-65-A 

APPLICANT — Gustave  Rosenberg  for  Board  of  Higher 
Education  , owner. 

SUBJECT — Application  September  21,  1965 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  4 
construction,,  frame  building  exceeding  600  sq.  ft.  area — 
public  building  (school)  2 — use  of  wood  stressed  skin 
panel  design  construction. 


PREMISES  AFFECTED — 222-05  56th  Avenue,  north  side, 
810  feet  west  of  Cloverdale  Boulevard,  Block  7490,  Lot  2, 
Flushing,  Borough  of  Queens.  (Queensborough  Com¬ 
munity  College) 

APPEARANCES— 

For  Applicant:  Joseph  Judge,  Dumont  F.  Kenny  and 
Milton  J.  Goodman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Kleinert,  Commissioner  Fox, 


Commissioner  Becker  and  Commissioner  Klein _  4 

Negative:  . . . . . .  0 

Absent :  Chairman  Foley  _ _ _  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  17,  1965  on  ALT.  Applic.  1603-65,  reads: 

“1.  Frame  building  (Cl  4)  exceeding  600  square  feet 
in  area  not  permitted  for  public  building. 

As  per  Sec.  4.2.1  B.C. 

2.  Submit  B.  of  S.  &  Appeal  approval  for  wood 
stressed  skin  panel  design  construction. 

As  per  Sec.  2.2.3  B.C.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  17,  1965,  acting  on  Alt. 
Applic.  1603-65,  Objection  Nos.  1  and  2  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  work  shall  all  be  done  according  to 
the  specification  and  plans  filed  with  this  application 
marked  “Received,  September  21,  1965,”  four  sheets;  that 
fire  prevention  provisions  such  as  fire  hydrants  and  access 
roads  shall  meet  with  the  approval  of  the  Fire  Commis¬ 
sioner  ;  on  the  further  condition  that  the  structural  strength 
of  the  buildings  in  all  respects  has  the  approval  of  the 
Building  Department ;  on  the  further  condition  that  the 
term  of  this  modification  shall  be  three  years  from  this 
date;  and  that  the  buildings  shall  conform  to  all  other  laws, 
rules  and  regulations  applicable. 


728-65-A 

APPLICANT — Samuel  Rosenblum  for  Fribourg  Founda- 
dation  Incorporated,  owner. 

SUBJECT — Application  June  23,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning  mat¬ 
ter  and  Appeal  from  a  decision  of  the  Borough  Super¬ 
intendent  re-  Class  3  construction,  office  use,  public  build¬ 
ing,  stairs,  fire  tower,  egress,  hung  ceilings,  etc. 
PREMISES  AFFECTED — 11  East  84th  Etreet,  north 
side,  225  feet  east  of  Fifth  Avenue,  Block  1496,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE  — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis- 
missioner  Klein _ 5 

TFIE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1965  on  Alt.  Applic.  709-65,  reads : 
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“C-2.  Office  use  not  permitted  in  a  R-8  Zoning  District 
as  per  Sec.  32-15  of  Zoning  Resolution. 

C-4.  Public  building  not  permitted  in  a  class  III  build¬ 
ing  over  30  ft.  &  2  stories  in  height  as  per  C26- 
254.0. 

C-5.  Required  stair  enclosure  to  be  of  3  hr.  fire  rating 
as  per  C26-292.0(h)  (i)  (a). 

C-8.  Spiral  stairs  not  permitted  as  a  required  means  of 
egress  as  per  C26-292.0(e). 

C-10.  Fire  tower  required  in  that  building  is  over  75 
ft.  in  height  as  per  C26-273.0  (b)  (c)  (a)  (1). 

C-ll.  Two  means  of  egress  required  from  all  floors 
above  grade  C26-273.0(b)  (3). 

C-15.  Indicate  hung  ceiling  construction  will  comply 
with  C26-461.0 

C-17.  Indicate  width  of  required  stairs  to  be  at  least 
3'-8"  in  width  as  per  C26-292.0(b). 

C-18.  Required  stairways  to  continue  to  roof  as  per 
C26-292.0(k).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  June  4,  1965,  acting  on  Alt.  Applic.  709-65, 
Objection  Nos.  C-2,  C-4,  C-5,  C-8,  C-10,  C-ll,  C-15,  C-17 
and  C-18,  be  and  it  hereby  is  viodified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  appeal  marked 
“Received  July  9,  1965”,  3  sheets;  on  further  condition 
that  a  new  fire  escape  shall  be  constructed  as  shown ;  that 
the  basement  and  stairhalls  shall  be  provided  with  wet 
automatic  sprinkler  systems ;  and  that  there  shall  be  a 
sprinkler  head  over  the  door  from  the  library  to  the  lobby 
on  the  first  floor. 


735-65-A 

APPLICANT — Fred  L.  Liebmann  for  18  East  54th  Street 
Corporation,  owner. 

SUBJECT — Application  June  25,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3 
construction — office  use. 

PREMISES  AFFECTED — 18  East  54th  Street,  south  side, 
Lot  61,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  J.  G.  L.  Molloy  and  L.  Borsack. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  25,  1965  on  Alt.  Applic.  1061-65,  reads : 

“C2 — Proposed  use  of  office  for  fifth  floor  in  Class  III 
bldg,  is  contrary  to  (4.2.2)  or  C26-255.0  of  Bldg. 
Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  June  25,  1965,  acting  on  Alt.  Applic.  1061-65, 


Objection  No.  C2,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  September  30,  1965”,  4  sheets ;  and  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


746-65-A 


APPLICANT— Leonard  F.  Rothkrug  for  Morton  S.  Rosen- 
feld,  owner. 

SUBJECT— Application  July  1,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs  and 
enclosure. 

PREMISES  AFFECTED— 1011  Madison  Avenue  north¬ 
east  corner  of  East  78th  Street,  Block  1393,  Lot  23,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman 
Commissioner  Fox  and  Commissioner  Becker 

Negative:  . . . . - - - - 

Absent :  Commissioner  Klein  - 


Kleinert, 
_  4 

_ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  11,  1965  on  Alt.  Applic.  752-65,  reads: 

“C-4  Every  req’d  stairway  shall  lead  in  a  continuous 
enclosure  to  street,  and  continue  to  the  roof.  As 
per  (6.4.1. ll)k.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  June  11,  1965,  acting  on  Alt.  Applic.  752-65,  Ob¬ 
jection  No.  C-4,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  i hat  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  July  1,  1965”,  5  sheets;  on  further  con¬ 
dition  that  two  sprinkler  heads  shall  be  provided,  fed  from 
the  house  supply,  over  the  space  on  the  first  floor  between 
the  bottom  of  the  stairs  and  the  exterior  vestibule. 


577-64-A 

APPLICANT — Solomon  Friedlander,  d/b/a  Lisker  Realty 
Co. ;  E.J.H.  Bar  and  Grill,  Incorporated,  lessee. 

SUBJECT — Application  May  27,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re¬ 
remove  all  combustible  decorations  on  walls  and  ceilings 
etc.  and  sprinkler  system. 

PREMISES  AFFECTED— 156  West  44th  Street,  south 
side,  154.11  feet  east  of  Broadway,  Block  996,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  pro¬ 
secution  by  the  applicant. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - . . •  5 

Negative :  _  0 
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739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Roads  Build¬ 
ing  Co.,  owner. 

SUBJECT — Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  Sprinkler  System. 

PREMISES  AFFECTED — 1465-1467  Broadway  and  597- 
599  7th  Avenue,  southwest  corner,  and  158-162  Wlest  42nd 
Street,  Block  5994,  Lot  58,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mrs.  William  S.  Shary. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  for  possible  re-evaluation  by  the  Fire  Depart¬ 
ment. 


991-63-A 

APPLICANT — D’Agostino  Bros.,  Incorporated  for  Loren 
Associates,  owner:  Steven  Properties,  Incorporated,  les¬ 
see. 

SUBJECT — Application  December  6,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 301-305  East  72nd  Street,  1392- 
1396  Second  Avenue,  northeast  corner,  Block  1447,  Lot 

'  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  S.  Cuger. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1965, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant. 


993-63-A 

APPLICANT— Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  December  6,  1963 — Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1552-1608  Ralph  Avenue,  west 
side,  96.39  feet  north  of  Farragut  Road,  Block  7955,  Lots 
20,  27,  29,  31,  32,  33,  35  and  43,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  2  P.M.  for  decision;  hearing  closed. 


1051-63-A 

APPLICANT — Reavis  and  McGrath  for  Shoreview  Gar¬ 
dens,  owner,  Waldbaum’s  Twenty-Six,  Incorporporated, 
lessee. 

SUBJECT — Application  December  19,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 6630  Avenue  U,  southeast  cor¬ 
ner  of  East  66th  Street,  Block  8470,  Lot  424,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965,  at 
2  P.  M.  for  decision. 


157-64-A 

APPLICANT — Reavis  and  McGrath  for  County  Holding 
Corporation,  owner;  Waldbaum  Stores,  Incorporated, 
lessee. 

SUBJECT— Application  January  29,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 911-927  Kings  Highway,  north 
side,  244.80  feet  west  of  Coney  Island  Avenue,  Block  6666, 
Lot  37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  2  P.M.  for  decision. 


483-64-A 

APPLICANT — A.  H.  Salkowitz  for  Seaview  Shoppers 
Mart  Incorporated,  owner. 

SUBJECT — Application  May  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 1847-1885  Rockaway  Pkway, 
9706-0730  Avenue  M,  southeast  corner,  Block  8281,  Lot 
24,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Peter  Gray. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965,  at 
2  P.M.  for  inspection  and  decision.  Applicant  is  to  file 
plan  showing  improved  access. 


582-64-A 

APPLICANT — Michael  D.  Schwartz  for  Isador  Weinstein, 
owner ;  Einhorn’s  Incorporated,  lessee. 

SUBJECT — Application  May  28,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 33-01  to  33-11  30th  Avenue, 
northeast  corner  of  33rd  Street,  Block  627,  Lot  44,  As¬ 
toria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Michael  D.  Schwartz. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


629-64-A 

APPLICANT — Minnie  Dick  for  First  27  Howard  Realty 
Corporation,  owner. 

SUBJECT — Application  June  9,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED — 27  Howard  Street,  south  side, 
187  feet  west  of  Lafayette  Street,  Block  209,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  2  P.M.  for  decision. 
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656-64-A 

APPLICANT— Reavis  &  McGrath  for  Newport  Asso¬ 
ciates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 
SUBJECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re 
sprinkler  system. 

PREMISES  AFFECTED— 4120  18th  Avenue,  north  side, 
29  feet  east  of  East  3rd  Street,  Block  5410,  Lots  1  and 
47,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  26,  1965, 
at  2  P.M.  for  hearing  at  request  of  applicant. 


721-64-A 

APPLICANT— Reavis  and  McGrath  for  Daso  Realties, 
Incorporated,  owner ;  Alexander’s  Department  Stores, 
Incorporated,  lessee. 

SUBJECT— Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 2235  Webster  Avenue,  south¬ 
west  corner  of  East  182nd  Street,  Block  3143,  Lot  65, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965, 
at  2  P.M.  for  decision. 


773-64-A 

APPLICANT— Larry  Meltzer  for  Isaac  Baron,  owner; 
Big  Apple  Super  Market,  lessee. 

SUBJECT— Application  July  20,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1613-1635  East  16th  Street, 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Lot 
69,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965, 
at  2  P.M.  for  decision.  Applicant  is  to  revise  drawing. 


823-64-A 

APPLICANT — Elias  K.  Herzog  for  Herb  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  31,  1964 — Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 7802-7810  20th  Avenue,  south¬ 
west  corner,  of  20th  Avenue,  Block  6262,  Lot  39,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elias  K.  Herzog. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965,  at 
2  P.M.  for  decision.  Applicant  is  to  submit  revised  draw¬ 
ing. 


839-64-A 

APPLICANT— Irwin  Emerman  for  22  Beekman  House, 
Inc.  owner,  College  Nursing  Home,  lessee. 

SUBJECT— Application  filed  August  7,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 119-15  27th  Avenue,  northeast 
corner  of  119th  Street,  Block  4291,  Lot  20,  College  Point, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  2  P.M.  for  continued  hearing  and  for  decision. 


888-64-A 

APPLICANT— 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT— Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 
PREMISES  AFFECTED— 399-401  First  Avenue,  (Front 
Building)  west  side,  74.0%  feet  north  of  East  23rd  Street, 
Block  929,  Lots  32  and  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  19,  1965, 
at  2  P.M.  for  decision;  hearing  closed. 


889-64-A 

APPLICANT— 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT— Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 
PREMISES  AFFECTED— 399  First  Avenue,  (Rear  Build¬ 
ing)  west  side,  74.10/4  feet  north  of  East  23rd  Street, 
Block  929,  Lots  32  and  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  19,  1965, 
at  2  P.M.  for  decision;  hearing  closed. 


890-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT — Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 
PREMISES  AFFECTED— 401  First  Avenue,  (Rear 
Building)  west  side,  74.0%  feet  north  of  East  23rd  Street, 
Block  929,  Lots  32  and  33,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  19,  1965,  at 
2  P.M.  for  decision ;  hearing  closed. 


913-64-A 

APPLICANT — Louis  R.  Patur  for  Long  Island  Odd  Fel¬ 
lows  Home,  owner. 

SUBJECT — Application  September  9,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  —  egress. 
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PREMISES  AFFECTED — 194-10  109th  Road,  south  side, 
62.4  feet  west  of  195th  Street,  Block  10930,  Lot  56,  Hol¬ 
lis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965,  at 
2  P.M.  for  decision;  applicant  to  be  notified  to  be  pre¬ 
sent.  Hearing  previously  closed. 


932-64-A 

APPLICANT — Robert  F.  Rosborne,  for  Barney  Zirlin, 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and  Finish¬ 
ing  Corporation,  lessee. 

SUBJECT — Application  September  11,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1 1 1  Third  Street,  north  side, 
40  feet  west  of  Bond  Street,  Block  441,  Lot  44,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  F.  Rosborne. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.  for  re-evaluation  by  the  Fire  Department,  and 
for  decision ;  hearing  closed. 


1011-64-A 

APPLICANT— Samuel  Rosenblum  for  Greencha  Holding 
Corporation  , owner. 

SUBJECT  Application  October  13,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 600  West  125th  Street,  north¬ 
west  corner  of  Broadway,  Block  1995,  Lot  26,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


11 55-64- A 

APPLICANT — Samuel  Rosenblum  for  A.  Fantis,  owner. 

SUBJECT — Application  November  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 179-183  Franklin  Street,  south 
side,  120  feet  6%  inches  east  of  Greenwich  Street,  Block 
181,  Lots  16,  17,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration  :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


823-65-A 

APPLICANT — W.  A.  Dixon  for  Texaco  Incorporated, 
Paragon  Oil  Company  Division,  owner. 

SUBJECT  Application  July  23,  1965  —  Appeal  from  de¬ 
cisions  of  the  Fire  Commissioner,  re  use  of  gasoline  stor¬ 
age  tank  in  excess  of  550  gallons  and  fuel  oil  storage  tank 
m  excess  of  that  permitted  by  Oil  Burner  Rules 

PREMISES  AFFECTED — 1  North  12th  Street,  north 


side  of  Kent  Avenue,  entire  block  extending  to  the  East 
River  and  Bushwick  Avenue,  Block  2277,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jos.  B.  Lynch,  W.  A.  Dixon  and  George 
Dawson. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — aLid  over  to  October  19,  1965,  at 
2  P.M.  for  decision;  hearing  closed.  Applicant  is  to  file 
additional  drawing. 


834-65-A 

APPLICANT — City  of  New  York,  Department  of  Traffic, 
owner. 

SUBJECT  Application  —  July  27,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
operation  of  Open-type  non-mechanical,  non-storage  gar¬ 
age,  without  a  permit  and  without  necessary  fire  protec¬ 
tion. 

PREMISES  AFFECTED — 892-908  8th  Avenue,  east  side, 
from  West  53rd  Street  to  West  54th  Street,  Block  1025, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfred  W.  Hoveling,  Traffic  Dept. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


863-65-A 

APPLICANT — Alfonso  Duarte  for  120  Bank  Street,  In¬ 
corporated,  owner;  The  H.B.  Playwrights  Foundation, 
Incorporated,  lessee. 

SUBJECT — Application  August  11,  1965  —  Appeal  from 
a  decision  of  the .  Borough  Superintendent  re-  Class  3 
construction  —  height  and  stairs  enclosed  etc. 

PREMISES  AFFECTED — 122  Bank  Street,  south  side, 
242  feet  west  of  Greenwich  Street,  Block  634,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte,  Ferle  Fox-Martin,  Mar¬ 
garet  Campbell,  Jean  Seidel  and  G.  Pearlman. 
ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


Adjourned:  4:45  P.M. 

James  P.  Mulroy,  Secretary 


COURT  DECISIONS. 

( Continued  from  page  1171) 

The  Court  of  Appeals  ruled  as  follows : 

"625A.  Matter  of  Betanzos,  ap.  (Consolidated  Edison  Co.,  of 
N.  Y.  Inc.,  res.) — Motion  for  a  stay  granted. 

625B-C.  Matter  of  N.  Y.  City  Housing  and  Redevelopment  Board, 
ap.  (Consolidated  Edison  Co.,  res.) — Motion  (B)  for  a  stay 
granted.  Motion  (C)  to  dismiss  the  appeal  of  the  appellant 
New  York  City  Housing  and  Redevelopment  Board  denied.” 

(N.  Y.  Law  Journal,  July  14,  19G5,  page  7). 

The  Court  of  Appeals  rendered  the  following  decision: 

“786.  Matter  of  N.  Y.  City  Housing  and  Redevelopment  Board, 
ap.  (Foley,  res.)  ;  Matter  of  Betanzos,  ap.  (Consolidated  Edison 
Co.  of  N.  Y.,  Inc.,  res.)  —  Motion  by  the  New  York  City 
Planning  Commission  for  leave  to  file  a  brief  amicus  curiae  on 
the  appeal  herein  granted.  Motion  for  an  extension  of  time  to 
September  21,  1966,  to  serve  and  file  a  brief  granted.  Cross¬ 
motion  to  dismiss  the  appeal  denied  and  the  case  set  down  for 
argument  during  the  October,  1966,  session  of  this  court.” 

(N.  Y.Law  Journal,  September  27,  1966,  page  13). 
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NOTICE 


Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 — Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 


2 — Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8"  x  10"  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3 —  Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

4 —  A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  maiL  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 
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272-52-BZ,  360-64-BZ,  368-64-BZ,  46-63-BZ,  611-63-BZ, 


COURT  DECISION. 

Matter  of  Dougherty  vs.  Foley: — On  July  7,  1964,  under  Calendar 
Number  368-64-BZ  the  Board  granted  a  variance  under  Section  72- 
21  of  the  Zoning  Resolution  and  Section  666,  Subdivision  7  of  the 
New  York  City  Charter,  to  permit  in  an  R3-2  district,  the  change 
in  occupancy  of  a  one  story  building  presently  under  construction 
from  a  retail  store  to  an  automotive  service  establishment  for  the 
installation  of  mufflers,  tail  pipes,  seat  covers,  tires  and  shock 
absorbers;  also  on  July  14,  1964  under  Calendar  Number  3767-63- 
BZY,  extending  the  time  to  complete  construction  to  December  16, 
1966  ;  Premises  2397  Hylan  Boulevard,  northwest  corner  of  Bur¬ 
bank  Avenue,  Block  3646,  Lot  1,  New  Dorp,  Borough  of  Richmond. 

At  Supreme  Court,  Mr.  Justice  Costantino  rendered  the  follow¬ 
ing  decision : 

“1.  It  is  the  opinion  of  the  court  that  the  papers  submitted  on 
this  application  by  petitioners  Dougherty  to  review  and  cor¬ 
rect  the  determination  of  the  respondents  do  not  establish 
any  basis  for  changing  said  determination.  Further  the 
court  finds  that  the  acts  of  the  respondents  were  neither 
arbitrary  nor  capricious.  Accordingly,  petitioners'  applica¬ 
tion  is  denied. 

2.  Petitioners’  application  to  transfer  the  proceeding  to  the 
Appelleate  Division  is  also  denied. 

3.  Respondents’  application  to  dismiss  the  petition  is  granted. 

4.  Cross-motion  by  respondent,  and  motion  by  intervenor  re¬ 
spondent,  to  strike  reply  are  both  granted.  Settle  order  on 
notice.” 

(N.Y.  Law  Journal,  September  23,  1965,  page  17). 


599-54-BZ,  16-58-BZ,  342-64-BZ,  4277-BZY— Vol.  II, 
4393-BZY— Vol.  II. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Oc¬ 
tober,  19,  1965,  Affecting  Calendar  Numbers — 486-64- 
A,  549-64-A,  703-64-A,  907-64-A,  942-64-A,  1039-64-A, 
50-65-A,  51-65-A,  133-65-A,  690-65-A,  823-65-A,  315- 
62-A,  991-63-A,  492-64-A,  493-64-A,  722-64-A,  888-64- 
A,  889-64-A,  890-64-A,  634-65-A,  635-65-A,  636-65-A, 
637-65-A,  638-65-A,  639-65-A,  640-65-A,  641-65-A,  642- 
65-A,  643-65-A,  644-65-A,  645-65-A,  646-65-A,  647-65- 
A,  872-65-A,  235-64-SM. 

Correction  Affecting  Calendar  Number — 575-62-A — VoL 
II. 

Notice. 
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DOCKET 

New  Cases  Filed  Up  To  October  19,  1965 

Cal.  No.  Dept.  Premises  Affected 

1035-65-BZ — B.B. — 1549-1551  Dean  Street,  north  side, 
99  feet  6%  inches  west  of  Troy  Avenue,  Block  1340, 
Lots  49  and  50,  Borough  of  Brooklyn,  Alt.  No.  1144-65 
re  Public  Parking  Lot,  R-5  district,  Section  52-32  Zon¬ 
ing  Resolution. 


1036-65-BZ — B.Q. — 69-59  75th  Street,  east  side,  100  feet 
south  of  69th  Road,  Block  3794,  Lot  28,  Middle  Village, 
Borough  of  Queens,  Alt.  No.  1485-65  re  Factory,  off 
street  loading,  R-5  district,  Section  22-00  Zoning  Reso¬ 
lution. 


1037-65-BZ— B.Q.— 150-66  71st  Avenue,  71-02  to  71-22 
Kissena  Boulevard  southwest  corner,  Block  6698,  Lot 
1,  Flushing,  Borough  of  Queens,  Alt.  No.  1705-65  re 
Stores,  Bank,  Accessory  parking,  Section  22-00  Zoning 
Resolution. 


1038-65-BZ — B.R. — 180  Victory  Boulevard,  southwest 
corner,  Fiedler  Avenue,  Block  575,  Lot  32,  Tompkins- 
ville,  Borough  of  Richmond,  N.B.  2119-65  re  Automo¬ 
tive  Service  Station,  Business  Sign,  Sections  52-41,  32- 
00  and  32-652  Zoning  Resolution. 


1039-65-A — B.R. — 180  Victory  Boulevard,  southwest  cor¬ 
ner  of  Fiedler  Avenue,  Block  575,  Lot  32,  Tompkins- 
ville,  Borough  of  Richmond,  N.B.  2119-65  re  unmapped 
Street,  Section  36,  General  City  Law. 


1040-65-A — F.D. — 2239-2249  Forest  Avenue,  northeast 
corner  of  Grandview  Avenue,  Block  1250,  Lot  11,  Mari¬ 
ners  Harbor,  Borough  of  Richmond,  F.D.  Letter,  re 
storage  and  sale  of  Ammunication,  Section  C19-38-0  Ad¬ 
ministrative  Code. 


1041-65-BZ — B.B. — 24-34  Cobek  Court,  south  side,  140 
feet  west  of  West  3rd  Street,  Block  7212,  Lot  59,  Bor¬ 
ough  of  Brooklyn,  N.B.  649-65  re  Warehouse,  Use  group 
16,  Section  43-302  Zoning  Resolution. 


1042-65-A — B.Bx. — 1776A  Randall  Avenue  south  side, 
55.13  feet  west  of  St.  Lawrence  Avenue,  Block  3520, 
Lot  37,  Borough  of  The  Bronx,  B.N.  393-64  re  F.A.R. 
and  O.S.R.,  non-compliance,  Section  54-31  Zoning  Reso¬ 
lution. 


1043-65-BZ — B.M. — 80  Central  Park  West  and  1-13  West 
68th  Street,  northwest  corner,  Block  1121,  Lots  27,  26, 
28  and  29,  Borough  of  Manhattan,  N.B.  103-65  re  Multi¬ 
ple  Dwelling,  Section  23-152  and  23-64  Zoning  Resolu¬ 
tion. 


1044-65-BZ — B.Bx. — 1936  Boston  Road  and  1963  West 
Farms  Road,  southwest  corner,  Block  3016,  Lots  42,  44 
and  50,  Borough  of  The  Bronx,  Alt.  No.  566-65  re 
Change  in  use  Section  32-00  Zoning  Resolution. 


1045-65-SM — 3D  Block  Incorporated,  Concrete  and  Cin¬ 
der  Block,  manufactured  by  3D  Block  Incorporated,  Ma¬ 
terial. 


1046-65-A — F.D. — 57-02  48th  Street,  southwest  corner 


of  57th  Avenue,  Block  2564,  Lot  48,  Maspeth,  Borough 
of  Queens,  F.D.  Order  0981-5  re  Sprinkler  System. 


1047-65-BZ — B.M. — 227  East  67th  Street,  north  side,  150 
feet  west  of  Second  Avenue,  Block  1422,  Lot  18,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1734-65  re  Eating  and 
Drinking  Place,  R-8  district,  Section  32-21  Zoning  Reso¬ 
lution. 


1048-65-SM — Magic  Eye  Association,  Incorporated,  Ma¬ 
gic  Eye  Door  Interviewers,  Manufactured  by  Magic  Eye 
Association,  Incorporated,  Material. 


1049-65-BZ— B.Bx.— 1840  Harrison  Avenue,  east  side, 
133.20  feet  north  of  Tremont  Avenue,  Block  2869,  Lot 
16,  Borough  of  TheBronx,  Alt.  No.  460-65  re  Non¬ 
transient  parking,  Sections  22-10,  25-65  and  25-66  Zon¬ 
ing  Resolution. 


1050-65-BZ— B.M.— 206-208  East  29th  Street,  east  side, 
136.48  feet  east  of  3rd  Avenue,  Block  909,  Lot  50,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1362-65  re  Extension  of 
existing  legal  non-conforming  uses,  Sections  52-40  and 
22-10  Zoning  Resolution. 


1051-65-A— B.M.— 2309-2315  Broadway,  southwest  cor¬ 
ner  of  84th  Street,  Block  1231,  Lot  55,  Borough  of  Man¬ 
hattan,  B.N.  279-65  re  Class  1  Building,  C26-667  Admini¬ 
strative  Code. 


1052-65-A — B.M. — 280-282  Lafayette  Street,  west  side, 
83.88  feet  south  of  Jersey  Street,  115-119  Crosby  Street, 
Block  510,  Lot  6,  Borough  of  Manhattan,  Alt.  No.  1642- 
65  re  Class  3  Building,  Section  C26-254.0  Administrative 
Code. 


1053-65-A — B.B. — 6215  14th  Avenue,  east  side,  60  feet 
north  of  63rd  Street,  Block  5734,  Lot  4,  Borough  of 
Brooklyn,  Alt.  No.  29-65  re  Egress,  Section  270  Labor 
Law. 


1054-65-A — F.D. — 504  Columbus  Avenue,  northwest  cor- 
nor  of  West  84th  Street,  Block  1215,  Lots  29  and  31, 
Borough  of  Manhattan,  F.D.  Order  2837-5  re  Sprinkler 
System. 


1055-65-A — B.B. — 123-235  Varick  Avenue,  west  side,  475 
feet  7%  inches  north  of  Johnson  Avenue,  foot  of  Mese- 
role  Street  on  Newton  Creek,  Block  2974,  Lot  51,  Bor¬ 
ough  of  Brooklyn,  Letter,  Marine  and  Aviation,  Section 
35  General  City  Law. 


1056-65-A — B.B. — 137-155  Varick  Avenue,  west  side,  530 
feet  7%  inches  north  of  Johnson  Street,  Block  2968,  Lot 
1,  Borough  of  Brooklyn,  Letter,  Marine  and  Aviation, 
Section  35,  General  City  Law. 


1057-65-BZ — B.B. — 1553-1583  86th  Street  northwest  cor¬ 
ner  of  16th  Avenue  and  1546-1568  85th  Street,  Block 
6341,  Lots  26,  27,  30,  33  and  126,  Borough  of  Brooklyn, 
Alt.  No.  1124-65  re  Auto  showroom  and  service,  parking 
storage  and  display  of  cars,  Sections  22-10  and  25-11 
Zoning  Resolution. 


1058-65-SA — Airco  Welding  Products  Division  Air  Re¬ 
duction  Company,  Incorporation,  Airco  Welding  Pro¬ 
ducts  AVA  Vertical  Welding  Machine,  manufactured  by 
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Airco  Welding  Products  Division  Air  Reduction  Com¬ 
pany,  Incorporated,  Appliance. 


1059-65-A — F.D. — 63-02  59th  Avenue,  south  side,  from 
63rd  Street  to  64th  Street,  Block  2755,  Lot  14,  Maspeth, 
Borough  of  Queens,  F.D.  Order  2303-6  re  Sprinkler 
System. 


1060-65-BZ — B.M. — 723-733  Lexington  Avenue,  north 
east  corner  of  East  58th  Street,  Block  1313,  Lot  43,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1633-65  re  Department 
store,  accessory  parking,  Sections  12-10,  32-40,  36-11,  36- 
12  etc.  Zoning  Resolution. 


1061-65-BZ — 219-16  to  219-20,  219-18  Horace  Harding 
Expressway,  Official,  and  61-02  to  61-10  220th  Street, 
southwest  corner,  Block  7609,  Lot  8,  Fresh  Meadow, 
Borough  of  Queens,  Alt.  No.  1416-65  re  Enlargement  of 
existing  Gasoline  Station,  Sections  32-22,  32-652  52-22 
and  52-40  Zoning  Resolution. 


1062-65-A — B.R. — 5  Greaves  Court,  north  side,  206.44 
feet  west  of  Greaves  Avenue,  Block  4569,  Lot  31,  Great 
Kills,  Borough  of  Richmond,  N.B.  1404-63  reBuilding 
not  fronting  on  legal  Street,  Section  36,  General  City 
Law. 


1063-65-A — B.R. — 9  Greaves  Court,  north  side,  166.44  feet 
west  of  Greaves  Avenue,  Block  4569,  Lot  29,  Great  Kills, 
Borough  of  Richmond,  N.B.  1405-63  re  Building  not 
fronting  on  legal  street,  Section  36,  General  City  Law. 


1064-65-A — B.R. — 11  Greaves  Court,  north  side,  126.44 
feet  west  of  Greaves  Avenue,  Block  4569,  Lot  26,  Great 
Kills,  Borough  of  Richmond,  N.B.  1406-63  re  building 
ndt  fronting  on  legal  street,  Section  36,  General  City  Law. 


1065-65-A — B.R. — 17  Greaves  Court,  north  side,  86.44 
feet  west  of  Greaves  Avenue,  Block  4569,  Lot  23,  Great 
Kills,  Borough  of  Richmond,  N.B.  1407-63  re  Building 
not  fronting  on  legal  street,  Section  36,  General  City 
Law. 


1066-65-A — B.M. — 213  East  17th  Street,  north  side,  189 
feet  east  of  Third  Avenue,  Block  898,  Lot  11,  Borough 
of  Manhattan,  Alt.  No.  1086-65  re  Cellar  Apartment, 
Sections  173-177  and  Section  34  Multiple  Dwelling  Law. 


1067-65-A — B.M. — 215  East  17th  Street,  north  side,  204 
feet  east  of  Third  Avenue,  Block  898,  Lot  12,  Borough 
of  Manhattan,  Alt.  No.  1087-65  re  Cellar  Apartment, 
Sections  173-177  and  Section  34  Multiple  Dwelling  Law. 


1068-65-SA — Maytag  N.  Y,  Company,  Incorporated, 
Maytag  automatic  Washing  Machine,  various  models, 
manufactured  by  Maytag  N.Y.  Company,  Incorporated, 
Appliance. 


1069-65-A — B.Bx. — 2360  Ellis  Avenue,  south  side,  139.02 
feet  west  of  Zerega  Avenue,  Block  3830,  Lot  39,  Bor¬ 
ough  of  The  Bronx,  Alt.  No.  582-65  re  Wood  frame 
building,  commercial  use,  C26-251.0  Administrative  Code. 


1070-65-A — B.M. — 126-146  Broadway,  east  side,  from 
Cedar  Street  to  Liberty  Street,  Block  48,  Lot  1,  Borough 
of  Manhattan,  N.B.  79-64  re  Method  of  Welding,  Sec¬ 
tion  C26-324.0  and  Section  C26-381.0  Administrative 
Code. 


1071-65-A — B.M. — 761-771  Fifth  Avenue,  east  side,  Block 
front  from  57th  Street  to  59th  Street,  Block  1294,  Lot  1, 
Borough  of  Manhattan,  re  request  for  revocation,  per¬ 
mit  #1696,  Alt.  No.  505-65. 


Restored  to  Docket 

16-58-BZ — B.M. — 443-447  3rd  Avenue,  east  side,  19.9  feet 
south  of  East  31st  Street  and  206  East  31st  Street,  Block 
911,  Lot  64,  Borough  of  Manhattan,  Alt.  1499-65,  re¬ 
opened  for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  re-  extension  of  the  present  parking  lot  from  the 
retail  portion  into  the  residence  portion  of  the  plot, 
retail  and  residence  use  district. 


599-54-BZ — B.Q. — 255-13  Northern  Boulevard,  north  side, 
55.05  feet  west  of  Glenwood  Street,  Block  8139,  Lot  41, 
Little  Neck,  Borough  of  Queens,  N.B.  1255-54,  reopened 
for  consideration  as  to  extension  of  term  of  variance,  re¬ 
maintenance  of  seven  1-car  garages  and  storage  of  pa¬ 
trons’  and  employees’  cars,  no  fee  to  be  charged  on  un¬ 
built  upon  portion  of  the  plot,  residence  and  retail  use 
district. 


RULES 

Arc  and  Gas  Welding  Oxygen 

Cutting  . .  Nov.  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15,  1955— Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  .  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)..  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ....  Dec.  15,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  .  Dec.  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952— Vol.  37,  No.  11A 

Factory  Exit  Rules  .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  .  May  1963 

Fire  Drill  Rules  .  Dec.  31,  1964— Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Feb.  4,  1965 — Vol.  50,  No.  5 

Hatchways  Protection  . June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  .  April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  .  Mar.  25,  1952— Vol.  37,  No.  13 A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960 

Procedure,  Rules  of  .  Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  .  June  4,  1964 — Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc .  May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  . .  June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946— Vol.  31,  No.  36 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department. 
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NOVEMBER  3,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  3,  1965,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

661-65-BZ 

APPLICANT— Ingram  S.  Carner  for  Mario  Di  Fillip- 
po,  owner. 

SUBJECT— Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C2-2  and  R3-2  district, 
the  enlargement  in  area  of  an  existing  automobile  sales 
lot  and  the  addition  to  the  uses  to  include  accessory 
storage  of  automobiles. 

PREMISES  AFFECTED— 129-04  Merrick  Boulevard, 
southwest  corner  of  129th  Avenue,  Block  12438,  Lots 
138,  146,  149  and  151,  Springfield  Gardens,  Borough  of 
Queens. 


776-65-BZ 

APPLICANT— Albert  Melniker  for  Domenica  Melfi, 
owner;  Sinclair  Oil,  Lessee. 

SUBJECT— Application  July  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  &  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  automo¬ 
tive  service  station,  accessory  building  that  will  en¬ 
croach  on  the  required  side  yards  and  the  relocation 
of  curb  cuts. 

PREMISES  AFFECTED  —  2035  Victory  Boulevard, 
northwest  corner  of  Jewett  Avenue,  Block  462,  Lot  1, 
Meiers  Corners,  Borough  of  Richmond. 


825-65-BZ 

APPLICANT — Walter  E.  Blum  for  Dr.  Ralph  Mishkin 
and  Dr.  Paul  Miller,  owners. 

SUBJECT — Application  July  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  one  story  and  basement  medical  office 
building  that  encroaches  on  the  front,  rear  and  side 
yards,  with  a  ramp  and  accessory  parking  in  the  front 
yard  and  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED  —  238-25  Hillside  Avenue, 
northwest  corner  of  240th  Street,  Block  7907,  Lot  1, 
Bellrose,  Borough  of  Queens. 


826-65-BZ 

APPLICANT  —  Leonard  F.  Rothkrug  for  Bergmont 
Manor,  Incorporated,  owner. 

SUBJECT — Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  change  in 
occupancy  of  an  existing  one  family  dwelling  to  a  two 
family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 230  Battery  Avenue,  west 
side,  400  feet  4%  inches  north  of  Port  Hill  Place,  Block 
6142,  Lot  72,  Borough  of  Brooklyn. 


827-65-BZ 

APPLICANT  — Leonard  F.  Rothkrug  for  Bergmont 
Manor,  Incorporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  change  in 
occupancy  of  an  existing  one  family  dwelling  to  a  two 
family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking. 

PREMISES  AFFECTED— 232  Battery  Avenue,  west 
side,  379  feet  4%  inches  north  of  Fort  Hill  Place, 
Block  6142,  Lot  73,  Borough  of  Brooklyn. 


842-65-BZ 

APPLICANT— Vincent  D.  Luongo  for  St.  Francis  Col¬ 
lege,  owner. 

SUBJECT— Application  July  30,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-641  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-2 
district,  the  erection  of  an  eight  story  student  center 
and  faculty  residence  building  that  penetrates  the  sky 
exposure  plane  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED  — 181-85  Joralemon  Street, 
north  side,  228  feet  5  inches  west  of  Court  Street, 
Block  255,  Lots  11  and  14  (tent.  11  and  30),  Borough 
of  Brooklyn. 


864-65-BZ 

APPLICANT— Diamond-Sanko  for  Ruth  Jaeger,  own¬ 
er. 

SUBJECT— Application  August  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  City 
Charter,  to  permit  in  a  C2-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  retail  store 
to  the  manufacture  of  mattresses  with  retail  sales. 

PREMISES  AFFECTED— 689  Bay  Street,  northeast 
corner  of  Dock  Street,  Block  496,  Lot  101,  Stapleton, 
Borough  of  Richmond. 


965-65-A 

APPLICANT— Diamond-Sanko  for  Ruth  Jaeger,  owner. 

SUBJECT— Application  September  21,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
live  load. 

PREMISES  AFFECTED— 689  Bay  Street,  northeast 
corner  of  Dock  Street,  Block  496,  Lot  101,  Stapleton, 
Borough  of  Richmond. 


939-65-BZ 

APPLICANT— Irwin  Emerman  for  22  Beekman  House, 
Incorporated,  owner;  College  Nursing  Home,  lessee. 

SUBJECT— Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R4  dis¬ 
trict,  the  construction  of  a  three  story  and  basement 
enlargement  to  an  existing  nursing  home  that  pene¬ 
trates  the  sky  exposure  plane  with  accessory  parking 
located  across  the  street. 

PREMISES  AFFECTED— 119-01  to  119-29  (119-15  of¬ 
ficial)  27th  Avenue,  26-01  to  26-19  119th  Street,  north- 
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east  corner,  119-02  to  119-38  26th  Avenue,  Block  4291, 
Lots  20,  95  and  101,  College  Point,  Borough  of  Queens! 


240-55-BZ 

APPLICANT— Lama,  Proskauer,  Prober  &  Vassalotti 
for  Stanley  S.  Kilburn,  owner. 

SUBJECT— Application  reopened  October  5,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  November  15,  1965— decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
business  and  residence  use  district,  the  erection  and 
maintenance  of  a  structure  in  the  business  use  district 
portion  of  the  lot,  to  be  used  as  body  and  fender  re¬ 
pair  shop,  auto  repair  shop,  car  and  motor  washing, 
welding,  painting  and  spraying  and  office  and  gaso¬ 
line  pump  within  building,  owners  use  only,  and  park¬ 
ing  of  cars  awaiting  service  and  the  storage  of  kero¬ 
sene  and  gasoline  in  buried  tanks,  owners  use  only  in 
the  residence  use  district  portion  of  the  plot 

PREMISES  AFFECTED— 207-22  to  207-24  (207-22  of¬ 
ficial)  Northern  Boulevard,  south  side,  250  feet  west 
°f,  °,cea™a  Avenue,  and  206-35  to  206-37  45th  Road, 
Block  7305,  Lot  19,  Bayside,  Borough  of  Queens. 


,  69-60-BZ 


APPLICANT  Leonard  F.  Rothkrug  for  Joseph  and 
Jennie  Fenimore,  owners. 

SUBJECT— Application  reopened  October  5,  1965  for 
consideration  as  to  extension  of  term  of  variance  ex¬ 
pired  July  19,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  /h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  storage  of  non-transient  pleas- 

dwelHn6  °nly’  °n  the  vacant  area  adjoining  a 


PREMISES  AFFECTED -516-520  Parkside  Avenue, 
south  side  43.1 /s  feet  east  of  Bedford  Avenue,  Block 
5056,  Lot  97,  Borough  of  Brooklyn. 


following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

396-65-A 

APPLICANT — Arnold  W.  Lederer  for  George  Roth 
owner.  ’ 

SUBJECT— Application  April  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  factory, 
provide  1  hour  doors  for  stair  enclosure,  open  eleva¬ 
tor  shaft,  F.P.  casement  doors,  and  F.  P.  sash  on  fire 
escapes. 

PPf!fEeS  AFFECTED-1363-1373  Myrtle  Avenue, 
142-148  btannope  Street,  northwest  corner,  212  Wil- 
son  Avenue,  Block  3267,  Lot  1,  Borough  of  Brooklyn. 


648-65-BZ 

APPLICANT— Leonard  G.  Feinen  for  Rothman  and 
Lrossman,  owners. 

SUBJECT— Application  June  3,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the 
construction  of  an  accessory  swimming  pool  to  a 
multiple  dwelling  that  encroaches  on  the  required 
distance  to  lot  lines. 


PREMISES  AFFECTED — 150-170  Trantor  Place,  180 
late  Street,  northwest  corner  of  Block  1133,  Lot  78, 
Granite  City,  Borough  of  Richmond. 

Hearing  closed. 


737-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Yorkshire 
lowers,  Incorporated,  owner;  Eighty  Six  Garage  Cor¬ 
poration,  Garage  lessee. 

SUBJECT  Application  June  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  60  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl-5,  C2-8  and 
R8  district,  in  an  existing  multiple  dwelling  the  addi¬ 
tion  of  transient  parking  for  the  unused  and  surplus 
tenants  spaces  without  the  accessory  garage  for  a 
term  of  fifteen  years. 

PREMISES  AFFECTED — 1660-1680  Second  Avenue, 
east  side,  from  East  86th  Street  to  East  87th  Street 
301-329  East  86th  Street,  300-334  East  87th  Street, 
Block  1549,  Lot  1,  Borough  of  Manhattan. 

Hearing  closed. 


738-65-A 

APPLICANT — Max  Siegel  Associates  for  Yorkshire 
Towers,  Incorporated,  owner;  Eighty  Six  Garage  Cor¬ 
poration,  garage  lessee. 

SUBJECT  Application  June  25,  1965  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transi¬ 
ent  parking. 

PREMISES  AFFECTED — 1660-1680  Second  Avenue, 
east  side,  from  East  86th  Street  to  East  87th  Street 
301-329  East  86th  Street,  300-334  East  87th  Street, 
Block  1549,  Lot  1,  Borough  of  Manhattan. 


749-65-BZ 

APPLICANT — John  J.  Tricarico  for  Jackson  Lock- 
wood,  owner. 

SUBJECT  Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
reconstruction  and  rehabilitation  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 1820  Richmond  Road,  10 
Stobe  Avenue,  southeast  corner,  Block  3552,  Lot  39, 
Borough  of  Richmond. 

Hearing  closed. 


30-48-BZ — Vols.  1  and  11 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT  Application  reopened  July  13,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7c, 
7i  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  maintenance  of 
a  gasoline  service  station,  boiler  room,  lubritorium,  auto 
laundry,  motor  vehicle  repair  shop,  sale  of  accessories, 
office  and  parking  and  storage  of  more  then  five  motor 
vehicles  and  with  curb  cuts  more  than  the  permitted 
distance  from  the  intersection  and  amendment,  re-wall 

PREMISES  AFFECTED— 1701-1725  Bedford  Avenue 
and  109-131  Sullivan  Place,  northeast  corner,  Block 
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1304,  Lot  1,  Borough  of  Brooklyn. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  3,  1965,  2  P.M. 

is  HEREBY  GIVEN  of  a  public  hearing 

3,  1965  «  3  “'clock  a,  86 

Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

957-64-A 

APPI  I  CANT— 1105  Bowling  Corporation  d/b/a /  wm- 
woSd  Lanes  for  100  Elmwood  Realty  Corporat.cn, 

eintlFCT — Application  September  22,  1964  -  Appeal 
S“  onf^ordePr  andata  decision  of  the  Fire  Comm.sstoner 

PREMdSEs'1^  AFFECTED— 1105  McDonald  Avenue 
w“  side,  140  feet  north  of  Elmwood  Avenue,  Block 
6504,  Lot  1,  Borough  of  Brooklyn. 


636-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 18  Scranton  Street  south 
side  149.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot’ 53,  Grasmere,,  Borough  of  Richmond. 


637-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  — -  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 22  Scranton  Street  south 
side  249,58  feet  east  of  Fingerboard  Road,  Block  318y, 
Lot’  55,  Grasmere,  Borough  of  Richmond. 


483-64-A  . 

APPLICANT— A.  H.  Salkowitz  for  Seaview  Shoppers 
Mart  Incorporated,  owner. 

SUB f ECT _ Application  May  6,  1964  -  Appeal  from 

S  mi' order  and  a  decision  of  the  Fire  Commissioner  re- 

PREMISESSAFFECTED-1847-1885  R°cka"^ 

9706-9730  Avenue  M.  southeast  corner.  Block  8281, 
Lot  24,  Borough  of  Brooklyn. 


638-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 25  Scranton  Street  north 
side,  216.47  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot’ 16,  Grasmere,  Borough  of  Richmond. 


991-63-A 

APPT  I  CANT — D’Agostino  Bros.,  Incorporated,  or 
Loren  Associates,  owner;  Steven  Properties,  Incor¬ 
porated,  lessee.  . 

cttrteCT _ Application  December  6,  1963  —  Appeal 

Slfrom  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system.  c  , 

PREMISES  AFFECTED— 301-305  East  72nd  Street, 
1392-1396  Second  Avenue,  northeast  corner,  Block 
1447,  Lot  1,  Borough  of  Manhattan.  f 


639-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 28  Scranton  Street  south 
side  289.58  feet  east  of  Fingerboard  Road,  Block  318y, 
Lot’ 57,  Grasmere,  Borough  of  Richmond. 


634-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED-12  Scranton  Street  south 
side  89.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot’ 56,  Grasmere,  Borough  of  Richmond. 


640-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 29  Scranton  Street,  north 
side,  256.47  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot’  12,  Grasmere,  Borough  of  Richmond. 


635-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED-15  Scranton  Street  north 
side,  106.72  feet  east  of  Fingerboard  Road,  Block  3 lob, 
Lot’  18,  Grasmere,  Borough  of  Richmond. 


641-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUB TECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED-32  Scranton  Street  south 
side,  277.75  feet  west  of  Providence  Street,  Block  3189, 
Lot’  59,  Grasmere,  Borough  of  Richmond. 
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642-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— AppUcation  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

P^id«^??lET7  AFFECTED—, 33  Scranton  Street,  north 
side,  221.37  feet  west  of  Providence  Street,  Block  3188 
Lot  10,  Grasmere,  Borough  of  Richmond. 


888-63-A 

APPLICANT  Irving  Seelig  &  Son  for  Joange  Build- 
Corporation,  owner. 

SUBJECT— Application  November  12,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED-3820-3846  Nostrand  Ave¬ 
nue  west  side,  335  feet  south  of  Avenue  Y,  Block  7445 
Lot  15,  Borough  of  Brooklyn. 


643-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— AppHcation  June  3,  1965  —  Filed  pursuant 
,  °  S?ctlon  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

7?fAfFECT?D— 36  Scrant°n  Street,  south 
side,  22.75  feet  west  of  Providence  Street,  Block  3189 
Lot  61,  Grasmere,  Borough  of  Richmond. 


728-64-A 

APPLICANT— John  J.  Tricarico  for  Gagliano  and  Gag- 
liano,  owners. 

SUBJECT— Application  July  8,  1964  —  Appeal  from  an 

order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system  . 

EFFECTED — 1876-1900  Shore  Parkway, 
Eay  4*st  Street,  southwest  corner,  Block  6943,  Lot 
162,  Borough  of  Brooklyn. 


644-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SV,?Jc£CJ~A^PliAation,  Jurne  3>  1965  -  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

P^id^l8U?7  AFFECTF;E—' 37.,Scranton  Street,  north 
side,  18L37  feet  west  of  Providence  Street,  Block  3188 
Lot  8,  Grasmere,  Borough  of  Richmond. 


729-64-A  , 

APPLICANT  John  J.  Tricarico  for  Gagliano,  owners. 

SUBJECT— Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

P^^R^E^nAFcEEFEE) — 1876-1900  Shore  Parkway, 
t  i  ilst  Street,  southwest  corner,  Block  6943 
Lot  162,  Borough  of  Brooklyn. 


645-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SVnBJSCJ_A^pHAati0n,  Ju"e  ,3’  1965  ~  FiIed  Pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street 

PREMISES  AFFECTED — 43  Scranton  Street,  north 

r  ?,A85r-feet  west  °f  Providence  Street,  Block  3188, 
Lot  4,  Grasmere,  Borough  of  Richmond. 


730-64-A 

APPLICANT— John  J.  Tricarico  for  Gagliano  and  Gag- 
hano,  owners.  s 

SUBJECT— Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED-1876-190O  Shore  Parkway, 

,%y  o  lst  Sired,  southwest  corner,  Block  6943, 
Lot  162,  Borough  of  Brooklyn. 


646-65-A 

Ar^rnICt!?T~HeCt0r  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PPide*i6U^  AFFECTED— 44  Scranton  Street,  south 
SKle,  162.75  feet  west  of  Providence  Street,  Block  3189 
Lot  65,  Grasmere,  Borough  of  Richmond. 


731-64-A 

APPLICANT— John  J.  Tricarico  for  Gagliano  and  Gag¬ 
liano,  owner.  s 

SUBJECT— Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED-1876-1900  Shore  Parkway 

f2J  1U  p4  st  s*rcft,  southwest  corner.  Block  6943.’ 
Lot  162,  Borough  of  Brooklyn. 


647-65-A 

AFFF,ICA^fT  Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

™SES  AFFECTED— 55  Scranton  Street,  north¬ 
west  corner  of  Providence  Street,  Block  3188,  Lot  1 
Borough  of  Richmond.  ’ 


742-64- A 

.APPLICANT — Charles  M.  Shapiro  and  Sons  for  E  B 
lessee7  C°rpOratl0n’  owrier;  Mareth  Steel  Corporation^ 

SUBJECT— Application  July  15,  1964— Gas-drying  oven 
PREMISES  AFFECTED — 110-118  50th  Street,  south’- 
east  corner  of  1st  Avenue,  Block  788.  Lots  9  and  13 
Borough  of  Brooklyn. 


969-64-A 

APPLICANT— John  J.  Tricarico  for  Soap  Equipment 
Incorporated,  owner.  4  ymentk 
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SUBJECT — Application  September  23,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 236-244  Plymouth  Street, 
south  side,  100  feet  east  of  Bridge  Street,  Block  32, 
Lot  12,  Borough  of  Brooklyn. 


980-64-A 

APPLICANT— Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT— Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2283-2287  Third  Avenue, 
201  East  124th  Street,  northeast  corner,  Block  1789. 
Lot  1,  Borough  of  Manhattan. 


SUBJECT— Application  October  23,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 60-05  Woodhaven  Boule¬ 
vard,  northeast  corner  of  Wetherole  Street,  Block  3088, 
Lot  1,  Elmhurst,  Borough  of  Queens 


879-65-A 

APPLICANT— Max  Siegel  Associates  for  Jack  Parker, 
owner. 

SUBJECT— Application  August  19,  1965  —  Review,  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED— 104-60  Queens  Boulevard, 
south  side,  from  68th  Drive  to  Yellowstone  Boulevard, 
Block  3175,  Lot  1,  Forest  Hills,  Borough  of  Queens. 


981-64-A 

APPLICANT— Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT— Application  September  29,.  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 203  East  124th  Street,  north 
side,  80  feet  east  of  Third  Avenue,  Block  1789,  Lot 
104  (formerly  4V4)  Borough  of  Manhattan. 


986-64-A 

APPLICANT — Coronet  Nursing  Home,  lessee,  for  Nos¬ 
trand  Nu-Home,  Incorporated,  owner. 

SUBJECT— Application  September  30,.  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED  — 3353-3373  Nostrand  Ave¬ 
nue,  east  side,  100  feet  south  of  Avenue  T,  Block 
7335,  Lot  96,  Borough  of  Brooklyn. 


987-64-A 

APPLICANT — Irwin  Emerman  for  Israel  Lefkowitz, 
owner. 

SUBJECT — Application  September  30,.  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 5602-5606  15th  Avenue, 
southwest  corner  of  56th  Street,  Block  5692,  Lot  33, 
Borough  of  Brooklyn. 


902-65-A 

APPLICANT— Max  Siegel  Associates  for  Rogmin,  In¬ 
corporated,  owner. 

SUBJECT— Application  August  31,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Adjoin¬ 
ing  premises-separated,  ventilation  and  egress,  Tax 
Lots,  Lot  line,  windows,  etc. 

PREMISES  AFFECTED— 104-70  Queens  Boulevard, 
southwest  corner  of  Yellowstone  Boulevard,  Block 
3175,  Lot  70,  Forest  Hills,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  9,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  9,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 


926-62-SM 

APPLICANT — New  Castle  Products,  Inc.,  owner  — 
subdividing  partion. 


564-63-SM 

APPLICANT— U.  S.  Expansion  Bolt  Company,  owner 
—anchor  for  attaching  light  materials. 


855-63-SM 

APPLICANT— Kwik-Wall  Company,  owner  —  interior 
subdividing  partition. 


955-65-A 

APPLICANT— Seren  Lefkovitz,  Isaac  B.  Lefkovits  and 
Israel  Lefkovits  d/b/a  Palm  Tree  Nursing  Home, 
owner. 

SUBJECT — Application  September  16,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fireproof  double  swinging  doors. 

PREMISES  AFFECTED— 5606  15th  Avenue,  south¬ 
west  corner  of  56th  Street,  Block  5692,  Lot  33,  Bor¬ 
ough  of  Brooklyn. 


1018-64-SA 

APPLICANT— Clayton  Manufacturing  Co.,  owner  — 
steam  cleaners,  various  models. 


31-65-SA 

APPLICANT— K.  G.  Hull  for  Peerless  Manufacturing 
Division  of  Dover  Corp.,  owner  —  gas-fired  wall  fur¬ 
nace,  various  models. 


1060-64-A 

APPLICANT— The  New  York  Association  for  the 
Blind,  owner. 


56-65-SA 

APPLICANT — Carl  Schlenk  for  NuTone,  Inc.,  owner 
— gas  ranges,  various  models. 
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190-55-SA 

APPLICANT — RLC  Electronics,  Inc.,  owner  —  smoke 
alarm. 


PREMISES  AFFECTED — 71-04  167th  Street,  south¬ 
west  corner  of  71st  Avenue,  Block  6954,  Lot  22, 
Flushing,  Borough  of  Queens. 


191-65-SM 

APPLICANT — The  Filta  Clean  Company,  Inc.,  owner 
— grease  filter. 


491-65-SM 

APPLICANT— Louverdrape,  Inc.,  owner  —  vertical 
louver  used  as  a  drapery. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  12,  1965  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
triday  morning,  November  12,  1965  at  10  o‘clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  fol- 
fohng  matter: 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT— Application  November  14,  1963  —  Review 
o*  Fire  Department  Regulations  covering  Pressurized 
Products.  (Burma  Shaving  Lather.) 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 
SUBJECT— Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spra\ 
and  White  Ram  Hair  Spray.) 


897-63-A 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT-Application  November  15,  1963  —  Review' 
of  Fire  Department  Regulations  covering  Pressurized 
roducts  (Colgate-Palmolive  Various  Pressurized 
Products.) 

MAX  H.  FOLEY,  Chav  ■man 


NOVEMBER  16,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
1  uesday  morning,  November  16,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

553-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David 
Minkin,  owner. 

SYuB^?CT—AppIication  May  14>  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  two  story,  one  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  on  the  re¬ 
quired  front  yard. 


554-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David 
Minkin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  one  family  dwelling  that  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 71-05  167th  Street,  south¬ 
east  corner  of  71st  Avenue,  Block  6955,  Lot  45,  Flush¬ 
ing,  Borough  of  Queens. 


839-65-BZ 

APPLICANT — Michael  Alfano  for  Joseph  Airo,  owner. 

SUBJECT — Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
change  in  occupancy  of  an  existing  two  family  dwelling 
to  a  three  family  dwelling  that  increases  the  degree 
of  non-compliance  in  open  space  ratio  and  lot  area 
per  room  and  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED — 3132  Kingsland  Avenue, 
east  side,  226.35  feet  south  of  Burke  Avenue,  Block 
4765,  Lot  56,  Borough  of  The  Bronx. 


861-65-BZ 

APPLICANT — Larry  Meltzer  for  Wesley  A.  Roche, 
William  A.  Lande,  Nettie  Match,  Estate  of  Samuel 
Match,  owners. 

SUBJECT — Application  August  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  (7)  New  York 
City  Charter,  to  permit  in  a  Cl-2  district,  in  an  exist¬ 
ing  one  story  restaurant  and  store  building,  the  change 
in  occupancy  of  one  restaurant  to  a  catering  establish¬ 
ment. 

PREMISES  AFFECTED — 3612-3622  Nostrand  Ave¬ 
nue  and  2912-2924  Avenue,  southwest  corner,  Block 
7405,  Lot  907,  Borough  of  Brooklyn. 


865-65-BZ 

APPLICANT — Diamond-Sanko  for  Fairview  Towers 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
construction  of  an  accessory  swimming  pool  for  a 
multiple  dwelling  under  construction  that  encroaches 
on  the  required  distance  to  lot  lines  with  an  accessory 
building  that  will  make  the  floor  area  ratio  excessive. 

PREMISES  AFFECTED — 1160  Richmond  Road,  south¬ 
east  corner  of  Urbana  Street,  Block  3191,  Lot  61,  Old 
Town,  Borough  of  Richmond. 


895-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  N.  Beny 
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Kraut,  owner;  Sanpino  and  Waverly  Beauty  Products, 

lessee. 

SUBJECT— Application  August  25,  1965  —  Decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Ml-2  district,  in  an 
existing  cosmetics  and  soap  factory,  the  manufacture 
of  final  products  with  low  flash  point. 

PREMISES  AFFECTED— 234  North  9th  Street,  south¬ 
west  corner  of  Roebling  Street,  Block  2313,  Lot  15, 
Borough  of  Brooklyn. 


899-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Blair  House 
Associates,  owner;  Regency  Garage  Corporation,  gar¬ 
age  lessee. 

SUBJECT— Application  August  26,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3)  _  of 
the  Multiple  Dwelling  Law  to  permit  in  a  C2-8  district, 
and  R7-2  district,  in  an  existing  thirty-four  story  mul¬ 
tiple  dwelling  the  addition  of  transient  parking  for  the 
unused  and  surplus  tenants  spaces  within  the  re¬ 
quired  accessory  garage. 

PREMISES  AFFECTED— 1201-1221  Second  Avenue, 
west  side,  from  East  63rd  Street,  to  East  64th  Street, 
231-239  East  63rd  Street,  234-244  East  64th  Street, 
Block  1418,  Lot  21,  Borough  of  Manhattan. 


900-65-A 

APPLICANT— Max  Siegel  Associates  for  Blair  House 
Associates,  owner;  Regency  Garage  Corporation,  gar¬ 
age  lessee. 

SUBJECT— Application  August  26,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
transient  praking. 

PREMISES  AFFECTED— 1201-1221  Second  Avenue, 
west  side,  from  East  63rd  Street  to  East  64th  Street, 
231-239  East  63rd  Street,  234-244  East  64th  Street, 
Block  1418,  Lot  21,  Borough  of  Manhattan. 


907-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  C7  district, 
the  enlargement  of  an  existing  factory  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED— 3052-3072  West  21st  Street, 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071, 
Lot  130,  Borough  of  Brooklyn. 


908-65-A 

APPLICANT — Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
egress  and  conveys,  etc. 

PREMISES  AFFECTED— 3052-3078  West  21st  Street, 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071, 
Lot  130,  Borough  of  Brooklyn. 

994-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Thornley  Realty  Corporation,  owner. 


SUBJECT— Application  September  29,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  /3-14_of 
the  Zoning  Resolution,  to  permit  in  a  R10  district, 
in  an  existing  multiple  dwelling,  the  maintenance  of 
a  telephone  exchange. 

PREMISES  AFFECTED— 215-223  East  79th  Street, 
north  side,  200  feet  east  of  3rd  Avenue,  Block  1525, 
Lots  9,  10 Vs,  11  and  12,  Borough  of  Manhattan. 


16-58-BZ 

APPLICANT — Ervin  Palmer  for  National  Parking  Sys¬ 
tem,  Incorporated,  owner. 

SUBJECT— Application  reopened  October  19,  1965  for 
consideration  as  to  extension  of  term  of  variance, 
expired  June  24,  1963  —  decision  of  the  .  Borough 
Superintendent,  previously  granted  on  _  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  retail  and  residence  use  district,  the  extension 
of  the  present  parking  lot  from  the  retail  portion  into 
the  residence  portion  of  the  plot. 

PREMISES  AFFECTED— 443-447  3rd  Avenue,  east 
side,  19.9  feet  south  of  East  31st  Street  and  206  East 
31st  Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 


599-54-BZ 

APPLICANT— Burke  and  Groh  for  Carl  and  John  Man¬ 
gels,  owners. 

SUBJECT— Application  reopened  October  19,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  May  17,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7h  and  7 A  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  retail  use  district,  the  erection  and 
maintenance  of  seven  1-car  garages,  and  permitting 
the  parking  and  storage  of  patrons’  and  employees’ 
cars,  no  fee  to  be  charged,  on  unbuilt  upon  portion  oi 
plot,  with  curb  cuts  nearer  the  residence  use  district 
than  is  permitted. 

PREMISES  AFFECTED— 255-13  Northern  Boulevard, 
north  side,  55.05  feet  west  of  Glenwood  Street,  Block 
8139,  Lot  41,  Little  Neck,  Borough  of  Queens. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

642-54-BZ 

APPLICANT— Frederick  A.  Ketcher  for  the  Chevron 
Oil  Company,  owner. 

SUBJECT— Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  th  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district  the  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  storage  and  sale  of  accessories  and 
office. 

PREMISES  AFFECTED— 130-15  14th  Avenue  and  13- 
32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 

Hearing  closed. 


338-65-BZ 

APPLICANT — Rene  C.  Brugnoni  for  Columbia  Gram¬ 
mar  School,  owner. 
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SU1?JSCT— Application  March  23,  1965  —  decision  of 
the  -Borough  Superintendent,  under  Sections  72-21,  73- 

5.7  ond,-  *?41  oi,  the  Zoning  Resolution,  to  permit  in  a 
K/-2  district,  the  reconstruction  of  a  private  school 
that  encroaches  on  the  required  rear  yard  and  rear 
yard  equivalent  and  exceeds  the  permitted  lot  cover¬ 
age. 


PREMISES  AFFECTED — 5  West  93rd  Street,  north 

9000  f!eL4,/a  >nches  west  of  Central  Park  West, 

MW9WS  ^  Stueet’r  BI°Ck  1207«  L0tS  23-  40,  41, 
141,  42,  142,  Borough  of  Manhattan. 

Hearing  closed. 


MAX  H.  FOLEY,  Chairman 


NOVEMBER  16,  1965,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
l“es({ay>  November  16  1965,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  completion 
ot  construction,  filed  pursuant  to  Section  11-324. 

4253-BZY— Vol.  II— B.Q.— 245-02  and  245-04  South  Con- 
duit  Ave. — N.B.  8914-61  accepted  under  Sect.  11-324  of 
the  Zoning  Resolution  in  accordance  with  previous  de¬ 
cisions  of  the  courts. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  16,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
1  uesday  afternoon,  November  16,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

839-64-A 

APPLICANT — Irwin  Emerman  for  22  Beekman  House, 
Inc.  owner;  College  Nursing  Home,  lessee. 
SUBJECT— Application  filed  August  7,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 119-15  27th  Avenue,  north¬ 
east  corner  of  119th  Street,  Block  4291,  Lot  20,  Col- 
lege  Point,  Borough  of  Queens. 


725-64-A 

APPLICANT — Philip  Agusta  for  Henry  Neu,  owner. 

SUBJECT  Application  July  6,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1245  Greene  Avenue,  north 
side,  275  feet  west  of  Wilson  Avenue,  Block  3286,  Lot 
45,  Borough  of  Brooklyn. 


1004-64-A 


APPLICANT  Clinton  Brown  for  Sim  Properties  In¬ 
corporated,  owner. 

SUBJECT— Application  October  1,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 


9nE^St?Sn-AuFfEFED-301-307  West  HOth  Street, 
2U31-2-45  Eighth  Avenue,  northwest  corner,  2-7  Fred¬ 
erick  Douglas  Circle,  Block  1846,  Lot  6,  Borough  of 
Manhattan. 


1014-64-A 

APPLICANT  Charles  M.  Spindler  for  Sunset  of 
Queens,  Incorporated,  owner. 

SUBJECT— Application  October  13,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 151-20  Jamaica  Avenue, 
southwest  corner  of  152  nd  Street,  Block  10093,  Lot 
8,  Jamaica,  Borough  of  Queens. 


1015-64-A 

APPLICANT — Larry  Meltzer  for  Sarah  Sanft,  owner; 
B  &  D  Supermarket  Incorporated,  lessee. 

SUBJECT— Application  October  14,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 3514-3516  Avenue  S,  south, 
side,  65  feet  west  of  East  36th  Street,  Block  8521,  Lot 
43,  Borough  of  Brooklyn. 


1017-64-A 

APPLICANT — Neptune  Meter  Company,  owner. 

SUBJECT — Application  October  15,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  installa¬ 
tion  of  Ransburg  Automatic  No.  2  electrostatic  spray 
system. 

PREMISES  AFFECTED — 47-25  34th  Street,  northeast 
corner  of  48th  Avenue,  Block  250,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 


1021-64-A 

APPLICANT — Haus  &  Bresin  for  L  &  M  Develop¬ 
ment  Corporation,  owner;  Big  Apple  Supermarkets 
Incorporated,  lessee. 

SUBJECT — Application  October  16,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 2245  Gerritsen  Avenue,  east 
side,  100  feet  south  of  Avenue  U,  Block  752,  Lot  59, 
Borough  of  Brooklyn. 


961-64-A 

APPLICANT — Philip  P.  Agusta  for  Parsco  Realty 
Corporation,  owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Con>mis- 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 155-31  Jamaica  Avenue, 
northeast  corner  of  Parsons  Boulevard,  Block  9754, 
Lot  34,  Jamaica,  Borough  of  Queens. 


1022-64-A 

APPLICANT — David  Balzam  for  Golnat  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  October  16,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 4015-4027  Queens  Boule¬ 
vard,  northeast  corner  of  41st  Street,  Block  189,  Lot 
45,  Long  Island  City,  Borough  of  Queens. 
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1025-64-A 

APPLICANT— Larry  Meltzer  for  Tremont  Land  Cor¬ 
poration,  owner. 

SUBJECT— Application  (Dctober  16,  1964  —  #  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 4941-4951  Broadway,  615r 
621  West  207th  Street,  northwest  corner,  Block  2242, 
Lot  61,  Borough  of  Manhattan.  * 


1026-64-A 

APPLICANT— A.  J.  Neumaier  for  Atlas  Supply  Com¬ 
pany,  owner. 

SUBJECT— Application  October  19,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  packag¬ 
ing  of  Atlas  Glas-Kleen  Concentrate. 


1038-64-A 

APPLICANT— David  Balzam  for  Roseruth  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  October  20,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 517-523  West  181st  Street, 
northeast  corner  of  Audubon  Avenue,  Block  2155,  Lot 
1,  Borough  of  Manhattan. 


796-65-A 

APPLICANT— Dr.  Martin  Steinberg  for  Mt.  Sinai  Hos¬ 
pital,  owner. 

SUBJECT— Application  July  14,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Central  Oxy¬ 
gen  System. 

PREMISES  AFFECTED— 1190-1198,  5th  Avenue,  1021 
East  100th  Street,  southeast  corner,  Block  1604,  Lot  6, 
Borough  of  Manhattan. 


909-65-A 

APPLICANT— Edward  J.  Mathews  for  Skidmore,  Ow- 
ings  and  Merrill  for  140  Broadway  Company,  owner. 


SUBJECT— Application  September  2,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
exit  passageway. 

PREMISES  AFFECTED— 31-37  Nassau  Street,  77-83 
Cedar  Street,  128-146  Broadway,  56-70  Liberty  Street, 
Entire  Block,  Block  48,  Lot  1,  Borough  of  Manhattan. 


973-65-A 

APPLICANT — New  York  University  Medical  Center 
for  New  York  University  Institute  of  Physical  Medi¬ 
cine  and  Rehabilitation,  owner. 

SUBJECT— Application  September  23,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  door  holdback  devices  and  Chocks. 

PREMISES  AFFECTED— 400  East  34th  Street,  south 
side,  from  First  Avenue  to  F.D.R.  Drive,  Block  962, 
Lot  8,  Borough  of  Manhattan. 


996-65-A 

APPLICANT— Westinghouse  Electric  Corporation  for 
Elota  Realty  Company,  owner;  Times  Square  Stores 
Corporation,  lessee. 

SUBJECT— Application  September  30,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  use 
of  electric  walks  for  transportation  of  carts. 

PREMISES  AFFECTED— 2770  Linden  Boulevard, 
southeast  corner  of  Elderts  Lane,  Block  4492,  Lot  1, 
Borough  of  Brooklyn. 


1052-65-A 

APPLICANT— Edward  V.  Crinnion  for  G.  W.  Millar 
and  Company  Incorporated,  owner;  Wolf  Sales  In¬ 
corporated,  lessee. 

SUBJECT— Application  October  14,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
class  3  building,  non-fire  proof  building  —  motor  ve¬ 
hicle  repair  shop. 

PREMISES  AFFECTED— 280-282  Lafayette  Street, 

west  side,  83.88  feet  south  of  Jersey  Street,  115-119 
Crosby  Street,  Block  510,  Lot  6,  Borough  of  Man¬ 
hattan. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  19,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  October  5,  1965,  were 
approved  as  printed  in  the  Bulletin  of  October  14,  1965, 
Vol.  50,  No.  41. 

30-48-BZ — Vols.  I  and  II 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT — Application  reopened  July  13,  1965  for  con¬ 


sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7c, 
7i  and  7A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  maintenance  of 
a  gasoline  service  station,  boiler  room,  lubritorium,  auto 
laundry,  motor  vehicle  repair  shop,  sale  of  accessories, 
office  and  parking  and  storage  of  more  then  five  motor 
vehicles  and  with  curb  cuts  more  than  the  permitted 
distance  from  the  intersection  and  amendment,  re-wall. 

PREMISES  AFFECTED  —  1701-1725  Bedford  Avenue 
and  109-131  Sullivan  Place,  northeast  corner,  Block  1304, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


1201-64-BZ 

APPUCANT— Dominick  Salvati  and  Son  for  Robert  S 
Kahn,  owner. 

SUuB-^CT~Application  Deoember  4,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district  the  en¬ 
largement  in  area  of  an  existing  supermarket  parking 
area  previously  granted  by  the  Board. 

PREMISES  AFFECTED  —  2726-2730  Snyder  Avenue, 
south  side,  205  feet  east  of  Rogers  Avenue,  Block  Sill’ 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Dominick  T.  Farruggio. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1965, 
at  10  A.M.  for  decision  at  the  request  of  the  applicant ; 
applicant  to  file  new  applications  with  the  Department  of 
Buildings;  hearing  previously  closed. 


543-65-BZ 

APPLICANT— Herbst  and  Rusciano  for  Rose  Erna  Real¬ 
ty  Corporation,  owner. 

SUBJECT  Application  May  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the  erec¬ 
tion  of  a  one  story  factory  that  encroaches  on  the  re¬ 
quired  front  yard. 

PREMISES  AFFECTED — 775  Tiffany  Street,  northwest 

TheBr0onxBarry  Street’  BI°Ck  2737,  Lot  H  Borou§h  of 
APPEARANCES— 

For  Applicant :  Howard  Zimmerman. 

For  Opposition :  Ralph  Ladau. 

ACfTIi?^  OF  BOARD— Laid  over  to  November  9,  1965 
at  10  A.M.  for  inspection  and  decision;  hearing  closed! 


549-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Abe  Goldberg 
owner.  b’ 

SUBJECT— Application  May  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the  con¬ 
struction  and  maintenance  of  a  non-transient  parking  lot 
P»™IS.ES  AFFECTED  -  188  St.  George  Crescent; 

tiir  t  A  T53  ft*  'Tit  of  East  206th  Street,  Block 
3313,  Lot  12,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

AaMn  A  MFf  BC>ARD— Laid.  over  to  October  26,  1965, 
at  10  A.M.  for  drawing  to  be  submitted ;  hearing  closed. 


648-65-BZ 

APPLICANT-Leonard  G.  Feinen  for  Rothman  and 
Drossman,  owners. 

SlRn^CI_cAppH-CatioiJ  June  3’  1965  -  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 

?t°rurntfnnReSf0  Utl°n’  t0  permit.in  a  R4  district,  the  con¬ 
struction  of  an  accessory  swimming  pool  to  a  multiple 


hnesBng  Biat  encroac^es  on  die  required  distance  to  lot 

PT^IiESFAFF5CTED“150-170  Trantor  Place,  180 
late  Street,  northwest  corner  of  Block  1133  Lot  78 
Granite  City,  Borough  of  Richmond. 
APPEARANCES— 

B°maAk^^Cant '  Beonard  G.  Feinen  and  George  Rotte- 
For  Opposition:  None. 

AatTi?AMFf  B9ARD~ Laid, °Yer.  t0  November  3,  1965, 
at  10  A.M.  for  inspection  and  decision ;  hearing  closed. 


737-65-BZ 

APPIJCANT  —  Max  Siegel  Associates  for  Yorkshire 

nnrTterS’  L1C0rP0i-ated,  owner;  Eighty  Six  Garage  Cor¬ 
poration,  Garage  lessee. 

SUBJECT-^plication  June  25,  1965  -  decision  of  the 
Borough  Superintendent,  under  Section  60  of  the  Multi¬ 
ple  Dwelling  Law.  to  permit  in  a  Cl -5,  C2-8  and  R10 
district, .  m  an  existing  multiple  dwelling,  the  addition 
of  transient  parking  for  the  unused  and  surplus  tenants 
spaces  without  the  accessory  garage  for  a  term  of  fifteen 

PREMISES  EFFECTED — 1660-1680  Second  Avenue  east 
side  from  East  86th  Street  to  East  87th  Street  301-329 
Last  86th  Street,  300-334  East  87th  Street,  Block  1549 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

Farnd0HPOBerk"ey.StePhani'  Cekan’  Richard  Fabrica”‘ 

A8Tin  A  OF  BOARD— Laid  over  to  November  3,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


738-65-A 

APPIJCANT  —  Max  Siegel  Associates  for  Yorkshire 
Towers,  Incorporated,  owner;  Eighty  Six  Garage  Cor¬ 
poration,  garage  lessee. 

SUBJECT— Application  June  25,  1965  —  filed  oursuant 
parking.0"  6°  °f  ^  MuItipIe  DwellinS  Law  re-  transient 

PREMISES  A FFE CT E D — 1 660- 1680  Second  Avenue  east 
side,  from  East  86th  Street  to  East  87th  Street  301  32Q 
Eas,  86H,  Street  300-334  East  87th  Street, ^  Block  1549 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

A?tT10)  AMFfB°ARD7Laid  ?V6r  -  November  3,  1965, 

’  ‘  or  mspection  and  decision ;  hearing  closed. 


749-65-BZ 

AownerCANT~J°hn  J‘  Tricarico  for  Jackson  Lockwood, 

SIpBniECir~cApp!icati°I!  July  2>  1965  ~  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 

Zoning  Resolution,  to  permit  in  a  R3-2  district,  the  re- 
^ss“i0n  °f  - 

PREMISES  AFFECTED — 1820  Richmond  Road,  10  Stobe 
southeast  corner,  Block  3552,  Lot  39,  Dongan 
Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition :  None. 
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ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


755-65-BZ 

APPLICANT— Aaron  N.  Kiff  for  Kiff,  Voss  and  Frank¬ 
lin,  The  Office  of  York  &  Sawyer  for  St.  Luke’s  Hospi¬ 
tal,  owner. 

SUBJECT— Application  July  6,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,,  the  erec¬ 
tion  of  a  thirteen  story  enlargement  to  an  existing  hos¬ 
pital  that  exceeds  the  permitted  lot  coverage,  penetrates 
the  sky  exposure  plane  and  without  the  required  acces¬ 
sory  parking  and  loading  berth. 

PREMISES  AFFECTED— 1091  Amsterdam  Avenue,  421- 
'443  West  113th  Street,  northeast  corner,  418-424  West 
114th  Street,  Block  1866,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  H.  Shopsis,  A.  N.  Kiff,  C.  P.  Wright 
and  Edward  V.  Franklin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1965, 
at  10  A.M.  for  decision;  hearing  closed. 


413-5G-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  reopened  September  21,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expires 
November  14,  1965,  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  for  a  term  of  years,  erection  and  maintenance 
of  a  gasoline  service  station,  auto  washing,  lubritorium, 
office  and  sale  of  auto  accessories. 

PREMISES  AFFECTED— 703  East  149th  Street  north¬ 
west  corner  of  Jackson  Avenue,  Block  2623,  Lot  140, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  —  4 
Negative:  Commissioner  Fox  — - - -  1 

THE  RESOLUTION— 

Whereas,  on  November  14,  1950  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  7,  1965,  acting  on  N.B.  Applic.  No.  428/1950, 

reads : 

“1.  Proposed  extension  of  term  of  variance  for  use  of 
above  premises  is  contrary  to  Bd.  of  Standards  and 
Appeals  resolution  adopted  under  Cal.  No.  413-50- 
BZ  and  must  be  referred  to  the  B.S.  &  A.  for  its 
determination  as  per  Sect.  11-411  of  the  Zoning 
Resolution. 

Note:  Premises  presently  zoned  C2-4  (R7-1).” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  14,  1950 


only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


932-54-BZ 

APPLICANT— Henry  Nordheim  for  Jacob  Tutnauer, 

owner. 

SUBJECT — Application  reopened  September  21,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expires 
November  11,  1965— decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  retail  use 
district,  portion  of  lot  located  in  a  residence  and  retail 
use  district,  the  change  in  occupancy  of  one  store,  to 
manufacturing  use. 

PREMISES  AFFECTED— 1162-1168  Colgate  Avenue  and 
1460  Westchester  Avenue,  southeast  corner,  Block  3737, 
Lot  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein - 5 

Negative :  _ _ _ 0 


THE  RESOLUTION— 

Whereas,  on  September  27,  1955,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  1,  1965,  acting  on  Alt.  Applic.  No.  947/1954, 
reads : 

“1.  Proposed  extension  of  term  of  variance  for  use  of 
above  premises  is  contrary  to  variance  granted  by 
Board  of  Standards  and  Appeals  under  Cal.  No. 
932-54-BZ  and  must  be  referred  to  the  B.S.  &  A.  for 
its  determination  as  per  Sect.  11-411  of  the  Zoning 
Resolution.  Premises  presently  zoned  C2-2  within 
R-6.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  27,  1955 
as  amended  through  November  9,  1960  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  ...  ;  on  condition  that  the  metal 
work  of  the  store  front  shall  be  put  in  good  condition 
and  painted  and  that  the  face  brick  on  the  front  be 
cleaned  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained.” 


1737-61-BZ 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci,  own¬ 
er. 

SUBJECT — Application  reopened  September  21,  1965  for 
consideration  as  to  extension  of  time  to  complete,  ex¬ 
pired  December  17,  1964,  —  decision  of  the  Borough 
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Superintendent,  previously  granted  on  condition  under 
Sections  7e  and  21  of  the  Zoning  Resolution,  to  permit 
in  a  local  retail  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 6800  Hyland  Boulevard  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68,*Tot- 
tenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

and  _  Commissioner  Becker  _  3 

Negative :  Commissioner  Fox  and  CommTs'sffineT  Klein  2 
THE  RESOLUTION— 

Whereas,  on  December  17,  1963,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  16,  1965,  acting  on  N.B.  Applic.  1742/1961 
reads :  ’ 

“1.  Resolution  approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  1737-61-BZ  expired  on  De¬ 
cember  17,  1964.  Before  approval  and  permit  can 
be  obtained,  an  extension  of  time  by  the  Board  of 
Standards  and  Appeals  is  required. 

2.  Complete  plans  not  filed  within  6  months  after 
granting  of  variance  by  Board  of  Standards  and 
Appeals — 11-31  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
nereuy  amend  the  resolution  adopted  on  December  17  1963 
as  amended  through  September  21,  1965  only  as  to  the 
tmie  to  obtain  permits  and  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  oi  Occupancy  obtained  within  one  year 
irom  the  date  of  this  amended  Resolution. 


262-65-BZ 

A^rPLICANT~Burke  and  Groh  for  Myron  Nelkin,  own- 

SUBJECT-Apphcation  March  12,  1965  -  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R3-2  district  the  erection 
of  a  six-story  multiple  dwelling  .that  exceeds  the  per¬ 
missible  floor  area  ratio,  has  less  than  the  required  open 
space:  ratio  and  lot  area  per  room,  penertates  the  sky 
posure.  plane,  has  less  than  the  required  distance  be¬ 
tween  windows  and  buildings  and  less  than  the  required 

parking  spaces^  wind°WS  and  buildings  and  less  than 

PREMISES  AFFECTED  -  125-02  Sutphin  Boulevard 
S, Slde>1 76-8  feet  north  of  Rockaway  Boulevard,  Block 
1ZUM>  Lot  1,  Jamaica,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Joseph  P,  Morsellino. 

For  Opposition:  None. 

Aqu™  of  X  a?pllcRant7APPliCa,i0n  WithdraW"  at 

the  vote— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _ c 

Negative: _ _ _  ' _ _  q 


263-65-A 

APPLICANT  Burke  and  Groh  for  Myron  Nelkin,  own- 

SVPKT-Api)ii-ti-  March  12,  1965  -  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-open  park¬ 
ing  spaces  and  Section  310  of  the  Multiple  Dwelling*  Law 
for  variance  of  Section  28  subd.  2  of  the  Multiple  Dwell¬ 
ing  Law  re-  minimum  dimensions  of  yards 

PREMISES  AFFECTED  -  125-02  Sutphin  Boulevard, 

RlA^onsi17/8.4/'?1  ”°.rth  ,?f  Solway  Boulevard, 
Block  12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  c 

Negative: _  _  —  •> 


264-65-BZ 


APPLICANT-Eurke  and  Groh  for  Myron  Nelkin,  own 

SVhBeJERC;T^AKPlQati0-  March  12>  1965  -  decision  o 
the  Borough  Superintendent,  under  Section  72-21  o 

PH  Resolution  and  Section  666  of  the  New  Yorl 

City  Charter,  to  permit  in  an  R3-2  district  the  erectinr 
of  a  six-story  multiple  dwelling,  that  exceeds  permiss  bl 
loor  area  ratio  has  less  than  the  required  £p™Spa« 
ratio  and  lot  area  per  room,  penetrates  the  skyexposure 

s„f.s  as  a  watrass-aa 

Lot  1,  Jamaica,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition  :  None. 

ASs?of  °lfe  !p°pAcRa?rAPP,iCati0n  Wi,hdrawn  at  re- 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

missionerKlein  ’  CommissIoner  Beck^  and  Com-' 
Negative:  . 


265-65-A 

a"d  Gr°h  f°r  Myron  Nelkin-  owns 
BUBJECT—Apiffication  March  12,  1965  —  Field  pursuar 
Sr?C1°n  60  0I,toe  Multiple  Dwelling  Law  Fe-  ope 
T  kirlg  spac?  and  Section  310  of  the  Multiple  Dwellm 
Law  for  variance  of  Section  28  subd.  2  of  the  Multipl 
Dwelling  Law  re  minimum  dimensions  of  yards  *  ? 

P^MI1S7?LAFFECTEuD~125-32  Sutphin  Boulevard,  wes 
12051  r6',?4 1  feiet  n°rth  Dof  Rockaway  Boulevard,  Bloc! 

APPEARANCES^ a,Ca*  BOrOT8"  °f  Q"een!' 

For  Applicant :  Joseph  P.  Morsellino. 
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ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . - . .  ^ 

Negative:  - - -  u 


266-65-BZ 

APPLICANT— Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT— Application  March  12,  1965  _  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  R3-2  and  C2-2  districts  the 
erection  of  a  six-story  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio  has  less  than  the  required 
open  space  ratio  and  lot  area  per  rom  penetrates  the  sky 
exposure  plane,  encroaches  on  the  requird  distance  be¬ 
tween  windows  and  buildings  and  with  less  than  the  re¬ 
quired  parking  with  access  within  50  feet  of  intersecting 
streets. 

PREMISES  AFFECTED— 148-03  Rockaway  Boulevard, 
west  side,  176.84  feet  north  of  Sutphin  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  O  FBOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . .  ^ 

Negative:  . . . . . .  U 


267-65-A 

APPLICANT — Burke  and  Groh  for  Myron  Nelkin,  owner. 

SUBJECT— Application  March  12,  1965  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  open 
parking  space  and  Section  310  of  the  Multiple  Dwelling 
Law  for  variance  of  Section  28  subd  2  of  the  Multiple 
Dwelling  Law  re-  minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 148-03  Rockaway  Boulevard, 
west  side,  176.84  feet  north  of  Sutphin  Boulevard,  Block 
12051,  Lot  1,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - -  * 

Negative:  - - - - - - - -  ® 


395-65-BZ 

APPLICANT — Arnold  W.  Lederer  for  George  Roth, 
owner. 

SUBJECT— Application  April  8,  1965— decision  of  the 

Borough  Superintendent,  under  Section  73-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  in  an 
existing  four  story  building,  the  change  in  occupancy  of 
the  first  floor  from  store  to  a  factory. 

PREMISES  AFFECTED— 1363-1373  Myrtle  Avenue,  142- 

148  Stanhope  Street,  northeast  corner,  212  Wilson 


Avenue,  Block  3267,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer  and  George  W.  Roth. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . .  ^ 

Negative:  . . . . . 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1965,  acting  on  Alt.  Applic.  1657-1964, 
reads : 

“5.  Since  Dept,  records  indicate  first  floor  occupied  as 
stores  the  proposed  alteration  to  occupy  first  floor 
for  manufacturing  of  felt  products,  office  m  a  C2-d 
district  mapped  in  an  R-6  is  contrary  to  32-10  Z.K. 
&  52-35  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  _  and  it  hereby  _  is 
granted  under  Section  72-21  to  permit  in  a  C2-3  district, 
in  an  existing  four-story  building,  the  change  in  occupancy 
of  the  first  floor  from  store  to  a  factory,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  April  8,  1965’’,  one  sheet, 
“June  7,  1965”,  one  sheet  and  “October  15,  1965  ,  2  sheets ; 
on  further  condition  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall 
be  obtained,  work  completed  and  a  Certificate  of  Occupancy 
n/.i+Viin  rmp  vear  from  the  date  of  this  resolution. 


396-65-A 

APPLICANT— Arnold  W.  Lederer  for  George  Roth, 
owner. 

SUBJECT— Application  April  8,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  factory,  pro¬ 
vide  1  hour  doors  for  stair  enclosure,  open  elevator  shaft, 
F.P.  casement  doors  and  F.P.  sash  on  fire  escapes. 

PREMISES  AFFECTED— 1363-1373  Myrtle  Avenue,  142- 
148  Stanhope  Street,  northeast  corner,  212  Wilson  Avenue, 
Block  3267,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer  and  George  W.  Roth. 

A.CTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  10  A.  M.  for  decision;  applicant  to  file  revised  draw¬ 
ings  and  submit  letter;  hearing  closed. 


710-65-BZ 

APPLICANT— John  J.  Tricarico  for  Vincy  Realty  Corpo¬ 
ration,  owner. 

SUBJECT— Application  June  11,  1965  —  Decision  of  the 
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Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  the  change 
in  occupancy  of  an  existing  one  story  building  from  a 
plumbing  establishment  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 245/247  4th  Avenue,  east  side 
60  feet  north  of  Carroll  Street,  Block  958,  Lot  4 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  .  5 

Negative  :  . . . . . .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1965,  acting  on  Alt.  Applic.  1106/1965,  reads: 

“1.  The  proposed  service  establishment  office,  repairs, 
parts  and  servicing  of  carburators  is  not  permitted 
in  Use  Group  9  Sec.  32-18  of  Zone  Resolution.” 

and 


THE  VOTE— 

Affirmative:  Chamman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  .  5 

Negative:  .  q 

THE  RESOLUTION— 

Whereas,  a  Public  hearing  was  held  on  this  application 
on  October  .  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  19,  1965;  and 

a  decision  of  the  Borough  Superintendent, 

dated  July  14,  1965,  acting  on  N.B.  Applic.  47/1965,  reads: 

“A-l  Proposed  commercial  and  residence  dwelling  ex¬ 
ceeds  the  maximum  permitted  number  of  rooms 
when  computed  with  reduced  lot  area  as  required 
by  Section  35-41  and  Section  35-412  of  the  Zoning 
Resolution. 

Note:  When  lot  area  for  commercial  use  is  de- 
ducted  from  the  total  lot  area,  a  maximum  of 
611  rooms  are  permitted  instead  of  702  rooms  as 
requested. 

A-3  Proposed  tower  arrangement  is  contrary  to  Sec- 
t,I0i1  23-65 of  the  Zoning  Resolution  as  amended 
4-^-bt>  lower  cannot  occupy  more  than  1875 
square  feet  within  50  feet  of  a  narrow  street  or 
more  than  1600  square  feet  within  40  feet  of  a 
wide  street.” 

and 


Whereas,  the  Board  lias  considered  and  discussed  this 
application;  and 

Whereas,  the  Board  has  found  that  the  applicant  had 
substantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  undei  Section  /2-21  of  the  Zoning  Resolution,  and  is 
therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  an  dit  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C2-3  district, 
the  change  an  occupancy  of  an  existing  one-story  building 
from  a  plumbing  establishment  to  a  motor  vehicle  repair 
snop  for  the  servicing  of  carburators,  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  June  11,  1965”,  4  sheets;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
w  ith ,  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


850-65-BZ 


APPLICANT — Samuel  H.  Lindenbaum  for  53rd  and  7th 
Corporation,  owner. 

SUBJECT— Application  August  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  &  Section  666  (7)  of  the  N.Y.C. 
Charter,  to  permit  in  a  C6-6  district,  the  erection  of  a 
thirty-seven  story  mixed  building  that  has  less  than  the 
required  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  tower  setback. 


^^^JSES  AFFECTED — 821-827  7th  Avenue  and  159- 
*6/  West  53rd  Street,  northeast  corner,  and  156-158 
West  54th  Street,  Block  1006,  Lot  1,  Borough  of  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  Samuel  PI.  Lindenbaum. 
For  Opposition :  None. 


ACTION  OF  BOARD — Application  granted  on  condition. 


v  v  xii^RLAa, 


l  i  i  cuiu  burrouncung  area  were  m- 

Zfi  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution;  and 

stamGtprfAnS’t,the  ?°ard  f°Und  that  the  aPPlicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 

under  Sect, on  72-21  of  the  Zoning  Resolution,  and  is  there! 
fore  entitled  to  relief  oil  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship.  * 

Resolved,  that  the  Beard  of  Standards  and  Appeals  does 

ai  vJtnah°n  111  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  if 
panted  under  Section  72-21,  to  permit  in  a  C6-6  district 
the  erection  of  a  thirty-seven  story  mixed  building  that  has* 
less  than  the  required  lot  area  per  room  and  encroaches 
on  the  required  tower  set  back,  on  condition  that  the 

'<p10rmd  t a  t,rawin/s  hied  with  this  application 
marked  Received,  August  4,  1965,”  ten  sheets;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com- 
3  led  with;  and  that  permit  be  obtained,  work  done,  and  a 

£.c  ofSis  otoined  within  one  year  *he 


Adjourned  11  :40  A.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  OCTOBER  19,  1965,  NOON 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com- 
missmner  Fox,  Commissioner  Becker  and  Commissioner 

309-62-A 

APPLICANT— Crinnion  and  Crinnion  for  680  Wales  Ave¬ 
nue  Corporation,  owner. 
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SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  an  order  and 
a  decision  of  the  Fire  Commissioner  re-  sprinkler  sys¬ 
tem  ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 1000  Morris  Avenue,  east  side, 
32.63  feet  south  of  East  165th  Street,  Block  2432,  Lot  10, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Anthony  Muratore. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - — -  5 

Negative:  - - — - ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  21,  1964,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  September  15, 
1964;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and.  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  21,  1964,  as 
amended  through  September  15,  1964,  by  adding  thereto: 

“that  in  lieu  of  the  automatic  sprinkler  system  hereto¬ 
fore  required,  a  non-automatic  sprinkler  system  shall 
be  installed  in  the  storage  area  of  the  cellar  substan¬ 
tially  as  shown  on  drawing  of  proposed  conditions 
marked  ‘Received  February  16,  1965’,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Fire  Dept.  Order  No.  1178-2). 


108-64-A — Vol.  II 

APPLICANT— Harry  Mandell  for  Paper-Town  U.S.A., 
Inc.,  owner;  Kaymar  Paper  Company,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  as 
Volume  II— subject  to  regular  procedure — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system;  previously  appeal  denied. 

PREMISES  AFFECTED  —  543-551  East  150th  Street, 
north  side,  325  feet  east  of  Brook  Avenue,  Block  2276, 
Lot  95,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  L.  P.  Santangelo. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein - 5 

Negative: - - - 0 


704-64-A— Vol.  II 

APPLICANT— Larry  Meltzer  for  Fortunoff’s  House  and 
Garden,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II — subject  to  regular  procedure — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system ;  previously  appeal  denied. 

PREMISES  AFFECTED— 586-600  Livonia  Avenue,  502- 


512  Sheffield  Avenue,  southwest  corner,  Block  3821,  Lots 
25  and  28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD— Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - 

Negative: - — - - - -  1 


584-64-A 

APPLICANT— C.  C.  Coughlin,  Jr.  for  Benjamin  Estrin, 


owner. 

SUBJECT— Application  May  28,  1964 — Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 64  Nagle  Avenue,  northwest 
corner  of  Ellwood  Street,  Block  2172,  Lot  56,  Borough 
of  Manhattan. 

APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - 

Negative:  - - - - - ^ 


899-64-A 

APPLICANT— Massimo  F.  Yezzi  for  Forest  Hills  Inn, 
owner. 

SUBJECT— Application  September  1,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 104-20  71st  Avenue,  southeast 
corner  of  Station  Square,  Block  2069,  Lots  62  and  51, 
Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - ^ 

Negative :  - - - - - - 


272-52-BZ 

APPLICANT— Joseph  Mitchell  and  Neil  B.  Mitchell  for 
Cornelia  Kraft  McKee,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sec¬ 
tions  7c  and  7i  of  the  Zoning.  Resolution,  permitting  in 
a  business  use  district,  the  addition  and  alteration  to  ac¬ 
cessory  building  on  existing  gasoline  service  station  to 
include  auto  laundry,  lubrication,  sale  and  storage  of 
accessories,  motor  vehicle  repairs  and  office. 

PREMISES  AFFECTED  —  5501  Broadway,  northwest 
corner  of  West  230th  Street,  Block  3404,  Lot  72,  Bor¬ 
ough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  Joseph  Mitchell. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _ _  5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  5,  1952,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  10,  1953;  and 

Whereas,  the  resolution  was  last  amended  on  July  16, 
1957;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  5,  1952, 
as  amended  through  July  16,  1957,  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  alter  and  re¬ 
arrange  this  gasoline  service  station,  such  changes  shall 
be  permitted  subtsantially  as  shown  on  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  Septem¬ 
ber  28,  1956’,  3  sheets,  on  condition  that  signs  shall  be 
limited  to  those  shown  on  such  drawings;  that  the  milk 
vending  machine  shall  be  removed  from  the  premises; 
that  the  existing  14-foot  curb  cut  on  Broadway,  near 
the  northerly  lot  line,  shall  be  removed  and  the  side¬ 
walk  and  curb  restored;  and  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Alt.  520/55) 


360-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  720  Fifth  Avenue  Realty  Co.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent ;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C5-3  dis¬ 
trict,  the  maintenance  of  a  non-illuminated  business  sign 
that  exceeds  the  permitted  height  above  curb  level. 

PREMISES  AFFECTED— 720  Fifth  Avenue,  1  West 
56th  Street,  northwest  corner,  Block  1272,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  26,  1964,  by 
adding  thereto: 

‘that  the  requirement  to  obtain  an  amended  Certificate 


of  Occupancy  is  hereby  deleted  from  the  resolution 
adopted  by  the  Board  on  May  26,  1964,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (B.N. 
681/64) 


368-64-BZ 

APPLICANT — Albert  Melniker  for  Ruth  Jaeger,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  July  7,  1965 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  and  Section  666  (7)  of  N.Y.C.  Charter,  per¬ 
mitting  in  a  R3-2  district,  the  change  in  occupancy  of  a 
one  story  building  presently  under  construction  from  a 
retail  store  .  to  an  automotive  .  service  establishment  for 
the  installation  of  mufflers,  tail  pipes,  seat  covers,  tires, 
and  shock  absorbers. 

PREMISES  AFFECTED — 2397  Hylan  Boulevard,  north¬ 
west  corner  of  Burbank  Avenue,  Block  3646,  Lot  1,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative;  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  _ _ _  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  7,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

“that  in  view  of  staatement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this 
amended  resolution”.  (N.B.  2176/61) 


46-63-BZ 

APPLICANT — Charles  M.  Spindler  for  Remway  Proper¬ 
ties,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy, 
which,  expired  June  4,  1964— decision  of  the  Borough 
Superintendent ;  previously .  granted  on  condition,  under 
Section  11  -412  of  the  Zoning  Resolution,  permitting  in 
an  R6  district,  at  an  automotive  service  station,  previ¬ 
ously  granted  by  the  Board,  the  enlargement  in  area  of 
the  accessory  building  to  enclose  the  open  pits. 

PREMISES  AFFECTED— 951-959  Lenox  Road,  north 
side,  from  East  57th  Street,  to  Remsen  Avenue,  382-396 
Remsen  Avenue.  1-11  East  57th  Street,  Block  4644,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 


1225 


MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - ** 

Negative: - - - ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  4,  1963,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  4,  1963,  only 
as  to  the  time  to  obtain  a  Certificate  of  Occupancy,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that,  permit 
has  been  obtained  and  work  completed,  a  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution”.  (Alt.  2386/62) 


611-63-BZ 

APPLICANT— Herbst  and  Rusciano  for  Trebuhs  Realty 
Company,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy, 
which  expired  December  3,  1964 — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition, 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R-9  district,  the  change  in  occupancy  of  an  exist- 
ing  two  story  and  cellar  building  from  apartment  and 
studio  to  radio  and  television  studio  and  motion  picture 
production  for  television  purposes  with  accessory  storage. 

PREMISES  AFFECTED— 1283  Fifth  Avenue,  southeast 
corner  of  East  110th  Street,  Block  1615,  Lots  4  and  69, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  Zimmerman. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - 5 

Negative:  - 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1963,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  November  4, 
1964;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1963, 
as  amended  through  November  4,  1964,  only  as  to  the  time 
to  obtain  a  Certificate  of  Occupancy,  so  that  as  amended 
this  portion  of  ihe  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
year  from  the  date  of  this  amended  resolution”.  (Alt. 
535/63) 


599-54-BZ 

APPLICANT — Burke  and  Groh  for  Carl  and  John  Man¬ 
gels,  owners. 


SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  May  17, 
1965— decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7h  and  7 A 
of  the  Zoning  Resolution,  permitting  in  a  residence  and 
retail  use  district,  the  erection  and  maintenance  of  seven 
1-car  garages,  and  permitting  the  parking  and  storage 
of  patrons’  and  employees’  cars,  no  fee  to  be  charged,  on 
unbuilt  upon  portion  of  plot,  with  curb  cuts  nearer  the 
residence  use  district  than  is  permitted. 

PREMISES  AFFECTED  — 255-13  Northern  Boulevard, 
north  side,  55.05  feet  west  of  Glenwood  Street,  Block 
8139,  Lot  41,  Little  Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Ehrlich. 

ACTION  OF  BOARD — Application  reopened  and  set.  for 
hearing  on  November  16,  1965,  at  10  .M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative: - -  0 


16-58-BZ 

APPLICANT— Ervin  Palmer  for  National  Parking  Sys¬ 
tem,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  June  24, 
1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  extension  of  the  present  parking  lot  from 
the  retail  portion  into  the  residence  portion  of  the  plot. 

PREMISES  AFFECTED— 443-447  3rd  Avenue,  east  side, 
19  feet  9  inches  south  of  East  31st  Street  and  206  East 
31st  Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ervin  Palmer. 

ACTION  OF  BOARD — Application  reopened  and  set. for 
hearing  on  November  16,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein - 5 

Negative: _ 0 


342-64-BZ 

APPLICANT — Andrew  Di  Camillo  for  Joseph  Cacippo, 
owner. 

SUBJECT — Application  March  25,  1964  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  change 
in  occupancy  from  a  laundry  to  a  one  story  auto  body 
shop  with  spraying  and  use  of  an  oxyacetylene  torch  with 
public  parking  in  the  open  area. 

PREMISES  AFFECTED  —  407-417  90th  Street,  north 
side,  84  feet  east  of  Fourth  Avenue,  Block  6066,  Lots  41, 
42,  43,  143,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative :  _ — .  , . . .  n 


4277-BZY — Vol.  II 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  . q 

Absent :  Commissioner  Fox  . _ . 1 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  this  building  was  sub¬ 
stantially  completed  prior  to  December  IS,  1964. 

Resolved, ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  an  additional  ex- 
t  tension  of  time  to  complete  construction  to  December  15 
196o.  ’ 


4393-BZY— Vol.  II 

ACTION  OF  BOARD — Time  to  complete  construction  ex 
tended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  . _ .  0 

Absent:  Commissioner  Fox  . . .  1 


THE  RESOLUTION— 


Whereas,  this  application  was  accepted  by  the  Board 
under  Section  11-324  in  accordance  with  previous  decisions 
of  the  Court ;  and 

Whereas,  the  Board  finds  that  the  building  is  now  sub¬ 
stantially  completed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324,  an  additional  ex- 
tension  of  time  to  complete  construction  to  December 
15,  1965. 


Adjourned:  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  19,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

486-64-A 

APPLICANT — Michael  C.  Gray  for  Cardox  Division  of 
Chemetron  Corporation,  owner. 

SUBJECT  Application  May  7,  1964  —  Appeal  from  an 


order  and  decision  of  the  Fire  Commissioner  re-  use 
of  C02  receiver. 

PREMISES  AFFECTED — 46-02  Fifth  Street,  west  side 
from  Standard  Canal  to  47th  Avenue,  Blocks  21  and 
22,  Lot  1,  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Michael  C.  Gray. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ __ _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  19,  1963  and  April  9,  1964  on  Order 
No.  5837-3,  reads : 

‘T.  Discontinue  use  of  C02  receiver  which  exceeds 
capacity  specified  in  Resolution  976-55-A.  C19.ll.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  19,  1963  and  April  9,  1964, 
acting  on  Order  No.  5837-3,  Objection  No.  1  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  installation  conform  to 
drawings  filed  with  this  application  marked  “Received, 
May  7,  1964,”  three  sheets,  May  25,  1965,  four  sheets;  on 
the  further  condition  that  the  unit  meets  the  requirements 
of  the  Fire  Department  pressure  test. 


549-64-A 


APPLICANT — Martin  Paint  Stores,  Incorporated,  owner. 

SUBJECT — Application  May  20,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 153-22  153-24  Jamaica  Ave¬ 
nue,  south  side,  349.23  feet  east  of  152nd  Street,  Block 
8423,  Lot  19,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  E.  Wolff. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  _ _ _ _ _  q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein 


5 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  27,  1961  and  April  3,  1964  on  Order 
No.  1048-1,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  cellar  and  1st  story  having  at  least 
one  source  of  water  supply  arranged  and  equipped 
as  per  Article  16,  Chapter  26,  Admin.  Code  as  pro¬ 
vided  in  Chapter  19-161.0,  Admin.  Code.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
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that  the  appeal  be  granted,  because  the  storage  of  paint  pro¬ 
ducts  presents  a  hazardous  condition. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  February  27,  1961  and  April  3,  1964  acting  on  Order 
No.  1048-1,  Objection  No.  1  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


703-64-A 

APPLICANT — A.  H.  Salkowitz  for  Irving  Warfield, 
et-al,  DBA  Flatlands  Shoppers  Mart  Company,  owner. 
SUBJECT— Application  June  30,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED  —  913-957  East  108th  Street, 
north  side,  89.51  feet  east  of  Flatlands  Avenue,  Block 
8235,  Lot  342,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Peter  Gray. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  ~ 

Negative :  . . . . — - - - — — . .  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  ^Fire  Commis¬ 
sioner,  dated  June  3,  1964  on  Order  No.  2672-4,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapter  26- 
1372  ob. 

Chapter  19-161.0a  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  3,  1964,  acting  on  Order  No.  2672-4, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received,  June  30,  1964,”  five  sheets;  on  the  fur¬ 
ther  condition  that  a  non-automatic  sprinkler  system  with 
an  automatic  fire  alarm  with  central  office  connection  be 
installed  in  the  cellar  of  the  building  only. 


907-64- A 

APPLICANT — Henry  Wolinsky  for  Harry  Wohl,  owner; 

Queens  Village  Food  Center  Incorporated,  lessee. 
SUBJECT — Application  September  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 113-35  Springfield  Boulevard, 
southeast  corner  of  Murdock  Avenue,  Block  11232,  Lot 
6,  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Henry  Wolinsky. 

For  Administration:  Lieut.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  - -  5 

Negative :  . . ^ 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  25,  1963  and  September  2,  1964  on  Order 
No.  3381-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapter  26- 
1372.3b. 

Ch.  19-161.0a  Adm.  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  25,  1963  and  September  2,  1964,  act¬ 
ing  on  Order  No.  3381-3,  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  conforms  with  drawings  filed 
with  this  application  marked  “Received,  July  20,  1965, 
three  sheets ;  on  the  further  condition  that  a  non-automatic 
sprinkler  system  with  an  automatic  fire  alarm  with  cen¬ 
tral  office  connection  be  installed  in  the  cellar  of  the  su¬ 
permarket  only. 


942-64-A 


APPLICANT— Burke  and  Groh  for  Atlas  Screw  and  Spe¬ 
cialty  Corporation;  Salem  Manufacturing  Company, 

lessee. 

SUBJECT— Application  August  5,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Change  of 
use  and  egress. 

PREMISES  AFFECTED— 448  Broome  Street,  north  side, 
50  feet  east  of  Mercer  Street,  Block  484,  Lot  31,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Ehrlich. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - -  5 

Negative:  - - - - - - - -  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  9,  1964  on  Alt.  Applic.  1153-62,  reads: 

“C-2  Proposed  change  of  use  and  egress  thereof  on  Mez¬ 
zanine  and  second  floor  to  machine  shop  from  of¬ 
fices  on  Mezzanine  and  from  storage  and  packing 
on  2nd  floor  is  not  in  conformance  with  BS&A  Cal. 

No.  371-43-A  and  642-50-A.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  9,  1964  acting  on  Alt.  Appli¬ 
cation  1153-62  Objection  No.  C-2  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received,  August  5,  1964,”  six 
sheets,  and  “July  24,  1965,”  three  sheets;  on  further  condi¬ 
tion  that  the  stairway  of  the  south  end  of  the  machine  shop 
shall  be  enclosed  with  fire  retarding  partitions  with  fire- 
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proof  self  closing  doors  from  the  first  floor  through  the 
second  story. 


1039-64-A 

APPLICANT — John  F.  Fitzsimons  for  Mitchell  and  Mar¬ 
cia  Kurk,  owners. 

SUBJECT — Application  October  20,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  conversion 
of  one  family  house  to  commercial  use. 

PREMISES  AFFECTED — 342  Beach  54th  Street,  east 
side,  404.06  feet  south  of  Beach  Channel  Drive,  Block 
15890,  Lot  41,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons  and  Mitchell  Kurk. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ 5 

Negative:  _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  2,  1964  on  Alt.  Applic.  1547-64,  reads: 

i  “1.  Conversion  of  a  one  family  frame  bldg,  to  a  com¬ 
mercial  use,  doctors  office,  is  contrary  to  Section 
C26-248.0  of  the  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  decision  of  the  Borough  Superintendent, 
dated  October  2,  1964,  acting  on  Alt.  Applic.  1547-64,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  October  20,  1964,”  3  sheets;  and  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


50-65-A 


APPLICANT — Samuel  Rosenblum  for  Hadman  Realty 
Corporation  and  36  Equities  Incorporated,  owners. 

SUBJECT— Application  January  13,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  elevator  in  read¬ 
iness. 

PREMISES  AFFECTED  -  142-146  West  36th  Street, 
south  side,  225  feet  east  of  7th  Avenue,  Block  811,  Lot  56, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration :  Lieut.  J.  P.  Manfredi,  Fire  Dept. 

AC1ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

Negative :  _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  18,  1964,  reads: 

“The  request  in  your  letter  of  November  30,  1964  is  de¬ 
nied. 


(Letter  dated  11-30-64,  reads:) 

“It  is  proposed  to  install  the  services  of  Quick  Response 
Service  in  accordance  with  the  provisions  of  Gen.  Res. 
630-56-GR.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  December  18,  1964,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
peal  marked  “Received  January  13,  1965”,  one  sheet;  on 
further  condition  that  Quick  Response  Service  shall  be  fur¬ 
nished  to  the  building  in  full  accordance  with  the  require¬ 
ments  in  the  General  Resolution  adopted  by  the  Board 
under  Calendar  Number  630-56-GR ;  and  that  this  grant 
shall  be  for  a  term  of  ten  years. 


51-65-A 


APPLICANT — Samuel  Rosenblum  for  576  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  13,  1965— Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  elevator  in  readi¬ 
ness. 


PREMISES  AFFECTED — 576-582  8th  Avenue,  east  side, 
39.10  feet  north  of  West  38th  Street,  Block  788,  Lot  4, 
Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Samuel  Rosenblum. 


For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman 
Commissioner  Fox, 

missioner  Klein  _ _ 

Negative :  . . 


Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Com- 

- - - - -  5 

- - 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  21,  1964  and  December  17,  1964  on  Violation 
Order  No.  425030,  reads : 

1.  Provide  at  least  one  elevator  to  be  left  in  readiness 
for  immediateuse  by  the  Fire  Dept,  during  all  hours 
of  day  and  night.  Including  Sundays  and  holidays 
and  there  shall  be  in  attendance  at  all  times,  a  man 
competent  to  operate  the  elevator. 

Ch.  19.164.0  Administrative  Code.” 
and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  _  September  21,  1964  and  December  17,  1964,  acting 
on  Viol.  Order  No.  425030,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  marked  “Received  January 
13,  1965”,  one  sheet;  on  further  condition  that  Quick  Re¬ 
sponse  Service  shall  be  furnished  to  this  building  in  full 
accordance  with  the  requirements  in  the  General  Resolu¬ 
tion  adopted  by  the  Board  under  Calendar  Number  630-56- 
GR;  and  that  this  grant  shall  be  for  a  term  of  ten  years. 


133-65-A 

APPLICANT — Samuel  Rosenblum  for  Brause  Realty  In- 
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corporated,  owner. 

SUBJECT— Application  February  4,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  operator 
in  readiness. 

PREMISES  AFFECTED  —  141-145  West  36th  Street, 
north  side,  218  feet,  10%  inches  west  of  Broadway,  Block 
812,  Lot  16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative:  - - - - -  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  14,  1965,  reads: 

“The  request  in  your  letter  of  December  23,  1964,  is  de¬ 
nied.” 

(Letter  dated  12-23-64  reads : 

“It  is  proposed  to  install  the  services  of  Quick  Response 
Service  in  accordance  with  the  provisions  of  Gen.  Res. 
630-56-GR.)” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  14,  1965,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
peal  marked  “Received  February  4,  1965”,  2  sheets;  on 
further  condition  that  Quick  Response  Service  shall  be  fur¬ 
nished  to  the  building  in  accordance  with  all  of  the  require¬ 
ments  of  the  General  Resolution  adopted  by  the  Board 
under  Calendar  Number  630-56-GR ;  and  that  this  grant 
shall  be  for  a  term  of  ten  years. 


690-65-A 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Regina  S.  Kearns,  owner;  Barney’s  Clothes,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  June  15,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  change  in  use — commercial. 

PREMISES  AFFECTED— 113-115  Seventh  Avenue,  156- 
160  West  17th  Street,  southeast  corner,  Block  792,  Lot 
70,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant.  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  5 

Negative:  _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  10,  1965  on  Alt.  Applic.  1019-65,  reads: 

“C-l  Proposed  change  from  a  5  story  non-fireproof  class 
III  residence  building  to  a  5  story  non-fireproof 


class  III  commercial  building  is  contrary  to  C26- 
254.0  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  10,  1965,  acting  on  Alt.  Applica¬ 
tion  1019-65,  Objection  No.  C-l,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received,  June  15,  1965,  eleven 
sheets,  “October  8,  1965,”  one  sheet;  on  further  condition 
that  an  automatic  sprinkler  system  be  installed  throughout 
the  building. 


823-65-A 

APPLICANT— W  .A.  Dixon  for  Texaco  Incorporated, 


owner. 

SUBJECT— Application  July  23,  1965  —  Appeal  from  de¬ 
cisions  of  the  Fire  Commissioner  re  use  of  gasoline  stor¬ 
age  tank  in  excess  of  550  gallons  and  fuel  oil  storage 
tank  in  excess  of  that  permitted  by  Oil  Burner  Rules. 
PREMISES  AFFECTED— 1  North  12th  Street,  north 
side  of  Kent  Avenue,  entire  block  extending  to  the  East 
River  and  Bushwick  Inlet,  Block  2277,  Lot  1,  Borough- 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  W.  A.  Dixon  and 
George  Dawson,  Jr. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - -  5 

Negative :  . . . . ® 


THE  RESOLUTION— 
Whereas,  the  decisions  of 
June  30,  1965  and  July  20, 


the  Fire  Commissioner,  dated 
1965  on  Folder  No.  W800329, 


reads : 

“Your  request  for  use  of  a  1,200,000  gallon  fuel  oil 
tank,  (constructed  to  A.P.I.  specifications  650)  to  sup¬ 
ply  oil  burners  was  disapproved  by  the  Fire  Depart¬ 
ment  as  being  contrary  to  Oil  Burner  Rules  5.2.2; 
6.4.1;  6.4.2;  7.4  and  10.3.2.1. 

Your  request  to  fuel  your  trucks  from  a  500,000  gal¬ 
lon  gasoline  tank  was  disapproved  by  the  Fire  Depart¬ 
ment  as  being  contrary  to  C19-69.0-a,  Cl 9-73.0,  and 
09-11.0  Administrative  Code  which  limits  gasoline 
tanks  for  oil  selling  stations  and  private  filling  stations 
to  550  gallon  concrete  encased  buried  tank.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  Fire  Commis¬ 
sioner,  dated  June  30,  1965  and  July  20,  1965,  acting  on 
Folder  No.  W800329  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
installation  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  “July  23,  1965,”  eight  sheets,  and  “October  15, 
1965,”  one  sheet;  that  the  installation  comply  with  all  of 
the  bulk  storage  regulations  of  the  Fire  Department;  that 
a  protecting  fence  be  erected  in  accordance  with  drawing 
BUA  38,  except  that  the  corner  of  this  fence  will  be  rein¬ 
forced  by  two  additional  posts. 
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315-62-A 

APPLICANT — Joseph  B.  Hirshfield  for  215  Fulton  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  April  5,  1962  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 215  Fulton  Street,  south  side, 
1105  feet,  7  inches  each  of  Greenwich  Street,  Block  85, 
Lot  50,  Borough  of  Manhattan'. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Hirsshfield. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.  for  decision;  hearing  closed. 


991-63-A 

APPLICANT — D’Agostino  Bros.,  Incorporated,  for  Loren 
Associates,  owner;  Steven  Properties,  Incorporated, 
lessee. 

SUBJECT— Application  December  6,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  rc- 
sprinkler  system. 

PREMISES  AFFECTED  -  301-305  East  72nd  Street, 
1392-1396  Second  Avenue,  northeast  corner,  Block  1447’ 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  J.  Sole  and  Richard  Guida. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BBOARD — Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


492-64-A 

APPLICANT  Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-Foot  of  21st  Street,  950  feet 
west  of  3rd  Avenue,  Piers  B  and  C,  East  River,  Block 
635,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Chin. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


493-64-A 

•APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT  Application  May  7,  1964  —  Appeal  from  an 
order  and  a  decision  o  fthe  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED-Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Chin. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965,  at 
2  P.M.  for  inspection  and  decision ;  hearing  closed. 


722-64-A 

APPLICANT — Lawrence  H.  King  for  Pelt  By-Products, 
lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  Dis¬ 
continue  storage. 

PREMISES  AFFECTED  —  114-120  West  26th  Street, 
south  side,  117  feet,  5-4/7  inches  west  of  Avenue  of  the 
Americas,  Block  801,  Lot  51,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Lawrence  H.  King. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1965 
at  2  P.M.  pending  liquidation;  hearing  closed. 


888-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT — Application  August  27,  1964  —  Appeal  from 
an  ordrer  of  the  Fire  Commissioner,  re  sprinkler  system. 

PREMISES  AFFECTED — 399-401  First  Avenue,  (Front 
Building)  west  side,  74.0%  feet  north  of  East  23rd  Street, 
Block  929,  Lots  32  and  33,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  The  applicant  is  to  be  notified  to  be  present 
for  hearing. 


889-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT — Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 
PREMISES  AFFECTED’  —  399  First  Avenue,  (Rear 
Building)  west  side,  74.10/4  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  9,  1965,  at 
2  P.M.  The  applicant  is  to  be  notified  to  be  present  for 
hearing. 


890-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT — Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 
PREMISES  AFFECTED  —  401  First  Avenue,  (Rear 
Building)  west  side,  74.03/4  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BO  ARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  The  applicant  is  to  be  notified  to  be  present 
for  hearing. 
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634-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED— 12  .Scranton  Street,  south  side, 

89.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot  56, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


635-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  Incor¬ 
porated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED— 15  Scranton  Street,  north  side, 
106.72  feet  east  of  Fingerboard  Road,  Block  3188,  Lot 
18,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


636-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  Incor¬ 
porated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 18  Scranton  Street,  south  side, 

149.58  feet  east  of  Fingerboardr  Road,  Block  3189,  Lot 
53,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Laid  over  to  November  3,  1965,  at 
2  P.M.  for  inspection  and  decision. 


637-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  Incor¬ 
porated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 22  Scranton  Street,  south  side, 

249.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot 
55,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


638-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 


SUBJECT— Application  June  3,  1965— Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 25  Scranton  Street,  north  side, 
216.47  feet  east  of  Fingerboard  Road,  Block  3188,  Lot  16, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


639-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  Incor¬ 
porated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 28  Scranton  Street,  south  side, 

289.58  feet  east  of  Fingerboardr  Road,  Block  3189,  Lot 
57,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


640-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 29  Scranton  Street,  north  side, 
256.47  feet  east  of  Fingerboard  Road,  Block  3188,  Lot  12, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


641-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 32  Scranton  Street,  south  side, 
277.75  feet  west  of  Providence  Street,  Block  3189,  Lot  59, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


642-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36  of  the  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 33  Scranton  Street,  north  side, 
221.37  feet  west  of  Providence  Street,  Block  3188,  Lot 
10,  Grasmere,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


643-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT  Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

AFFECTED — 36  Scranton  Street,  south  side, 
222.7o  feet  west  of  Providence  Street,  Block  3189,  Lot 
61,  Grasmere,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


644-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 37  Scranton  Street,  north  side, 
181.37  feet  west  of  Providence  Street,  Block  3188,  Lot  8, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


645-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT  Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 43  Scranton  Street,  north  side, 
85  feet  west  of  Providence  Street,  Block  3188,  Lot  4, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


646-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT  Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

AFFECTED— 44  Scranton  Street,  south  side, 
162.75  feet  west  of  Providence  Street,  Block  3189,  Lot  65, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


647-65- A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED-55  Scranton  Street,  northwest 
corner  of  Providence  Street,  Block  3188,  Lot  1,  Gras¬ 
mere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Laid  over  to  November  3,  1965, 
at  2  P.M.  for  inspection  and  decision. 


872-65-A 

APPLICANT  —  Harry  Halbreich  for  Arnold  E.  Lynn, 
owner. 

SUBJECT— Application  August  13,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re  proposed 
air  sports  structure  made  of  nylon  fabric.” 

PREMISES  AFFECTED — 174-31  125th  Avenue,  north¬ 
east  corner  of  Merrill  Street,  Block  12516,  Lot  106, 
Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Bertram  Julien,  Harry  Halbreich  and 
Arnold  E.  Lynn. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


235-64-SM 

APPLICANT — Bohem  Manufacturing  Company,  owner 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ _ _  4 

Negative:  Vice  Chairman  Kleinert  _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
235-64-SM— Bohem  Manufacturing  Company,  Bryn  Mawr, 
Pennsylvania,  filed  for  approval  of  the  material  known  as 
n 16  Type  A,,  under  the  provisions  of 

C26-191.0  and  C26-670.0,  Administrative  Building  Code. 

PROPOSED  USE:  Plastic  skylight  or  dome. 

DESCRIPTION :  The  dome  consists  of  a  one-piece  plastic 
dome  and  an  extruded  aluminum  frame. 

The  plastic  is  known  as  Plexiglas  which  is  an  acrylic 
resin  sheet  and  is  rated  as  slow  burning.  This  material  was 
approved  by  the  Board  under  Cal.  No.  444-60-SM. 

a  ™  ?Urfc5  .fl^ame  is  manufactured  of  6063-T5  aluminum 
0.U80  in  thickness  and  a  retaining  frame  0.062". 

An  integral  condensation  gutter  and  gasket  with  weep 
holes  are  provided. 

.  The  domes  are  either  square  or  rectangular  and  the 
S1Z(LSoi/ange  from  17V2 "  x  YJVi"  with  a  dome  rise  of  5" 
f°j  a  ^ome  Use  of  20"  in  the  square  type, 

and  1 7Vi  x  25%  with  a  dome  rise  of  5"  to  60% "  x  92% " 
with  a  dome  rise  of  18"  for  the  rectangular  type.  The  thick¬ 
ness  ranges  from  Vs  to  5/16"  depending  on  rise  and  span. 
INSPECTION  AND  TEST :  A  sample  of  the  dome  was 
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examined  by  the  Committee  on  Test.  It .  was  noted  that 
the  plastic  dome  is  of  slow-burning  material  and  therefore 
cannot  be  considered  to  be  an  incombustible  material.  Re¬ 
ports  of  load  tests  are  on  file  with  the  application. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Cosmodome 
Skylights,  Type  A  for  voluntary  use  in  New  York  City 
under  the  following  conditions :  That  the  dome  shall  not 
be  used  where  a  skylight  is  required,  as  the  glazing  does  not 
conform  to  the  requirements  of  C26-676.0,  Administrative 
Building  Code.  The  dome  may  only  be  used  in  those  loca¬ 
tions  as  permitted  under  C26-670.0,  Administrative  Build¬ 
ing  Code,  namely,  structures  less  than  40'-0"  in  height 
located  outside  of  the  fire  limits.  Plans  showing  the  pro¬ 
posed  use  of  this  dome  shall  be  submitted  to  the  Depart¬ 
ment  of  Buildings  so  that  side  thrust,  if  any,  may  be  con¬ 
sidered,  and  further  that  each  dome  bear  a  label,  perman¬ 
ently,  permanently  affixed,  reading :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  235-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


Adjourned:  3:45  P.M. 


James  P.  Mulroy,  Secretary 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  5,  1965,  as  they 
appeared  in  Bulletin  41,  Vol.  50,  are  hereby  corrected  to 
read  as  follows : 


575-62- A — Vol.  II 


APPLICANT— Robert  Parvin,  owner. 

SUBJECT— Application  reopened  May  25,  1965  as  Vol¬ 
ume  II — Appeal  from  an  order  of  the  Eire  Commission¬ 
er,  re  Sprinkler  system. 

PREMISES  AFFECTED— 5005-5007  5th  Avenue,  east 
side,  50  feet,  2  inches,  south  of  50th  Street,  Block  7 92, 
Lot  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Albert  M.  Aronowitz  and  Robert  Parvin. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 
Affirmative :  Chairman 
Commissioner  Fox, 
missioner  Klein  .... . 

Negative:  - 


Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Com- 


0 


THE  RESOLUTION— 

Whereas,  the  order  of  the  Fire  Commissioner,  dated 
February  14,  1962  and  April  8,  1965  on  Order  No.  866-2, 
reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
in  cellar,  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Chapt.  26-1372.3b. 

C19-161.0a  Adm.  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  14,  1962  and  April  8,  1965, 
acting  on  Order  No.  866-2  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  conforms  to  drawings  filed 
with  this  application  marked  “Received,  May  5,  1965,”  two 
sheets ;  on  the  further  condition  that  the  gas  meters  be 
moved  to  a  location  approved  by  the  Fire  Department. 


*  Correction— The  Calendar  Number  is  corrected  to  read 
as  shown  above  in  italics  575-62-A — Vol.  II. 


NOTICE 


Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 — Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 


2 — Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8”  x  10”  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3 — Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

A — A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  mail.  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appera. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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brought  by  certain  statutory  tenants  individually  and  in  a 
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multiple  dwelling  to  replace  the  existing  premises . 

Petitioners  lack  standing  to  sue  either  in  representative  or 
individual  capacities,  and  accordingly  the  petition  must  be 
dismissed - Accordingly,  petitioners’  application  is  de¬ 

nied,  the  intervenor-respondent’s  cross-motion  is  granted  and 
the  petition  is  dismissed.” 

(N.Y.  Law  Journal,  May  24,  1965,  page  16) 
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J.  P. ;  Valente,  Stevens,  Steuer  and  Witmer,  JJ.  in  Proceeding 
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intervenor-respondent  respondent.  No  opinion.  Order  filed.” 

(N.Y.  Law  Journal,  October  15;  1965, 'page  16). 
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DOCKET 

New  Cases  Filed  up  to  October  26,  1965 

Cal.  No.  Dept.  Premises  Affected 

1072-65-A — B.Bx. — 5625  Independence  Avenue,  west  side, 
740.70  feet  north  of  254th  Street,  Block  5937,  Lot  75, 
Borough  of  The  Bronx,  N.B.  983-65  re  unimproved 
street,  having  no  sewer,  Section  36,  General  City  Law. 


1073-65-A — F.D. — 61  4th  Avenue,  east  side,  50  feet  north 
of  East  9th  Street,  Block  555,  Lot  12,  Borough  of  Man¬ 
hattan,  F.D.  Order  2931-5  re-  Sprinkler  System. 


1074-65-BZ— B.B.— 2266-2270  McDonald  Avenue,  west 
side,  25  feet  north  of  Avenue  U  and  279-281  Lake  Street, 
Block  7103,  Lot  38,  Borough  of  Brooklyn,  N.B.  1214-64 
re  Packaging,  storage  sales  of  detergents,  Sections  22-10, 
32-10,  11-111  and  36-683  Zoning  Resolution. 


1075-65-BZ — B.Q. — 56-38  Fresh  Meadow  Lane,  northeast 
corner  of  Booth  Memorial  Avenue,  Block  5596,  Lot  1, 
Flushing,  Borough  of  Queens,  Alt.  No.  777-65,  re  Office, 
monument  display,  sales,  Sections  23-464,  23-45,  52-22, 
52-40,  Zoning  Resolution. 


1076-65-BZ— B.Q.— 207-04  Linden  Boulevard,  southwest 
corner  of  Nashville  Boulevard,  Block  12636,  Lot  10, 
Bellerose,  Borough  of  Queens,  N.B.  1013-65  re  Auto¬ 
matic  Car  Wash,  Sections  22-00  and  32-00  Zoning  Reso¬ 
lution. 


1077-65-SM — The  H.  B.  Ives  Company,  One  Way  Door 
Viewer,  manufactured  by  The  H.  B.  Ivies  Company, 
Material. 


1078-65-SM — Arcos  Corporation,  Vertomax,  Vertical  fu¬ 
sion  welding  of  steel  using  flux  cord  wire  and  C02 
Shielding  gas,  manufactured  by  Arcos  Corporation. 


1079-65-A — B.B. — 1455  48th  Street,  north  side,  220  feet 
west  of  13th  Avenue,  Block  5628,  Lot  52,  Borough  of 
Brooklyn,  Alt.  No.  2000-65  re  Proposed  Synagogue,  Sec¬ 
tion  4.2.1.  Administrative  Code. 


1080-65-BZ — B.R. — 879  Forest  Avenue,  northeast  corner 
of  Elizabeth  Street,  Block  220,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond,  Alt.  No.  261-65  re  Enlarge¬ 
ment  and  structural  alteration  of  non-conforming  use, 
Sections  52-22,  52-41  Zoning  Resolution. 


1081-65-A — B.R. — 149  Fairbanks  Avenue,  north  side, 
103.30  feet  east  of  Currie  Avenue,  Block  4708,  Lot  14, 
Borough  of  Richmond,  (Oakwood)  N.B.  499-63  re 
Building  not  facing  legal  street,  Section  36,  General 
City  Law. 


1082-65-A — B.R. — 151  Fairbanks  Avenue,  north  ,side 
148.80  feet  east  of  Currie  Avenue,  Block  4708,  Lot  13, 
Oakwood,  Borough  of  Richmond,  N.B.  500-63  re  Build¬ 
ing  not  facing  legal  street,  Section  36,  General  City  Law. 


1083-65-A — B.R. — 155  Fairbanks  Avenue,  north  side,  165 
feet  west  of  Platt  Street,  Block  4708,  Lot  9,  Oakwood, 
Borough  of  Richmond,  N.B.  501-63  re  Building  not  fac¬ 
ing  legal  street. 


1084-65-A — F.D. — 867  Madison  Avenue,  Southeast  cor¬ 
ner  of  East  72nd  Street,  Block  1386,  Lot  52,  Borough  of 
Manhattan,  F.D.  Order  3915-5  re  Sprinkler  System. 


1085-65-SM — Stonhard  Company,  Division  of  Colonial 
Industries,  Stonhard  #35,  for  use  as  %  inch  floor  top¬ 
ping  over  worn  concrete  and  wpod.  surfaces,  manufac¬ 
tured  by  Stonhard  Company,  Division  of  Colonial  In¬ 
dustries,  Material. 


1086-65-BZ — B.B. — 500  19th  Street,  south  side,  from 
Prospect  Park  West  to  10th  Avenue,  Block  889,  Lot  1, 
Borough  of  Brooklyn,  Alt.  No.  1650-65  re  Pr°P°sed .c°"“ 
struction  of  a  television  tower,  Sections  23-631  and  44- 
521  Zoning  Resolution. 


1087-65-BZ— B.Bx.— 23-5  Woodhull  Avenue,  northwest 
corner  of  Astor  Avenue,  Block  4o93,  Lot  40,  Borough 
of  the  Bronx,  Alt.  No.  725-62  re  One  Family  Residence, 
Sections  23-44  and  23-461  Zoning  Resolution. 


1088-65-BZ— B.Bx.— 1050  Morris  Park  Avenue,  south¬ 
east  corner  of  Hone  Avenue,  Block  4104,  Lot  1,  Bor¬ 
ough  of  The  Bronx,  N.B.  757-65  re  Funeral  Establish¬ 
ment,  Sections  11-111  and  32-00  Zoning  Resolution. 


1089-65-SM — Watson  Manufacturing  Company,  Incor¬ 
porated,  WAT  CO  l-%  hour  test  Hollow,  Metal  Door, 
Manufactured  by  Watson  Manufacturing  Company,  In¬ 
corporated,  Material. 


1090-65-A — F.D. — 253  West  86th  Street,  west  side  25 
feet  north  of  Broadway  2365  Broadway  and  252  West 
87th  Street,  Block  1234,  Lot  55,  Borough  of  Manhattan, 
F.D.  Order  3351-5  re  Sprinkler  System. 


1091-65-BZ — B.B. — 2483  West  16th  Street,  southeast  cor¬ 
ner  of  Bay  50th  Street,  Block  6919,  Lot  1,  Borough  of 
Brooklyn,  Alt.  No.  743-65  re  Class  A  Multiple  Dwelling, 
Sections  54-31  and  23-223  Zoning  Resolution. 


1092-65-BZ — B.B. — 2475  West  16th  Street,  south  east 
corner  of  Bay  50th  Street,  Block  6919,  Lot  1,  Borough 
of  Brooklyn,  Alt.  No.  744-65  re  Class  A  Multiple  Dwell¬ 
ing,  Sections  54-31  and  23-223  Zoning  Resolution. 


1093-65-BZ— B.B.— 2161-2163  East  69th  Street,  east  side, 
160  feet  north  of  Avenue  V,  Borough  of  Brooklyn,  Alt. 
No.  262-65  re  Stable,  non-storage  garage,  Sections  52-41 
54-31  and  52-22  Zoning  Resolution. 


1094-65-A — B.Bx. — 2448  Fish  Avenue,  east  side,  70  feet 
south  of  Mace  Avenue,  Block  4471,  Lot  32,  Borough  of 
The  Bronx,  Alt.  No.  579-65  re  Portion  of  building  for 
living  purposes,  Section  C26-261.0b  Zoning  Resolution. 


APPLICATIONS  FOR  EXTENSION  OF  TIME  TO 
PERMIT  THE  COMPLETION  OF  CONSTRUCTION. 

( Filed  Pursuant  to  Sections  11-322  and  11-324) 

260-BZX— B.Q.— 112-10  101st  Avenue,  Block  9430,  Lot 
Lot  9,  Alt.  2692-60,  Permit  No.  1697-60. 
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Restored  to  Docket 

S29-52-BZ — Vol.  II — B.Q. — 77-03  to  77-21  Roosevelt 
Avenue  and  37-62  to  37-78  78th  Street,  northwest  corner, 
Block  1288,  Lot  39,  Jackson  Heights,  Borough  of  Queens, 
Alt.  39-65,  re-  proposed  addition  of  the  use  of  accessory 
sales  of  used  automobiles  to  the  existing  legal  uses  of  a 
gasoline  service  station,  lubritorium,  auto  wash  (non¬ 
automatic)  office  sales  of  accessories,  minor  repairs  with 
hand  tools  only,  parking  and  storage  of  motor  vehicles, 
business  use  district. 


RULES 

Arc  and  Gas  Welding  Oxygen 

Cutting  . _  Nov.  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15,  1955— Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . .  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)„  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ....  Dec.  15,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  .  Dec.  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  . Mar.  11,  1952— Vol.  37,  No.  11 A 

Factory  Exit  Rules  . Feb.  22,  1955 

Fire  Alarm  Rules  (Interior) _ _  May  1963 

Fire  Drill  Rules  . . Dec.  31,  1964— Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Feb.  4,  1965— Vol.  50,  No.  5 

Hatchways  Protection  . June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . .  April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  _  Mar.  25,  1952— Vol.  37,  No.  13A 

Oil  Burner  Rules  . June  1,  1962 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . Mar.  20,  1960 

Procedure,  Rules  of  . Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  ...._  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc .  May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  . June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946— Vol.  31,  No.  36 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q.— Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department. 


NOVEMBER  9,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  November  9,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

327-63-BZ 

APPLICANT — Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  Incorporated,  owner. 


SUBJECT — Application  April  16,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  11-412 
and  72-01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place, 
south  side,  333  feet  8  inches  east  of  Classon  Avenue, 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 


693-65-BZ 

APPLICANT — Edward  Pincus  and  Ervin  Palmer  for 
Presburn  Company,  owner;  1st  fl.:  Colonial  Tap 
Room  Incorporated,  lessee. 

SUBJECT — Application  June  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  72-01  (b)  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Cl-5  district,  in  an 
existing  four  story  building,  the  extension  of  the  use 
of  the  first  floor  eating  and  drinking  establishment 
to  include  cabaret. 

PREMISES  AFFECTED — 117  MacDougal  Street,  west 
side,  25  feet  north  of  Minetta  Lane,  Block  543,  Lot  22, 
Borough  of  Manhattan. 


483-65-A 

APPLICANT — Ervin  Palmer  for  Presburn  Company, 
owner. 

SUBJECT — Application  April  29,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  172  of  the  Multiple  Dwelling  Law  re¬ 
minimum  dimensions  of  yards. 

PREMISES  AFFECTED — 117  MacDougal  Street,  west 
side,  25  feet  north  of  Minetta  Lane,  Block  543,  Lot  22, 
Borough  of  Manhattan. 


817-65-BZ 

APPLICANT — Albert  Melniker  for  Macaluso  Homes, 
Incorporated,  owner. 

SUBJECT — Application  July  21,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Rl-2  district, 
the  erection  of  a  one  family  dwelling  that  encroaches 
on  the  required  side  yards. 

PREMISES  AFFECTED — 3  Alderwood  Place,  north¬ 
west  corner  of  Greenport  Street,  Block  856,  Lot  37, 
Dongan  Hills,  Borough  of  Richmond. 


818-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Mary  H. 
Meyer,  owner. 

SUBJECT — Application  July  21,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21 
and  73-44  of  the  Zoning  Resolution  and  Section  666  of 
the  New  York  City  Charter,  to  permit  in  a  C4-2 
district,  the  erection  of  a  five  story  bank  and  office 
building  with  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED — 358  St.  Marks  Place,  west 
side,  343.59  feet  south  of  Fort  Place,  Block  16,  Lot 
50,  St.  George,  Borough  of  Richmond. 


828-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Deermont 
Manor,  Incorporated,  owner. 
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SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  change 
in  occupancy  of  a  one  family  dwelling  to  a  two  family 
dwelling  that  will  exceed  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking. 

PREMISES  AFFECTED— 137  Bay  8th  Street,  east 
side,  249  feet  6  inches  north  of  Bath  Avenue,  Block 
6393,  Lot  19,  Borough  of  Brooklyn. 


829-65-BZ 

APPLICANT— Arnold  W.  Lederer  for  Samuel  Berger, 
owner. 

SUBJECT— Application  July  19,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  at  an 
existing  drive-in  refreshment  stand,  the  additional  use 
of  automobile  sales  and  display. 

PREMISES  AFFECTED— 2240-2254  Flatbush  Avenue, 
south  side,  180  feet  west  of  Fillmore  Avenue,  Block 
8486,  Lot  61,  Borough  of  Brooklyn. 


830-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  knitting 
mill. 

PREMISES  AFFECTED— 877  Wyckoff  Avenue,  north 
side,  81.36  feet  west  of  Hancock  Street,  Block  3548, 
Lot  6,  Long  Island  City,  Borough  of  Queens. 


831-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  knitting 
mill. 

PREMISES  AFFECTED— 879  Wyckoff  Avenue,  north 
side,  62.56  feet  west  of  Hancock  Street,  Block  3548, 
Lot  5,  Long  Island  City,  Borough  of  Queens. 


832-65-BZ 

APPLICANT — Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  knitting 
mill . 

PREMISES  AFFECTED— 881  Wyckoff  Avenue,  north 
side,  43.75  feet  west  of  Hancock  Street,  Block  3548, 
Lot  4,  Long  Island  City,  Borough  of  Queens. 


870-65-BZ 

APPLICANT— H.M.  Cole  for  Gaxiola  Incorporated, 

owner. 

SUBJECT— Application  August  12,  1965  —  decisjon  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution, _  to  permit  in  a  R8  district, 
for  a  term  of  ten  years,  in  an  existing  four  story  build- 
in g,  the  enlargement  in  area  of  the  basement  and  first 
floor  art  gallery  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 13  East  75th  Street  north 
side,  132  feet  west  of  Madison  Avenue,  Block  139U, 
Lot  111,  Borough  of  Manhattan. 


871-65-A 

APPLICANT— H.M.  Cole  for  Gaxiola  Incorporated, 
owner. 

SUBJECT— Application  August  12,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  egress. 

PREMISES  AFFECTED— 13  East  75th  Street,  north 
side,  132  feet  west  of  Madison  Avenue,  Block  1390, 
Lot  111,  Borough  of  Manhattan. 


944-65-BZ 

APPLICANT— Corwin,  Atkin  and  Associates  for  Leon¬ 
ard  Rosen  and  Albert  Smiles,  owners. 

SUBJECT— Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666.  of  the  New 
York  City  Charter,  to  permit  in  a  C2-2  district,  in  an 
existing  one  story  building  occupied  as  retail  stores, 
the  change  in  occupancy  of  two  stores  to  clothing 
and  manufacturer. 

PREMISES  AFFECTED— 3632-3640  White  Plains 
Road,  northeast  corner  of  East  214th  Street,  Block 
4662, ’Lot  30,  Borough  of  The  Bronx. 


977-65-BZ 

APPLICANT— A.  H.  Salkowitz  for  St.  George  Plaza 
Corporation,  owner. 

SUBJECT— Application  September  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-20, 
73-44,  73-49  &  73-482,  of  the  Zoning  Resolution,  to 
permit  in  a  C4-2  district,  the  erection  of  a  nine  story 
office  with  less  than  the  required  accessory  parking 
with  roof  parking  that  encroaches  on  the  required 
rear  yard  and  the  group  parking  facility  exceeds  the 
maximum  size. 

PREMISES  AFFECTED— 130  Stuyvesant  Place,  west 
side,  101.37  feet  north  of  Hyatt  Street,  Block  8,  Lot 
70,  St.  George,  Borough  of  Richmond. 


866-65-BZ 

APPLICANT— Solomon  Jochowitz  for  Jochowitz  Real¬ 
ties  Incorporated,  owner. 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
:he  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  change  in  use  of  an  existing  two  story  building 
from  public  bathhouse  to  clothing  manufacturing. 

PREMISES  AFFECTED— 139-141  Huron  Street,  north 
side,  250  feet  west  of  Manhattan  Avenue,  Block  2522, 
Lot  56,  Borough  of  Brooklyn. 

Continued  hearing. 
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805-65-BZ 

APPLICANT  Stanley  H.  Klein  for  Jos.  E.  McMahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT — Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 69-33  110th  Street,  east  side, 
50  feet  south  of  69th  Road,  Block  2230,  Lot  6,  Forest 
Hills,  Borough  of  Queens. 

Continued  hearing  and  decision. 


806-65-BZ 

APPLICANT — Stanley  H.  Klein  for  Jos  E.  McMahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT — Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  lot  area  and  lot  width. 

PREMISES  AFFECTED— 110-06  69th  Road,  south¬ 
east  corner  of  110th  Street,  Block  2230,  Lot  7,  Forest 
Hills,  Borough  of  Queens. 

Continued  hearing  and  decision. 


759-63-BZ — Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  and  Sec¬ 
tion  666  (7)  of  the  New  York  City  Charter,  to  permit 
in  a  C2-1  and  R3-2  district,  the  erection  of  a  six  story 
multiple  dwelling  that  encroaches  on  the  required 
front  yard,  rear  yard  and  rear  setback,  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  exceeds  the 
permitted  height  and  width  of  street  walls,  with  bal¬ 
conies  in  the  front  and  less  than  the  required  distance 
between  windows. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

Continued  hearing. 


760-63-A— Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner. 

SUBJECT — Application  reopened  May  18,  1965  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


233-41-BZ 

APPLICANT — George  McClelland,  Lessee,  for  St.  Pat¬ 
rick’s  Roman  Catholic  Church,  owner. 

SUBJECT — Application  reopened  October  13,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  11,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  un¬ 


der  Section  7h  of  the  Zoning  Resolution,  permitting 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 9419-9423  5th  Avenue,  east 
side,  102.8%  feet  north  of  95th  Street,  Block  6118, 
Lot  5,  Borough  of  Brooklyn. 


452-60-BZ 

APPLICANT — M.  Martin  Elkind  for  Mrs.  Laka  Duno- 
vitz,  owner. 

SUBJECT— Application  reopened  October  13,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  18,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec- 
tion  11-411  of  the  Amended  Zoning  Resolution,  per¬ 
mitting  in  a  R5  district,  the  storage  of  five  cars  on  a 
rental  basis  and  not  as  accessory  use  with  ingress 
and  egress  over  present  party  driveway. 

PREMISES  AFFECTED — 71-12  35th  Avenue,  south 
side,  100  feet  west  of  72nd  Street,  Block  1271,  Lot  6, 
Jackson  Heights,  Borough  of  Queens. 


615-60-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  James,  Dominick  and  Joseph  Garone,  owners. 

SUBJECT — Application  reopened  October  13,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expires  October  22,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  11-41  lof  the  Amended  Zoning  Resolution, 
permitting  in  a  plot  presently  located  in  an  R-4  Zoning 
District,  the  parking  and  storage  of  not  more  than 
150  motor  vehicles,  sales  and  display  of  new  and  used 
cars  and  frame  office. 

PREMISES  AFFECTED— 84-02  to  84-46  (8410  offi¬ 
cial)  South  Conduit  Avenue,  south  side,  from  84th 
Street  to  86th  Street,  84-01,  84-27  and  85-01  to  85-19 
149th  Avenue  and  137-4  lto  137-51  84th  Street,  137-44 
to  137-50  86th  Street,  Block  11390,  Lots  1,  11  and  25, 
Aqueduct,  Borough  of  Queens. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

543-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Rose  Erna 
Realty  Corporation,  owner. 

SUBJEC1 — Application  May  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the 
erection  of  a  one  story  factory  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 775  Tiffany  Street,  north¬ 
west  corner  of  Barry  Street,  Block  2737,  Lot  14,  Bor¬ 
ough  of  The  Bronx. 

Hearing  closed. 


709-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Timothy  Mc¬ 
Carthy,  owner. 

SUBJECT — Application  June  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
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the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R6  district,  the 
construction  and  maintenance  of  a  non-transient  park¬ 
ing  lot  for  the  pleasure  type  motor  vehicle. 

PREMISES  AFFECTED— 227  Union  Street,  north  side, 
199  feet  6  inches  east  of  Henry  Street,  Block  338,  Lot 
46,  Borough  of  Brooklyn. 

Hearing  closed. 


775-65-B  Z 

APPLICANT— Albert  Melniker  for  The  V.  C.  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  story  supermarket  with  accessory 
parking. 

PREMISES  AFFECTED— 2107  Richmond  Road,  north 
side,  350.04  feet  east  of  Todt  Hill  Road,  Block  899, 
Lot  18,  Grant  City,  Borough  of  Richmond. 

Hearing  closed. 


814-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Trans-Lux 
Corporation,  owner. 

SUBJECT— Application  July  20,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R7-1  district,  the  change 
in  occupancy  of  an  existing  building  from  theatre  and 
stores  to  warehouse  and  stores. 

PREMISES  AFFECTED— 1143-1151  Ogden  Avenue, 
west  side,  300.33  feet  north  of  West  166th  Street,  Block 
2526,  Lot  90,  Borough  of  The  Bronx. 

Hearing  closed. 


876-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Helen  Wein¬ 
stein,  owner. 

SUBJECT— Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district,  the 
change  in  occupancy  of  an  existing  one  story  building 
from  garage  to  a  textile  factory  and  storage  and 
without  the  required  loading  berth. 

PREMISES  AFFECTED— 653-659  Wilson  Avenue, 
northeast  corner  of  Moffat  Street,  Block  3442,  Lot  1, 
Borough  of  Brooklyn. 

Hearing  closed. 


877-65-A 

APPLICANT— Charles  M.  Spindler  for  Helen  Wein¬ 
stein,  owner. 

SUBJECT— Application  August  13,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction,  exceeds  tabular  limits  for  commercial 
use. 

PREMISES  AFFECTED— 653-659  Wilson  Avenue, 
northeast  corner  of  Moffat  Street,  Block  3442,  Lot  1, 
Borough  of  Brooklyn. 


921-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  Sackman-Gilliland  Corporation,  owner. 

SUBJECT— Application  August  26,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
and  72-21  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R6  dis¬ 
trict,  the  erection  of  a  two  story  and  basement  office 
building  with  accessory  parking  and  business  signs. 

PREMISES  AFFECTED— 260-266  68th  Street,  south 
side,  157  feet  8%  inches  west  of  Third  Avenue,  Block 
5862,  Lots  34,  128,  162,  Borough  of  Brooklyn. 

Hearing  closed. 


857-65-BZ 

APPLICANT — Albert  Melniker  for  First  National  City 
Bank,  owner. 

SUBJECT— Application  August  6,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  enlargement  of  an  accessory  parking 
facility  for  a  bank  presently  under  construction  extend¬ 
ing  into  the  R3-2  district. 

PREMISES  AFFECTED  — 1492  Hylan  Boulevard, 
southeast  corner  of  Benton  Avenue,  Block  3358,  Lot  10, 
Dongan  Hills,  Borough  of  Richmond. 

Hearing  closed. 


679-65-B  Z 

APPLICANT— Millard  Bresin  for  Howard  Otway, 
owner. 

SUBJECT— Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -5  district,  in  an 
existing  four  story  and  basement  building,  the  change 
in  use  of  the  basement  clubroom  to  theatre. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place, 
south  side,  50  feet  west  of  First  Avenue,  Block  449, 
Lot  28  and  29,  Borough  of  Manhattan. 

Hearing  closed. 


680-65-A 

APPLICANT— Millard  Bresin  for  Howard  Otway, 
owner. 

SUBJECT— Application  June  10,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class 
3  construction  —  change  of  use. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place, 
south  side,  50  feet  west  of  First  Avenue,  Block  449, 
Lot  28  and  29,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  9,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  9,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on 
the  following  matters: 

739-63-A 

APPLICANT— William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 


1241 


CALENDAR 


SUBJECT— Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 1465-1467  Broadway  and 
597-599  7th  Avenue,  southwest  corner,  and  158-162 
West  42nd  Street,  Block  5994,  Lot  58,  Borough  of 
Manhattan. 


888-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT — Application  August  27,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED — 399-401  First  Avenue  (Front 
Building)  west  side,  74.0%  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


889-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT— Application  August  27,  1964 — Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system 
PREMISES  AFFECTED— 399  First  Avenue,  (Rear 
'  Building)  west  side,  74.10/4  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


890-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT— Application  August  27,  1964 — Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 

AFFECTED — 401  First  Avenue,  (Rear 
Building  )west  side,  74.0%  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


872-65-A 

APPLICANT — Harry  Halbreich  for  Arnold  E.  Lynn 
owner. 

SUBJECT— Application  —  August  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re¬ 
proposed  “air  sports  structure  made  of  nylon  fabric." 

PREMISES  AFFECTED — 174-31  125th  Avenue,  north¬ 
east  corner  of  Merrill  Street,  Block  12516,  Lot  106, 
Springfield  Gardens,  Borough  of  Queens. 


724-65-A 

APPLICANT — Abraham  I.  Kirschenbaum  for  Peter 
fiorrest,  owner;  Take  Three  Enterprises,  Incorporated, 

SUBJECT  Application  June  22,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 149  Bleecker  Street,  north 
side  57.2  feet  east  of  Thompson  Street,  Block  537,  Lot 
oo,  Borough  of  Manhattan. 


629-64-A 

APPLICANT— Minnie  Dick  for  First  27  Howard  Real¬ 
ty  Corporation,  owner. 


SUBJECT  Application  June  9,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re- 
sprinkler  system. 

PREMISES  AFFECTED — 27  Howard  Street,  south 
side  187  feet  west  of  Lafayette  Street,  Block  209,  Lot 
11,  Borough  of  Manhattan. 


721-64-A 

APPLICANT — Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner;  Alexander’s  Department  Stores, 
Incorporated,  lessee. 

SUBJECT — Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2235  Webster  Avenue, 
southwest  corner  of  East  182nd  Street,  Block  3143, 
Lot  65,  Borough  of  The  Bronx. 


201-64-A 

APPLICANT — Joel  A.  Miele  for  Jane  G.  Miele  Asso¬ 
ciates  for  Jerome  Bed  Company,  Incorporated,  owner. 

SUBJECT — Application  February  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 288-290  Logan  Street,  west 
side,  204  feet  10%  inches  south  of  Atlantic  Avenue, 
Block  4153,  Lot  48,  Borough  of  Brooklyn. 


518-64-A 

APPLICANT— Irving  P.  Marks  for  Fulton  Strand  Cor¬ 
poration,  owner;  Strand  Bowling  Center  (Subsidiary 
Met  Sport  Centers,  Incorporated,)  lessee. 

SUBJECT  Application  May  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 647-649  Fulton  Street,  33- 
49  Rockwell  Place,  northeast  corner,  204-210  Ashland 
Place,  Block  2095,  Lot  1,  Borough  of  Brooklyn. 


627-64-A 

APPLICANT — Abraham  Grossman  for  Mid-Town  Pro¬ 
perties  Inc.,  owner. 

SUBJECT— Application  June  9,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 68  West  37th  Street,  south 
side,  70  feet  east  of  Avenue  of  the  Americas,  Block 
838,  Lot  86,  Borough  of  Manhattan. 


1128-64-A 

APPLICANT — Reavis  and  McGrath  for  Adda  Real  Es¬ 
tate  Corp.,  owner;  Bond’s  Clothing  Store,  lessee. 

SUBJECT — Application  November  12,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1530  Broadway,  southeast 
corner  of  West  45th  Street,  Block  997,  Lot  Part  of 
Lot  1,  Borough  of  Manhattan. 


492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 
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SUBJECT — Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street  9o0 
feet  west  of  3rd  Avenue,  Piers  B  and  C,  East  River, 
Block  635,  Lot  13,  Borough  of  Brooklyn. 


493-64-A 

APPLICANT— Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT — Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 


183-61-A — Vol.  II 

APPLICANT— Abraham  Grossman,  for  Realty  Control 
Corporation,  owner. 

SUBJECT— Application  reopened  September  21  1965- 
re  Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner  re  sprinkler  system  and  a  decision  of 
the  Borough  Superintendent  re  egress. 

PREMISES  AFFECTED— 309-315  West  123rd  Street 
and  258-264  St.  Nicholas  Avenue,  northeast  corner, 
Block  1950,  Lot  24,  Borough  of  Manhattan. 


989-64-A 

APPLICANT— David  Balzam  for  Arlington  Holding 
Company,  owner;  Royal  Gunhill  Corporation,  lessee. 

SUBJECT — Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1240  East  Gunhill  Road, 
southeast  corner  of  Throop  Avenue,  Block  4618,  Lots 


993-64-A 

APPLICANT— Schuman  and  Lichtenstein  for  Brooklyn 
Hebrew  Home  and  Hospital  for  the  Aged,  owner. 

SUBJECT— Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system,  and  fireproof  swinging  doors. 

PREMISES  AFFECTED  — 2811-2827  Riegelmann 
Boardwalk  and  3023-3047  West  29th  Street,  northeast 
corner,  Block  7068,  Lot  30,  33,  Borough  of  Brooklyn. 


1008-64-A 

APPLICANT— Bernard  William  Krohn  for  Maco  Real¬ 
ty  Corporation,  owner;  Scheck  Bros.,  lessee. 

SUBJECT— Application  October  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 886-904  Dahill  Road ,1-5 
Avenue  I,  northwest  corner,  Block  5457,  Lot  6,  Bor- 
ough  of  Brooklyn. 


801-64-A 

APPLICANT— Michael  Rabinowicz  for  Jerome  Robert 
Realty  Corporation,  owner. 

SUBJECT— Application  July  24,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 232  East  118th  Street,  south 
side,  210  feet  west  of  2nd  Avenue,  Block  1667,  Lot  33, 
Borough  of  Manhattan. 


898-64-A 

APPLICANT— John  A.  Dwyer  for  New  York  Life  In¬ 
surance  Company,  owner;  Flushing  Meadows  Bowl¬ 
ing  Center,  Inc.,  lessee. 

SUBJECT — Application  September  1,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 61-18  to  61-40  190th  Street, 
and  northeast  corner  of  188th  Street  and  73rd  Avenue, 
Block  7117,  Lot  4  (formerly  2),  Flushing,  Borough 
of  Queens. 


988-64-A 

APPLICANT— David  Balzam  for  Polansky  Holding 
Company,  owner;  283  Food  Corporation,  lessee. 

SUBJECT — Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 283  East  204th  Street, 
northwest  corner  of  Perry  Avenue,  Block  3341,  Lot 
1,  Borough  of  The  Bronx. 


1010-64-A 

APPLICANT— Swingline,  Inc.  for  Lenmur,  Incorpor¬ 
ated,  owner;  Swingline,  Inc.  lessee. 

SUBTECT — Application  October  9,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  installation 
of  Ransburg  Automatic  No.  2  electrostatic  spray. 

PREMISES  AFFECTED— 32-01  Queens  Boulevard, 
north  side,  32-00  Skillman  Avenue,  south  side,  entire 
Block  bounded  by  Queens  Boulevard,  Skillman  Awe- 
nue,  Van  Dam  Street  and  32nd  Place,  Block  245,  Lot 
9,  Long  Island  City,  Borough  of  Queens. 


1181-64-A 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bertram  F.  and  Corella  A.  Bonner,  owners. 

SUBJECT — Application  November  30,  196  4 —  Appeal 
from  an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 413-435  East  55th  Street, 
north  side,  145  feet  west  of  Sutton  Place,  South,  Block 
1367,  Lot  6,  Borough  of  Manhattan. 


1183-64-A 

APPLICANT— The  New  York  Association  For  The 

Blind,  owner.  . 

SUBJECT — Application  November  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 31-65  46th  Street,  east  side, 
90  feet  9  inches  south  of  Newtown  Road,  46-10  New¬ 
town  Road,  Block  724,  Lot  14,  Long  Island  City,  Bor¬ 
ough  of  Queens. 


1243 


CALENDAR 


657-65-A 

APPLICANT — Abraham  Grossman  for  A  Realty  Cor¬ 
poration,  owner. 

SUBJECT  Application  June  4,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  exits. 

PREMISES  AFFECTED— 101  Prince  Street,  north 
side  75  feet  east  of  Greene  Street,  Block  513,  Lot 
36,  Borough  of  Manhattan. 


770-65-A 

APPLICANT— Frederick  Saphier  for  Grand  Union 
Company,  Incorporated,  owner. 

SUBJECT — Application  July  12,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 3151  Westchester  Avenue, 
west  side,  265.92  feet  south  of  Wilkinson  Avenue,  Block 
4235,  Lots  45,  46,  50,  51,  52,  53,  55,  57,  Borough  of  The 
Bronx. 


886-65-A 

APPLICANT — Lester  G.  Knopping  for  Fred  C.  Trump, 
owner;  Triangle  Men’s  Store  Incorporated,  lessee. 

SUBJECT— Application  August  23,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
discontinue  storage  and  sale  of  ammunition  and  gun¬ 
powder. 

PREMISES  AFFECTED— 486-530  Neptune  Avenue 
southeast  corner  of  West  5th  Street,  Block  7273,  Lot 
1,  Borough  of  Brooklyn. 


913-65-A 

APPLICANT — Cullen  and  Dykman  for  The  Brooklyn 
Savings  Bank,  owner. 

SUBJECT— Application  September  ,7  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 328-338  Fulton  Street,  211 
Montague  Street,  northwest  corner,  162  Pierrepont 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 


976-65-A 

APPLICANT — Edward  Giaimo  for  209  East  59th  Street 
Corporation,  owner. 

SUBJECT — Application  September  24,  1965  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variation  of  Section  231  of  the  Multiple  Dwelling 
Law  re-  means  of  egress. 

PREMISES  AFFECTED — 209  East  59th  Street,  north 
side,  115  feet  east  of  Third  Avenue,  Block  1414,  Lot 
105,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  12,  1965  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
triday  morning,  November  12,  1965  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 


892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT  Application  November  14,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Burma  Shaving  Lather.) 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized 
Products.) 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  16,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  November  16,  1965,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 

following  matter. 

529-52-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Texaco  Incorporated, 
owner. 

SUBJECT — Application  reopened  October  26,  1965  — 
decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  7i,  7f  and  7e  of  the  Zoning  Resolution  to  permit 
in  a  business  use  district,  the  proposed  addition  of 
the  use  of  accessory  sales  of  used  automobiles  to  the 
existing  legal  uses  of  gasoline  service  station,  lubri- 
torium,  auto  wash  (non-automatic)  office,  sales  of 
accessories,  minor  repairs  with  hand  tools  only,  safety 
inspection  station,  parking,  ground  sign  and  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 77-03  to  77-21  Roosevelt 
Avenue  and  37-62  to  37-78  78th  Street,  northwest  cor¬ 
ner,  Block  1288,  Lot  39,  Jackson  Heights,  Borough 
of  Queens. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  23,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  November  23,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

689-65-BZ 

APPLICANT — Lucio  F.  Russo,  owner. 

SUBJECT — Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Rl-1  district,  the 
maintenance  of  an  accessory  2  car  garage  to  a  one 
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family  dwelling  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED— 82  Romer  Road,  east  side, 
299.5  feet  north  of  Four  Corners  Road,  Block  870,  Lot 
104,  Dongan  Hills,  Borough  of  Richmond. 


720-65-BZ 

APPLICANT— Joseph  A.  Brandt  for  the  Little  Carne¬ 
gie  Realty  Corporation,  owner;  Little  Carnegie  Thea¬ 
tre,  Incorporated,  lessee. 

SUBJECT— Application  June  21,  1965  —  Decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district, 
the  maintenance  of  a  sign  banner  that  exceeds  the 
permitted  projection,  beyond  the  building  line  and 
exceeds  the  permitted  height  above  the  sidewalk. 

PREMISES  AFFECTED— 146  West  57  Street,  south 
side,  250  feet  east  of  7th  Avenue,  Block  1009,  part  of 
Lot  152,  Borough  of  Manhattan. 


808-65-BZ 

APPLICANT— Charles  M.  Spindler  for  William  Mey¬ 
ers,  owner. 

SUBJECT— Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  73-42  of  the 
Zoning  Resolution  to  permit  in  a  Ml-2  and  R7-1  dis¬ 
trict,  the  erection  of  an  enclosed  berth  and  curb  cut 
for  an  existing  factory  that  extends  into  the  residence 
portion  of  the  premises. 

PREMISES  AFFECTED— 60-82  Washington  Street 
and  66-76  Front  Street,  southwest  corner,  Block  45, 
Lot  101,  Borough  of  Brooklyn. 


837-65-BZ 

APPLICANT— Samuel  J.  Kisseloff  for  Elizabeth  R. 
Weilamann,  owner;  Peter  Cooper  Corporation,  lessee. 

SUBJECT— Application  July  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-5  and  R5  dis¬ 
trict,  the  erection  of  a  one  story  expansion  of  an 
existing  factory  extending  into  the  residence  portion 
of  the  premises. 

PREMISES  AFFECTED— 3240  Grace  Avenue,  east 
side,  134.48  feet  south  of  Givan  Avenue,  Block  4758, 
Lots  53  and  55,  Borough  of  The  Bronx. 


910-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Charles  Korobow,  owner. 

SUBJECT — Application  September  3,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-01 
(b)  &  72-21  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  C2-3 
district,  the  change  in  occupancy  of  an  existing  garage 
with  open  sale  and  display  of  new  and  used  cars  to  an 
automobile  laundry. 

PREMISES  AFFECTED— 1506-1516  Myrtle  Avenue, 
336  Linden  Street,  southeast  corner,  1517-1519  Gates 
Avenue,  Block  3336,  Lot  10,  Borough  of  Brooklyn. 


930-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Ethel  Latt  and 
Herman  Kaplan,  owners. 


SUBJECT— Application  September  2,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  11-412 
and  73-50  of  the  Zoning  Resolution,  to  permit  in  a  C8 
district,  the  reconstruction  of  an  automotive  service 
station  previously  granted  by  the  Board  with  an  ac¬ 
cessory  building  that  encroaches  on  the  required  yard 
along  the  district  boundary  and  with  a  sign  that  ex¬ 
ceeds  the  permitted  porjection  beyond  the  building 
line. 

PREMISES  AFFECTED— 2125-2131  Jerome  Avenue, 
southwest  corner  of  West  181st  Street,  Block  3192, 
Lots  42  and  46,  Borough  of  The  Bronx. 


940-65-BZ 

APPLICANT— Robert  Gottlieb  for  Del  Balso  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district, 
the  relocation  of  an  existing  two  story  building  to 
this  site  and  the  change  in  occupancy  to  business 
offices. 

PREMISES  AFFECTED— 2303  Lacombe  Avenue, 
northeast  corner  of  Havameyer  Avenue,  Block  3540, 
Lot  5,  Borough  of  The  Bronx. 


941-65-A 

APPLICANT— Robert  Gottlieb  for  Del  Balso  Con¬ 
struction  Corporation,  owner. 

SUBJECT— Application  September  10,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  construction,  stud  partitions,  stair  enclosure 
etc. 

PREMISES  AFFECTED— 2303  Lacombe  Avenue, 
northeast  corner  of  Havemeyer  Avenue,  Block  3540, 
Lot  5,  Borough  of  The  Bronx. 


958-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  R.  and  L. 
Realty  Corporation,  owner;  Rose  of  Latakia  Mfg. 
Company  Incorporated,  lessee. 

SUBJECT— Application  September  21,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  (7)  of  the 
New  York  City  Charter,  to  permit  in  a  Ml-2  district, 
the  manufacture  of  a  product  with  a  flash  point  less 
than  182°  F. 

PREMISES  AFFECTED— 204-208  25th  Street,  south 
side,  75  feet  east  of  4th  Avenue,  Block  655,  Lot  10, 
Borough  of  Brooklyn. 


966-65-BZ 

APPLICANT— Frank  J.  Ross  for  Roberta  Operating 
Corporation,  owner. 

SUBJECT — Application  September  21,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the 
enlargement  in  lot  area  of  an  existing  factory  to  pro¬ 
vide  for  an  accessory  loading  platform  and  accessory 
parking  on  the  adjoining  lot. 

PREMISES  AFFECTED— 2323  Haviland  Avenue, 
north  side,  90.37  feet  east  of  Havemeyer  Avenue, 
Block  3828,  Lots  77-81,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman 
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NOVEMBER  23,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  23,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

722-64-A 

APPLICANT — Lawrence  H.  King  for  Pelt  By-Prod¬ 
ucts,  lessee. 

SUBJECT  Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Discontinue  storage. 

PREMISES  AFFECTED— 114-120  West  26th  Street, 
south  side,  117  feet,  5  4/7  inches  west  of  Avenue  of 
the  Americas,  Block  801,  Lot  51,  Borough  of  Man¬ 
hattan. 


596-64-A 

APPLICANT — Abraham  Grossman  for  Deerealty  Cor¬ 
poration,  Incorporated,  owner. 

SUBJECT  Application  June  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 131  West  24th  Street,  north 
side,  399  feet,  3  inches  east  of  Seventh  Avenue,  Block 
800,  Lot  22,  Borough  of  Manhattan. 


597-64-A 

APPLICANT — Abraham  Grossman  for  Deerealty  Cor¬ 
poration,  Incorporated,  owner. 

SUBJECT  Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 133  West  24th  Street,  north 
side,  374  feet  3  inches  east  of  Seventh  Avenue,  Block 
800,  Lot  21,  Borough  of  Manhattan. 


751-64-A 

APPLICANT — Yeshivas  Ahavas  Israel,  owner. 

SUBJECT  Application  July  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 6-8  Lee  Avenue,  west  side, 
46  feet  south  of  Clyner  Street,  Block  2173,  Lot  35, 
Borough  of  Brooklyn. 


1047-64-A 

APPLICANT — Charles  A.  Brown  of  Rogers  &  Butler 
for  The  Presbyterian  Hospital  in  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  21,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  exhaust  for  oxygen,  explosion  proof  electrical 
appliances. 

PREMISES  AFFECTED— 710  West  168th  Street,  201 
Fort  Washington  Avenue,  southwest  corner,  Block 
2139,  Lot  15,  Borough  of  Manhattan 


1049-64-A 

APPLICANT — A.  L.  Seiden  for  Meyer  Fish,  owner. 
SUBJECT — Application  October  22,  1964  —  Appeal 


from  an  order  and  decision  of  the  Fire  Commisisoner, 
re-  iron  shutters. 

PREMISES  AFFECTED — 145-147  Bowery,  east  side, 
60.6  feet  south  of  Broome  Street,  Block  423,  Lot  9, 
Borough  of  Manhattan. 


1079-64-A 

APPLICANT — Reavis  and  McGrath  for  325  Church 
Avenue  Corporation,  owner,  Waldbaum  62,  Incorpor- 
ated,  lessee. 

SUBJECT — Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 305-309  Church  Avenue, 
north  side,  32  feet  east  of  East  3rd  Avenue,  Block  5336, 
Lot  40,  Borough  of  Brooklyn. 


1080-64-A 

APPLICANT — -Charles  M.  Shapiro  and  Sons  for 
A.M.R.  Chemical  Company  Incorporated,  owner. 

SUBJECT — Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1013  East  35th  Street,  east 
side,  137.5  feet  north  of  Avenue  I,  Block  7581,  Lot  13, 
Borough  of  Brooklyn. 


1081-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  A.M.R. 
Chemical  Company  Incorporated,  owner. 

SUBJECT — Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1015  East  35th  Street,  east 
side,  97.5  feet  north  of  Avenue  I,  Block  7581,  Lot  11, 
Borough  of  Brooklyn. 


1093-64-A 

APPLICANT — White  Eagle  Hall  Company,  owner. 

SUBJECT — Application  Nivember  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 261-273  Prospect  Avenue, 
north  side,  174  feet,  7  inches  east  of  Fifth  Avenue, 
Block  1053,  Lots  79,  27  and  85,  Borough  of  Brooklyn. 


1094-64-A 

APPLICANT — Harold  G.  Lederer  for  Phillips  Petro¬ 
leum  Company,  owner. 

SUBJECT — Application  November  5,  1964  —  Packag¬ 
ing  of  inflammable  Mixture  known  as  PHILIPS  “66” 
Glass  Cleaner  Concentrate  in  1  quart  Plastic  containers 
in  New  York  City  (containers  not  in  accordance  with 
Administrative  Code  requirements.) 


1101-64-A 

APPLICANT — Goldwater  and  Flynn  for  Carol  Man¬ 
agement  Corporation,  owner. 

SUBJECT — Application  November  5,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 
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PREMISES  AFFECTED— 86-98  Park  Avenue,  28-42 
40th  Street,  southwest  corner,  31-39  East  39th  Street, 
Block  869,  Lots  30,  31,  32,  34,  44,  and  48,  Borough 
of  Manhattan. 


526-65-A 

APPLICANT— Vermiculite  Manufacturing,  Company, 
owner. 

SUBJECT— Application  May  10,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Packaging 
of  inflammable  mixtures  known  as  Z-Ment.  Adhesive 
in  aluminum  lined  cartridge  containers  not  in  accord- 
ance  with  Administrative  Code  requirements. 


573-65-A 

APPLICANT— H.  B.  Fuller  Company,  owner. 

SUBJECT— Application  May  5,  1965  —  Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of 
inflammable  mixtures  known  as  Ful-o-Mite  Black 
stuff  Construction  Adhesive  in  1/10  Gallon  and  A 
gallon  paper  and  Aluminum  foil  tubes  as  containers 
not  in  conformity  with  Administrative  Code  of  New 
York  City. 


880-65-A 

APPLICANT — Pierce  and  Stevens  Chemical  Corpora¬ 
tion,  owner. 

SUBJECT— Application  August  19,  1965  —  Packaging 
of  inflammable  mixture  known  as  HYBOND  PANEL 
ADHESIVE  in  cardboard  containers  not  in  accord¬ 
ance  with  Administrative  Code  requirements. 


990-65-A 

APPLICANT— E.  S.  Swanson-Barcwood  Div.,  for  Barc¬ 
lay  Manufacturing  Company  Incorporated,  owner. 
SUBJECT— Application  September  27,  1965  —  Appeal 


from  Decisions  of  the  Fire  Commissioner  re-  Packag¬ 
ing  of  inflammable  mixture  known  as  BARCLAY  850 
STUD  &  FURRING  STRIP  ADHESIVE  in  a  fiber- 
board  cartridge  —  not  in  conformity  with  N.Y.C. 
Administrative  Code  requirements. 


991-65-A 

APPLI CAST— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
retaining  wall. 

PREMISES  AFFECTED— 1725  Richmond  Road,  west 
side,  1195.61  feet  south  of  Four  Corners  Road,  Block 
887,’  Lot  15,  Dongan  Hills,  Borough  of  Richmond. 


992-65-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
retaining  wall. 

PREMISES  AFFECTED— 1729  Richmond  Road,  west 
side,  1241.61  feet  south  of  Four  Corners  Road,  Block 
887,  Lot  17,  Dongan  Hills,  Borough  of  Richmond. 


993-65-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
retaining  wall. 

PREMISES  AFFECTED — 1781  Richmond  Road,  west 
side,  1703.24  feet  south  of  Four  Corners  Road,  Block 
887,  Lot  41,  Dongan  Hills,  Borough  of  Richmond. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  OCTOBER  26,  1965,  10  A.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning  and  afternoon  October  13,  1965, 
were  approved  as  printed  in  the  Bulletin  of  October  21,  1965, 
Vol.  50,  No.  42. 

759-63-BZ — Vol.  II 

APPLICANT— Burke  and  Groh  for  Clark  Carpet  Cleaning 
Company,  owner. 

SUBJECT — -Application  reopened  May  18,  1965  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  Section  666  (7) 
of  the  New  York  City  Charter  to  permit  in  a  C2-1  and 
R3-2  district,  the  erection  of  a  six  story  multiple  dwelling 
that  encroaches  on  the  required  front  yard,  rear  yard 


and  rear  setback,  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space,  ratio  and  lot  area 
per  room,  exceeds  the  permitted  height  and  width  of 
street  walls,  with  balconies  in  the  front  and  less  than  the 
required  distance  between  windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
north  east  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  Rose  Lewis,  John  Pozzi,  Betty  Schiff- 
man,  Despina  Markopoulos,  Samuel  Bodian  for  Park 
Dept,  and  Gerard  C.  Fallon. 

ACTION  OF  BOARD— Laid  over  to  November  9,  1965, 
at  10  A.  M.  for  continued  hearing  and  decision  at  the 
request  of  the  applicant. 


760-63-A— Vol.  II 

APPLICANT— Burke  and  Groh  for  Clark  Carpet  Cleaning 
Company,  owner. 
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SUBJECT— Application  reopened  May  18,  1965  as  Volume 
11— Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent,  re  Balconies  and  Fire  escapes 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965 
jOA.  M.  in  conjunction  with  Calendar  Number  759- 
63-BZ,  Vol.  II. 


679-65-BZ 

APPLICANT  Millard  Bresin  for  Howard  Otway,  owner. 

SUBJECT— Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -5  district,  in  an 
existing  four  story  and  basement  building,  the  change 
in  use  of  the  basement  clubroom  to  theatre. 


PREMISES  AFFECTED — 78-80  St.  Marks  Place,  south 
side,  50  feet  west  of  First  Avenue,  Block  449,  Lot  28 
and  29,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Millard  Bresin  and  Howard  Otway. 

'  ACTION  OF  BOARD — Laid  over  to  November  9  1965 
at  10  A.  M.  for  decision ;  Applicant  is  to  file  drawing 
Board  is  to  confer  with  the  Housing  and  Redevelopment 
Board.  Hearing  previously  closed. 


680-65-A 

APPLICANT — Millard  Bresin  for  Howard  Otway,  owner. 
SUBJECT— Application  June  10,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3 
construction  —  change  of  use. 

PREMISES  AFFECTED — 78-80  St.  Marks  Place,  south 
side,  50  feet  west  of  First  Avenue,  Block  449  Lot  28 
and  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Millard  Bresin  and  Howard  Otway. 
ACTION  OF  BOARD — Laid  over  to  November  9,  1965 
^  M.  for  decision  in  conjunction  with  Cal.  No! 
0/9-65-BZ.  Hearing  previously  closed. 


709-65-BZ 


A?rPtIC^NT— Leonard  F‘  Rothkrug  for  Timothy 

McCarthy,  owner. 

Application  June  17,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  construction 
and  maintenance  of  a  non-transient  parking  lot  for  the 
pleasure  type  motor  vehicle. 


PREMISES.  AFFECTED — 22 7  Union  Street,  north  side, 
199  feet  6  inches  east  of  Henry  Street,  Block  338,  Lot  46, 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  9,  1965, 
at  10  A.  M.  for  inspection  and  decision;  hearing  closed. 


775-65-BZ 


APPLICANT — Albert  Melniker  for 
Incorporated,  owner. 


The  V.  C.  Company, 


SUBJECT— Application  July  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the  erec¬ 
tion  of  a  one  story  supermarket  with  accessory  parking 

PR5MI^oi  ,AFFECTED-2107  Richmond  Road,  north 
side  35004  feet  east  of  Todt  Hill  Road,  Block  899,  Lot 
18,  Grant  City,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Joseph  Silverman. 
For  Opposition:  None. 

OF  BOARD— Laid  over  to  November  9,  1965, 
at  10  A.  M.  for  decision.  Applicant  is  to  submit  figures 
to  substantiate  findings.  Hearing  closed. 


805-65-BZ 

AB^C\tNT7rianIeyvrHL  KIein  for  Jos-  E ■  McMahon, 
Beata  M.  and  Chas.  M.  Furmer,  owners. 

SUBJECT— Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  _  of  a  one  family  dwelling  that  encroaches  on 
the  required  lot  area  and  lot  width. 

PREMISES  AFFECTED — 69-33  110th  Street,  east  side 
50  feet  south  °f  69th  Road,  Block  2230,  Lot  6,  Fores 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

For  Opposition:  Max  Lome  and  Barnett  Dornbush. 

BOARD— Laid  over  to  November  9,  1965, 
al-  *  *  ,•  contlnued  hearing  at  the  request  of  an 

objector.  Applicant  is  to  furnish  copies  of  additional  data 
to  objector. 


the 

the 

the 


806-65-BZ 

A TW  !  N  T7  r7 n  1 6 7  HC  K1-ein  for  Jos  K  McMahon 

Beata  M.  and  Chas.  M.  Furmer,  owners. 

SUBJECT-Apphcation  July  16,  1965  —  decision  of 
Borough  Superintendent,  under  Section  72-21  of 
Zoning  Resolution,  to  permit  in  a  Rl-2  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  lot  area  and  lot  width 

PREMISES  AFFECTED — 1 104)6  69th  Road,  southeast 
corner  of  110th  Street,  Block  2230,  Lot  7,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

for  Opposition:  Max  Lome  and  Barnett  Dornbush. 

ACfTi?Ii  BOA.RD— ! Laid  over  to  November  9,  1965, 

at  A  M.  for  continued  hearing  at  request  of  objector 
Applicant  is  to  furnish  copies  of  additional  data 
objector. 


to 


814-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Trans-Lux  Cor¬ 
poration,  owner. 

20,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Cl-4  and  R7-1  district,  the  change 
in  occupancy  of  an  existing  building  from  theatre  and 
stores  to  warehouse  and  stores. 

PREMISES  AFFECTED  1143-1 15 i  Ogden  Avenue,  west 

f'd,e’on°°H3  feet,  "Orth, of  West  166th  Street,  Block  2526, 
Lot  90,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  10  A.  M.  for  inspection  and  decision ;  hearing  closed. 


857-65-BZ 

APPLICANT — Albert  Melniker  for  First  National  City 


Bank,  owner. 

SUBJECT— Application  August  6  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21,  76- 42  ancl 
73-52  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R-3-2  district,  the  enlargement  of  an  accessory  parking 
facility  for  a  bank  presently  under  construction  extend¬ 
ing  into  the  R3-2  district. 

PREMISES  AFFECTED— 1492  Hylan  Boulevard,  south- 
east  corner  of  Benton  Avenue,  Block  3358,  Lot  10, 
Dongan  Hills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  10  A.  M.  for  decision  at  the  request  of  the  applicant. 


876-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Helen  Weinstein, 
owner. 

SUBJECT— Application  August  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  change 
in  occupancy  of  an  existing  one  story  building  from 
garage  to  a  textile  factory  and  storage  and  without  the 
required  loading  berth. 

PREMISES  AFFECTED— 653-659  Wilson  Avenue,  north- 
east  corner  of  Moffat  Street,  Block  3442,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  9,  1965,  at 
10  A.  M.  for  decision.  Applicant  is  to  submit  revised 
drawing  and  statement.  Hearing  closed. 


877-65-A 

APPLICANT— Charles  M.  Spindler  for  Helen  Weinstein, 
owner. 

SUBJECT— Application  August  13,  1965— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  3 
construction,  exceeds  tabular  limits  for  commercial  use. 

PREMISES  AFFECTED— 653-659  Wilson  Avenue,  north¬ 
east  corner  of  Moffat  Street,  Block  3442,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD— Laid  over  to  Nov.  9,  1965,  at 
10  A.  M.  for  decision;  hearing  closed. 


921-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Sackman-Gilliland  Corporation,  owner. 

SUBJECT— Application  August  26,  1965— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the 


New  York  City  Charter,  to  permit  in  a  R6  district,  the 
erection  of  a  two  story  and  basement  office  building  with 
accessory  parking  and  business  signs. 

PREMISES  AFFECTED— 260-266  68th  Street,  south  _side, 
157  feet  8V2  inches  west  of  Third  Avenue,  Block  5862, 
Lot  34,  128,  162,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  James  E.  Vassalotte 
and  W.  A.  Sackman,  Jr. 

For  Opposition:  Henry  Adami,  Lavenia  Adami,  Clifford 
Hoese,  Melia  Murad,  Mary  O’Connor,  Teresa  Scatto— 
Lavino,  Francis  A.  Scotto,  Patrick  J.  Dohm,  Arthur 
E.  Flood,  Mary  Jones,  Frederick  H.  Jones,  Walter  J. 
Jones,  F.  H.  Jones  and  Anna  Kormunik. 

ACTION  OF  BOARD— Laid  over  to  November  9,  1965, 
at  10  A.  M.  for  inspection  and  decision ;  hearing  closed. 


925-65-BZ 

APPLICANT— Max  Siegel  Associates  for  Rabrose  Realty 
Corporation,  owner. 

SUBJECT— Application  August  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
11-41  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  C6-3  district,  the 
change  in  occupancy  of  an  existing  two  story  and  cellar 
garage  previously  granted  by  the  Board  to  a  building 
material  wholesale  establishment. 

PREMISES  AFFECTED— 138-140  East  25th  Street,  south 
side,  94  feet  east  of  Lexington  Avenue,  Block  880,  Lot 
61,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  Irving  Lester  Levitt,  Oscar  L.  Tucker, 
Myron  Auerbach,  Adam  Kuhn  and  Charles  F. 
Kauffman. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1965, 
at  10  A.  M.  for  decision;  hearing  closed. 


1201-64-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Robert  S. 
Kahn,  owner. 

SUBJECT — Application  December  4,  1964  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district  the 
enlargement  in  area  of  an  existing  supermarket  parking- 
area  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 2726-2730  Snyder  Avenue, 
south  side,  205  feet  east  of  Rogers  Avenue,  Block  5111, 
Lot  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Dominick  T.  Farruggio. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  19,  1965;  then  to  October 
26,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  27,  1965,  acting  on  Alt.  Applic.  1514/1964,  reads: 
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“1.  Proposed  use  of  vacant  land  in  an  R-6  district  for 
accessory  parking  lot  to  super  market  is  contrary 
to  Z.R.  11-111  and  Z.R.  22-10  &  11  of  Zoning 
Resolution. 

2.  Proposed  change  of  use  of  vacant  land  is  contrary 
to  B  S^  Re.01^  granted  under  Cal.  #571-27- 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereoy  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica- 
tion  be  and  it  hereby  is  granted  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  an  R-6  district,  the 
enlargement  m  area  of  an  existing  supermarket  parking 
area  previously  granted  by  the  Board,  on  condition  that 
the  work  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  ‘‘Received  August  9,  1965”,  3  sheets  and 
October  5,  1965  ,  one  sheet  revised;  on  further  condition 
that  the  fences  around  the  property  shall  be  put  in  proper 
condition;  that  proper  bumpers  shall  be  installed  on  all 
sices  ot  the  lot ;  that  the  lot  shall  be  cleaned  and  shall  be 
^  paved  with  clean  cinders  or  gravel,  treated  with  the  binder 
and  rolled  to  proper  grade  with  required  yard  drains ;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


549-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Abe  Goldberg 
owner. 

SUBJECT  Application  May  11,  1965 — decision  of  the  Bor¬ 
ough  Superintendent,.  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R8  district,  the  construction 
and  maintenance  of  a  non-transient  parking  lot. 

PR.RM AFFECTED-188  St.  George  Crescent,  north 
side,  15-  53  feet  west  of  East  206th  Street,  Block  3313, 
Lot  12,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  F'ox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  ^ 

Negative:  _ _ _  _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 

th  ReP1lTberi  2\  1965’  aftCr  due  notice  by  Publication  in 
the  Bulletin;  laid  over  to  October  5,  1965;  hearing  closed- 

then  to  October  19,  1965;  then  to  October  26,  1965;  and  ’ 

daffidHAor1lS’20h10A|Cisir  °f  thAe,  B?r°rgh  Superintendent, 
dated  April  20,  1965,  acting  on  Alt.  Applic.  222/1965  reads- 

“2.  Proposed  public  parking  lot,  Use  Group  8,  with 
facilities  for  less  than  150  spaces  is  not  permitted 
as  of  right  in  an  R-8  district  and  is  therefore  con- 
an(j  trary  to  Sec.  22-00  of  the  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in- 

that  the  ^  V  C?-mnVttee  of  tbe  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 


stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  inake  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  R-8  district, 
the  construction  and  maintenance  of  a  non-transient  park¬ 
as  lot  on  condition  that  the  work  shall  conform  to  draw¬ 
ing  >>  6  d  with  thls  aPPIlcation  marked  “Received  May  11 
£  ’  O'1®,  fbeet  and  “October  21,  1965”,  2  sheets  revised,’ 
that  any  lights  provided  on  these  premises  shall  be  directed 
away  from  the  neighboring  property;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with;  and 
tiat  permit  shall  be  obtained,  work  completed  and  a 
ertiheate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  resolution. 


617-65-BZ 

APPLICANT— Burke  and  Groh  for  Walter  Schwab, 
owner.  * 

SUBJECT-Application  May  28,  1965  -  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  ResoJution  ancj  Section  666  of  the  New  York 

of  l  nl  a  R3'2  district-  the  erection 

ota  two  family  dwelling  that  exceeds  the  permitted  floor 

Stffi  JnH°1  ?nd  Wlth  CSS  than  the  re9uired  open  space 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-02  Rockaway  Boulevard 
southeast  corner  of  145th  Street,  Block  12063,  Lot  131 
Jamaica,  Borough  of  Queens.  (Building  #1) 
APPEARANCES—  #  ' 

For  Applicant:  Robert  T.  Groh  and  Millard  Bresin. 

For  Opposition :  None. 

toevot0/  BOARD— Application  granted  on  condition. 
irlE  VOTE — 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Klcineit 
m?ssfoner‘K?er;nF°X-  Comnlissi°"”  Becker  and  Com-' 

Negative:  _ _ _ _ _______ _  "  ~  n 

THE  RESOLUTION— 

Whereas;,  a  public  hearing  was  held  on  this  application 

Rj,,PtC-tobe1r  ■]?’  1965’  after  due  notice  by  publication  in  the 
Bulletin,  laid  over  to  October  26,  1965;  and 

datwl1  ApHl’  ?96  terSi°n  ,-of  the  Borough  Superintendent, 
reads  -  Ap  29’  1965’  actlng  on  N,B-  Applic.  1963/1964, 

“L  For  the  proposed  buildings,  the  Floor  Area  Ratio 
exceeds  the  maximum  and  the  Open  Space  Ratio 
is  less  than  the  minimum  required  by  Sec  23-141 
Zoning  Resolution,  for  an  R3-2  Zoning  District. 

2.  Lot  Area  Per  Room  is  less  than  375  sq.  ft.  as  re¬ 
quired  by  Sec.  23-222  Zoning  Resolution  in  an  R3-2 
Zoning  District.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
by  f-  c°mnVttee  of  the  Board  which  recommended 
--  the  application  be  granted  under  certain  conditions;  and 

Whereas  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  °rant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there- 
.  ore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship.  lty 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebyma/ee  a  variation  in  the  application  of  X  Zonin' 
Resolution  and  that  the  application  be  and  it  hereby  is 
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granted,  under  Section  72-21,  to  permit  in  an  R3--  district, 
the  erection  of  a  two-family  dwelling  that  exceeds  the  pei- 
mitted  floor  area  ratio,  and  with  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  May  28,  1965”,  6  sheets;  on 
further  condition  that  any  retaining  walls  which  are  re¬ 
quired  in  connection  with  this  operation  shall  be  constructed 
at  the  expense  of  this  owner ;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


618-65-BZ 

APPLICANT— Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT— Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  with  less  than  the  required  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 145-04  Rockaway  Boulevard, 
south  side,  36.50  feet  east  of  145th  Street,  Block  12063, 
Lot  132,  Jamaica,  Borough  of  Queens.  (Building  #2). 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh  and  Millard  Bresin. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - 

Negative - - - - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
■on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
•dated  April  29,  1965,  acting  on  N.B.  Applic.  1965/64,  reads: 
“1.  For  the  proposed  buildings,  the  Floor  Area  Ratio 
exceeds  the  maximum  and  the  Open  Space  Ratio 
is  less  than  the  minimum  required _  by  Sec.  23-141 
Zoning  Resolution,  for  an  R3-2  Zoning  District. 

2.  Lot  Area  Per  Room  is  less  than  375  sq.  ft.  as  re¬ 
quired  by  Sec.  23-222  Zoning  Resolution  in  an 
R3-2  Zoning  District.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution,  and  is 
therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby.  is 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district, 
the  erection  of  a  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  and  with  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 


plication  marked  “Received  May  28,  1965  ,  6  sheets;  on 
further  condition  that  any  retaining  walls  which  are  re¬ 
quired  in  connection  with  this  operation  shall  be  con¬ 
structed  at  the  expense  of  this  owner ;  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with; 
and  that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  resolution. 


619-65-BZ 

APPLICANT— Burke  and  Groh  for  Walter  Schwab, 

owner. 

SUBJECT— Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio  and  with  less  than  the  required  open  space 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 145-06  Rockaway  Boulevard, 
south  side,  56.83  feet  east  of  145th  Street,  Block  12063, 
Lot  133,  Jamaica,  Borough  of  Queens.  (Building  #3). 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh  and  Millard  Bresin. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  f  ox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - — — - -  ^ 

Negative: - — - - - - - -  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  26,  1965 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1965,  acting  on  N.B.  Applic.  1965/64,  reads : 

“1.  For  the  proposed  buildings,  the  Floor  Area  Ratio 
exceeds  the  maximum  and  the  Open  Space  Ratio 
is  less  than  the  minimum  required  by  Sec.  23-141 
Zoning  Resolution,  for  an  R3-2  Zoning  District. 

2.  Lot  Area  Per  Room  is  less  than  375  sq.  ft.  as 
required  by  Sec.  23-222  Zoning  Resolution  in  an 
R3-2  Zoning  District.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution,  and  is 
therefore  entitled  to  relief  on  the.  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby,  is 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district, 
the  erection  of  a  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  and  with  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  May  28,  1965”,  6  sheets;  on  further 
condition  that  any  retaining  walls  which  are  required  in 
connection  with  this  operation  shall  be  constructed  at  the 
expense  of  this  owner;  that  all  other  laws,  rules  and 
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regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of _  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


620-65-B  Z 


APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio  and  with  less  than  the  required  open  space  ratio  and 
lot  area  per  room. 

PREMISES  AFFECTED — 145-08  Rockaway  Boulevard, 
south  side,  77.16  feet  east  of  145th  Street,  Block  12063, 
Lot  134,  Jamaica,  Borough  of  Queens.  (Building  #4). 
APPEARANCES— 

For  Applicant:  Robert  T.  Groh  and  Millard  Bresin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  c 

Negative:  _ _ _ _ _ _ _ _ _ _  q 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1965,  acting  on  N.  B.  Applic  1966/64,  reads: 

“1.  For  the  proposed  buildings,  the  Floor  Area  Ratio 
exceeds  the  maximum  and  the  Open  Space  Ratio 
is  less  than  the  minimum  required  by  Sec.  23-141 
Zoning  Resolution,  for  an  R3-2  Zoning  District. 

2.  Lot  Area  Per  Room  is  less  than  375  sq.  ft.  as  re¬ 
quired  by  Sec.  23-222  Zoning  Resolution  in  an 
R3-2  Zoning  District.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 


Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 


Resolved  that  the  Board  of  Standards  and  Appeals  doe; 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  i: 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district 
the  erection  of  a  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  and  with  less  than  the  requirec 
open  space  ratio  and  lot  area  per  room,  on  condition  thal 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  ‘Received  May  28,  1965”,  6  sheets;  or 
further  _  condition  that  any  retaining  walls  which  are  re¬ 
quired  in  connection  with  this  operation  shall  be  constructed 
at  the  expense  of  this  owner;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
ot  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


621-65-BZ 

APPLICANT  Burke  and  Groh  for  Walter  Schwab, 
owner. 

c^^^'-ca^on  28,  1965  —  decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio  and  with  less  than  the  required  open  space 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 145-12  Rockaway  Boulevard, 
south  side,  105.83  feet  east  of  145th  Street,  Block  12063, 
■L'Ot  io5,  Jamaica,  Borough  of  Queens.  (Building  #51 
APPEARANCES— 

For  Applicant :  Robert  T.  Groh  and  Millard  Bresin 
for  (Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _  5 

Negative: _ n 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1965;  and 

rl.wf  AREAiS,90hio^ecisi0-n  0f  *e  Borough  Superintendent, 
dated  April  29,  1965,  acting  on  N.B.  Applic.  1967/64,  reads : 

“L  For  the  proposed  buildings,  the  Floor  Ratio  exceeds 
the  maximum  and  the  Open  Space  Ratio  is  less 
than  the  minimum  required  by  Sec.  23-141  Zoning 
Resolution,  for  an  R3-2  Zoning  District. 

2.  Lot  Area  Per  Room  is  less  than  375  sq.  ft.  as  re¬ 
quired  by  Sec.  23-222  Zoning  Resolution  in  an  R3-2 
Zoning  District.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in- 

by  r  c?.mm[ttee  of  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 

? :ra2*  Tf  er  S^C,t,I°!1  72~2\.  °f  the  2<>ning  Resolution,  and 
r1iffirnpf° re  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/ or  unnecessary  hardship. 

hf^h°lVed’h  that  the-  Board  of  Standards  and  Appeals  does 
P„c ™ake  0  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district 
the  erection  of  a  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  and  with  less  than  the  required 

tffnhSfr  ratV°  und  l0f  area  per  room’  on  condition  that 
t  e  building  shall  conform  to  drawings  filed  with  this 

S“tlon  marked  “Received  May  28,  1965”,  6  sheets;  on 
further  condition  that  any  retaining  walls  which  are  re¬ 
quired  in  connection  with  this  operation  shall  be  con¬ 
structed  at  the  expense  of  this  owner ;  that  all  other  laws 
rules  and  regulations  applicable  shall  be  complied  with ;  and 
tlffr  pern?lt:nsha11  be  obtained,  work  completed  and  a  Cer- 
thcate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  resolution.  e 


APPLICANT— Burke  and  Groh  for  Walter  Schwab 
owner.  mdU, 

SUBJECT-AppHcation  May  28,  1965  -  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  he 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
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Charter,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  required  open  space 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 145-14  Rockaway  Boulevard, 
south  side,  134.50  feet  east  of  145th  Street,  Block 
12063,  Lot  136,  Jamaica,  Borough  of  Queens.  (Building 
#6). 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh  and  Millard  Bresin. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _  5 

Negative: . . . . . 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  26,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1965,  acting  on  N.B.  Applic.  1968/1964, 
reads : 

“1.  For  the  proposed  buildings,  the  Floor  Area  Ratio 
exceeds  the  maximum  and  the  Open  Space  Ratio  is 
less  than  the  minimum  required  by  Sec.  23-141 
Zoning  Resolution,  for  an  R3-2  Zoning  District. 

2.  Lot  Area  Per  Room  is  less  than  375  sq.  ft.  as  re¬ 
quired  by  Sec.  23-222  Zoning  Resolution  in  an  R3-2 
Zoning  District.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district, 
the  erection  of  a  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  and  with  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  May  28,  1965”,  6  sheets;  on 
further  condition  that  any  retaining  walls  which  are  re¬ 
quired  in  connection  with  this  operation  shall  be  constructed 
at  the  expense  of  this  owner ;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


623-65-BZ 

APPLICANT — Burke  and  Groh  for  Walter  Schwab, 
owner. 

SUBJECT — Application  May  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio  and  with  less  than  the  required  open 
space  ratio  and  lot  area  per  room. 


PREMISES  AFFECTED— 145-16  Rockaway  Boulevard, 
south  side,  154.33  feet  east  of  145th  Street,  Block  12063, 
Lot  137,  Jamaica,  Borough  of  Queens.  (Building  #7). 
APPEARANCES— 

For  Applicant :  Robert  T.  Groh  and  Millard  Breskin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

miissioner  Klein  - _____ — —  5 

Negative:  - — -  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  26,  1965 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1965,  acting  on  N.B.  Applic.  1969/1964, 
reads : 

“1.  For  the  proposed  buildings,  the  Floor  Area  Ratio 
exceeds  the  maximum  and  the  Open  Space  Ratio  is 
less  than  the  minimum  required  by  Sec.  23-141 
Zoning  Resolution,  for  an  R3-2  Zoning  District. 

2.  Lot  Area  Per  Room  is  less  than  375  sq.  ft.  as 
required,  by  Sec.  23-222  Zoning  Resolution  in  an 
R3-2  Zoning  District.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district, 
the  erection  of  a  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  and  with  less  than  the.  required 
open  space  ratio  and  lot  area  per  room,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  May  28,  1965”,  6  sheets ;  on 
further  condition  that  any  retaining  walls  which  are  re¬ 
quired  in  connection  with  this  operation  shall  be  constructed 
at  the  expense  of  this  owner ;  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


660-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Michael  Sforza, 
owner. 

SUBJECT — Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  enlargement 
in  area  of  an  existing  one  story  auto  repair  shop  pre¬ 
viously  granted  by  the  Board  for  the  additional  uses  of 
machine  shop  and  showroom. 

PREMISES  AFFECTED — 145-10  Liberty  Avenue,  south 
side,  75.04  feet  east  of  Inwood  Street,  Block  10046,  Lot  4, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  None. 
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THE^VOTE—  B°ARD~Application  gfanted  on  condition. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  c 

Negative:  . .  ~  . . . . . . .  1. 

THE  RESOLUTION-  0 

on'octXM  °  ftari'Jg  was  -heIi  application 

Bui  Win  ^ter  due  notice  by  publication  in  the 

Bulletin,  laid  over  to  October  26,  1965;  hearinf  closed;  and 

datedMVv  25  °f  ?orough  Superintendent, 

dated  May  25,  1965,  acting  on  Alt.  Applic.  2354/1957,  reads : 

1.  Proposed  change  of  the  portion  of  the  plot  from 
parking  and  sales  of  used  cars  &  trucks  (more  than 

within  pa?me  sh°P  • nd  show  room  (in  open  area) 
within  R-4  use  zone  is  contrary  to  Sect.  22-00  Zone 

Res.  Refer  this  matter  to  B.S.  &  A.  for  reconsiders 
tion  under  Cal.  988-5 7  BZ.”  reconsidera- 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

stamSAaS’b^fs  ?°ard  f°U*nd  th^  thG  aPPIicant  had  sub- 
under^ Section 72  21°  ex.ercis*  of  discretion  to  grant 

for  entitled  M72i-1r°f  the,  Zoning  Resolution,  and  is  there- 

of  practical difficul,y 

Res°hed  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
gran  ed,  under  Section  72-21,  to  permit  in  an  R-4  district 
the  enlargement  in  area  of  an  existing  on-story  auto  renam 
shop,  previously  granted  by  the  Board,  for  the  additional 
uses  of  machine  shop  and  showroom  for  a  term  of  15 

mgs'Ved  wkWhfs  thaVthf-  W°rk  S,ha11  Conform  to  d™- 

ic£c»  ?  u  th  thls  aPPllcation  marked  “Received  Tune  8 
1965  ,  3  sheets  and  “July  20,  1965”,  one  shelt  that  all 

^  MM  sr 

5, °SSSS  “  withb  ~ 


ZiHcation  in  ,he 

li 

1-  Proposed  lot  coverage  is  excessive  Sec.  24-11  ZR 

24- 522  Z.R  penetrates  Sk7  Exposure  Plane  Sec! 
3.  Provide  off  street  parking  spaces  Sec.  25-31  Z  R 

25- 72  11"  accessor>r  »s-«reet  loading  berth  Sec. 
and 

^.^‘el&^e  SS5  “  "«  iP- 

ease  taThfch  to  exTrcle^iscr  ^  !his  WaS  an 

73-64.  and  72-21  „(  £  zSTrSoS/^"  Secti°« 

hereby  make'TzvrkUion  in  'th/^phcario/^;),™1'315  does 

72-21  and  73-641  of  the  ZonimrVp  9,ra"ted  under  Sections 
R-8  district,  the  erection  Gf  a  H  i  t0  permit  in  an 

existing  hospital  that  exceeds  the  Srm SeT^T"*  t0  a" 
penetrates  the  skv  exnnsnr*  mi.  Permitted,  lot  coverage, 

quired  accessory  parkmg  andP  7  )vlthout  the  re- 

that  the  work  shall  conform  ,0a1lng  .bertk>  on  condition 
application  marked^ReTe N  ? J^lHSP  19^  ^ 

and  a  Certificate nf  o  ®  „  be  obtai.ned,  work  completed 
from  the  date  of  this  resolutS  °btamed  Wlthin  one  year 


Adjourned  1 :05  P.M. 


James  P .  Mulroy,  Secretary 


755-65-BZ 

ATh^IOffic^Tn7/vrT  ?iff  f°r  Kiff’  Voss  and  Franklin, 
ownen  f  Y°rk  &  SaWyer  for  St*  Luke’s  Hospital, 

SUBJECT— Application  July  6,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 

S  rfhirt^n11  sVo"’  t0  T®*  “  a  R8  district’  the  erection 

that  exceeds  thl  enlargen?ent  to  an  existing  hospital 
exceeds  the  permitted  lot  coverage,  penetrates  the 

sky  exposure  plane  and  without  the  required  accessory 
parking  and  loading  berth.  accessory 

APpIkRAN^S-  1866’  ^  ^  B°rOUgh  °f  Manhattan‘ 

For  Applicant:  Aaron  H.  Shopses. 

For  Opposition:  None. 

THEIVOTE-BOARD"_APPliCati0n  grantCd  °n  condition- 
Affirmsitive:  Chairman  Foley,  Vice  Chairman  Kleinert 
SrSinF°X|  Commissioner  Becker  and  Com-’ 

Negative: . . . 3 

THE  RESOLUTION—  0 

Whereas,  a  public  hearing  was  held  on  this  application 


REGULAR  MEETING 
TUESDAY,  OCTOBER  26,  1965,  NOON 

580-64-A 

AEcker^ ^wleTs^Jhe6  Ee^rStTchoi?  TWiIliam  and  J'™ 

^  ers  under  contract  CVerett  School>  Incorporated,  own- 

SUBJECT — Application  for  consider^;™, 
amendment  of  resolution  ~  reopening  for 

the  Borough  £P  aljT  3  .decis-ion  of 

use  as  Pre-Dav  SoS  77  Hass  3  construction  — 
on  condition.  (day  Care)  ;  Previ°usly  granted 

PREMISES  AFFECTED— 39  East  75th  <;♦  * 

APPEARANCES— 

For  Applicant :  Alvin  F.  Gunther. 

AtationIlm?nfcdOARD~AppIication  reopa,e<1  and  reso- 
THE  VOTE— 

^T^^^Eecker'amf'ctunmhisionerJciein1161^  F°X>  C°m: 

Bpard  « 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  awicnd  the  resolution  adopted  on  July  21,  i?o  ,  on  y 
insofar  as  it  refers  to  the  fire  alarm  system,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  an  approved  interior  fire  alarm  system  shall  be 
installed,  provided  with  an  alarm  box  in  .  the  public 
hall  on  each  floor,  and  with  a  central  office  connec¬ 
tion;  that  this  system  may  be  interconnected  with  the 
interior  fire  alarm  system  in  41  East  75th  Street;  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects  . 
(Alt.  450/64) 


462-64-A 

APPLICANT — Irving  P.  Marks  for  The  Guardian  Life 
Insurance  Company  of  America,  owner ;  State  Bowling 
Center  (subsidiary  Met  Sport  Centers,  Incorporated.) 

lessee. 

Application  April  28,  1964 — Appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-sprinkler  system. 
PREMISES  AFFECTED— 90-96  (90-98  official)  Flatbush 
Avenue,  west  side,  136  feet  2  inches  north  of  State  Street, 
497-503  State  Street,  Block  174,  Lot  18,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - — — — - — — - * 

Negative: - - - ® 


play,  lubritorium,  car  wash,  motor  vehicles  repairs  and 
to  permit  the  parking  and  storage  of  motor,  vehicles,  with 
a  show  window  nearer  the  residence  use  district,  than  is 
permitted,  for  a  term  of  fifteen  years  (previously  denied, 
for  a  gasoline  service  station). 

PREMISES  AFFECTED— 87-05  Roosevelt  Avenue  and 
37-61  to  37-69  87th  Street,  northeast  corner,  Block  1475, 
Lot  42,  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - ^ 

Negative: - — - — - ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  30,  1954,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  February  11, 
1964 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  30,  1954, 
as  amended  through  February  11,  1964,  by  adding  thereto: 

“that  an  additional  curb  cut  may  be  installed  on  87th 
Street  to  provide  access  to  the  area  along  the  north¬ 
erly  lot  line  of  the  premises,  which  may  be  used  for  the 
parking  of  cars  awaiting  service  substantially  as  shown 
on  revised  drawing  of  proposed  conditions  marked  Re¬ 
ceived  September  7,  1965’,  one  sheet,  on  condition  that 
other  than  as  herein  amended  the  reoslution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  1363/65) 


99-65-A 


APPLICANT— Esdorn-Youngs  Lumber  Company,  Incor¬ 
porated,  lessee  for  Consolidated  Edison  N.Y.,  owner. 

SUBJECT— Application  January  28,  1965  —  Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 43-16  Vernon  Boulevard, 

southwest  corner  of  43rd  Avenue,  Block  487,  Lot  17,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  zvithdrazm  at  the  request 
of  the  applicant. 


THE  VOTE— 
Affirmative :  Chairman 
Commissioner  Fox, 
missioner  Klein - 

Negative:  - 


Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Com- 

_ 5 

_ 0 


608-52-BZ— Vol.  II 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  L.R.  Realty  Company,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Sup¬ 
erintendent;  previously  granted  on  condition,  under  Sec¬ 
tions  7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  office,  showroom,  sales  and  dis- 


319-61-BZ 


APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Lyress  Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  October  6, 
1965  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  local  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  auto  repairs,  non-automatic  car  wash, 
office,  sales,  ground  sign  with  parking  and  storage  of 
motor  vehicles  for  a  term  of  twenty  (20)  years. 

PREMISES  AFFECTED— 214-234  West  Fordham  Road, 
east  side,  215.30  feet  south  of  Sedgwick  Avenue,  Block 
3234,  Lot  68,  Borough  of  The  Bronx. 

APPEARANCES— 


For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

-  missioner  Klein - - - 5 

Negative  :  - - - - - ® 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  6,  1964;  and 
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.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  18,  1961,  as 
amended  through  October  6,  1964,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.” 
(N.B.  68/61) 


889-63-BZ 

APPLICANT — Samuel  Garnett  for  New  York  Life  Insur¬ 
ance  Company,  owner;  Avis  Rent-A-Car  System,  Inc., 
lessee. 


SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy  which 
expired  February  25.  1965  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  and  Section  666 
£)  the  New  York  City  Charter,  permitting  in  an 
R8  district,  the  maintenance  of  a  parking  lot  for  use  in 
conjunction  with  an  adjoining  garage. 

PREMISES  AFFECTED — 210-212  East  65th  Street,  south 
side,  180  feet  east  of  3rd  Avenue,  Block  1419,  part  of  Lot 
1,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  Samuel  Garnett. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . . . . . .  5 

Negative:  . . . . .  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  25,  1964,  on  certain  conditions;  and  • 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  25,  1964, 
only  as  to  the  time  to  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate 
of  Occupancy,  shall  be  obtained  within  one  year  from 
the  date  of  this  amended  resolution (C.O.  Applic.  No. 


718-64-BZ 


APPLICANT — Leonard  F.  Rothkrug  for  Audrey  Fenton, 
owner;  Spielman  Chevrolet,  lessee. 


SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  ekpires  November 
4,  1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C6-2  and  Ml-5  dis¬ 
trict,  in  an  existing  eight  story  building,  the  erection  of 
an  enlargement  to  enclose  the  existing  roof  parking  and 
to  increase  the  second  floor  mezzanine  that  will  exceed 
the  permitted  floor  area  ratio  and  encroaches  on  the 
sky  exposure  plane. 


PREMISES  AFFECTED — 635  Avenue  of  the  Americas, 
northwest  corner  of  West  19th  Street,  Block  795,  Lot  37, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  4,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the.  resolution  adopted  on  November  4,  1964, 
only  as  to  the  time  to  complete  the  work  and  obtain  a 
Certificate  of  Occupancy,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  within  one  year  from  the  date  of 
this  amended  resolution”.  (Alt.  840/62) 


756-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Dorothy  Furtasch,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  November 
10,  1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R-6  district,  the  en¬ 
largement  in.  area  and  change  in  occupancy  of  an  existing 
garage  ad  oil  selling  station  to  an  automotive  service  sta¬ 
tion  with  accessory  business  signs. 

PREMISES  AFFECTED — 620  East  233rd  Street,  4180- 
4186  Carpenter  Avenue,  southeast  corner,  Block  4835,  Lot 
49,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ 5 

Negative :  _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  10,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  10,  1964, 
only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (Alt.  407/64) 


529-52-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Texaco,  Incorporated, 
owner. 
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SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Sections  7f,  7i  and  7e  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  auto  washing,  non" 
automatic,  office,  sales  of  accessories,  minor  repairs  with 
hand  tools  only,  safety  inspection  station,  ground  sign  and 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 77-03  to  77-21  Roosevelt  Ave¬ 
nue  and  37-62  to  37-78  78th  Street,  northwest  comer, 
Block  1288,  Lot  39,  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  November  16,  1965,  at  10  A.M.,  to  consider 
amendment  of  the  resolution,  requiring  a  new  decision  of 
the  Borough  Superintendent,  which  has  been  filed,  and 
one  publication  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker - 4 

Negative:  Commissioner  Klein  - 1 


CAL  NO.  4184-BZY — VoL  II 

ACTION  OF  BOARD— Laid  over  without  date  pending 
the  outcome  of  the  court  appeal. 


Adjourned:  1 :20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  OCTOBER  26,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

647-48-SA-Vol.  II 

APPLICANT— Automatic  Burner  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Raymond  P.  Groves. 

CTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  ___ — ..  ..  .  . . — .  5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
647-48- S A — Vol.  II  —  Amendment  to  resolution  as  to  addi¬ 
tional  models  of  oil  burner  and  additional  trade  name. 

Automatic  Burner  Corp.,  Chicago,  Illinois,  requested 
that  the  resolution  adopted  May  3,  1949  and  amended  at 
vaeious  times  through  June  2,  1964,  under  Cal.  647-48-SA, 
be  reopened  and  amended  so  as  to  include  additional  models 
of  oil  burners  and  permission  to  market  under  additional 
trade  name. 

PROPOSED  USE:  Residential  and  commercial  oil  burner. 
DESCRIPTION :  The  requested  Model  970  is  basically 
the  same  as  the  presently  approved  Model  97A,  except  for 
a  modification  of  the  Flame  Retention  Head,  which  is  an 


air  handling  part  installed  in  the  end  of  the  burner  air 
tube. 

The  requested  Model  99A  Hi-Lo  is  basically  the  same 
as  the  presently  approved  Model  97 A  Hi-Lo,  except  that 
it  has  a  larger  air  tube  and  motor. 

The  requested  Model  W99A  Hi-Lo  in  the  same  as  the 
Model  99A  Hi-Lo,  except  that  this  burner  will  be  marketed 
by  Weil-McLain  Company,  Inc.,  under  the  trade  name  of 
Weil  McLain  Oil  Burner  Model  W99A  Hi-Lo. 

All  the  requested  models  have  been  approved  by  the 
Underwriters’  Laboratories. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  3,  1949  and  as 
amended  at  various  times  through  June  2,  1964,  under  Cal. 
647-48-SA,  be  reopened  and  amended  so  as  to  include  the 
models  as  herein  described,  and  additional  trade  name  on 
condition  that  the  requirements  of  the  resolution  adopted 
May  3,  1949,  and  amended  at  various  times  through  June  2, 
1964  under  Cal.  647-48-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


143-54-SM 

APPLICANT — United  States  Plywood  Corp.,  owner. 
APPEARANCES— 

For  Applicant:  James  .  Fitzpatrick. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  yOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - — - — — - —  5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

143-54-SM — Amendment  to  resolution  as  to  stretcher  rail 
and  use  of  gasket  at  bottom  of  door. 

United  States  Plywood  Corp.,  New  York,  requested  the 
resolution  adopted  June  2,  1954  and  amended  through 
March  5,  1963,  under  Cal.  143-54-SM,  be  reopened  and 
amended  so  as  to  include  a  stretcher  rail  and  to  permit  the 
use  of  a  gasket  at  the  floor. 

PROPOSED  USE:  One-hour  fire  resistive  protective 
assembly. 

DESCRIPTION :  There  has  been  no  change  in  the  basic 
construction  of  the  door,  being  a  flush  type,  single  swing 
fire  door,  constructed  of  chemically  impregnated  rails  and 
stiles,  mineral  block  core,  cross  banding  and  facing. 

The  first  request  is  to  include  a  2  inch  inner  wide  Maple 
Dieboard  of  plain  Maple  lumber  treated  to  refusal  in  the 
same  manner  as  the  presently  approved  rails.  This  stretcher 
rail  is  to  hold  metal  protection  plates  when  the  doors  are 
installed  in  institutional  installations. 

The  second  request  is  to  permit  the  use  of  a  floor  gasket 
to  seal  against  noise  at  the  bottom  of  the  door.  The  gasket 
is  of  neoprene  and  is  housed  in  a  metal  housing.  This 
gasket  and  housing  will  run  the  width  of  the  door.  The 
total  insert  is  wide  by  1%"  deep  and  the  neoprene 
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gasket  used  to  close  the  undercut  will  extend  %"  to  M *" 
below  the  bottom  level  of  the  door  rail. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1954  and  amended 
through  March  5,  1963,  under  Cal.  143-54-SM,  be  reopened 
and  amended  so  as  to  include  the  modifications  as  herein 
described,  on  condition  that  the  requirements  of  the  reso- 

l:Utli0oti^ad0ptJed  J£n,e  ^b1954  and  as  amended  through  March 
5,  1963,  under  Cal.  143-54-SM,  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


143-54-SM 


October  26,  1965,  under  Cal.  143-54-SM,  are  complied  with. 

(Sgd.)  William  A  Nolan. 

Director, 
John  A.  Darts, 

Assistant  Engineer 
George  F.  Sklenarik, 
Assistant  Engineer 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


502-57-SM 

APPLICANT — Rich-Tex  Company,  owner 
APPEARANCES— 
bor  Applicant:  Marc  Oppenheimer. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
ti°n  amended  in  accordance  with  the  report  and  recoin- 
mendation  of  the  Committee  on  Test 

THE  VOTE- 


APPLICANT — United  States  Plywood  Corp.,  owner 
APPEARANCES— 

For  Applicant :  James  A.  Fitzpatrick. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _  5 

Negative: _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
143-54-SM— Amendment  to  resolution  as  to  use  of  Bommer 
Hinges,  addition  of  resin  sheet  and  an  inner  rail  for 
hardware. 


United  States  Plywood  Corp.,  New  York,  requested  tha 
the  resolution  adopted  June  2,  1954  and  amended  throug 
October  26,  1965,  under  Cal.  143-54-SM,  be  reopened  an 
amended  so  as  to  permit  the  use  of  Bommer  Hinges,  addi 
tion  of  a  resin  face  sheet  and  an  inner  rail  for  hardwan 

PROPOSED  USE:  One-hour  fire  resistive  protectiv 
assembly. 


DESCRIPTION :  There  has  been  no  change  in  the  basic 
construction  of  the  door,  being  a  flush  type,  single  swing 
hre  door,  constructed  of  chemically  impregnated  rails  and 
stiles. 

The  first  request  is  to  permit  the  use  of  Bommer  Butt 
Hinge  (Single  Action)  as  permitted  on  a  similar  door 
approved  for  U.  S.  Plywood  under  Cal.  620-47-SM. 

r<:quest  is  t0  Permit  the  use  of  a  resin  phenolic 
sheet  0.006  and  a  roll  coated  film  0.003",  a  total  of  0.009" 
to  be  applied  to  the  face  of  the  door  giving  a  total  of  0  045" 
face  veneer. 

is  to  permit  the  addition  of  a  7  ply, 
aPi  Cu  Djeboard’  Fire  Treated  to  refusal  to  provide 
additional  hardware  reinforcement.  This  is  in  addition  to 
the  regular  %  edge  banding  that  is  also  treated  to  refusal. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1954  and  amended 
through  October  26,  1965,  under  Cal.  143-54-SM  be  re¬ 
opened  and  amended  so  as  to  include  the  modifications 
as  herein  described,  on  condition  that  the  requirements  of 
the  resolution  adopted  June  2,  1954  and  amended  through 


Affinitive:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative:  _ _ _ _ _  g 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
502-57-SM— Amendment  to  resolution  as  to  change  of 
ownership  and  additional  fabric. 

Rich-Tex  Company  requested  that  the  resolution  adopted 
February  11,  1958,  under  Cal.  502-57-SM,  be  reopened 
and  amended  so  as  to  show  a  change  of  ownership  and  to 
include  an  additional  fabric. 

PROPOSED  USE:  Wall  covering. 

DESCRIPTION :  The  requested  material  known  as  Rich- 
Tex  is  manufactured  in  the  same  manner  as  the  presently 
approved  material  known  as  Rich- Wall.  The  total  thickness 
of  the  requested  material  is  less  than  1/20  of  an  inch. 

The  Rich-Tex  Company  has  submitted  an  affidavit 
stating  that  they  have  taken  over  all  manufacturing,  selling 
and  obligations  of  Fabritate,  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  11,  1958 
under  Cal.  502-57-SM,  be  reopened  and  amended  so  as  to 
include  the  additional  wall  covering  known  as  Rich-Tex 
and  to  show  a  change  of  owner-manufacturer;  new  owner- 
manufacturer  being  Rich-Tex  Company,  Cedar  Grove,  New 
Jersey,  on  condition  that  the  requirements  of  the  resolution 
adopted  February  11,  1958,  under  Cal.  502-57-SM,  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 

Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


565-58-SA 

APPLICANT — Walter  Kidde  &  Company,  Inc.,  owner 
APPEARANCES— 

For  Applicant:  Charles  E.  Zimmerman  and  William  A 
Scofield. 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE—  . 

Affirmative :  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox  - - -  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  565-58-SA— Walter  Kidde  &  Company,  Inc, 
Belleville,  New  Jersey,  requested  that  the  resolution  adopted 
December  2,  1958,  under  Cal.  No.  565-58-SA  be  reopened 
and  amended  so  as  to  include  the  Kidde  Model  G-l  Smoke 
Detector. 

PROPOSED  USE:  As  a  smoke  detector  for  installation 


with  ventilating  ducts. 

DESCRIPTION  :  The  Model  G-l  smoke  detector  is  similar 
to  the  previously  approved  Model  L-4901,  type  G  detector. 


The  following  changes  were  made: 

1.  In  place  of  two  photocells  wired  in  parallel  previously 
used,  only  one  photocell  will  be  used. 

2.  The  cabinet  was  modified  to  accommodate  the  new 
cutout  locations. 

3  The  Weston  Sensitrol  relay  was  changed  from  Model 
705  to  Model  813,  which  has  a  manual  reset  button 
in  place  of  the  previous  electric  reset  button. 

4.  The  trouble  buzzer  is  now  located  inside  the  cabinet 
instead  of  outside  of  it. 

5.  The  main  power  switch  is  now  a  single  pole  switch 
instead  of  a  double  pole  switch. 

6.  The  trouble  and  smoke  indicating  lamps  were  re¬ 
located  to  mount  on  the  door. 

7.  Type  of  fuse  and  fuse  holder  were  changed. 

8.  The  type  of  terminal  strip  was  changed. 

The  new  model  G-l  has  been  tested  and  approved  by 
Underwriters’  Laboratories,  File  466. 

The  Fire  Department  has  submitted  a  report  stating  that 
the  G-l  detector  is  substantially  the  same  as  he  approved 
Type  G  detector. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  2,  1958,  under 
Cal.  No.  565-58-SA,  be  reopened  and  amended  so  as  to 
include  the  Kidde  Model  G-l  Smoke  Detector,  on  condition 
that  the  requirements  of  the  resolution  adopted  December  2, 
1958,  under  Cal.  No.  565-58-SA,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  IGeinert, 
Commissioner  Fox,.  Commissioner  Becker  and  Co*n- 

misioner  Klein  - - — - —  q 

Negative  . — - - - —  w 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
35-60-SA — H.  M.  Miller  Sales  Company  for  Mission  Valve 
&  Pump  Company,  Houston,  Texas,  filed  for  approval  of 
the  appliance  known  as  Mission  Duo-Chek  Valve  under  the 
provisions  of  C26-191.0,  Administrative  Building  Code.  The 
applicant  revised  their  application  so  as  to  apply  un^r 
C26-1340.0,  C26- 1383.0,  C26-1396.0,  and  C26-1365.0,  Ad¬ 
ministrative  Building  Code. 

PROPOSED  USE:  Valve  to  reduce  water  hammer  at 
discharge  side  of  centrifugal  fire  pumps. 

DESCRIPTION :  The  valve  has  an  iron  body  which  has 
the  same  inside  and  outside  configuration  as  an  all  brass 
valve.  The  resilient  Buna— “N”  seal  between  the  clapper 
plate  and  seat  ring  is  vulcanized  to  the  body,  and  the  seat 
ring  is  an  integral  part  of  the  body.  The  clapper  plates 
are  of  aluminum  bronze.  The  clapper  spring  and  hinge  pins 
are  of  stainless  steel  and  the  stop  pieces  are  of  nickel 
plated  steel. 

The  valves  are  not  flanged,  but  are  installed  between 
regular  flanges  in  the  line,  requiring  longer  flange  bolts  to 
bridge  the  length  of  the  valve. 

INSPECTION  AND  TEST:  The  Factory  Mutual  Insur¬ 
ance  have  tested  and  approved  the  Fig.  12,  HMP  Model  A 
4  5  6,  8  and  10  inch  sizes,  and  the  Fig.  25,  HMF  Model 
A  4,  5,  6,  8,  and  10  inch  sizes.  The  complete  reports  are 
on  file  with  and  are  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom- 
mends  the  approval  of  the  Mission  Duo-Chek  Valves  Fig. 
12,  HMF  Model  A  4,  5,  6,  8,  and  10  inch  sizes,  and  Fig.  25, 
Model  A  4,  5,  6,  8  and  10  inch  sizes  for  voluntary  use  in 
New  York  City  on  the  discharge  lines  of  fire  pumps;  its 
purpose  is  to  reduce  water  hammer  on  the  discharge  side 
of  pump  and  to  close  without  clatter.  The  Committee 
further  recommends  that  these  valves  may  be  used  on  tank 
filling  pumps  of  standpipe  and  sprinkler  systems,  on  con¬ 
dition  that  all  installations  comply  with  the  requirements 
of  Articles  16  and  17,  Chapter  26,  Administrative  Building 
Code  and  that  a  metal  name  plate  be  securely  attached 
to  each  valve  body,  such  plate  to  contain  an  arrow  indicat¬ 
ing  the  direction  of  discharge,  manufacture’s  name  or  trade 
mark,  the  working  water  pressure  and  the  legend:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Cal.  No.  35-60-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Assistant  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


35-60-SA 

APPLICANT— H.  M.  Miller  Sales  Company  for  Mission 
Valve  &  Pump  Co.,  owner. 

APPEARANCES— 

For  Applicant:  Harold  M.  Miller,  Jr. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


300-62-SA 

APPLICANT— Speed  Queen,  A  Division  of  McGraw- 
Edison  Company,  owner. 

APPEARANCES— 

For  Applicant:  D.  M.  Eckstein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  300-62-SA — Speed  Queen,  Division  of  McGraw- 
Edison  Company,  Ripon,  Wisconsin  requested  that  the 
resolution  adopted  January  15,  1963,  under  Cal.  No.  300- 
62-SA,  be  reopened  and  amended  so  as  to  include  the  new 
Speed  Queen  Coin-Operated  Dry  Cleaners,  Models  280 
and  281. 

DESCRIPTION :  The  Models  280  and  281,  coin-operated 
dry  cleaners  using  perchlorethylene  solvent  are  similar  to 
the  previously  approved  Model  275.  They  differ  from  each 
other  only  in  the  finish  on  the  front  panels. 

They  vary  from  the  Model  275  in  that  they  are  single 
units  employing  a  single  washer  basket  of  3.8  or  10.65 
lbs.  dry  weight  instead  of  twinned  units  with  two  such 
baskets.  They  use  a  cartridge  type  filter  in  place  of  a 
tube,  filter  and  the  steam  heated  muck  cooker  has  been 
eliminated. 

The  Models  280  and  281  dry  cleaners  have  been  tested 
and  accepted  for  listing  by  Underwriters’  Laboratories,  File 
E  35040. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  15,  1963,  under 
Cal.  No.  300-62-SA,  be  reopened  and  amended  so  as  to 
include  the  Speed  Queen  Coin-Operated  Dry  Cleaners, 
Models  280  and  281,  on  condition  that  the  requirements  of 
the  resolution  adopted  January  15,  1963,  under  Cal.  300-62- 
SA,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


920-62-SM 

APPLICANT — Walker  Poroswall  Pipe  Co.,  owner. 
APPEARANCES— 

For  Applicant:  Jerrold  Oakley. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ , _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
920-62-SM — Amendment  to  resolution  as  to  additional 
underdrain. 

Walker  Poroswall  Pipe  Company,  Little  Ferry,  New 
Jersey,  requested  that  the  resolution  adopted  January  28, 
1964,  under  Cal.  920-62-SM,  be  reopened  and  amended  so 
as  to  include  additional  pipe  known  as  Extra  Strength 
Poroswall  Pipe. 

PROPOSED  USE:  Subsurface  underdrain  to  lower 
ground  water  table. 


DESCRIPTION :  The  extra  strength  pipe  is  manufac- 
tured  of  the  same,  design  mix  as  the  standard  pipe.  The 
difference  in  the  pipe  being  in  the  wall  thickness  which  is 
increased.  The  diameters  and  wall  thicknesses  are  as 
follows  :  6,8  10  ,  12'',  15",  and  18''  with  the  correspond¬ 

ing  walls  1.25  ',  1.50",  1.625",  2.00",  2.25",  and  2.50". 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Jersey  Testing  Laboratories, 
Inc.,  showing  the  load  per  lineal  foot  as  a  beam  to  cause 
ai  ure  and  also  the.  time  of  filtration.  The  complete  report 
is  on  file  with  and  is  part  of  the  record. 


RECOMMENDATION:  The  Committee  on  Test  recom- 
*at  the  resolution  adopted  January  28,  1964,  under 
L-al.  y^U-62-SM,  be  reopened  and  amended  so  as  to  include 
the  additional  pipe  known  as  Extra  Strength  Poroswall 
Pipe,  on  condition  that  the  requirements  of  the  resolution 
adopted  January  28,  1964,  under  Cal.  920-62-SM  are 
complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


157-63-SM 

APPLICANT — Inland  Steel  Company,  owner;  Frank  B. 
Pinzel,  agent. 

APPEARANCES— 

For  Applicant  F.  B.  Provle  and  T.  E.  Lynch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
I  est. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative:  _ _ _ _____ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
157-63-SM— Inland  Steel  Company,  Chicago,  Illinois  filed 
tor  approval  of  the  material  known  as  Inland  Steel 
Company  Roof  Deck  Sub-Purlins  under  the  provisions  of 
Local  Law  73  of  1963. 

PROPOSED  USE:  Sub  purlins. 

DESCRIPTION :  The  tees  are  manufactured  of  billet 
grade  or  Rail  Steel  produced  in  accordance  with  ASTM-A- 
4r  oa°AAhlgh  stren&th  steel  with  a  tensile  strength  in  excess 
of  80,000  p.s.i.  and  a  yield  in  excess  of  50,000  p.s.i. 

The  sections  are  designated  as  follows: 


Section 

Thickness 

Moment  of  Inertia 

Section  Modulus 

1-112 

0.109" 

0.123  in4 

0.126  in3 

1-158 

0.121" 

0.170 

0.172 

1-168 

0.125" 

0.247 

0.240 

1-178 

0.140" 

0.364 

0.340 

1-200 

0.140" 

0.503 

0.460 

1-218 

0.125" 

0.598 

0.520 

1-228 

0.125" 

0.868 

0.736 

1-258 

0.140" 

1.388 

1.057 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
reports  of  tests  conducted  by  Pittsburgh  Testing  Labora- 
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tories  to  show  compliance  with  the  ASTM  requirements 
and  to  show  the  bending  stress  of  Fb  =  0.66Fy  would 
apply  to  these  tees  with  a  maximum  of  33, (XX)  p.s.i.  allow¬ 
able  fiber  stress. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Inland  Steel 
Company  Roof  Deck  Sub-Purlins  for  use  in  New  York  City 
with  a  maximum  fiber  stress  in  bending  of  33,000  p.s.i.  as 
allowed  under  C26-368.0.5,  Administrative  Building  Code 
as  amended  by  Local  Law  73  of  1963  for  use  as  a  secondary 
member  as  permitted  under  C26-518.0.C.2,  Administrative 
Building  Code  with  a  maximum  spacing  of  24  inches  on 
centers  for  floors  and  30  inches  on  centers  for  roofs  as 
the  tees  are  less  than  0.15  inches  in  thickness.  The  steel 
shall  be  suitably  identified  as  required  under  C26-322,  Ad¬ 
ministrative  Building  Code.  All  bills  of  lading  and  bills 
of  material  shall  be  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  Tork  City  under 
Cal.  No.  157-63-SM”. 

Deflection  shall  not  exceed  1/360  of  the  span  when  a 
plastered  ceiling  is  used. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


374-64-SM 

APPLICANT— Ellis  Manufacturing  Company,  Inc.,  owner. 

appearances— 

For  Applicant :  Charles  C.  Murphy. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
374-64-SM— Ellis  Mfg.  Co.,  Inc.  Oklahoma  City,  Oklahoma, 
filed  for  approval  of  the  material  known  as  Ellis  Shore 
Clamp  under  the  provisions  of  Rules  of  the  Board  adopted 
under  Cal.  784-41-SR. 

PROPOSED  USE:  Clamp  to  hold  one  vertical  shore  above 
another  vertical  shore. 

DESCRIPTION :  The  clamp  is  designed  to  be  used  with 
4"  x  4"  shores  and  the  individual  shore,  not  to  exceed 
7'-0"  in  height. 

The  clamp  is  made  of  %"  round  bar  and  two  malleable 
castings.  The  round  bar  is  formed  into  a  “U  ’  shape  ^and 
the  two  castings  are  slipped  into  the  legs  of  the  “U” 
shaped  rod.  The  assembly  is  then  formed  and  welded  so 
as  to  form  a  solid  collar  with  two  swivel  castings  on  it, 
one  at  each  end. 

In  erection,  the  clamps  are  nailed  to  the  wooden  shore, 
spacing  them  so  that  the  upper  clamp  is  not  closer  than  2" 
of  the  top  of  the  shore,  and  the  second  clamp  is  spaced  12" 
below  the  first  clamp.  The  added  shore  is  then  raised  to 
the  desired  height  and  the  clamp  catches  at  this  height, 
giving  an  erected  shore. 


Under  load,  the  two  clamps  grip  the  upper  shore  and,  by 
friction,  hold  it  in  place. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Oklahoma  Testing  Labora¬ 
tories,  showing  that,  under  a  load  of  20,000  lbs.,  there  was 
a  slippage  of  1.438  inches. 

Another  report  of  test  conducted  by  Sullivan  Engineer¬ 
ing  Company,  showing  the  loadings  of  various  heights  of 
shores,  ranging  from  10,000  lbs.  on  an  8'-0"  shore  to 
3,000  lbs.  on  a  15'-0"  shore. 

The  clamp  has  been  approved  by  the  State  Board  of 
Standards  and  Appeals. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Ellis  Shore 
Clamp  for  voluntary  use  in  New  York  City  as  a  clamp  to 
hold  one  vertical  shore  above  another  vertical  shore,  on 
condition  that  the  maximum  height  of  the  shores  using 
this  clamp  to  achieve  this  height  shall  not  exceed  15'-0". 
and  the  load  at  that  height  shall  not  exceed  3,000  lbs.,  and 
for  an  8'-0"  height,  the  load  not  to  exceed  10,000  lbs.  All 
installations  shall  comply  with  the  Rules  of  the  Board 
adopted  under  Cal.  _  784-41-SR.  When  power  buggies  are 
used,  adequate  provisions  shall  be  made  and  a  notation  pi 
such  fact  shall  be  made  on  the  shoring  plans  filed  with 
the  Department  of  Buildings.  All  clamps  shall  bear  a  label, 
permanently  affixed,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  374-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


408-64-SA 


APPLICANT— Gilbert  &  Barker  Mfg.  Company,  owner. 
APPEARANCES— 

For  Applicant :  Vincenta  Magnacca. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  _  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  - ~ 

Not  Voting:  Commissioner  Fox  -  1 

TTTT?  TTTTfYNF — 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  408-64-SA— Gilbert  &  Barker  Mfg.  Company,  West 
Springfield,  Mass.,  requested  that  the  resolution  adopted 
December  8,  1964,  under  Cal.  No.  408-64-SA,  be  reopened 
and  amended  so  as  to  include  an  additional  trade  name  for 
the  Gilbarco  Model  WD-11  Conversion  Oil  Burner. 

The  Gilbarco  Model  WD-11  oil  burner  which  was  previ¬ 
ously  approved  will  now  also  be  marketed  by  The  Master 
Engineering  Company  of  Baltimore,  Maryland,  as  their 
Model  OE-6. 

There  will  be  no  change  in  the  burner  except  for  the  name 


plate. 

An  Underwriters’  Laboratories  listing  card  in  the  name 
of  The  Master  Engineering  Company,  File  MP-3068,  has 
been  submitted. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964,  under 
Cal.  No.  408-64-SA,  be  reopened  and  amended  so  as  to 
permit  the  marketing  of  the  Gilbarco  Model  WD-11  Con¬ 
version  Oil  Burner  by  The  Master  Engineering  Co.,  as 
their  Model  OE-6,  on  condition  that  the  requirements  of 
the  resolution  adopted  December  8,  1964,  under  Cal.  No. 
408-64-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  iln  accordance  with 
the  above  report. 


429-64-SA 


APPLICANT — Industrial  Combustion,  Incorporated,  own¬ 
er;  WYMBS.  Inc.,  DBA/HEV-E-OIL  Burner  Disr., 
Agent. 

APPEARANCES— 

For  Applicant :  Frank  Wymbs,  Jr. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _ _ _ _ _  _  _  q 

Not  Voting:  Commissioner  Fox  _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  429-64-SA — Industrial  Combustion,  Inc.,  Milwau¬ 
kee,  Wisconsin,  filed  for  approval  of  the  Appliance  known 
as  Hev-S-Oil  Burner,  Models  AM5E,  AM6E,  AM7E 
AM8E,  AM8%E,  AM9E,  and  AM9%E,  under  the  provi¬ 
sions  of  the  Oil  Burner  Rules  of  the  Board. 


PROPOSED  USE:  Conversion  type  oil  burners. 
DESCRIPTION :  These  Hev-E-Oil  burners  are  low  pres¬ 
sure  air  atomizing  type  burners  designed  to  burn  No.  5  or 
heavier  fuel  oil. 


The  basic  burner  is  built  with  a  variable  delivery  piston 
type  metering  fuel  oil  pump  with  a  vane  type  primary  air 
pump  mounted  on  a  cast  frame  housing.  The  burner  motor 
drives  this  air-oil  pump  and  also  a  secondary  air  blower. 

A  nozzle,  gas  pilot,  electrodes  and  electric  preheater  with 
thermostat  form  a  drawer  assembly  which  sldies  in  and 
seats  itself  within  a  horizontal  cylinder  extension  of  the 
housing  which  is  the  blast  tube.  This  tube  .is  fitted  with  a 
slotted  and  finned  diffuser. 

A  modulating  motor  is  used  to  regulate  the  output  of  the 
oil  metering  pump  and  secondary  air  supply  for  low  fire, 
intermediate  fire  and  high  fire  operation. 

A  gas  pilot,  ignited  by  electric  spark,  ignites  the  fuel 
oil  on  burner  start-up. 

An  oil  solenoid  is  connected  between  the  air-oil  metering 
pump  and  the  burner  nozzle  and  serves  to  direct  oil  flow 
to  the  nozzle  during  burner  operation  or  to  by-pass  oil  to 
the  return  line  during  prepurge  and  postpurge  periods. 

A  flame  scanne  electronic  control  is  used  for  4-second 
shut-off  of  fuel  oil  in  case  of  flame  failure. 

These  burners  have  firing  rates  as  following: 


Model 

Max. 

Min, 

AMSE 

25 

5 

AM6E 

30 

5 

AM7E 

50 

6 

AM8E 

75 

8 

AM8%E 

90 

10 

AM9E 

120 

10 

AM9%E 

140 

10 

INSPECTION  AND  TEST :  All  details  submitted  were 
examined  by  Assistant  Engineer  G.  F.  Sklenarik. 

These  burners  were  tested  and  approved  by  Underwriters’ 
Laboratories,  File  MP  1473. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Hev-E-Oil 
Burner,  Models  AM5E,  AM6E,  AM7E,  AM8E,  AM8%E, 
AM9E,  and  AM9%E,  for  use  in  New  York  City  in  accord¬ 
ance  with  this  report  and  the  Oil  Burner  Rules  of  the 
Board,  provided  that  each  burner  shall  bear  a  label,  per¬ 
manently  affixed,  reading:  “Approved  by  the  Board  of 
Standaids  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  429-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


480-64-SM 

APPLICANT— Garrett  Langevoort  for  Philips  Drill  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant:  Garret  W.  Langevoort. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Vice  Chairman  Kleinert _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
480-64-SM— Phillips  Drill  Company,  Michigan  City,  In- 
.  diana,  filed  for  approval  of  the  material  known  as  Phil¬ 
lips  Red  Head  Non  Drilling  Anchors  under  the  provisions 
of  C26-191.0,  Administrative  Building  Code. 

PROPOSED  USE:  The  material  is  to  be  used  for  anchor¬ 
ing  hangers  to  stone  concrete. 

DESCRIPTION :  The  anchor  is  an  internally  threaded 
concrete  fastener  made  from  alloy  steel  and  is  supplied  with 
a  case  hardened  steel  expansion  plug.  The  anchor  has  a 
sharp  cutting  ring  and  broaching  edges  which  undercut  the 
concrete  when  the  anchor  is  set  over  the  expander  plug. 
The  other  end  of  the  anchor  is  tapped  internally  to  accept 
standard  machine  bolts. 

The  installation  is  as  follows:  A  masonry  drill  of  the 
correct  diameter  is  used  to  drill  a  hole  in  the  concrete  sur¬ 
face.  The  drill  .is  removed  from  the  hole  and  expanded  with 
a  hammer  and  setting  tool. 
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INSPECTION  AND  TEST:  Samples  of  the  fastener 
ranging  in  size  from  1/i"  to  were,  tested  by.  Pittsburgh 
Testing  Laboratory  in  tension  when  imbedded  in  concrete. 
Results  were  as  follows : 


Bolt  Size 
54" 


%" 

%" 

%" 


Average  failureload 
2912 
4825 
7620 
11570 
17166 


Type  of  failure 
Failure  in  concrete 

u  a  a 

a  u  <( 

a  a  a 

«  a  a 


RECOMMENDATION :  On  the  basis  of  the  tests  and  the 
data  filed  by  the  applicant,  The  Committee  on  Test,  recom¬ 
mends  the  approval  of  the  material  known  as  Phillips  Red 
Head  Non  Drilling  Anchors  for  voluntary  use  in  stone 
concrete,  in  New  York  City,  under  the  provisions  of 
C26-191.0  under  the  pertinent  sections  of  the  Administrative 
Building  Code,  in  the  same  manner  as  an  expansion  bolt, 
wherein  expansion  bolts  are  permitted,  on  condition  that  all 
cartons  in  which  the  material  is  marketed  shall  be  tagged, 
stamped  or  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  480-64-SM”. 

The  Committee  further  recommends  that  the  loading  on 
the  fasteners  shall  comply  with  the  following  table: 

Size  Tension — Workingload  lbs. 

300 

%"  490 

i/3"  760 

%"  1150 

%"  1700 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


481-64-SM 

APPLICANT— Garrett  Langevoort  for  Phillips  Drill  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant :  Garret  W.  Langevoort. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein - A 

Negative :  Vice  Chairman  Kleinert - 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
481-64-SM— Phillips  Drill  Company,  Michigan  City,.  In¬ 
diana,  filed  for  approval  of  the  material  known  as  Phillips 
Red  Head  Stud  Concrete  Anchors  under  the  provisions  of 
C26-191.0,  Administrative  Building  Code. 

PROPOSED  USE:  The  material  is  to  be  used  for  anchor¬ 
ing  hangers  to  stone  concrete. 

DESCRIPTION :  The  fastener  is  an  all  steel  externally 
threaded  fastener.  The  anchors  are  supplied  with  case  hard¬ 


ened  steel  expander  plugs.  The  anchor  has  a  sharp  cutting 
ring  and  broaching  grooves  which  provide  a  means  for 
undercutting,  the  hole  when  setting  and.  expanding.  The  stud 
bolt  has  national  coarse  threads  and  will  accept  all  standard 
machine  nuts. 

The  installation  is  as  follows:  A  masonry  drill  of  the 
correct  diameter  is  used  to  drill  a  hole  in  the  concrete  sur¬ 
face.  After  the  correct  depth  is  reached,  the  drill  .is  removed 
and  the  anchor  is  inserted.  The  anchor  is  expanded  by  using 
a  hand  hammer. 

INSPECTION  AND  TEST:  Samples  of.  the  fastener 
ranging  in  size  from  54"  to  %"  were  tested  in  tension  and 
shear  by  Pittsburgh  Testing  Laboratory,  when  imbedded  in 
concrete.  Results  were  a  sfollows: 


Bolt  Size 

Tension 

Failure  Load  Failure 

Shear 

Failure  Load 

Failure 

54" 

2660 

Concrete 

2020 

Stud  Sheared 

%" 

4290 

M 

5170 

(( 

a 

%" 

5620 

it 

8710 

it 

u 

%" 

9240 

a 

11817 

u 

a 

3/4  " 

12650 

a 

18017 

u 

a 

RECOMMENDATION :  On  the  basis,  of  the  tests  and  the 
data  filed  by  the  applicant,  The  Committee  on  Test,  recom¬ 
mends  the  approval  of  the  material  known  as  Phillips  Red 
Head  Stud  Concrete  Anchors  for  voluntary,  use  in  stone 
concrete,  in  New  York  City,  under  the  provisions  of  C26- 
191.0  under  the  pertinent  sections  of  the  Administrative 
Building  Code,  in  the  same  manner  as  an  expansion  bolt, 
wherein  expansion  bolts  are  permitted,  on  condition  that 
all  cartons  in  which  the  material  is  marketed  shall  be  tagged, 
stamped  or  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  481-64-SM”. 

The  Committee  further  recommends  that  the  loading  on 
the  fasteners  shall  comply  with  the  following  table: 


Size 

Workingload — Tension 

Workingload  Shear 

54" 

260  lbs. 

400  lbs. 

%" 

430  “ 

1000  “ 

%" 

560  “ 

1700  “ 

%" 

920  “ 

2300  “ 

%" 

1260  “ 

3600  “ 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 
Assistant  Architect 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1092-64-SM 

APPLICANT — National  Cincrete  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Louis  J.  Michaelsin. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissionei  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: . . —  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1092-64-SM— National  Cincrete  Corp.,  Long  Island  City, 
New  York,  filed  for  approval  of  the  material  known  as 
National  Cincrete  Channel  Chase  Block  under  the  provi- 
sions  of  C26-450.0,  Administrative  Building  Code. 
PROPOSED  USE:  Masonry  unit  to  provide  a  chase. 
DESCRIPTION :  The  block  is  formed  in  the  shape  of  a 
channel.  The  dimensions  are  4"  deep  by  8"  or  9"  wide  by 
16  or  18  high.  The  shell  thickness  is  2"  throughout. 

.The  blocks  are  manufactured  of  either  Nytralite  or  Pu¬ 
mice,  both  approved  by  the  Board.  The  mix  of  the  blocks  is 
the  same.  One  part  of  cement,  one-half  of  one  part  of  silica 
flour,  tvvo  parts  of  sand  and  five  parts  of  either  Nytralite 
or  Pumice,  and  eight  gallons  of  water  per  sack  of  cement. 
INSPECTION  AND  TEST:  Samples  of  the  blocks  were 
tested  by  the  Jersey  Testing  Laboratories,  Inc.  The  blocks 
were  tested  in  both  planes  so  that  the  chase  would  be  either 
in  a  horizontal  or  vertical  plane.  The  units  met  the  require- 
ments  of  load  bearing  hollow  masonry  units.  The  reports 
are  on  file  with  and  are  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  National 
Cincrete  Channel  Chase  Block  for  Voluntary  use  in  New 
Y°rk  Cjty  under  the  provisions  of  C26-4S0.0,  Administra¬ 
tive  Building  Code,  on  condition  that  all  bills  of  lading, 
invoices  and  bills  of  materials  covering  this  material  shall 
be  marked  or  stamped:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  1092-64-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1256-64-SA 

APPLICANT-Sigfried  Kellner  for  Electronics  Corpora¬ 
tion  of  America  Combustion  Control  Div.,  owner 
APPEARANCES— 

For  Applicant :  Philip  Lord. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  _  5 

Negative : _ _ _ _ q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No..  1256-64-SA — Electronics  Corporation  of  America, 
Combustion  Control  Division,  Cambridge,  Mass.,  filed  for 
approval  of  the  appliance  known  as  Fireye  UVP-2,  UVP-4 
UVC-2,  and  UVC-4  Systems  with  Model  45UV2,  45UVl| 
and  45UV3  Scanners,  and  Model  25RU8,  25SU5,  25CU6, 
and  25DU4  Controls  under  the  provisions  of  Article  12, 
Chap.  26,  Administrative  Building  Code  and  the  Oil  Bur¬ 
ner  Rules  of  the  Board. 

PROPOSED  USE:  Flame  safeguard  controls  for  fuel 
burners. 


DESCRIPTION :  The  UVP-2  system  provides  ignition 
and  name  failure  protection  for  industrial  and  commercial 
oil,  gas  or  combination  oil/gas  burners.  In  conjunction 
with  operating,  limit  and  interlock  devices,  it  automatically 
pi  ograms  each  starting, .  operating  and  shutdown  period. 
]. he  UVP-2  system,  which  monitors  both  main  and  pilot 

^cTrfro  cons'sts  of.a  25RU8  programming  control  and  a 
45  U  V  2  scanner  which  uses  a  gas  discharge  tube  to  super¬ 
vise  the  ultraviolet  portion  of  oil  and  gas  flames.  It  may 
also  be  used  with  burners  without  pilot  flame  having  direct 
spark  ignition. 

This  system  is  designed  to  de-energize  all  fuel  valves 
within  4  seconds,  upon  loss  of  flame  signal.  The  control 
recycles  automatically  each  time  the  operating  or  limit 
control  closes  or  after  a  power  failure,  but  locks  out  and 
must  be  reset  manually  following  a  flame  failure. 

The  UVP-2  system  incorporates  a  safety  checking  circuit 
that  is  effective  on  every  start.  Any  condition  which  will 
cause  the  flame  relay  to  hold  in  during  the  checking  period 
will  stop  the  program  before  any  ignition  circuits  are  ener¬ 
gized  and,  if  sustained,  will  result  in  safety  lockout. 

The  45UV2  scanner  ,  is  a  sealed,  gas  filled,  ultraviolet 
transmitting  tube  containing  two  electrodes  connected  to  a 
a.c.  voltage.  When  ultarviolet  flame  radiation  of  sufficient 
energy  (at  wavelengths  shorter  than  those  of  sunlight  at 
the  earth  s  surface)  strikes  the  tube,  the  gas  becomes  con¬ 
ducive  permitting  current  to  flow  between  the  two  elec¬ 
trodes.  The  scanner  and  its  transformer  are  enclosed  in  a 
suitable  metal  enclosure  made  with  a  quartz  window  and  a 
sight  tube  on  which  the  scanner  is  mounted. 

The  UVP-4  system  provides  ignition  and  flame  failure 
protection  for  manually  or  semi-automatically  ignited  fuel 
burners..  It  employs  a  25SU5  control  designed  for  single 
or  multiple  burner  applications  burning  gas,  oil  or  pulver¬ 
ized  coal,  the  latter  application  where  voltage  is  well 
regulated. 

.  The  45UV1  scanner  is  similar  to  the  45UV2  in  opera¬ 
tion.  It.  is  enclosed  in  a  cast  aluminum  weatherproof  housing 
employing  high  temperature  sealing  gaskets  and  a  quartz 
window  or  a  plano-convex  lens. 

The  UVC-2  system  is  designed  for  complete  program- 
mmg  and  electronic  flame  safeguarding  of  commercial  gas, 
light  oil  and  combination  gas/oil  burners. 

It  uses  a  25CU6  control  and  a  45UV3  ultraviolet  flame 
scanner. 


In  operation,  the  UVC-2  system  is  similar  to  the  UVP-2 
system.  It  is  of  more  compact  design  with  all  solid  state 
circuity. 

The  UVC-4  system  provides  ignition  and  flame  failure 
protection  for  semi-automatic  and  manually  ignited  process 
burners  using  oil,  gas  or  combination  oil/gas.  This  system 
has  a  2aDU4  control  unit  and  a  45UV3  ultraviolet  scanner. 
The  scanner  monitors  both  pilot  and  main  flames  and  is 
designed  to  de-energize  all  fuel  valves  within  4  seconds 
following  loss  of  flame.  Manual  restart  is  required  follow¬ 
ing  any  shutdown.  The  control  provides  for  the  direct 
connection  of  limit  switches,  air  flow  switches,  starting 
interlocks  and  fuel  pressure  and  temperature  switches.  The 
UVC-4  system  includes  a  safe  start  interlock  circuit. 


INSPECTION  AND  TEST :  All  data  submitted  was 
examined  by  Assistant  Engineer  G.  F.  Skelarik. 

These  primary  safety  controls  were  tested  and  approved 
by  Underwriters’  Laboratories,  file  MP  1537A. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Fireye  UVP- 
2,  UVP-4,  UVP-2,  and  UVC-4  Systems  with  Model 
45UV2,  45UV1  and  45UV3  Scanners,  and  Model  25RU8, 
25SU5,  25CU6,  and  25DU4  Controls  for  use  in  New  York 
City  as  described  and  when  installed  and  maintained  in 
accordance  with  the  recommendations  of  the  manufacturer. 
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provided  that  each  scanner  and  control  unit  will  bear  a 
label,  permanently  affixed,  reading:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  1256-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


55-65-SM 

APPLICANT— Mandell  S.  Ziegler  for  American  Acrylic 
Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Mandell  S.  Ziegler. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - 5 

Negative:  - 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
55-65-SM — American  Scrylic  Corp.,  Farmingdale,  New 
York,  filed  for  approval  of  the  material  known  as  Lumasite 
under  the  provisions  of  C26-191.0,  Administrative  Building 
Code. 

PROPOSED  USE:  To  be  used  in  location  where  glass  is 
permitted  such  as  skylights,  patio  coverings,  awnings,  etc. 
DESCRIPTION :  The  material  is  made  from  DuPont 
Lucite  acrylic  resins  and  glass  fibers,  and  may  be  made 
self -extinguishing  by  the  addition  of  inhibitors. 

The  material  has  the  following  thicknesses  0.060", 
0.090"  and  0.125"  with  the  corresponding  weight  per  sq.  ft. 
7.0,  10.5  and  14  ozs.  per  sq.  ft. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  as  conducted  by  United  States  Testing 
Company,  to  show  that  the  sheet  labeled  FR  is  a  fire- 
retardant  plastic  under  ASTM  D-635-63,  but  could  not  be 
listed  as  incombustible  under  C26-88.0,  Administrattive 
Building  Code. 

RECOMMENDATION:  The  Committee  on  Test  is  of 
the  opinion  that,  as  the  material  cannot  be  rated  as  incom¬ 
bustible  under  the  provisions  of  C26-88.0,  Administrative 
Building  Code,  but  may  be  described  as  slow  burning  or 
as  self-extinguishing  when  the  panels  have  the  designation 
FR.  The  approval  of  all  these  panels  be  limited  in  scope 
to  the  folowing  uses : 

Subdividing  partitions  in  Class  I  Buildings  150'-0"  or 
less  in  height  as  provided  under  C26-667.0,  Administrative 
Building  Code;  Patio  roofs  outside  the  fire  limits  as  being 
considered  as  a  miscellaneous  and  temporary  structure  as 
set  forth  under  C26-543.0,  Administrative  Building  Code; 
Glazing  material  on  multiple  dwellings  where  wood  is 
permitted  for  windows  when  located  not  more  than  150'-0" 
above  the  curb  level,  but  not  within  or  in  an  opening  to 
the  public  hall,  stairs  and  shaft  or  in  locations  where  a 
fire  resistive  opening  protective  assembly  is  required;  for 
use  as  a  glazing  material  in  the  windows  of  schools  as 
defined  under  C26-132.0  and  C26-133.0,  Administrative 


Building  Code,  on  condition  that  the  school  building  in 
which  this  material  is  to  be  used  shall  not  exceed  75  -0 
in  height,  and  not  to  be  used  in  locations  requiring  a  fire 
resistive  assembly ;  that  the  glazing  compound  in  all  cases 
shall  only  be  those  as  specified  by  the  manufacturer  of  the 
Lumasite  Panels,  and  that  all  containers  or  cartons  in 
which  the  material  is  marketed  shal  be  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  55-65-SM”. 

The  Committee  further  recommends  that  as  the  material 
is  not  incombustible,  it  shall  not  be  used  for  skylights, 
awnings,  marquees  or  glazing  in  other  locations  than  those 
recommended. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


856-63-SA 

APPLICANT — Preway  Incorporated,  owner. 

SUBJECT— Application  November  1,  1963  —  Preway  Ken- 
more  Oil  fired  Recessed  Heater,  Model  2429-1,  approval 
of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  Commissioner  Fox  -  1 


302-64-SM 

APPLICANT — AllianceWall  Corporation,  owner. 
SUBJECT— Application  March  16,  1964  —  AllianceWall 
Veneer  and  Insulate  Panels  various  models  approval  of. 

APPEARANCES— 

For  Applicant:  Wolf  Wacher. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  2  P.  M.  for  decision;  applicant  to  submit  drawing. 


1066-61- A — Vol.  II 

APPLICANT— Daub  and  Daub  for  Frank  and  Marie 
Coussa,  owners. 

SUBJECT— Application  reopened  September  8,  1965  as 
Volume  II  —  Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner  —  re  Sprinkler  System. 

PREMISES  AFFECTED— 111  Reade  Street,  south  side, 
24.9  feet  east  of  West  Broadway,  Block  145,  Lot  16,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox, 

missioner  Klein _ 

Negative: _ _ 

THE  RESOLUTION— 


Commissioner  Becker  and  Com- 
- 5 

- 0 


2.  Submit  an  affidavit  in  duplicate  to  this  Department 
signed  before  a  Notary  Public  stating  that  building 
is  vacant  and  will  remain  vacant  at  all  times.” 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  28,  1964  and  July  9th,  1965  on  Order  No.  6636-4 
reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code.” 

Ch.  19.161.0a  Adm.  Cide.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  December  28,  1964  and  July  9,  1965,  acting  on  Order 
N°-  6636-4,  Objection  No.  .1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  July  13,  1965”,  6  sheets;  on  fur¬ 
ther  condition  that  a  non-automatic  sprinkler  system  shall 
be  installed  an  the  cellar;  that  an  automatic  fire  alarm  sys¬ 
tem  with  central  office  connection  shall  be  installed  through¬ 
out  the  building;  and  that  the  elevator  doors  shall  be  made 
self-closing. 


1541-64-A — Vol.  II 


APPLICANT  Richard  Rethy  for  119  Company,  owner. 

SVTBJ?CT-Application  re°Pened  July  7,  1965  as  Volume 
II  ^Appeal  from  an  order  of  the  Fire  Commissioner  re- 
Spnnkler  System. 

PREMISES  AFFECTED — 119  Bowery,  east  side,  100  feet 
2  inches  south  of  Grand  Street,  Block  304,  Lot  13  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Richard  Rethy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 

Negative:  _  n 


THE  RESOLUTION— 

t  ^^reas,  the  order  of  the  Fire  Commissioner,  dated 

1961  and  0ctober  2,  1961  on  Violation  Order  No. 
427498,  reads: 

1.  Provide  an  approved  automatic  sprinkler  system  on 
floors  not  already  sprinklered. 

Chapt.  19,  Sect.  161.0  Adm.  Code.” 


and 


Whereas,  this  application  was  granted  July  7,  1964  on 
condition  that  the  building  shall  remain  vacant  (Volume  I)  ; 

and 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  13,  1965,  reads: 

“Please  be  advised  that  before  violation  Order  No  427- 
498  dated  June  14,  1961  as  modified  by  Board  of  Stand¬ 
ard*  and  Appeals,  Cal.  No.  1541-61-A  adopted  July  7, 
1964,  can  be  dismissed  you  must  comply  with  the  fol- 
lowang : 

1.  Comply  with  Board  of  Standards  and  Appeals  Re¬ 
solution  1541-61-A,  which  states  that  the  building 
shall  remain  vacant. 


V  hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  of  the  Fire  Commissioner,  dated 
June  14,  1961  and  October  2,  1961,  acting  on  Violation 
Order  No.  427498,  Objection  No.  1,  and  the  decision  of  the 
Fire  Commissioner,  dated  May  13,  1965,  be  and  they  hereby 
are  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  “Received  June  14,  1965”,  4 
sheets;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar  only;  and  that  an 
automatic  fire  alarm  system  with  central  office  connection 
shall  be  installed  in  the  cellar  and  first  floor. 


993-63-A 

APPLICANT — Irving  Seelig  and  Son  for  Joange  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  December  6,  1963  —  Appeal  from 
orders  and  decisions  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 1552-1608  Ralph  Avenue,  west 
side,  96.39  feet  north  of  Farragut  Road,  Block  7955,  Lots 
20,  27,  29,  31,  32,  33,  35  and  43,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Irving  Seelig. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  orders  and  decisions  of  the  Fire  Commis¬ 
sioner,  dated  December  13,  1962  on  Order  No.  5655-2,  Order 
No.  4943-2  dated  November  1,  1962  and  letter  dated  De¬ 
cember  11,  1963,  reads: 

(Order  No.  5655-2) 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  cellar,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Ch.  26- 
1372.0b,  C19-161.0A,  Admin.  Code.” 
and 

(Order  No.  4943-2) 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  cellar,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chap¬ 
ter  26 -  1372.0b,  Chapter  19-161.0a  Administrative 
Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  Dec.  31,  1962,  acting  on  Order  No.  5655-2, 
Objection  No.  1  and  Order  dated  Nov.  1,  1962,  acting  on 
Order  No.  4943-2,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  a  non-automatic  sprinkler  system  and  an  auto¬ 
matic  fire  alarm  with  central  office  connection  be  installed 
throughout  the  cellar. 
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1051-63-A 

APPLICANT — Reavis  and  McGrath  for  Shoreview  Gar¬ 
dens,  owner,  Waldbaum’s  Twenty-Six,  Incorporated, 
lessee. 

SUBJECT— Application  December  19,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 6630  Avenue  U,  Southeast  cor¬ 
ner  of  East  66th  Street,  Block  8470,  Lot  424,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - — - - - - - - —  ~ 

Negative: - — - — - -  ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  dated  June  13,  1963  and  November  20,  1963  on  Order 
No.  3094-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  cellar,  including  both  NORTH  and 
SOUTH  portion,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Chap¬ 
ter  26- 1372.0b  Administrative  Code  &  Chapter  19- 
161.0a  Administrative  Code, 
and  modified  on  October  3,  1963 : 

“  “1.  Sprinkler  Order  No.  3094-3  will  be  modified  in  the 
following  manner — 

Provide  an  approved  automatic  wet  or  dry  system 
in  the  spaces  designated  as  A  &  B,  excluding  men 
and  women’s  rest  rooms,  provided  crawl  space  is 
kept  free  from  all  storage.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  13,  1963  and  Nov.  20,  1963,  acting 
on  Order  3094-3,  Objection  No.  1,  and  Order  and  decision 
dated  Oct.  3,  1963,  acting  on  Order  No.  3094-3  Obj.  1  be 
and  they  hereby  are  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  the  building  conforms  to 
drawings  filed  with  this  application  marked  received  June 
2,  1965,  3  sheets ;  on  further  condition  that  a  non-automatic 
sprinkler  system  and  an  automatic  fire  alarm  with  central 
office  connections  be  installed  in  the  A  and  B  portion  of 
the  cellar,  excluding  men’s  and  women’s  rest  room. 


582-64-A 

APPLICANT— Michael  D.  Schwartz  for  Isador  Weinstein, 
owner ;  Einhorn’s  Incorporated,  lessee. 

SUBJECT— Application  May  28,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 33-01  to  33-11  30th  Avenue, 
northeast  corner  of  33rd  Street,  Block  62 7,  Lot  44,  As¬ 
toria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Michael  D.  Schwartz. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  denied. 


THE  VOTE  TO  GRANT: 

Affirmative :  — . . . 7 - ® 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Becker  -  4 

Absent :  Commissioner  Klein  -  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  13,  1963  and  April  30,  1964  on  Order 
No.  1357-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  cellar  and  in  waste  disposal  room 
on  first  floor  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapter  26- 
1336.0  Administrative  Code. 

C19-161.0a  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  high  fire  load,  wood 
stairs  and  poor  accss  for  fire  fighting. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com- 
missioner,  dated  March  13,  1963  and  April  30,  1964,  acting 
on  Order  No.  1357-3,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


628-64-A 

APPLICANT— Abraham  Grossman  for  Mid-Town  Prop¬ 
erties  Inc.,  owner. 

SUBJECT— Application  June  9,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  commissioner,  re  sprinkler 

system. 

PREMISES  AFFECTED— 990-992  Avenue  of  the  Ameri¬ 
cas,  east  side,  49  feet,  4x/2  inches  south  of  West  37th 
Street,  Block  838,  Lots  89,  90,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

"For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  - - - —  ® 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - —  * 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  7.  1963  and  May  12,  1964  on  Order 
No.  4261-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler .  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Section  280-LL.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  heavy  fire  load  and 
poor  housekeeping. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  November  7,  1963  and  May  12,  1964,  acting 
on  Order  No.  4261-3,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  -is  denied. 


656-64-A 

APPLICANT— Reavis  &  McGrath  for  Newport  Associ¬ 
ates,  Inc.,  owners;  Waldbaum  Forty,  Inc.,  lessee. 
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SUBJECT — Application  June  19,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 4120  18th  Avenue,  north  side, 
29  feet  east  of  East  3rd  Street,  Block  5410,  Lots  1  and 
47,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative: _ _ _ _ _  o 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  10  and  May  20,  1964  on  Order  No. 
1758-4,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
in  cellar  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Chapter  26-1372.0.b 
Adm.  Code. 

C19-161.0a  Administrative  Code.” 
and 

s  Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated^April  10,  1964  and  May  20,  1964,  acting 
on  Order  No.  1758-4,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  received  January  19,  1964,  3  sheets;  on 
further  condition  that  a  non-automatic  sprinkler  system  and 
an  automatic  fire  alarm  with  central  office  connection  be 
installed  throughout  the  cellar  of  the  supermarket. 


773-64-A 

APPLICANT— Larry  Meltzer  for  Isaac  Baron,  owner'; 
Big  Apple  Super  Market,  lessee. 

SUBJECT  Application  July  20,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED  —  1613-1635  East  16th  Street 
east  side,  100  feet  south  of  Avenue  P,  Block  6779,  Lot 
69,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _ _ _  5 

Negative: _ _ 0 


THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  16  and  June  19,  1964  on  Order  No 
0327-4,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem,  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Chapt.  26-1336.0  Ad¬ 
min.  Code,  in  the  following  locations :  throughout 
store  and  storage  area,  09-161. 0a,  Admin.  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  16,  1964  and  June  19,  1964,  acting 
on  Order  No.  0327-4,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  building  conforms  to  drawings  filed  with  this 
application,  marked  received  July  17,  1964,  one  sheet,  and 
October  21,  1965,  one  sheet. 


823-64-A 

APPLICANT — Elias  K.  Herzog  for  Herb  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  July  31,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 7802-7810  20th  Avenue,  south¬ 
west  corner,  of  20th  Avenue,  Block  6262,  Lot  39,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elias  K.  Herzog. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fir  eDept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  RESOLUTION— 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 5 

Negative: _ _ _ 0 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  22,  1963  and  July  2,  1964  on  Order 
No.  4925-3,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
in  cellar,  having  at  least  one  source  of  water  sup¬ 
ply,  arranged  and  equipped  as  per  Chapter  26,  1372.0b, 
Chapter  19-161.0a  Adm.  Code.” 

Adm.  Code, 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  Oct.  22,  1963  and  July  2,  1964,  acting  on 
Order  No.  4925-3,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conform  with  drawings  filed  with 
this  application  marked  received  Oct.  8,  1965,  one  sheet, 
and  Oct.  21,  1965,  one  sheet. 


913-64-A 

APPLICANT — Louis  R.  Patur  for  Long  Island  Odd  Fel¬ 
lows  Home,  owner. 

SUBJECT — Application  September  9,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent — egress. 

PREMISES  AFFECTED — 194-10  109th  Road,  south  side, 
62.4  feet  west  of  195th  Street,  Block  10930,  Lot  56,  Hollis, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox  and  Commissioner  Becker  - ••  4 

Negative :  -  ^ 

Absent:  Commissioner  Klein  - - -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1964  on  Alt.  Applic.  1135-61,  reads. 
“15M-Stairs  used  as  a  required  means  of  egress  to  be 
enclosed  with  fire  retarded  partitions  as  per  Sec. 
67,  Subd.  3  and  6,  Multiple  Dwelling  Law.”  . 
Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  Sept.  1,  1964,  acting  on  Alt.  Applic. 
1135-61,  Objection  No.  15-M  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica- 
tion  marked  received  Sept.  21,  1965,  drawings  1,  2,  3  and  4. 


959-64-A 

APPLICANT— Harry  Soled  for  Yeshiva  Torah  Vadath, 


owner. 

SUBJECT— Application  September  24,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 206-210  Wilson  Street,  south 
side,  115  feet,  1  inch  west  of  Division  Avenue,  Block 
2183,  Lot  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - 5 

Negative:  ___ — . — - — - -  ® 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  29  and  September  9,  1964  on  Order 
No.  568-4,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  the  stairs  and  halls,  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
per  Ch.  26-1336.0  Admin.  Code  Ch.  19.161.0a  Admin- 
Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  29  and  September  9,  1964,  acting 
on  Order  No.  568-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  work  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  September  24,  1964”, 
4  sheets;  on  further  condition  that  all  obstructions  in  halls, 
passageways  and  stairs  shall  be  removed,  and  that  lights 
shall  be  provided  in  the  passageways  in  the  cellar. 


966-64-A 

APPLICANT — Far  Rockaway  Nursing  Home  for  Alfred 
R.  Satin,  owner. 

SUBJECT— Application  September  25,  1964  —  Appeal 


from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  Install  fire-proof,  self-closing  double  swinging  doors 
and  interior  fire  alarm. 

PREMISES  AFFECTED— 13-11  Virginia  Street,  north- 
west  corner  of  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  P.  Regan. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  -  ~ 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  8-27-64  on  Order  No.  4163-4,  reads: 

“1.  Install  fireproof,  self-closing  double  swinging  doors 
at  the  following  locations  on  the  1st  floor: 

a.  In  corridor  A,  35  feet  from  the  east  exit. 

b.  In  corridor  B,  south  of  the  intersection  with 
corridor  A. 

C19-161.0a  Administrative  Code.” 

Order  No.  4164-4  dated  August  27,  1964  and  January  8, 
1965,  reads : 

“1.  Install  an  adequate  electric  closed  circuit  interior 
fire  alarm  system  of  an  approved  type  in  accordance 
with  the  Interior  Fire  Alarm  Rules  of  the  Board 
of  Standards  and  Appeals. 

Sec.  487  e-2,  0-c-l  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  27,  1964,  acting  on  Order  No. 
4163-4,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  September  25,  1964  ,  one  sheet , 
and  on  further  condition  that  Order  No.  4164-4,  dated  Aug¬ 
ust  27,  1964  and  January  8,  1965  shall  be  complied  with. 


1011-64-A 

APPLICANT— Samuel  Rosenblum  for  Greencha  Holding 
Corporation,  owner. 

SUBJECT — Application  October  13,  1964 — -Appeal  from 
an  order  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 600  West  125th  Street,  north¬ 
west  corner  of  Broadway,  Block  1995,  Lot  26,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,.  Commissioner  Becker  and  Com- 

misioner  Klein  - - — - - 

Negative - - — - - 

'T'TXT?  T>T?Cr*T  TTTTnM - 


Whereas,  the  order  of  the  Fire  Commissioner,  dated 
September  16,  1964  on  Order  No.  4902-4,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
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throughout  the  2nd  story  arranged  and  equipped 
as  per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  Fire  Commissioner,  dated  Sep¬ 
tember  16,  1964,  acting  on  Order  No.  4902-4,  Objection  No. 
1,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  appeal  marked  “Re¬ 
ceived  October  13,  1964”,  one  sheet ;  on  further  condition 
that  panic  bolts  shall  be  provided  on  the  doors  leading  to 
the  stairs  to  the  adjoining  roof;  that  a  sprinkler  system 
shall  be  provided  in  the  hall  from  the  second  floor  to  the 
street  and  in  the  kitchen,  fed  from  the  house  supply. 


1027-64-A 

APPLICANT — Daub  and  Daub  for  Romash  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  19,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 130  East  7th  Street,  and  109 
Avenue  A,  southwest  corner,  Block  434,  Lot  29,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lt.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT: 

Affirmative :  _ _ _ _ _ _ _ _  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . . . . .  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  8  and  September  30,  1964  on  Order  No. 
2646-4,  reads: 

“1.  Install  an  approved  _  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Section  280-LL.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  hazardous  con¬ 
tents  and  occupancy  in  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  8  and  September  30,  1964,  acting  on 
Order  No.  2646-4,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  an  dthat  the  appeal  be  and  it  hereby  is  denied. 


1058-64-A 

APPLICANT — Fred  Safran  for  Alesco  Incorporated, 
owner. 

SUBJECT— Application  October  20,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 80  Nassau  Street,  east  side, 
81  feet  north  of  John  Street,  Block  78,  Lot  30,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  Fred  Safran. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 

Commissioner  Fox  and  Commissioner  Klein  _  4 

Negative :  . . . . . . .  q 

Absent:  Commissioner  Becker  _  1 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  7,  1964  and  October  19,  1964  on  Order 
No.  4374-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system  in 
the  cellar  having  at  least  one  source  of  water  sup¬ 
ply,  arranged  and  equipped  as  per  Chapt.  26  -  1372.- 
3b. 


Ch. 19.161.0a  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  7,  1964  and  October  19,  1964,  act¬ 
ing  on  Order  No.  4374-4,  Objection  No.  1,  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  “Received  August  19,  1965”, 
5  sheets;  on  further  condition  that  a  non-automatic  sprink¬ 
ler  system  and  an  automatic  fire  alarm  system  with  central 
office  connection  shall  be  installed  in  the  cellar;  and  that 
wet  sprinkler  heads  shall  be  installed  in  the  kitchen  area 
in  the  cellar,  fed  from  the  domestic  water  supply. 


1155-64-A 

APPLICANT  Samuel  Rosenblum  for  A.  Fantis,  owner. 
SUBJECT — Application  November  19,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 179-183  Franklin  Street,  south 
side,  120  feet  6V2  inches  east  of  Greenwich  Street,  Block 
181,  Lots  16,  17,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ „ _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  16,  1964  and  October  29,  1964  on 
Order  No.  4904-4,  reads : 

“1.  Install  an  approved  _  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 

and 

IUhereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis- 
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sioner,  dated  September  16,  1964  and  October  29,  1964 
acting  on  Order  No.  4904-4,  Objection  No  1  be  and  it 
hereby  is  modiiied  and  that  the  appeal  be  and  it  hereby  is 
qranted  on  condition  that  the  building  shad  conform  to 
drawing  filed  with  this  appeal  marked  Received  Novem¬ 
ber  19  1964”  one  sheet;  on  further  condition  that  the  cel¬ 
lar  stairs  shall  be  enclosed  with  a  fireproof  partition;  that 
a  non-automatic  sprinkler  system  shall  be  installed  m  the 
cellar,  except  in  the  Refrigerator  space;  and  that  an  auto¬ 
matic  fire  alarm  system  with  central  office  connection  shall 
be  installed  throughout  the  building,  except  in  the  space  oc¬ 
cupied  by  refrigerators. 


442-65-A 

APPLICANT — Abraham  Farber  for  Cele  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  April  15,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
opening  between  garage  and  remainder  of  bldg  containing 
boiler  room. 

PREMISES  AFFECTED— 78-82  Middagh  Street,  30-36 
Henry  Street,  southwest  corner,  Block  216,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  Farber. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein -  4 

Negative:  . — . - - -  ” 

Absent:  Commissioner  Becker  -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  25,  1965  on  Alt.  Applic.  125-65,  reads: 

“1.  Proposed  opening  between  garage  and  remainder 
of  bldg,  containing  boiler  room  is  contrary  to  09- 
72.0a.  No  boiler  or  furnace  shall  be  located  in  any 
garage  unless  separated  from  the  remainder  of  the 
bldg,  by  an  unpierced  fireproof  wall,  consisting  of 
solid  masonry  of  at  least  eight  inches  in  thickness 
or  its  equivalent.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  25,  1965,  acting  on  Alt.  Applic.  125-65, 
Objection  No.  1,  be  and  it  hereby  is  modified .  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  .  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
marked  “Received  April  15,  1965”,  6  sheets. 


834-65-A 

APPLICANT — City  of  New  York,  Department  of  Traffic, 
owner. 

SUBJECT— Application  —  July  27,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re 
operation  of  Open-type  non-mechanical,  non-storage  gar¬ 
age,  without  a  permit  and  without  necessary  fire  pro¬ 
tection. 

PREMISES  AFFECTED— 892-908  8th  Avenue,  east  side, 
from  West  53rd  Street  to  West  54th  Street,  Block  1025, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - — - -  ~ 

Negative: - - - ^ 

THE  RESOLUTION— 

Whereas,  the  ordrer  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  24,  1963  and  November  18,  1964  on 
Order  No.  4006-3,  reads: 

“1.  For  each  2,500  square  feet  of  parking  level  area; 
one  2%  gallon  unit  of  fire  protection,  for  class  A 
fires,  and  one  2 Vi  gallon  unit  or  equivalent  of  fire 
protection  for  Class  ‘B’  fires  shall  be  located,  as 
required  by  the  Fire  Commissioner  on  each  parking 
level.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  24,  1963  and  November  18,  1964, 
acting  on  Order  No.  4006-3,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall,  conform  to 
drawings  filed  with  this  appeal  marked  “Received  July  22, 
1965”,  4  sheets;  on  further  condition  that,  there  shall  be 
one  53-gallon  movable  extinguisher  placed  in  the  cellar  of 
the  building  in  addition  to  those  shown  on  the  upper  floors. 


863-65-A 

APPLICANT— Alfonso  Duarte  for  120  Bank  Street,  In¬ 
corporated,  owner;  The  H.  B.  Playwrights  Foundation, 
Incorporated,  lessee. 

SUB  TECT— Application  August  11,  1965  —  Appeal  from 
a  decision  of  the  Borough.  Superintendent  re-  Class  3 
construction — height  and  stairs  enclosed  etc. 

PREMISES  AFFECTED— 122  Bank  Street,  south  side, 
242  feet  west  of  Greenwich  Street,  Block  634,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonse  Duarte  and  Gilbert  Pearlman. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — — - —  * 

Negative: - — - -  — ■■■ - ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  3,  1965  on  Alt.  Applic.  656-65,  reads: 

“C3  -  Alteration  of  building  to  Public  building,  Class  III 
const.,  exceeding  2  stories  in  ht.,  contrary  to  C26- 
254.0  A.C. 

C4  -  Provide  3'-8"  legal  stair  enclosed  to  street  in  3  hr. 
partitions,  as  per  C26-292.0  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  August  3,  1965,  acting  on  Alt.  Applic,  656-65, 
Objection  Nos.  C3  and  C4,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
peal  marked  “Received  August  11,  1965”,  6  sheets;  on  fur- 


1211 


MINUTES 


ther  condition  that  a  sprinkler  system  shall  be  installed 
throughout  the  public  halls  in  accordance  with  tire  require¬ 
ments  of  Section  187  of  the  Multiple  Dwelling  Law;  that 
the  doors  to  all  stair  enclosures  shall  be  made  self-closing; 
and  that  the  cellar  ceiling  in  the  building  shall  be  fire  re¬ 
tarded. 


739-64-A 


•APPLICANT — Jay  M.  Spinner  for  Northbridge  Holding 
Corporation,  owner;  Michaelson’s  Furs,  lessee. 

SUBJECT— Application  July  9,  1964  —  Appeal  from  an 
older  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 1988-1990  Nostrand  Avenue 
west  side,  240  feet  north  of  Farragut  Road,  Block  523 1’ 
Lot  52,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Klein  . . . . . .  _  j 

Negative:  Commissioner  Fox  .  1 

Absent:  Commissioner  Becker  . . .  i 


157-64-A 

APPLICANT— Reavis  and  McGrath  for  County  Holding 
Corporation,  owner;  Waldbaum  Stores,  Incorporated 
lessee. 

SUBJECT — Application.  January  29,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fare  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 911-927  Kings  Highway,  north 
suie,  244.80  feet  west  of  Coney  Island  Avenue,  Block  6666, 
Lot  37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

BOARD — Laid  over  to  Nov.  16,  1965,  at  2 
P .M.  for  inspection  and  decision. 


201-64-A 

APPLICANT — Joel  A.  Miele  for  Jane  G.  Miele  Associates 
for  Jerome  Bed  Company,  Incorporated,  owner. 
SUBJECT— Application  February  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 288-290  Logan  Street,  west 
side,  204  feet  10%  inches  south  of  Atlantic  Avenue,  Block 
4153,  Lot  48,  Borough  of  Brooklyn. 

appearances— 

For  Applicant:  None. 

For  Administartion :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  for  hearing;  applicant  to  be  notified  to  be 
present. 


295-64-A 

APPLICANT — Harry  Soled  for  Louis  Le  Winter,  owner. 
SUBJECT— Application  March  16,  1964 — Appeal  from  an 


order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  and  a  decision  of  the  Boro.  Supt.  re  live  load, 
classification,  egress,  etc. 

PREMISES  AFPECTED — 829  Broadway,  north  side,  50 
ft.  west  of  Park  Street,  13  Park  Street,  Block  3133,  Lots 
3,  and  46,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.  for  decision;  applicant  to  report  to  Board  on 
first  floor  tenant. 


518-64-A 

APPLICANT — Irving  P.  Marks  for  Fulton  Strand  Cor¬ 
poration,  owner;  Strand  Bowling  Center  (Subsidiary 
Met  Sport  Centers,  Incpoorrated,)  lessee. 

SUBJECT — Application  May  13,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 647-649  Fulton  Street,  33-49 
Rockwell  Place,  northeast  corner,  204-210  Ashland  Place, 
Block  2095,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Anthony  Lopesi. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


627-64-A 

APPLICANT — Abraham  Grossman  for  Mid-Town  Prop¬ 
erties,  Inc.,  owner. 

SUBJECT — Application  June  9,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 68  West  37th  Street,  south 
side,  70  feet  east  of  Avenue  of  the  Americas,  Block  838, 
Lot  86,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  for  decision;  applicant  to  file  revised  drawings. 


629-64-A 

APPLICANT — Minnie  Dick  for  First  27  Howard  Realty 
Corporation,  owner. 

SUBJECT — Application  June  9,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 27  Howard  Street,  south  side, 
187  feet  west  of  Lafayette  Street,  Block  209,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.M.  for  decision  at  the  request  of  the  applicant; 
hearing  previously  closed. 


721-64-A 

APPLICANT — Reavis  and  McGrath  for  Daso  Realities, 


MINUTES 


Incorporated,  owner ;  Alexander’s  Department  Stores, 
Incorporated,  lessee. 

SUBJECT— Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 2235  Webster  Avenue  south¬ 
west  corner  of  East  182nd  Street,  Block  3143,  Lot  65, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  Nov.  9,  1965,  at  2 
2  P.M.  for  new  drawings  and  decision. 


1202-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park  Homes, 

owner. 

SUBJECT— Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 47  Orchard  Lane,  north  side, 
209.20  feet  east  of  King  Street,  Block  5376,  Lot  23, 
Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  2  P.  M.  for  decision;  applicant  to  obtain  letter  from 
Building  Department  and  amend  application. 


813-64-A 

APPLICANT— Samuel  Cohen  for  Northern  Fee  Incorpor¬ 
ated,  owner;  Birdland  Restaurant  Incorporated,  lessee. 

SUBJECT— Application  July  29,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1672-1678  Broadway,  205  West 
52nd  Street,  northeast  corner,  Block  1024,  Lot  31%,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  Cohen. 

For  Administration:  Lt.  J.  P  .Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1965,  at 
2  P.M.  at  the  request  of  the  applicant,  on  condition  that 
the  cellar  shall  remain  vacant. 


1203-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park  Homes, 
Incorporated,  owner. 

SUBJECT— Application  December  4,  1964  —  Filed  pur- 
suant  to  Section  36  of  the  General  City  Law  re-  building 
not  ’fronting  legal  street. 

PREMISES  AFFECTED— 55  Orchard  Lane,  north  side, 

161.34  feet  east  of  King  Street,  Block  5376,  Lot  27, 
Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  2  P.  M.  for  decision ;  applicant  to  obtain  letter  from 
Building  Department  and  amend  application. 


883-64-A 

APPLICANT— Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner ;  Hawaii  Kai  Restaurant 
Incorporated,  lessee. 

SUBJECT— Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  50th  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26, 
Borough  of  Manhattan. 

APEARANCES— 

For  Applicant:  Noah  N.  Sherman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.  M.  at  the  request  of  the  applicant  for  re-inspection 
by  Fire  Department,  and  for  decision ;  hearing  previously 
closed. 


1128-64- A 

APPLICANT— Reavis  and  McGrath  for  Adda  Real 
Estate  Corp.,  owner;  Bond’s  Clothing  Store,  lessee. 
SUBJECT— Application  November  12,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1530  Broadway,  southeast 
corner  of  West  45th  Street,  Block  997,  Part  of  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  9,  1965, 
at  2  P.  M.  for  hearing  at  the  request  of  the  applicant. 


1204-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park  Homes, 
Incorporated,  owner. 

SUBJECT— Application  December  4,  1964  —  Filed,  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED— 59  Orchard  Lane,  north  side, 

113.34  feet  east  of  King.  Street,  Block  5376,  Lot  29, 
Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  2  P.  M.  for  decision;  applicant  to  obtain  letter  from 
Building  Department  and  amend  application. 


1205-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park  Homes, 
Incorporated,  owner. 

SUBJECT— Application  December  4,  1964  —  Filed,  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 63  Orchard  Lane,  north  side, 

65.34  feet  east  of  King  St.,  Block  5376,  Lot  31,  Elting¬ 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  2  P.  M.  for  decision;  applicant  to  obtain  letter  from 
Building  Department  and  amend  application. 


1206-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park  Homes, 
Incorporated,  owner. 


MINUTES 


SUBJECT — Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 69  Orchard  Lane  northeast 
corner  of  King  Street.  Block  5376,  Lot  1,  Eltingville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1965, 
at  2  P.  M.  for  decision;  applicant  to  obtain  letter  from 
Building  Department  and  amend  application. 


724-65-A 

APPLICANT— Abraham  I.  Kirschenbaum  for  Peter 
Forrest,  owner ;  Take  Three  Enterprises,  Incorporated, 
lessee. 


SUBJECT — Application  June  22,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 149  Bleecker  Street,  north 
side,  57.2  feet  east  of  Thompson  Street,  Block  537,  Lot 
36,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Kirschenbaum  and  Sidney 
Daub. 

For  Administration:  Bernard  Meyer,  Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1965, 
at  2  P.  M.  for  decision.  Hearing  is  closed. 


Adjourned  5:00  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 


Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 — Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 


2 — Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8"  x  10”  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3 — Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

A — A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  mail.  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second ,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appera. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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DISCONTINUANCE  OF  PROCEEDINGS. 

Matter  of  Research  Products  vs.  Foley: — On  October  27,  1964 
the  Board  disapproved  the  material  known  as  “RP  Paint  Arrestor 
Pads:”  Calendar  Number  1027-65-SM. 

In  Supreme  Court,  New  York  County,  the  above  entitled  pro¬ 
ceeding  to  review  a  determination  of  the  Board  was  discontinued  by 
stipulation  and  agreement  by  all  parties  on  October  26,  1966. 


John  B.  Cincotta,  Chief  Clerk 


Office— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5 1 74. 
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New  Cases  Filed  Up  to  November  2,  1965 

Cal.  No.  Dept.  Premises  Affected 

1095-65-SM— Chesebro-Whitman,  division  of  Patent  Scaf¬ 
folding,  Co.,  Gold  Medal  Steel  Hoist  Tower,  various  mod¬ 
els,  Steel  hoisting  Tower  used  for  hoisting  materials  dur¬ 
ing  building  construction,  manufactured  by  Chesebro- 
Whitman  of  Patent  Scaffolding  Co.,  Material. 


1096- 65-A — B.M. — 65  Payson  Avenue,  east  side,  282.5% 
feet  north  of  Dykeman  Street,  Block  2247,  Lot  14, 
Borough  of  Manhattan,  Alt.  No.  963-65  re  increased 
height,  Section  171  Multiple  Dwelling  Law. 

1097- 65-SA — Jenny  Division,  Homestead  Valve  Manufac¬ 
turing  Company,  Jenny  25<t  car  wash,  various  models, _  sell 
service  25^  carwash,  manufactured  by  Jenny  Division 
Homestead  Valve  Manufacturing  Company,  Appliance. 


1098-65-A — F.D. 828-832  Flushing  Avenue  south  side,  80 
feet,  4  inches  East  of  Garden  Street,  Block  3137,  Lots  56, 
57  &  58,  Borough  of  Brooklyn,  F.D.  Order  426,-3  re 
Sprinkler  System. 


1099-65-A—B.M.— 433-443  Madison  Avenue,  east  side 
from  east  49th  Street  to  East  50th  Street,  31-43  East  49th 
Street,  34-42  East  50th  Sreet,  Block  1285,  Los  21,  24  54 
53,  25,  26,  27,  28,  47,  48,  49,  125  and  25%,  Borough  of 
Manhattan,  N.B.  87-65  re  Opening  in  lot  line  walls,  C26- 
659.0  and  C-26-649.0  Administrative  Code. 


1107-65-A — F.D.— 260  5th  Avenue,  west  side,  49  feet,  2 
inches,  south  of  West  29th  Street,  2-4  West  29th  Street, 
Block  830,  Lots  42  and  46,  Borough  of  Manhattan,  re  hire 
Department  re  Quick  Response  Service. 


1108-65-BZ— B.Q.— 177-21  Wexford  Terrace,  northwest 
corner  of  Edgerton  Boulevard,  Block  9885,  Lot  8,  Jamaica, 
Borough  of  Queens,  Alt.  No.  1516-65  re  School,  Sections 
23-631  and  24-521  Zoning  Resolution. 


1109-65-A— F.D.— 538-542  East  13th  Street,  south  side, 
103.3%  feet  west  of  Avenue  B,  Block  406,  Lot  24,  Borough 
of  Manhattan,  F.D.  Order  3282-5  re  Sprinkler  System. 


1110-65-BZ — B.M. — 32  East  39th  Street,  south  side,  175.6 
feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Borough  of 
Manhattan,  Alt.  No.  1311-65  re  Offices  and  two  family 
dwelling,  Section  32-15  Zoning  Resolution. 


1111  -65- A — B . M . — 32  East  39th  Street,  south  side,  175.6 
feet  west  of  Park  Avenue,  Block  868,  Lot  48,  Borough  of 
Manhattan,  Alt.  No.  1311-5  tabular  heights,  live  load, 
stairway  enclosure,  Sections  C26-254.0  Administrative 
Code. 


1112-65-A— F.D.— 227-239  West  17th  Street,  north  side, 
280  feet,  west  of  Seventh  Avenue,  Block  767,  Lot  19, 
Borough  of  Manhattan,  F.D.  Order  3961-5  re  Sprinkler 
System. 


Restored  to  Docket 


1100-65-BZ— B.M.— 144-176  East  128th  Street,  east  side, 
141-171  East  127th  Street,  entire  Block,  Block  1776,  Lots 
20  to  51,  Borough  of  Manhattan,  N.B.  109-65  re  Public 
School,  Sections  42-00  and  43-304  Zoning  Resolution. 


1101-65-BZ — B.B. — 1827  East  27th  Street,  east  side,  220 
feet  south  of  Avenue  R.  Block  6833,  Lot  76,  Borough  of 
Brooklyn  Alt.  No.  1854-65  re  Two  Family  Residence, 
Sections  23-222  and  23-141  Zoning  Resolution. 


1102-65-A— F.D. —41 6-422  West  52nd  Street,  south  side, 
200  feet  5  inches  west  of  9th  Avenue,  Block  1061,  Lot  23, 
Borough  of  Manhattan,  F.D.  Order  4104-5  re  Sprinkler 
System. 


704-64-A — Vol.  11 — F.D. — 586-600  Livonia  Avenue  and 
502-512  Sheffield  Avenue,  Block  3821,  Lots  25  and  28, 
Borough  of  Brooklyn,  reopened  for  consideration  as  to 
sprinkler  system. 


108-64-A— Vol.  11— F.D.— 543-551  East  150th  Street, 

north  side,  325  feet  east  of  Brook  Avenue,  Block  2276, 
Lot  95,  Borough  of  The  Bronx,  reopened  for  considera¬ 
tion  as  to  sprinkler  system. 


88-55-BZ — B.Bx. — 3327  White  Plains  Road,  west  side, 
246.77  feet  north  of  Rosewood  Street,  Block  4624,  Lot  49, 
Borough  of  The  Bronx,  Alt.  11-55,  reopened  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  reuse  of  exist¬ 
ing  structure  at  rear  of  site  as  a  garage  and  motor  vehicle 
repair  shop,  residence  and  retail  use  district. 


1103-65-A— F.D. — 408-414  West  52nd  Street,  south  side, 
100  feet  westof  9th  Avenue,  Block  1061,  Lot  37,  Borough 
of  Manhattan,  F.D.  Order  4105-5  re  Sprinkler  System. 


1104-65-BZ— B.Bx.— 2375  East  Tremont  Avenue,  north 
side  163  feet  and  17  inches  west  of  Bronxdale  Avenue, 
Block  4042,  Lot  222,  Borough  of  The  Bronx,  E.S.  105- 
108-65  re  Auto  Showrooms,  used  cars,  Office  and  Signs, 
sections  42-451,  43-304,  43-23  Zoning  Resolution. 


1105-65-A — F.D. — 155  Division  Street,  north  side,  100  feet 
east  of  Driggs  Avenue  Block  2148  Lot  44  Borough  of 
Brooklyn  F.D.  Order  0087-65  re  Sprinkler  System. 


1106-65- A — F.D.— 952  Myrtle  Avenue  and  248  Throop 
Avenue  south  west  corner  Block  1756,  Lot  37,  Borough 
of  Brooklyn,  F.D.  Order  0129-65  re  Sprinkler  System. 


954-55-BZ— B.B.— 2133-2145  Brigham  Street,  east  side, 
113.11  feet  south  of  Avenue  U,  Block  7370,  Lot  58,  Bor¬ 
ough  of  Brooklyn,  Alt.  4093-55,  reopened  for  considera¬ 
tion  as  to  extension  of  term  of  variance,  reparking  and 
storage  of  motor  vehicles,  residence  use  district. 


RULES 

Kic  and  Gas  Welding  Oxygen 
Cutting  . - . -  Nov.  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1933 

dements,  Blended,  Rules  for  Test- 
tag  and  Use  of  . .  Mar.  15,  1955— VoL  40,  No.  11 

Certificate  of  Occupancy,  approved 
form  . . . . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 
Use  of  . . . . -  Dec-  10*  1962 
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Concrete  Rules  (Hydrated  Lime)_  Aug.  3,  1937— Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ....  Dec.  15,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  - Dec.  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  - July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  - Mar.  11,  1952— Vol.  37,  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955 

Fire  Alarm  Rules  (Interior) _ ..  May  1963 

Fire  Drill  Rules  - Dec.  31,  1964— Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965— Vol.  50,  No.  5 

Hatchways  Protection  - June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  -  April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules - Mar.  25,  1952— Vol.  37,  No.  13A 

Oil  Burner  Rules  _ June  1,  1962 

Opening  Protective  Assemblies, 

_Rules  for  Inspection  of  _ May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  - -  Mar.  20,  1960 

Procedure,  Rules  of  - Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  —  June  4,  1964 — Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  - May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  - June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  —  Sept.  3,  1946— Vol.  31,  No.  36 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D.— Health  Department;  F.D.— Fire  Department. 


NOVEMBER  16,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  16,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

553-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David 
Minkin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  two  story,  one  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  on  the  re¬ 
quired  front  yard. 

PREMISES  AFFECTED — 71-04  167th  Street,  south¬ 
west  corner  of  71st  Avenue,  Block  6954,  Lot  22, 
Flushing,  Borough  of  Queens. 


554-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David 
Minkin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  one  family  dwelling  that  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 71-05  167th  Street,  south¬ 
east  corner  of  71st  Avenue,  Block  6955,  Lot  45,  Flush¬ 
ing,  Borough  of  Queens. 


839-65-BZ 

APPLICANT — Michael  Alfano  for  Joseph  Airo,  owner. 

SUBJECT — Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
change  in  occupancy  of  an  existing  two  family  dwelling 
to  a  three  family  dwelling  that  increases  the  degree 
of  non-compliance  in  open  space  ratio  and  lot  area 
per  room  and  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 3132  Kingsland  Avenue, 
east  side,  226.35  feet  south  of  Burke  Avenue,  Block 
4765,  Lot  56,  Borough  of  The  Bronx. 


861-65-BZ 

APPLICANT — Larry  Meltzer  for  Wesley  A.  Roche, 
William  A.  Lande,  Nettie  Match,  Estate  of  Samuel 
Match,  owners. 

SUBJECT — Application  August  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  (7)  New  York 
City  Charter,  to  permit  in  a  Cl-2  district,  in  an  exist¬ 
ing  one  story  restaurant  and  store  building,  the  change 
in  occupancy  of  one  restaurant  to  a  catering  establish¬ 
ment. 

PREMISES  AFFECTED— 3612-3622  Nostrand  Ave¬ 
nue  and  2912-2924  Avenue,  southwest  corner,  Block 
7405,  Lot  907,  Borough  of  Brooklyn. 


865-65-BZ 

APPLICANT — Diamond-Sanko  for  Fairview  Towers 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
construction  of  an  accessory  swimming  pool  for  a 
multiple  dwelling  under  construction  that  encroaches 
on  the  required  distance  to  lot  lines  with  an  accessory 
building  that  will  make  the  floor  area  ratio  excessive. 

PREMISES  AFFECTED— 1160  Richmond  Road,  south¬ 
east  corner  of  Urbana  Street,  Block  3191,  Lot  61,  Old 
Town,  Borough  of  Richmond. 


895-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  N.  Beny 
Kraut,  owner;  Sanpino  and  Waverly  Beauty  Products, 
lessee. 

SUBJECT — Application  August  25,  1965  —  Decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Ml-2  district,  in  an 
existing  cosmetics  and  soap  factory,  the  manufacture 
of  final  products  with  low  flash  point. 

PREMISES  AFFECTED— 234  North  9th  Street,  south¬ 
west  corner  of  Roebling  Street,  Block  2313,  Lot  15, 
Borough  of  Brooklyn. 


899-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Blair  House 
Associates,  owner;  Regency  Garage  Corporation,  gar¬ 
age  lessee. 

SUBJECT — Application  August  26,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3)  of 
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the  Multiple  Dwelling  Law  to  permit  in  a  C2-8  district, 
and  R7-2  district,  in  an  existing  thirty-four  story  mul¬ 
tiple  dwelling  the  addition  of  transient  parking  for  the 
unused  and  surplus  tenants  spaces  within  the  re¬ 
quired  accessory  garage. 

PREMISES  AFFECTED— 1201-1221  Second  Avenue, 
west  side,  from  East  63rd  Street,  to  East  64th  Street, 
231-239  East  63rd  Street,  234-244  East  64th  Street, 
Block  1418,  Lot  21,  Borough  of  Manhattan. 


900-65-A 

APPLICANT— Max  Siegel  Associates  for  Blair  House 
Associates,  owner;  Regency  Garage  Corporation,  gar¬ 
age  lessee. 

SUBJECT— Application  August  26,  1965  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
transient  praking. 

PREMISES  AFFECTED— 1201-1221  Second  Avenue, 
west  side,  from  East  63rd  Street  to  East  64th  Street, 
231-239  East  63rd  Street,  234-244  East  64th  Street, 
Block  1418,  Lot  21,  Borough  of  Manhattan. 


907-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965  —  dec^ion 
of  the  Borough  Superintendent,  under  Section  73:63 
of  the  Zoning  Resolution,  to  permit  in  a  C7  district, 
the  enlargement  of  an  existing  factory  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED— 3052-3072  West  21st  Street, 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071, 
Lot  130,  Borough  of  Brooklyn. 


908-65-A 

APPLICANT— Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
egress  and  conveys,  etc. 

PREMISES  AFFECTED— 3052-3078  West  21st  Street, 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071, 
Lot  130,  Borough  of  Brooklyn. 


994-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Thornley  Realty  Corporation,  owner. 

SUBJECT— Application  September  29,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  73-14  of 
the  Zoning  Resolution,  to  permit  in  a  R10  district, 
in  an  existing  multiple  dwelling,  the  maintenance  of 
a  telephone  exchange. 

PREMISES  AFFECTED— 215-223  East  79th  Street, 
north  side,  200  feet  east  of  3rd  Avenue,  Block  1525, 
Lots  9,  10%,  11  and  12,  Borough  of  Manhattan. 


825-65-BZ 

APPLICANT— Walter  E.  Blum  for  Dr.  Ralph  Mishkin 
and  Dr.  Paul  Miller,  owners. 

SUBJECT— Application  July  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 


erection  of  a  one  story  and  basement  medical  office 
building  that  encroaches  on  the  front,  rear  and  side 
yards,  with  a  ramp  and  accessory  parking  in  the  front 
yard  and  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED  —  238-25  Hillside  Avenue, 
northwest  corner  of  240th  Street,  Block  7907,  Lot  1, 
Bellrose,  Borough  of  Queens. 

Continued  hearing. 


16-58-BZ 

APPLICANT— Ervin  Palmer  for  National  Parking  Sys¬ 
tem,  Incorporated,  owner. 

SUBJECT — Application  reopened  October  19,  1965  for 
consideration  as  to  extension  of  term  of  variance, 
expired  June  24,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  retail  and  residence  use  district,  the  extension 
of  the  present  parking  lot  from  the  retail  portion  into 
the  residence  portion  of  the  plot. 

PREMISES  AFFECTED— 443-447  3rd  Avenue  east 
side,  19.9  feet  south  of  East  31st  Street  and  206  East 
31st’  Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 


599-54-BZ 

APPLICANT— Burke  and  Groh  for  Carl  and  John  Man¬ 
gels,  owners. 

SUBJECT — Application  reopened  October  19,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  May  17,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under.  Sec¬ 
tions  7h  and  7  A  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  retail  use  district,  the  erection  and 
maintenance  of  seven  1-car  garages,  and  permitting 
the  parking  and  storage  of  patrons’  and  employees 
cars,  no  fee  to  be  charged,  on  unbuilt  upon  portion  of 
plot,  with  curb  cuts  nearer  the  residence  use  district 
than  is  permitted. 

PREMISES  AFFECTED— 255-13  Northern  Boulevard, 
north  side,  55.05  feet  west  of  Glenwood  Street,  Block 
8139,  Lot  41,  Little  Neck,  Borough  of  Queens. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

642-54-BZ 

APPLICANT— Frederick  A.  Ketcher  for  the  Chevron 
Oil  Company,  owner. 

SUBJECT— Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  th  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district  the  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  storage  and  sale  of  accessories  and 
office. 

PREMISES  AFFECTED— 130-15  14th  Avenue  and  13- 
32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 

Hearing  closed. 


338-65-BZ 

APPLICANT — Rene  C.  Brugnoni  for  Columbia  Gram¬ 
mar  School,  owner. 
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SUBJECT  Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21,  73- 
63  and  73-641  of  the  Zoning  Resolution,  to  permit  in  a 
R7-2  district,  the  reconstruction  of  a  private  school 
that  encroaches  on  the  required  rear  yard  and  rear 
yard  equivalent  and  exceeds  the  permitted  lot  cover¬ 
age. 

PREMISES  AFFECTED— 5  West  93rd  Street,  north 
side,  173  feet  4%  inches  west  of  Central  Park  West 
20-28  West  94th  Street,  Block  1207,  Lots  23,  40,  41,’ 
141,  42,  142,  Borough  of  Manhattan. 

Hearing  closed. 


SUBJECT-Apphcation  August  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  City 
Charter,  to  permit  in  a  C2-2  district,  the  change  in 
use  of  an  existing  one  story  building  from  retail  store 
to  the  manufacture  of  mattresses  with  retail  sales. 

PREMISES  AFFECTED — 689  Bay  Street,  northeast 
corner  of  Dock  Street,  Block  496,  Lot  101,  Stapleton, 
Borough  of  Richmond. 

Hearing  closed. 


965-65-A 


661-65-BZ 

APPLICANT— Ingram  S.  Carner  for  Mario  Di  Fillip- 
po,  owner. 

SUBJECT  Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C2-2  and  R3-2  district, 
the  enlargement  in  area  of  an  existing  automobile  sales 
lot  and  the  addition  to  the  uses  to  include  accessory 
storage  of  automobiles. 

PREMISES  AFFECTED — 129-04  Merrick  Boulevard 
southwest  corner  of  129th  Avenue,  Block  12438,  Lots 
13«,  146,  149  and  151,  Springfield  Gardens,  Borough  of 
Queens. 

Hearing  closed. 


826-65-BZ 

APPLICANT  —  Leonard  F.  Rothkrug  for  Bergmont 
Manor,  Incorporated,  owner. 

SUBJECT  Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  change  in 
occupancy  of  an  existing  one  family  dwelling  to  a  two 
family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking. 

PREMISES  AFFECTED  230  Battery  Avenue,  west 
side  400  feet  4%  inches  north  of  Port  Hill  Place,  Block 
6142,  Lot  72,  Borough  of  Brooklyn. 

Hearing  closed. 


APPLICANT  Diamond-Sanko  for  Ruth  Jaeger,  owner. 
SUBJECT— Application  September  21,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
live  load. 


PREMISES  AFFECTED — 689  Bay  Street,  northeast 

Bo™ughfof ' RictaS.  B1°Ck  m’  LOt  101>  StapIcto”’ 


939-65-BZ 

APPLICANT— Irwin  Emerman  for  22  Beekman  House 
Incorporated,  owner;  College  Nursing  Home,  lessee.  ’ 

SUBJECT— Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of.  the  Zoning  Resolution,  to  permit  in  a  R4  dis¬ 
trict,  the  construction  of  a  three  story  and  basement 
enlargement  to  an  existing  nursing  home  that  pene¬ 
trates  the  sky  exposure  plane  with  accessory  parkin* 
located  across  the  street. 

of?  AFFECTED— 119-01  to  119-29  (119-15  of¬ 
ficial)  27th  Avenue,  26-01  to  26-19  119th  Street,  north- 

f5/  9°nrnoec:r’  *2  \}9'38  26.th  Avenue,  Block  4291, 

Lots  20,  95  and  101,  College  Point,  Borough  of  Queens. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  16,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  afternoon,  November  16,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor.  New  York  10013,  N.Y.,  on  the 
following  matters: 


827-65-BZ 

APPLICANT  Leonard  F.  Rothkrug  for  Bergmonl 
Manor,  Incorporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  change  in 
occupancy  of  an  existing  one  family  dwelling  to  a  two 
family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 232  Battery  Avenue,  west 

Pi  e’!  ^ches  north  of  Fort  Hil1  Place, 

Block  6142,  Lot  73,  Borough  of  Brooklyn. 

Hearing  closed. 


864-65-BZ 

APPLICANT  Diamond-Sanko  for  Ruth  Jaeger,  own 


839-64-A 

APPLICANT— Irwin  Emerman  for  22  Beekman  House 
Inc.  owner;  College  Nursing  Home,  lessee. 

SUBJECT— AppHcation  filed  August  7,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 119-15  27th  Avenue,  north¬ 
east  corner  of  119th  Street,  Block  4291,  Lot  20,  Col¬ 
lege  Point,  Borough  of  Queens. 


572-64-A 


APPLICANT — W.  T.  Brennen  for  One  Nassau  Realty 
Corporation,  owner. 

SUBJECT  Application  May  21,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commission  re-  carbon 
dioxide  liquifier  tank. 


PREMISES  AFFECTED — 1  Nassau  Avenue,  north  side, 
entire  block  bounded  by  Banker  Street,  North  15th 
Street,  Wythe  Avenue,  and  North  14th  Street,  Block 
2639,  Lot  7,  Borough  of  Brooklyn. 
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157-64-A 

APPLICANT— Reavis  and  McGrath  for  County  Hold¬ 
ing  Corporation,  owner;  Waldbaum  Stores,  Incorpor¬ 
ated,  lessee.  . 

SUBJECT— Application  January  29,1964  — 

from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES'  AFFECTED-911-927  Kings  Highway, 
north  side,  244.80  feet  west  of  Coney  Island  Avenue, 
Block  6666,  Lot  37,  Borough  of  Brooklyn. 


1202-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park 
Homes,  owner. 

SUBJECT — Application  December  4,  1964  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 47  Orchard  Lane  north 
side,  209.20  feet  east  of  King  Street,  Block  5376,  Lot 
23,  Eltingville,  Borough  of  Richmond. 


1203-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT— Application  December  4,1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  bui 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 55  Orchard  Lane  north  side, 
161.34  feet  east  of  King  Street,  Block  5376,  Lot  27, 
Eltingville,  Borough  of  Richmond. 


980- 64-A 

APPLICANT — Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT— Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system.  . 

PREMISES  AFFECT  ED — 2283-2287  Third  Avenue, 
201  East  124th  Street,  northeast  corner,  Block  1789. 
Lot  1,  Borough  of  Manhattan. 

981- 64-A 

APPLICANT — Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT— Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 203  East  124th  Street,  north 
side,  80  feet  east  of  Third  Avenue,  Block  1789,  Lot 
104  (formerly  4Vi)  Borough  of  Manhattan. 

1060-64-A 

APPLICANT — The  New  York  Association  for  the 
Blind,  owner. 

SUBJECT— Application  October  23,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 60-05  Woodhaven  Boule¬ 
vard,  northeast  corner  of  Wetherole  Street,  Block  3088, 
Lot  1,  Elmhurst,  Borough  of  Queens 


1204-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT— Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  facing  legal  street. 

PREMISES  AFFECTED— 59  Orchard  Lane  north 
side,  113.34  feet  east  of  King  Street,  Block  5376,  Lot 
29,  Eltingville,  Borough  of  Richmond. 


1205-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1964  —  Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 63  Orchard  Lane  north 
side,  65.34  feet  east  of  King  St.,  Block  5376,  Lot  31, 
Eltingville,  Borough  of  Richmond. 


1206-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park 
Homes,  Incorporated,  owner. 

SUBJECT — Application  December  4,  1964, — Filed  pur¬ 
suant  to  Section  36  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 69  Orchard  Lane,  northeast 
corner  of  King  Street,  Block  5376,  Lot  1,  Eltingville, 
Borough  of  Richmond. 


725-64-A 

APPLICANT — Philip  Agusta  for  Henry  Neu,  owner. 

SUBJECT — Application  July  6,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  1245  Greene  Avenue  noi rth 
side,  275  feet  west  of  Wilson  Avenue,  Block  3286,  Lot 
45,  Borough  of  Brooklyn. 

961-64-A 

APPLICANT— Philip  P.  Agusta  for  Parsco  Realty 
Corporation,  owner. 

SUBJECT— Application  September  24  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED  155-31  Jamaica  Aven«, 
northeast  corner  of  Parsons  Boulevard,  Block  9754, 
Lot  34,  Jamaica,  Borough  of  Queens. 

1004-64-A 

APPLICANT— Clinton  Brown  for  Sim  Properties,  In¬ 
corporated,  owner. 

SUBJECT — Application  October  1,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 301-307  West  110th  Street, 
2031-2-45  Eighth  Avenue,  northwest  corner  2-7  Fred¬ 
erick  Douglas  Circle,  Block  1846,  Lot  6,  Borough  of 
Manhattan. 

1014-64-A 

APPLICANT— Charles  M.  Spindler  for  Sunset  of 
Queens,  Incorporated,  owner. 
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SUBJECT— Application  October  13,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 151-20  Jamaica  Avenue, 
southwest  corner  of  152  nd  Street,  Block  10093,  Lot 
8,  Jamaica,  Borough  of  Queens. 


1015-64-A 

APPLICANT-Larry  Meltzer  for  Sarah  Sanft,  owner; 
B  &  D  Supermarket  Incorporated,  lessee. 

SUBJECT— Application  October  14,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 3514-3516  Avenue  S,  south, 
side  65  feet  west  of  East  36th  Street,  Block  8521,  Lot 
43,  Borough  of  Brooklyn. 


1017-64-A 

APPLICANT — Neptune  Meter  Company,  owner. 

SUBJECT— Application  October  15,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  installa¬ 
tion  of  Ransburg  Automatic  No.  2  electrostatic  spray 
system.  J 

PREMISES  AFFECTED — 47-25  34th  Street,  northeast 
corner  of  48th  Avenue,  Block  250,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 


1021-64-A 

APPLICANT — Haus  &  Bresin  for  L  &  M  Develop¬ 
ment  Corporation,  owner;  Big  Apple  Supermarkets 
Incorporated,  lessee. 

SUBJECT— Application  October  16,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 2245  Gerritsen  Avenue,  east 
side,  100  feet  south  of  Avenue  U,  Block  752,  Lot  59. 
Borough  of  Brooklyn. 


1022-64-A 

APPLICANT — David  Balzam  for  Golnat  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  October  16,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system.  ’ 

PREMISES  AFFECTED — 4015-4027  Queens  Boule¬ 
vard  northeast  corner  of  41st  Street,  Block  189,  Lot 
45,  Long  Island  City,  Borough  of  Queens. 


SUBJECT— Application  October  19,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  packag¬ 
ing  of  Atlas  Glas-Kleen  Concentrate. 


1038-64-A 

APPLICANT — David  Balzam  for  Roseruth  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  October  20,  1964  —  Appeal 
from  a  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 517-523  West  181st  Street, 
northeast  corner  of  Audubon  Avenue,  Block  2155,  Lot 
1,  Borough  of  Manhattan. 


796-65-A 

APPLICANT — Dr.  Martin  Steinberg  for  Mt.  Sinai  Hos¬ 
pital,  owner. 

SUBJECT — Application  July  14,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Central  Oxy¬ 
gen  System. 

PREMISES  AFFECTED — 1190-1198,  5th  Avenue,  1021 
East  100th  Street,  southeast  corner,  Block  1604,  Lot  6* 
Borough  of  Manhattan. 


909-65-A 

APPLICANT — Edward  J.  Mathews  for  Skidmore,  Ow- 
mgs  and  Merrill  for  140  Broadway  Company,  owner. 

SUBJECT — Application  September  2,  1965  —  Appeal 
.rom  a  decision  of  the  Borough  Superintendent  re¬ 
exit  passageway. 

PREMISES  AFFECTED — 31-37  Nassau  Street,  77-83 
Cedar  Street,  128-146  Broadway,  56-70  Liberty  Street, 
Entire  Block,  Block  48,  Lot  1,  Borough  of  Manhattan. 


973-65-A 

APPLICANT — New  York  University  Medical  Center 
for  New  York  University  Institute  of  Physical  Medi¬ 
cine  and  Rehabilitation,  owner. 

SUBJECT— Application  September  23,  1965  —  Appeal 
rrom  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  door  holdback  devices  and  Chocks. 

PREMISES  AFFECT.  ED — 400  East  34th  Street,  south 
side,  from  First  Avenue  to  F.D.R.  Drive,  Block  962, 
Lot  8,  Borough  of  Manhattan. 


996-65-A 


1025-64-A 


APPLICANT-Larry  Meltzer  for  Tremont  Land  Cor¬ 
poration,  owner. 


SUBJECT — Application  October  16,  1964  —  Appe 
from  an  order  and  decision  of  the  Fire  Commissione 
re-  sprinkler  system. 

P?SM,lSESo^?'FECTED-4941-49S1  Broadway,  61. 
021  West  207th  Street,  northwest  corner,  Block  224 
Eot  61,  Borough  of  Manhattan. 


APPLICAN  r — Westinghouse  Electric  Corporation  for 
Elota  Realty  Company,  owner;  Times  Square  Stores 
Corporation,  lessee. 

SUBJECT— Application  September  30,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  use 
of  electric  walks  for  transportation  of  carts. 

PREMISES  AFFECTED— 2770  Linden  Boulevard, 
southeast  corner  of  Elderts  Lane,  Block  4492,  Lot  1 
Borough  of  Brooklyn. 


1026-64-A 

APPLICANT— A.  J.  Neumaier  for  Atlas  Supply  Com¬ 
pany,  owner. 


1052-65-A 

APPLICANT — Edward  V.  Crinnion  for  G.  W.  Millar 
and  Company  Incorporated,  owner;  Wolf  Sales  In¬ 
corporated,  lessee. 
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SUBJECT— Application  October  14,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
class  3  building,  non-fire  proof  building  —  motor  ve¬ 
hicle  repair  shop. 

PREMISES  AFFECTED— 280-282  Lafayette  Street, 
west  side,  83.88  feet  south  of  Jersey  Street,  115-119 
Crosby  Street,  Block  510,  Lot  6,  Borough  of  Man¬ 
hattan. 


1070-65-A 

APPLICANT — C.  C.  Petersen  for  American  Bridge  Di¬ 
vision  of  United  States  Steel  Corp.,  for  140  Broadway 
Co.,  owner. 

SUBJECT — Application  October  19,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re  Method 
of  Welding  Equipment  not  approved  by  Board. 

PREMISES  AFFECTED— 126-146  Broadway,  east  side, 
from  Cedar  to  Liberty  Street,  Block  48,  Lot  1,  Borough 


of  Manhattan. 


MAX  H.  FOLEY,  Chairman 


NOVEMBER  23,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  23,  1965,  at  2  o  clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters: 

702-61-SA 

APPLICANT— H.  G.  Fischer  &  Co.,  owner  —  paint 
spray  gun. 


809-63-SA 

APPLICANT — Technicon  Instruments  Corp.,  owner  — 
automated  flame  photometer. 


293-64-SA 

APPLICANT— Floating  Floors,  Inc.,  owner  —  air  con¬ 
ditioning  equipment  for  computer  rooms. 


1169-64-SA 

APPLICANT— Eclipse  Air  Brush  Co.,  owner  —  paint 
spray  gun. 


1254-64-SA 

APPLICANT— Sigfried  Kellner  for  Electronics  Cor¬ 
poration  of  America,  owner  —  flame  safeguard  con¬ 
trols  for  fuel  burners. 


1255-64-SA 

APPLICANT — Sigfried  Kellner  for  Electronics  Cor¬ 
poration  of  America,  owner  — smoke  indicator  control 
for  fuel  burning  equipment. 


14-65-SM 

APPLICANT — Harold  Madden  for  McCormack  Sand 
Division,  Penn  Industries,  Inc.,  —  owner  —  sand  for 
concrete,  mortar,  block,  etc. 


15-65-SM 

APPLICANT— Harold  Madden  for  McCormack  Sand 


Division,  Penn  Industries,  Inc.,  owner  —  gravel  for 
concrete  and  concrete  products. 


91-65-SM 

APPLICANT— Stanley  Englert  for  S.O.S.  Products  Co. 
Inc.,  owner  —  closet  bowl  setting  seal. 


132-65-SA 

APPLICANT— Ransburg  Electro-Coating  Corp.,  owner 
—  paint  spray  gun. 


147-65-SM 

APPLICANT — Anaconda  American  Brass  Co.,  Ana¬ 
conda  Metal  Hose  Division,  owner  —  gas  appliance 
connector,  various  models. 


153-65-SM 

APPLICANT — Allied  Compositions  Co.  Inc.,  owner  — 
air  entraining  agent  for  concrete. 


153-65-SA 

APPLICANT — Duo-Therm  Motor  Wheel  Corp.,  owner 
—  gas-fired  trailer  and  mobile  home  applances. 


215-65-SM 

APPLICANT — National  Gypsum  Company,  owner  — 
gold  bond  moisture  resistant  board. 


494-65-SM 

APPLICANT — West  Hills  Silica  Sand  Mining  Corp., 
owner  —  sand  for  concrete  and  concrete  products. 


557-65-SA 

APPLICANT — Lab-Line  Instruments,  Inc.,  owner  — 
explosion-proof  refrigerator. 


893-65-SA 

APPLICANT — Irving  A.  Levine  for  Remington  Hard¬ 
ware  Co.,  owner  —  pre  vu  door  viewer. 


1027-65-SM 

APPLICANT — Baldwin  Hardware  Mfg.  Corp.,  owner 
—  door  viewer. 


1048-65-SM 

APPLICANT — Magic  Eye  Associates,  Inc.,  owner  — 
magic  eye  door  interviewers. 


1077-65-SM 

APPLICANT — The  H.  B.  Ives  Company,  owner  —  one¬ 
way  door  viewer. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  30,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  30,  1965,  at  10  o’clock  at  80 
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Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 

the  following:  matters: 

713-65-BZ 

APPLICANT — Burke  and  Groh  for  Forest  Wood 
Homes,  Incorporated,  owner. 

SUBJECT — Application  June  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  retail  stores,  that  exceed  the  permited  floor  area 
ratio  has  less  than  the  required  open  space  ratio,  en¬ 
croaches  on  the  required  front  yard  and  with  acces¬ 
sory  parking. 

PREMISES  AFFECTED — 161-41  Baisley  Boulevard, 
northeast  corner  of  161st  Place,  Block  12256,  Lot  1 
and  4,  Jamaica,  Borough  of  Queens. 


725-65-BZ 

APPLICANT— Joseph  A.  Brandt  for  the  110  West  57 
Street  Corporation,  owner;  The  First  Theatre  Cor¬ 
poration,  lessee. 

SUBJECT — Application  June  21,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b) 

of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district, 

,  the  maintenance  of  an  existing  sign  that  exceeds  the 
permitted  height. 

PREMISES  AFFECTED — 110  West  57  Street,  south 
side,  175  feet  west  of  Avenue  of  the  Americas,  Block 
1009,  Lot  40,  Borough  of  Manhattan. 


747-65-BZ 

APPLICANT — Luis  M.  Neco  for  Jose  M.  Neco  Ar¬ 
royo,  owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  two  family  dwelling  that  encroaches  on 
the  required  lot  area,  lot  width  and  side  yards. 

PREMISES  AFFECTED — 1940  Gleason  Avenue,  south 
side,  171  feet  east  of  Virginia  Avenue,  Block  3792, 
Lot  13,  Borough  of  The  Bronx. 


766-65-BZ 

APPLICANT — Ernest  De  Luca  for  Michael  Di  Stefano, 

\  owner. 

SUBJECT — Application  July  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-3  district,  in  an 
existing  two  story  building  the  erection  of  a  one  story 
building  enlargement  to  the  existing  store  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area 
ratio. 

PREMISES  AFFECTED — 2367  86th  Street,  north  side, 
138  feet  west  of  24th  Avenue,  Block  6858,  Lot  49, 
Borough  of  Brooklyn. 


922-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 


the  enlargement  in  area  of  an  existing  automotive 
service  station  accessory  building  previously  granted 
by  the  Board. 

PREMISES  AFFECTED — 72-10  Roosevelt  Avenue, 
southeast  corner  of  72nd  Street,  Block  1304,  Lot  32 
and  part  of  Lot  25,  Jackson  Heights,  Borough  of 
Queens. 


923-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Harry  Noren, 
owner. 

SUBJECT — Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  enlargement  in  area  and  rearrangement  of  an  exist¬ 
ing  automotive  service  station  with  accessory  uses  in¬ 
cluding  the  parking  of  nine  cars  previously  granted  by 
the  Board. 

PREMISES  AFFECTED — 634-640  86th  Street,  south¬ 
west  corner  of  Battery  Avenue,  Block  6055,  Lots  21, 
22,  23,  Borough  of  Brooklyn. 


934-65-BZ 

APPLICANT— -Leonard  F.  Rothkrug  for  Cadillac  Leas¬ 
ing  Corporation,  owner;  Hawaiian  Tiki  Restaurant, 
lessee. 

SUBJECT — Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zonin  gResolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the 
addition  of  cqbaret  use  to  an  existing  restaurant  oc¬ 
cupying  one  store  in  an  existing  11  story  office,  store 
and  multiple  dwelling. 

PREMISES  AFFECTED — 126-10  Queens  Boulevard, 
southwest  ^corner  of  Lefferts  Boulevard,  Block  9631, 
Eot  241,  Kew  Gardens,  Borough  of  Queens. 


943-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Karl  Kraus, 
owner. 

SUBJECT — Application  September  9,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  and  R5  district,  the  erection  and  maintenance  of 
an  automotive  service  station  with  accessory  uses  and 
accessory  signs. 

PREMISES  AFFECTED — 4104  White  Plains  Road, 
northeast  corner  of  East  229th  Street,  Block  4843, 
Lots  39  and  34.  Borough  of  The  Bronx. 


1033-65-BZ 

APPLICANT — Anthony  J.  Pace  for  R.  Rev.  Msgr. 
Mario  J.  Ponsiglione,  owner. 

SUBJECT — Application  October  11,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  73-452 
and  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
R7-1  district,  the  erection  of  a  church  with  less  than 
the  required  accessory  parking  and  with  18  off-site 

parking  spaces. 

PREMISES  AFFECTED — 2855  Morris  Park  Avenue, 
1911  Pilgrim  Avenue,  northwest  corner,  Block  4232, 
Lots  1,  58,  59  and  60,  Borough  of  The  Bronx. 
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954-55-BZ 

APPLICANT— Charles  M.  Spindler  for  2112  Knapp 
Realty  Corporation,  owner. 

SUBJECT — Application  reopened  November  3,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  July  15,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 2133-2145  Brigham  Street, 
east  side,  113.11  feet  south  of  Avenue  U,  Block  7370, 
Lot  58,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  30,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  30,  1965,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on 
the  following  matters: 

960-64-A 

APPLICANT— Benjamin  Gordon,  owner. 

SUBJECT— Application  September  24, _  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-sprinkler  system. 

PREMISES  AFFECTED— 14  West  23rd  Street,  south 

side,  133.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot 
47,  Borough  of  Manhattan.  „ 


315-62-A 

APPLICANT— Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 

SUBJECT— Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


295-64-A 

APPLICANT— Harry  Soled  for  Louis  Le  Winter,  own¬ 
er. 

SUBJECT— Application  March  16,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system,  and  a  decision  of  the  Borough  Sup¬ 
erintendent,  re-  live  load  class,  egress,  etc. 

PREMISES  AFFECTED— 829  Broadway,  north  side, 
50  ft.  west  of  Park  Street,  13  Park  Street,  Block  3133, 
Lots  3,  and  46,  Borough  of  Brooklyn. 


742-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  E.  B. 
Realty  Corporation,  owner;  Mareth  Steel  Corporation, 
lessee. 

SUBJECT — Application  July  15,  1964 — Gas-drying  oven. 
PREMISES  AFFECTED— 110-118  50th  Street,  south¬ 
east  corner  of  1st  Avenue,  Block  788,  Lots  9  and  13, 
Borough  of  Brooklyn. 


987-64- A 

APPLICANT — Irwin  Emerman  for  Israel  Lefkowitz, 

owner. 

SUBJECT— Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  A  F  FECT  ED — 5  602-5606  15th  Avenue, 
southwest  corner  of  56th  Street,  Block  5692,  Lot  33, 
Borough  of  Brooklyn. 


955-65-A 

APPLICANT— Seren  Lefkovitz,  Isaac  B.  Lefkovits  and 
Israel  Lefkovits  d/b/a  Palm  Tree  Nursing  Home, 
owner. 

SUBJECT— Application  September  16,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fireproof  double  swinging  doors. 

PREMISES  AFFECTED— 5606  15th  Avenue,  south¬ 
west  corner  of  56th  Street,  Block  5692,  Lot  33,  Bor¬ 
ough  of  Brooklyn. 


879-65-A 

APPLICANT— Max  Siegel  Associates  for  Jack  Parker, 
owner. 

SUBJECT— Application  August  19,  1965  —  Review,  of 
a  decision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED— 104-60  Queens  Boulevard, 
south  side,  from  68th  Drive  to  Yellowstone  Boulevard, 
Block  3175,  Lot  1,  Forest  Hills,  Borough  of  Queens. 


902-65-A 

APPLICANT— Max  Siegel  Associates  for  Rogmin,  In¬ 
corporated,  owner. 

SUBJECT— Application  August  31,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Adjoin¬ 
ing  premises-separated,  ventilation  and  egress,  Tax 
Lots,  Lot  line,  windows,  etc. 

PREMISES  AFFECTED— 104-70  Queens  Boulevard, 
southwest  corner  of  Yellowstone  Boulevard,  Block 
3175,  Lot  70,  Forest  Hills,  Borough  of  Queens. 


1059-64-A 

APPLICANT — Murary  L.  White  for  Werlex  Realty 
Corporation,  owner;  Buckingham  Wax  Company, 
lessee. 

SUBJECT— Application  October  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 51-03  Van  Dam  Street, 
southast  corner  of  Borden  Avenue,  Block  305,  Lot  17, 
Long  Island  City,  Borough  of  Queens. 


1066-64-A 

APPLICANT— James  Whitford,  Jr.  for  Sailors’  Snug 
Harbor,  owner. 

SUBJECT— Application  October  23,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
swinging  fire  doors. 

PREMISES  AFFECTED — 888-914  Richmond  Terrace, 
southeast  corner,  Kissel  Avenue,  Block  76,  Lot  1,  New 
Brighton,  Borough  of  Richmond. 
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1107-64-A 

APPLICANT — John  J.  McNamara  for  Henry  Lange 
owner. 

SUBJECT  Application  November  6,  1964 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class  4 
construction,  frame  building,  change  in  use. 

PREMISES  AFFECTED — 131-21  14th  Avenue,  north¬ 
west  corner  of  West  132nd  Street,  Block  4011,  Lot  1, 
College  Point,  Borough  of  Queens. 


1123-64-A 

APPLICANT — Richard  Rethy  for  John  Elliot  Corpo¬ 
ration,  owner. 

SUBJECT — Application  November  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 208-210  Eighth  Avenue,  east 
side,  25  feet  south  of  West  21st  Street,  Block  770,  Lot 
76,  Borough  of  Manhattan. 


1125-64- A 

APPLICANT — Jay  M.  Spinner  for  Alfred,  Irving  and 
Dora  Leberfeld,  (Chase  Manhattan  Bank)  ;Trust 
owner. 

SUBJECT — Application  November  13,  1964  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 65-48  to  65-54  Grand  Av¬ 
enue,  south  west  corner  of  66th  Street,  Block  2775,  Lots 
2  and  7,  Maspeth,  Borough  of  Queens. 


1126-64- A 

APPLICANT — Kiff,  Voss  and  Franklin  for  The  Society 
of  the  Home  for  Incurables,  owner. 

SUBJECT — Application  November  13,  1964  —  Appeal 
from  orders  and  a  decision  of  the  Fire  Commissioner 
re-  fireproof  doors,  sprinkler  system. 

PREMISES  AFFECTED — 4422  3rd  Avenue,  entire 
block,  bounded  by  East  184th  Street,  Quarry  Road,  and 
181st  Street,  Block  3064,  Lot  1,  Borough  of  The  Bronx. 


1132-64-A 

APPLICANT — Air  Reduction  Company,  Incorporated 
owner. 

SUBJECT — Application  November  16,  1964  —  Transpor¬ 
tation,  storage  and  use  of  Hydrogen  in  Trailer  in  New 
York  City  (Contrary  to  F.  P.  Directive  5-63). 


11 34-64- A 

APPLICANT — Max  Siegel  Associates  for  A.  F.  and  G 
Realty  Corporation,  owner. 

SUBJECT — Application  November  16,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2992-29 96  Third  Avenue 
east  side,  175.03  feet  north  of  East  153rd  Street,  Block 
•-3,  63,  Lot  20,  Borough  of  The  Bronx. 


650-65-A 

APPLICANT — Burke  and  Groh  for  1301  Cornaga 
Avenue,  Incorporated,  owner. 


SUBJECT — Application  June  4,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame 
structure,  change  in  use  to  medical  offices. 

PREMISES  AFFECTED — 1301  Cornaga  Avenue,  south¬ 
west  corner  of  mapped  Neilson  Street,  Block  15562, 
Lot  35,  Rockaway,  Borough  of  Queens. 


756-65-A 

APPLICANT — Burke  and  Groh  for  Pineville  Develop¬ 
ment,  owner. 

SLTBJECT — Application  July  7,  1695  —  Filmed  pur¬ 
suant  to  Section  35  of  the  General  City  Law  re-  con¬ 
struction  in  bed  of  mapped  street. 

PREMISES  AFFECTED — 124-25  Lucas  Street,  north 
side,  237.94  feet  east  of  Williamson  Avenue,  Block 
12727,  Lot  7,  Springfield  Gardens,  Borough  of  Queens. 


778-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 20  Windemere  Avenue, 
south  side,  473.94  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  26,  Oakland,  Borough  of  Richmond. 


779-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 24  Windemere  Avenue, 
south  side,  ^446.61  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  25,  Oakwood,  Borough  of  Richmond. 


780-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965 — Filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 26  Windemere  Avenue, 
south  side,  419.28  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  23,  Oakwood,  Borough  of  Richmond. 


781-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 30  Windemere  Avenue, 
south  side,  391.95  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  22,  Oakwood,  Borough  of  Richmond. 


782-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 
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SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 32  Windemere  Avenue, 
south  side,  364.62  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  20,  Oakwood,  Borough  of  Richmond. 


SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 50  Windemere  Avenue, 
south  side,  200.64  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  11,  Oakwood,  Borough  of  Richmond. 


783-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 36  Windemere  Avenue, 
south  side,  337.29  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  19,  Oakwood,  Borough  of  Richmond. 


789-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 54  Windemere  Avenue, 
south  side,  173.31  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  10,  Oakwood,  Borough  of  Richmond. 


784-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 38  Windemere  Avenue, 
south  side,  309.96  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  17,  Oakwood,  Borough  of  Richmond. 


790-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 56  Windemere  Avenue, 
south  side,  145.98  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  8,  Oakwood,  Borough  of  Richmond. 


785-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUB TECT— Application  July  13,  1965  —  Filed  pursuant 
to  "Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  facing  legal  street. 

PREMISES  AFFECTED— 42  Windemere  Avenue, 
south  side,  282.63  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  16,  Oakwood,  Borough  of  Richmond. 


791-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 60  Windemere  Avenue, 
south  side,  118.65  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  7,  Oakwood,  Borough  of  Richmond. 


786-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 44  Windemere  Avenue, 
south  side,  255.30  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  14,  Oakwood,  Borough  of  Richmond. 


787-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3,  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 48  Windemere  Avenue, 
south  side,  227.97  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  13,  Oakwood,  Borough  of  Richmond. 


792-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 62  Windemere  Avenue, 
south  side,  91.32  feet  east  of  Riedel  Avenue  Block 
4656,  Lot  5,  Oakwood,  Borough  of  Richmond. 


793-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 66  Windemere  Avenue, 
south  side,  63.99  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  4,  Oakwood,  Borough  of  Richmond. 


788-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 


1021-65-A 

APPLICANT— Harry  Soled  for  Congregation  Anshei 
Ujhely,  owner. 

SUBJECT— Application  October  8,  1965  —  Appeal  from 
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a  decision  of  the  Borough  Superintendent  re-  class  4 
construction  —  proposed  synagogue. 

PREMISES  AFFECTED— 1346  45th  Street,  south  side 
300  feet  west  of  14th  Avenue,  Block  5617,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 


DECEMBER  7,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
r uesday  morning ,  December  7,  1965,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.  on  the 
following  matters: 


1055-65-A 

APPLICANT — Saul  Goldsmith,  for  Albert  Pipe  Supply 
Co.,  Inc.,  owner. 

SUBJECT  Application  October  15,  1965  —  filed  pur¬ 
suant  to  Section  35  of  the  General  City  Law  re  premises 
located  in  bed  of  a  mapped  street  (waterfront  property). 

PREMISES  AFFECTED— 123-125  Varick  Avenue, 
west  side,  475  feet,  7%  inches  north  of  Johnson  Avenue! 
Block  2974,  Lot  51,  Borough  of  Brooklyn. 


692-65-BZ 


APPLICANT  Henry  Nordheim  for  Nylon  Laundries 
Inc.,  owner;  Industrial  Laundry,  Inc. 

SUBJECT— Application  June  15,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R7-1  district,  the  construc¬ 
tion  of  an  accessory  parking  facility  for  an  existing 
laundry. 


PREMISES  AFFECTED — 1116  Intervale  Avenue,  east 
side,  141.43  feet  north  of  East  167th  Street,  1117  Kellv 
Stree,t  Block  2706,  Lot  10,  Borough  of  The  Bronx. 


1056-65-A 

APPLICANT — Saul  Goldsmith  for  Meserole  Trucking 
Corporation,  owner. 

SLBJECT  Application  October  15,  1965  —  filed  pur¬ 
suant  to  Section  35  of  the  General  City  Law  re  premises 
located  in  bed  of  a  mapped  street  (waterfront  property). 

PREMISES  AFFECTED — 137-155  Varick  Avenue,  west 
side,  530  feet,  7%  inches  north  of  Johnson  Avenue 
Block  2968,  Lot  1,  Borough  of  Brooklyn. 


1071-65-A 

APPLICANT— Henry  A.  Weinstein,  for  Max  Schling, 
Inc.,  lessee. 

OWNER  OF  PREMISES— Savoy  Fifth  Avenue  Cor¬ 
poration. 

SUBJECT— Application  October  19,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re  request 
for  Revocation  of  Permit  1696,  issued  re  Alt.  505-65. 

PREMISES  AFFECTED — 761-771  Fifth  Avenue,  east 
side,  from  East  58th  to  East  59th  Streets,  Block  1295 
Lot  1,  Borough  of  Manhattan. 


1008-65-A 


APPLICANT— Montefiore  Hospital  and  Medical  Center 
owner. 


SUBJECT — Application  October  5,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Central  Piped 
Oxygen  System. 


PREMISES  AFFECTED — 170  East  Gunhill  Road, 
south  side  90  feet  west  of  Bainbridge  Avenue,  Block 
3343,  Lot  283,  Borough  of  The  Bronx. 


1013-65-A 

APPLICANT — Henry  George  Greene  for  Raymoy 
Kealty  Company,  owner. 

SUBJECT— Application  October  4,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress 
and  a  Review  of  a  decision  of  the  Borough  Superin¬ 
tendent  re-  Section  53  of  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 12-14  East  37th  Street,  south 
side,  143  feet  west  of  Madison  Avenue,  Block  866,  Lots 
67  and  68,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


836-65-BZ 

APPLICANT— Guerino  Salerni  for  Helen  Friedrich, 
owner;  The  Gihon  Corporation,  owner. 

SUB JECT— Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station  accessory  building  and  the 
change  in  occupancy  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 72-28  Queens  Boulevard, 
south  side,  41.21  feet  west  of  73rd  Street,  72-23  47th 
Avenue,  Block  2446,  Lot  31,  Woodside,  Borough  of 
Queens. 


924-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT-Application  August  16,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
enlargement  in  lot  area  and  floor  area  of  an  existing 
automotive  service  station  previously  granted  by  the 
Board  and  the  installation  of  additional  curb  cuts. 

PREMISES  AFFECTED— 105-04  to  105-24  Flatlands 

S°(lt  nni'nt’i  f™m  ?aSt  105th  Street  to  East 
J2SJ  Street,  ^O1-9!!  East  105th  Street,  902-912  East 

06th  Street,  Block  8213,  Lot  37,  Borough  of  Brooklyn. 


y31-65-BZ 

APPLICANT  William  A.  Rose  for  National  Board  of 
Young  Mens  Christian  Association,  owner. 

SUBJECT— Applieation  September  9,  1965  —  decision 
ot  the  Borough  Superintendent,  under  Section  73-61  of 
the  Zoning  Resolution,  to  permit  in  a  C6-4  district  the 
erection  of  a  stair  tower  for  the  adjoining  building 
that  encroaches  on  the  required  rear  yard 

^MISES  AFFECTED-M  Reade  Street,  north  side, 
VH  feet.  O  f  inches  west  of  Broadway,  Block  150,  Lot 
1,  Borough  of  Manhattan. 


932-65-A 

A*LP: LICANT— WiHiam  A.  Rose,  Rose,  Beaton,  Corabie 
Dearden  and  Crowe,  for  National  Board  of  the  Young 

Men  S  Christian  Assneiatoc  mtmor  ° 


Men’s  Christian  Associates,  owner. 
SUBJECT — Application  September  9, 


1965  —  Appeal 
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from  a  decision  of  the  Borough  Superintendent  re¬ 
wood  doors  and  windows. 

PREMISES  AFFECTED— 291  Broadway,  northwest 
corner  of  Reade  Street,  Block  150,  Lot  38,  Borough  of 
Manhattan. 


942-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Brevoort  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  September  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  /2-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district  in 
conjunction  with  the  erection  of  a  one  story  bank,  the 
use  of  business  signs  within  75  feet  of  a  residence  dis¬ 
trict  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED— 9705-9713  Seaview  Avenue, 
northeast  corner  of  Rockaway  Parkway,  Block  8300, 
Lot  8,  Borough  of  Brooklyn. 


946-65-BZ 

APPLICANT— Simeon  Heller  and  George  J.  Meltzer  for 
Queens  Syndicate  Company,  owner;  House  of  Bagels 
Incorporated,  lessee. 

SUBJECT— Application  September  13,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Cl-2  district,  at  an 
existing  bakery,  the  addition  of  incidental  delivery  of 
surplus  baking  products. 

PREMISES  AFFECTED— 64-01  to  64-23  108th  Street, 


northeast  corner  of  64th  Road,  Block  2170,  Lot  1, 
Borough  of  Queens. 


1044-65-BZ 

APPLICANT— William  Shuldiner  for  McCrory  Cor¬ 
poration,  owner;  McCrory-McLellan-Green  Stores 
Division  of  McCrory  Corporation,  lessee. 

SUBJECT— Application  October  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-4  and  Ml-1 
district,  in  an  existing  theatre  and  store  structure,  the 
change  in  occupancy  of  the  theatre  portion  to  a  ware¬ 
house  and  freight  consolidation  depot. 

PREMISES  AFFECTED— 1936  Boston  Road,  1963 
West  Farms  Road,  southwest  corner,  Block  3016,  Lots 
42,  44  and  50,  Borough  of  The  Bronx. 


88-55-BZ 

APPLICANT— Henry  Nordheim  for  Ralph  Di  Girolamo, 
owner. 

SUBJECT — Application  reopened  November  3,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  1,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  and  retail  use  district,  the  use  of  existing 
structure  at  rear  of  site  as  a  garage  and  motor  vehicle 
repair  shop., 

PREMISES  AFFECTED— 3327  White  Plains  Road, 
west  side,  246.77  feet  north  of  Rosewood  Street,  Block 
4624,  Lot  49,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 
WEDNESDAY  MORNING, 

NOVEMBER  3,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  October  19,  1965,  were 
approved  as  printed  in  the  Bulletin  of  October  28,  1965, 
Vol.  50,  No.  43. 

661-65-BZ 

APPLICANT— Ingram  S.  Carner  for  Mario  Di  Fillippo, 
owner. 

SUBJECT— Application  June  8,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-2  and  R3-2  district,  the  en¬ 
largement  in  area  of  an  existing  automobile  sales  lot  and 
the  addition  to  the  uses  to  include  accessory  storage  of 
automobiles. 

PREMISES  AFFECTED  —  129-04  Merrick  Boulevard, 
southwest  corner  of  129th  Avenue,  Block  12438,  Lots 
138,  146,  149  and  151,  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Jerniece  Reid  and 


Mario  Di  Filippo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


825-65-BZ 

APPLICANT — Walter  E.  Blum  for  Dr.  Ralph  Mishkin 
and  Dr.  Paul  Miller,  owners. 

SUBJECT — Application  July  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R3-2  district,  the  erection 
of  a  one  story  and  basement  medical  office  building  that 
encroaches  on  the  front,  rear  and  side  yards,  with  a  ramp 
and  accessory  parking  in  the  front  yard  and  less  than  the 
required  accessory  parking. 

PREMISES  AFFECTED— 238-25  Hillside  Avenue,  north¬ 
west  corner  of  240th  Street,  Block  7907,  Lot  1,  Bellerose, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Walter  E.  Blum. 

For  Opposition:  Nellie  Stanley,  Lucy  Barbaruo,  Angelo 
Arbelo,  Irving  Kleiman,  Irwin  H.  Lieberman,  Gloria 
Arbelo,  Wayne  D.  Clark  and  Mary  Ladis. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1965, 
at  10  A.M.  for  inspection  and  continued  hearing.  Appli¬ 
cant  is  to  submit  additional  data. 
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826-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Bergmont  Man¬ 
or,  Incorporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  change  in  occu¬ 
pancy  of  an  existing  one  family  dwelling  to  a  two  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  accessory  parking. 

PREMISES  AFFECTED — 230  Battery  Avenue,  west  side, 
400  feet  47s  inches  north  of  Port  Hill  Place,  Block  6142, 
Lot  72,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Herman  Wein¬ 
stein. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  submit  revised 
drawing. 


827-65-BZ 

APPLICANT  Leonard  F.  Rothkrug  for  Bergmont  Man¬ 
or,  Incorporated,  owner. 

SUBJECT  Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  change  in  occu¬ 
pancy  of  an  existing  one  family  dwelling  to  a  two  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  accessory  parking. 

AFFECTED— 232  Battery  Avenue,  west  side, 

V79  te,et  * /a  lnches  north  of  Fort  Hill  Place,  Block  6142, 
Lot  73,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Herman  Wein¬ 
stein. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965 

at  10  A.M.  for  decision.  Applicant  is  ot  submit  revised 
drawing. 


864-65-BZ 

APPLICANT  Diamond-Sanko  for  Ruth  Jaeger,  owner. 

SUBJECT— Application  August  9,  1965  —  decision  of  th< 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
mg  Resolution,  and  Section  666  of  the  City  Charter,  tc 
Permit  in  a  C5-2  district,  the  change  in  use  of  an  existing 
one  story  building  from  retail  store  to  the  manufactun 
of  mattresses  with  retail  sales. 

PREMISES  AFFECTED-689  Bay  Street,  northeast  cor- 
ner  of  Dock  Street,  Block  496,  Lot  101,  Stapleton,  Bor- 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond  and  Max  Gendelman 
For  Opposition:  V.  Fragano  and  Nathaniel  Olivieri. 

A^Tin  ^  SF  fB°ARp— Laid  over  to  November  16,  1965, 
drawing*  ^  deC1S1°n-  APPllcant  >s  to  submit  revised 

Hearing  closed. 


965-65-A 

APPLICANT— Diamond-Sanko  for  Ruth  Jaeger,  owner 


SUBJECT-  Application  September  21,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  live  load. 
PREMISES  AFFECTED — 689  Bay  Street,  northeast  cor¬ 
ner  of  Dock  Street,  Block  496,  Lot  101,  Stapleton,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond  and  Max  Gendelman. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1965, 
at  10  A.M.  for  decision. 

Hearing  closed. 


939-65-BZ 

APPLICANT — Irwin  Emerman  for  22  Beekman  House, 
Incorporated,  owner ;  College  Nursing  Home,  lessee. 

SUBJECT— Application  September  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district  ,the  con¬ 
struction  of  a  three  story  and  basement  enlargement  to 
an  existing  nursing  home  that  penetrates  the  sky  exposure 
plane  with  accessory  parking  located  across  the  street. 

PREMISES  AFFECTED— 119-01  to  119-29  (119-15  offi¬ 
cial)  27th  Avenue,  26-01  to  26-19  119th  Street,  northeast 
corner,  119-02  to  119-38  26th  Avenue,  Block  4291,  Lots  20, 
95  and  101,  College  Point,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Opposition:  William  Morian,  Sal  Guarnieri  Bar¬ 
bara  Hamara,  Rose  L.  King,  Maria  F.  Cecco,  Richard 
E.  Kovats,  Harry  J.  Keogh,  James  V.  Laurasi,  Sr., 
Lene  Hill,  Anna  C.  Murphy  Spiro  Macris  and  Gerald 
Schwartz. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  obtain  new  ob¬ 
jection  from  Department  of  Buildings 


AfPL^CA^Tr-Lama.  Proskauer,  Prober  and  Vassalotti 
for  Moe  Friedel,  owner. 

SUBJECT— Applicati°n  reopened  July,  13  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  28,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections  7c 
A  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  maintenance  of 
a  gasoline  service  station,  boiler  room,  lubritorium,  auto 
laundry,  motor  vehicle  repair  shop,  sale  of  accessories, 
office  and  parking  and  storage  of  more  then  five  motor 
vehicles  and  with  curb  cuts  more  than  the  permitted 
distance  from  the  intersection  and  amendment,  re-wall. 

PI}noA!^E^  AFFECTED— 1701-1725  Bedford  Avenue  and 

t  4.  1 1  DSuIllvan  P,ace>  northeast  corner,  Block  1304, 
Dot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative :  _ _ _ _ _ _ _  n 

THE  RESOLUTION— 

<,r^RKAS;i10nT}FebJ'Uary  7’  .195°-  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
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on  September  21,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  October  5,  1965,  hearing  closed ; 
then  to  October  19,  1965 ;  then  to  November  3,  1965 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1965,  acting  on  Alt.  Applic.  No.  2112/1949, 
reads : 

“1.  On  a  lot  formerly  located  in  a  business  and  resid¬ 
ence  use  district  and  now  located  partially  in  a  C2-3 
district  and  R-6  district  and  occupied  as  lubntor- 
ium,  auto  laundry  minor  repairs,  hand  tools  only, 
office  and  sales,  gasoline  station,  parking  and  stor¬ 
age  of  more  than  5  cars,  cellar  boiler  and  subject 
to  B.S.A.  Calendar  No.  30-48-BZ,  proposed  amend¬ 
ment  for  extension  of  term  of  variance  must  be  re¬ 
ferred  to  Board  of  Standards  and  Appeals  for  ap¬ 
proval. 

2.  Proposed  reduction  in  length  of  6'-0"  brick  wall  on 
Sullivan  place  from  42'-0"  to  22' -0"  and  the  addi¬ 
tion  of  a  20'-0"  curb  cut  is  contrary  to  previous 
Board  of  Standards  and  Appeals  approval  under 
Cal.  No.  30-48-BZ.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  7,  1950, 
as  amended  through  June  28,  1960,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  ...  the  parking  and  storage  of 
motor  vehicles;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.” 


240-55-BZ 

APPLICANT— Lama,  Proskauer,  Prober  &  Vassalotti  for 
Stanley  S.  Kilburn,  owner. 

SUBJECT— Application  reopened  October  5,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
November  15,  1965— decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution  .permitting  in  a  business  and 
residence  use  district,  the  erection  and  maintenance  of 
a  structure  in  the  business  use  district  portion  of  the  lot, 
to  be  used  as  body  and  fender  repair  shop,  auto  repair 
shop,  car  and  motor  washing,  welding,  painting  and  spray¬ 
ing  and  office  and  gasoline  pump  within  building,  owners 
use  only,  and  parking  of  cars  awaiting  service  and  the 
storage  of  kerosene  and  gasoline  in  buried  tanks,  owners 
use  only,  in  the  residence  use  district  portion  of  the  plot. 
PREMISES  AFFECTED— 207-22  to  207-24  (207-22  offi¬ 
cial)  Northern  Boulevard,  south  side,  250  feet  west  of 
Oceania  Avenue,  and  206-35  to  206-37  45th  Road,  Block 
7305,  Lot  19,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  on  December  13,  1955,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  30,  1965,  acting  on  N.B.  Applic.  No.  596/1955, 
reads : 

“1.  Proposed  extension  of  term  of  variance  granted 
under  B.S.  &  A.  Cal.  No.  240-55-BZ,  beyond  No¬ 
vember  15,  1965,  presently.  located  within  a  C2-2 
mapped  within  an  R3-2  Zoning  District,  must  be  re¬ 
ferred  to  the  Board  of  Standards  &.  Appeals  for  its 
determination,  per  Sec.  11-411  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  13,  1955, 
as  amended  through  November  15,  1960  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


69-60-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Joseph  and  Jen¬ 
nie  Fenimore,  owners. 

SUBJECT— Application  reopened  October  5,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
July  19,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  storage  of  non-transient  pleasure-type  cars  only,  on 
the  vacant  area  adjoining  a  dwelling  . 

PREMISES  AFFECTED  —  516-520  Parkside  Avenue, 
south  side,  43.1%  feet  east  of  Bedford  Avenue,  Block 
5056,  Lot  97,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - 5 

Negative: - —  0 

THE  RESOLUTION— 

Whereas,  on  July  19,  1960,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1965,  acting  on  Alt.  Applic.  No.  4011/1959, 
reads : 

“1.  On  a  lot  formerly  in  a  residence  zone  and  now  lo¬ 
cated  partially  in  an  R-6  &  R7-1  proposed  amend¬ 
ment  for  extension  of  term  of  variance  for  parking 
and  storage  of  motor  vehicles  (pleasure  cars  non¬ 
transient)  must  be  referred  to  the  Board  of  Stand¬ 
ards  &  Appeals  for  approval.  Premises  previously 
subject  to  B.S.A.  Calendar  No.  69-60-BZ.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  19,  1960,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  5  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 
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396-65-A 

APPLICANT — Arnold  W.  Lederer  for  George  Roth,  own¬ 
er. 

SUBJECT — Application  April  8,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  factory,  pro¬ 
vide  1  hour  doors  for  stair  enclosure,  open  elevator  shaft, 
F.P.  casement  doors,  and  F.  P.  sash  on  fire  escapes. 
PREMISES  AFFECTED — 1363-1373  Myrtle  Avenue,  142- 
148  Stanhope  Street,  northwest  corner,  212  Wilson  Ave¬ 
nue,  Block  3267,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _ 5 

Negative: _ _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1965  on  Alt.  Applic.  1657-64,  reads: 

“2.  Establish  120#  L.L.  for  factory  C26.344.0. 

9.  Provide  1  hour  F.P.S.C.  doors  for  stair  enclosure 
L.L.271.0. 

10.  Existing  open  elevator  shaft  in  stair  enclosure  is 
contrary  to  C26-292.0  (Violation  #1797/64). 

12.  Provide  F.P.  Casement  doors  to  all  Fire  Escapes  in 
accordance  with  B.S.A.  Exit  Rules  &  L.L.  (Viola¬ 
tion  1797/64). 

13.  Provide  F.P.  sash  along  course  of  all  Fire  Es¬ 
capes.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  23,  1965,  acting  on  Alt.  Applic.  1657-64, 
Objections  No.  9,  10,  12  and  13,  be  and  it  hereby  is  modified 
and  that  the  appeal  he  and  it  hereby  is  granted  on  condition 
that  the  work  shall  conform  to  drawings  filed  with  this  ap¬ 
peal  marked  “Received  October  25,  1965”,  3  sheets;  that 
the  elevator  shaft  shall  be  enclosed  completely  with  cement- 
asbestos  board ;  and  that  the  sprinkler  system  shall  be  main¬ 
tained  throughout  the  building  to  the  satisfaction  of  the 
Fire  Commissioner. 


648-65-BZ 

APPLICANT — Leonard  G.  Feinen  for  Rothman  and  Gross- 
man,  owners. 

SUBJECT — Application  June  3,  1965  —  decision  of  the 
Borough  Superintendent,,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R4  district,  the  construc¬ 
tion  of  an  accessory  swimming  pool  to  a  multiple  dwell¬ 
ing  that  encroaches  on  the  required  distance  to  lot  lines. 
PREMISES  AFFECTED — 150-170  Trantor  Place,  180 
Tate  .  Street,  northwest  corner  of  Block  1133,  Lot  78, 
Granite  City,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Leonard  G.  Feenen  and  George  Rothman. 
For  Opposition :  None. 

ACTION  OF  BOx\RD — Application  granted  on  condition 
THE  VOTE — 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _ _ _ _ _  n 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
r>n  n  5tobe,r  A9,  1965,  after  due  notice  by  publication  in  the 

ulletin,  laid  over  to  November  3,  1965;  hearing  closed; 
and  ’ 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  12,  1965,  acting  on  N.B.  Applic.  404/1965,  reads: 

“68.  Edge  of  proposed  swimming  pool  is  located  less  than 
100  from  a  lot  line.  Use  Group  2.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there- 
tore  entiled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district 
the  construction  of  an  accessory  swimming  pool  to  a  multi- 
ple  dwelling  that  encroaches  on  the  required  distance  to 
the  lot  lines,  on  condition  that  the  work  shall  conform  to 

n=f^lnfo«-.edoWuh  this  application  marked  “Received  Aug- 
ust  9,  1965  ,  2  sheets;  that  shrubbery  shall  be  planted  be¬ 
tween  the  swimming  pool  and  the  rear  lot  line;  that  all 
laws,,  rules  and  regulations  applicable  shall  be  complied 
with ,  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


737-65-BZ 

APPUCANT— Max  Siegel  Associates  for  Yorkshire 
owers,  Incorporated,  owner ;  Eighty  Six  Garage  Cor¬ 
poration,  Garage  lessee. 

SUBJECT— Application  June  25,  1965  —  decision  of  the 
borough  Superintendent,  under  Section  60  of  the  Multi- 
ple  Dwelling  Law,  to  permit  in  a  Cl-5,  C2-8  and  R8 
district,  in  an  existing  multiple  dwelling  the  addition  of 
ransient.  parking  for  the  unused  and  surplus  tenants 
spaces  within  the  accessory  garage  for  a  term  of  fifteen 
years. 

AFFECTED  1660-1680  Second  Avenue,  east 
side,  from  East  86th  Street  to  East  87th  Street  301-329 
East  86th  Street,  300-334  East  87h  Street,  Block  1549, 
Dot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  Zf  5 

Negative:  _  q 

THE  RESOLUTION— 

nn^HfRi!AS’io  ?nMic  bearing  was  held  on  tWs  application 

on  October  .19,  1965,  after  due  notice  by  publication  in  the 

and  etln’'  kld  °Ver  t0  November  3>  1965  i  hearing  closed! 

d3W)HETEAS’  i76  &C1'SWn  the  Borough  Superintendent, 

reads .  ^Une  17,  196S’  acting  on  Alt-  Applic.  1068/1965, 

“A-2.  The  proposed  transient  parking  within  that  portion 


MINUTES 


and 


of  existing  accessory  garage  m  a  Class  A  Multiple 
Dwelling  located  in  an  R-8  district  is  contrary  to 
Sec  25-412  of  Zoning  Resolution  and  that  portion 
within  the  Cl-5  district  is  contrary  to  Sec.  36-401 
of  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  app hcation  of  the  use  dis 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap 
plication  be  and  it  hereby  is  granted  under.  Section  60  (3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  a  Ll-5, 
and  R-8  district,  in  an  existing  multiple  dwelling  the  addi¬ 
tion  of  transient  parking  for  the  unused  and  surplus  te- 
ant’s  spaces  within  the  accessory  garage  for  a  term  of  fif¬ 
teen  years,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  marked  Received  June 
25,  1965”,  3  sheets ;  that  the  vehicles  parked  in  the  t[a"sie^ 
parking  space  shall  be  pleasure-type  cars  only,  and  shall  not 
exceed  50  in  number ;  that  the  tenants  of  this  apartment 
house  may  recapture  any  of  the  space  devoted  to  transi 
parking  on  30  days’  notice  to  the  owner  in  accordance  with 
Section  60 (lb)  of  the  Multiple  Dwelling  Law;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with; 
and  that  an  amended  Certificate  of  Occupancy  shall  be  ob¬ 
tained  for  the  garage  portion  of  the  building. 


738-65-A 

APPLICANT  —  Max  Siegel  Associates  for  Yorkshire 
Towers,  Incorporated,  owner ;  Eighty  Six  Garage  Cor¬ 
poration,  garage  lessee. 

SUBJECT— Application  June  25,  1965  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transi¬ 
ent  parking. 

PREMISES  AFFECTED— 1660-1680  Second  Avenue  east 
side,  from  East  86th  Street  to  East  87th  Street,  301-329 
East  86th  Street,  300-334  East  87th  Street,  Block  1549, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE! — 

Affirmative ;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein . . . . . •—  a 

Negative : - — - - - — - ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  17,  1965  on  It.  Applic.  1068-65,  reads : 

The  proposed  transient  parking  by  non-occupants 
of  the  Multiple  Dwelling  within  an  existing  acces¬ 
sory  garage  is  contrary  to  Sec.  60  Sub.  1  of  the 
Multiple  Dwelling  Law.” 


‘Al. 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  June  17,  1965,  acting  on  Alt.  Applic.  1068-65,  Ob¬ 
jection  No.  A-l,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60,  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  of  the  requirements  in  the 


resolution  adopted  by  the  Board  this  day  under  Calendar 
Number  737-65-BZ  shall  be  complied  with. 


749-65-BZ 

APPLICANT— John  J.  Tricarico  for  Jackson  Lockwood, 
owner. 

SUBJECT— Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R3-2  district,  the  recon¬ 
struction  and  rehabilitation  of  an  automotive  service  sta¬ 
tion  with  accessory  uses. 

PREMISES  AFFECTED— 1820  Richmond  Road,  10  Stobe 
Avenue,  southeast  corner,  Block  3552,  Lot  39,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Tricariro. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative :  - — — —  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  3,  1965;  hearing  closed; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  22,  1965,  acting  on  N.B.  Applic.  1456/1965, 

reads : 

“1  Proposed  construction  of  an  Automotive  Service 
Station  (Use  Group  13)  and  a  Washing-Lubritorium 
and  Minor  Repairs  Use  (Use  Group  16)  in  an  R3-2 
Residential  District  is  contrary  to  Sections  22-10 
and  31-10  of  the  Zoning  Resolution.  Referred  to  the 
Board  of  Standards  and  Appeals  for  applicable  bulk 
regulations.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  Jo  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  .be.  and  it  hereby .  is 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district, 
the  reconstruction  and  rehabilitation  of  an  automotive  ser¬ 
vice  station  with  accessory  uses  for  a  term  of  15  years, 
on  condition  that  the  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  July  2,  1965  ,  4 
sheets  and  “October  22,  1965”,  one  sheet  revised,  with  the 
exception  that  the  entrance  to  the  men’s  toilet  shall  be  from 
the  interior  of  the  building ;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that  per¬ 
mit  shall  be  obtained,  work  completed  and  a  Certificate  ot 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


776-65-BZ 

APPLICANT— Albert  Melniker  for  Domenica  Melfi.  own¬ 
er  ;  Sinclair  Oil,  Lessee. 
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SUBJECT — Application  July  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  &  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  automotive 
service  station,  accessory  building  that  will  encroach  on 
the  required  side  yards  and  the  relocation  of  curb  cuts. 
PREMISES  AFFECTED — 2035  Victory  Boulevard,  north¬ 
west  corner  of  Jewett  Avenue,  Block  462,  Lot  1,  Meiers 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleiner t 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ _ _ Q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965,  acting  on  Alt.  Applic.  143/1965,  reads: 

“L  The  proposed  enlargement  and  relocation  of  the 
automotive  service  station,  a  non-conforming  use 
listed  in  Use  Group  13  and  located  in  a  C2-1  dis¬ 
trict,  surrounded  by  R3-2  district,  is  contrary  to 
Sec.  32-22,  Sec.  52-22  and  Sec.  52-41  of  the  Zon¬ 
ing  Resolution. 

2.  Open  areas  extending  along  side  lot  lines  are  con¬ 
trary  to  Sec.  33-25  of  the  Zoning  Resolution  (less 
than  8'  wide). 

3.  Location  of  curb  cuts  does  not  agree  with  the  re¬ 
cords  of  this  Department.  Application  BN  102/44 
was  approved  for  a  one  60'  continuous  curb  cut 
beginning  at  the  intersection  of  the  west  lot  line 
and  Victory  Blvd.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C2-1  district, 
the  enlargement  in  area  of  an  existing  automotive  service 
station  accessory  building  that  will  encroach  on  the  re¬ 
quired  side  yards  and  the  relocation  of  curb-cuts,  on  con¬ 
dition  that  work  be  done  in  accordance  with  drawings  filed 
with  this  application  marked  “Received  July  13,  1965,  five 
sheets;  September  28,  1965,  one  sheet;  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with; 
and  that  permit  be  obtained,  work  done  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


842-65-BZ 

APPLICANT — Vincent  D.  Luongo  for  St.  Francis  Col¬ 
lege,  owner. 

SUBJECT — Application  July  30,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-641  and  72-21 


of  the  Zoning  Resolution,  to  permit  in  a  C5-2  district, 
the  erection  of  an  eight  story  student  center  and  faculty 
residence  building  that  penertates  the  sky  exposure  plane 
and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 181-185  Joralemon  Street,  north 
side,  228  feet  5  inches  west  of  Court  Street,  Block  255, 
Lots  11  and  14  (tent.  11  and  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Vincent  D.  Luongo  and  Leonard  Roth- 
krug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1965,  acting  on  N.B.  Applic.  621/1965,  reads: 
“1.  Proposed  building  exceeds  6  stories  and  85'-0" 
pierces  the  sky  exposure  plane  for  a  C5-2  district 
contrary  to  Sec.  33-432  A.Z.R. 

2.  Provide  30'  side  yard  for  required  windows  of  Mon¬ 
astery  (Residential  portion  of  building)  as  required 
by  Sec.  33-50,  Sec.  24-672  and  Sec.  23-861  of  the 
Amended  Zone  Res.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  and  73-641  of  the  Zoning  Re¬ 
solution,  to  permit  in  a  C5-2  district,  the  erection  of  an 
eight  story  student  center  and  faculty  residence  building  that 
penetrates  the  sky  exposure  plane  and  encroaches  on  the 
required  side  yard,  on  condition  that  the  building  conforms 
to  drawings  filed  with  this  application  marked  received 
July  30,  1965”,  11  sheets;  that  all  other  laws,  rules  and  reg¬ 
ulations  applicable  shall  be  complied  with;  and  that  per¬ 
mit  be  obtained,  work  done  and  a  Certificate  of  Occupancy 
obtained  within  two  years  from  the  date  of  this  resolution. 


925-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Rabrose  Realty 
Corporation,  owner. 

SUBJECT — Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
and  11-41  of  the  Zoning  Resolution  and  Section  666  f 
the  New  York  City  Charter,  to  permit  in  a  C6-3  dis¬ 
trict,  the  change  in  occupancy  of  an  existing  two  story 
and  cellar  garage  previously  granted  by  the  Board  to  a 
building  material  wholesale  establishment. 

PREMISES  AFFECTED — 138-140  East  25th  Street,  south 
side,  94  feet  east  of  Lexington  Avenue,  Block  880,  Lot  61. 
Borough  of  Manhattan. 
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appearances— 

For  Applicant:  Max  Siegel. 

For  Opposition :  Myron  Auerbach. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative - - - ® 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - - 5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  3,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  5,  1965,  acting  on  Alt.  Applic.  1297/1965, 
reads : 

“C2.  Proposed  use  of  “Building  Materials  Wholesale  Es¬ 
tablishment  including  sale  storage  or  handling  of 
Building  Materials”  (Use  Gr  17)  is  contrary  to 
Sect.  32-10  of  the  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  has  considered  the  application  and 
is  of  the  opinion  that  the  granting  of  this  variance  would 
be  detrimental  to  the  neighborhood;  and 

Whereas,  the  Board  found  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Sections  72-01  (b)  and  11-41  of  the  Zoning  Resolu¬ 
tion. 

Resolved,  that  the  decision  of  the  Borough  _  Superintend¬ 
ent,  dated  August  5,  1965,  acting  on  Alt.  Applic.  1297/1965, 
Objection  No.  C2,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


Adjourned  12 :05  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY,  NOVEMBER  3,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

258-BZX  and  259-BZX. 


ACTION  OF  BOARD— Time  to  complete  construction 

extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - — - ® 

THE  RESOLUTION— 

Whereas,  the  above  applications  for  extension  of  time 
to  permit  the  completion  of  construction  were  duly  filed 
under  the  provisions  of  Section  11-322  of  the  Zoning  Reso¬ 
lution;  and 

Whereas,  in  each  of  these  cases  the  Board  found  that, 
on  the  date  the  building  permit  lapsed,  a  substantial  portion 
of  construction  had  been  completed  and  substantial  expendi¬ 
tures  in  connection  with  such  constructio  nhad  been  made. 

Resolved,  that  the  time  within  which  to  complete  con¬ 


struction  be  and  it  hereby  is  extended  for  a  term  of  three 
months  from  the  date  of  this  resolution. 


182-65-A 

APPLICANT— Marcel  Shwergold  for  Boyle-Midway,  In¬ 
corporated,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  a  decision  of  the 
Fire  Commissioner  re-  Packaging  of  inflammable  mix¬ 
ture  of  insect  repellent  for  use  against  flies,  etc.,  known 
as  Black  Flag  in  polyethylene  bottles,  not  in  accordance 
with  Administrative  Code  requirements;  previously  gran¬ 
ted  on  condition. 

APPEARANCES— 

For  Applicant:  Marcel  Shwergold. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - - - ^ 

Negative: - ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  6,  1965,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  6,  1965, 
by  adding  thereto: 

“that  in  view  of  the  statement  by  the  applicant  that 
neither  the  product  nor  the  containers  have  been 
changed,  the  trade  name  of  the  product  may  be  changed 
to  ‘Black  Flag  Ridz  Insect  Repellant’,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.” 

(Fire  Dept.  Folder  No.  122-1144) 


807-64-A 

APPLICANT— Samuel  Garnett  for  Enogar  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  July  24,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 368-370  Greenwich  Street,  west 
side,  25  feet  north  of  Franklin  Street,  Block  185,  Lot 
36,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Aplication  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE — 

Affirmative :  Chairman'  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative - - — -  0 


1280-64-A 

APPLICANT— Harry  Soled  for  Yeshiva  and  Mesivta 
Etz  Chaim,  owner. 

SUBJECT— Application  December  18,  1964  —  Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 
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PREMISES  AFFECTED — 628  Bedford  Avenue,  south¬ 
west  corner  of  Hewes  Street,  Block  2210,  Lot  31,  Bor¬ 
ough  of  Brooklyn. 

ACTION  OF  BOARD — Application  dismissed  for  Lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ 5 

Negative:  - — _ ___________  0 


1293-64-A 

APPLICANT — George  G.  Miller  for  Cesare  Rodriguez, 
owner. 

SUBJECT — Application  December  23,  1964  —  Review  of 
a  decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 106-42  to  106-44  Sutphin 
Boulevard,  west  side,  60.02  feet  north  of  107th  Avenue, 
Block  10088,  Lots  20,  22,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ __  5 

Negative: _ _ _ ___________  0 


88-55-BZ 

APPLICANT — Henry  Nordheim  for  Ralph  Di  Girolamo, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  November 
1,  1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  and  retail  use 
district,  the  use  of  existing  structure  at  rear  of  site  as  a 
garage  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 3327  White  Plains  Road,  west 
side  246.77  feet  north  of  Rosewood  Street,  Block  4624, 
Lot  49,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  7,  1965  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ 5 

Negative :  _ _ _  n 


954-55-BZ 

APPUCANT— Charles  M.  Spindler  for  2112  Knapp 
Realty  Corp.,  owner. 

SUBJECT  Application  for  consideration  —  reopening  for 


extension  of  term  of  variance,  which  expired  July  15, 
1963  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district, 
the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2133-2145  Brigham  Street, 
east  side,  113  feet  11  inches  south  of  Avenue  U,  Block 
7370,  Lot  58,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  30,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ _ 5 

Negative: _ _ _ __ _ q 


797-54-BZ — Vol.  II 

APPLICANT — Harry  A.  Yarish  for  Anthony  Trotta,  own¬ 
er. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Sup¬ 
erintendent;  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  store,  washing,  greasing,  minor  auto  re¬ 
pairs  with  hand  tools  only,  parking  and  storage  of  auto¬ 
mobiles,  dwelling  and  2-car  garage  accessory  to  dwelling; 
show  windows  within  75  feet  of  residence  use  dsitrict. 
PREMISES  AFFECTED — 690-700  Utica  Avenue  and  818- 
828  Clarkson  Avenue,  southwest  corner,  Block  4636,  Lot 
6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _ 5 

Negative:  _ _ q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  26,  1957,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  13,  1959;  and 

Whereas,  the  resolution  was  amended  on  March  1,  1960; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  26,  1957, 
as  amended  through  March  1,  1960,  by  adding  thereto: 

“that  a  curb  cut  may  be  installed  on  Clarkson  Avenue, 
substantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  October  27,  1965’.  one  sheet, 
on  condition  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects  ” 
(N.B.  122/56) 
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813-60-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  J.N.A.  Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  erection  of  a  building,  Partly 
one  story  and  partly  two  story,  for  occupancy  as  a  bank 
and  stores  with  patron  parking  and  loading  and  unload¬ 
ing  on  the  open  portion  of  the  plot. 

PREMISES  AFFECTED— 155-06  to  155-14  Cross  Bay 
Boulevard,  west  side,  from  156th  Avenue  to  Shore  Park- 
way,  92-06  to  92-16  (92-10  official)  Shore  Parkway,  92- 
09  to  92-21  156th  Avenue,  Block  11472,  Lot  38,  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert  and 

Commissioner  Becker  - —  ^ 

Negative :  Commissioner  Fox  and  Commissioner  Klein  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  4,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  17,  1962;  and 
Whereas,  the  resolution  was  last  amended  on  October 
27,  1964;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  4,  1961,  as 
amended  through  October  27,  1964,  by  adding  thereto: 

"that  the  building  shall  conform  to  revised  drawings 
of  proposed  conditions  marked  ‘Received  October  4, 
1965’,  3  sheets,  as  cited  in  the  decision  of  the  Borough 
Superintendent,  dated  September  29,  1965,  acting  on 
Alt.  Applic.  No.  1747-65,  Objection  No.  1,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Alt.  1747/ 
65) 


978-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  J.  A.  Green 
Construction  Corp.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy, 
which  expired  October  27,  1965  —  decision  of  the  Bor¬ 
ough  Superintendent,  previously  granted  on  condition, 
under  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  erection  and  maintenance  of  a 
retail  district,  restaurant,  movie  theatre,  retail  stores  and 
accessory  patron  and  employee  parking  for  less  than  150 
cars  for  a  temporary  term  of  35  years. 

PREMISES  AFFECTED— 107-02  Flatlands  Avenue,  south 
side,  from  East  107th  Street  to  East  108th  Street,  Block 
8215,  Lot  22  (Formerly  Lots  18  through  63),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopeend  and  time  to 
obtain  Certificate  of  Occupancy  extended. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - * 

Negative - — —  ® 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  10,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  27,  1964;  and 

Whereas,  the  resolution  was  last  amended  on  October 
27,  1964;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  10,  1961, 
as  amended  through  October  27,  1964,  only  as  to  the  time 
to  obtain  a  Certificate  of  Occupancy,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  amended  resolution. 

(N.B.  Applic.  973/61) 


649-63-BZ 

APPLICANT— Corwin,  Atkin  and  Associates  for  Estate 
of  Irene  Keough,  owner;  Edward  Smith,  lessee. 
SUBJECT— Application  for  consideration  — ■  reopening  for 
extension  of  time  to  complete,  which  expired  January  7, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21 .  of  the 
Zoning  Resolution,  permitting  in  a  C2-2  District,  the 
change  in  use  of  an  existing  building  from  a  non-storage 
garage  to  an  automotive  service  station  with  accessory 
uses  including  minor  repairs. 

PREMISES  AFFECTED— 6071  Broadway,  west  side, 
255.26  feet  north  of  246th  Street,  Block  3415,  Lot  1221, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD— Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - -  5 

Negative: - ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  7,  1964,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  7,  1964, 
only  as  to  the  time  to  complete  the  work  and.  obtain  a 
Certificate  of  Occupancy  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  695/62) 
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719-64-BZ 

APPLICANT — Henry  Seidner  for  106  Land  Incorporated, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expires  November 
10,  1965  decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  (7)  of  N.Y.C.  Char¬ 
ter,  permitting  in  a  R3-2  district,  the  erection  of  a  one 
family  dwelling  that  encroaches  on  the  required  front 
and  side  yards. 

AFFECTED — 116-26  170th  Street,  west  side, 
244  feet  south  of  116th  Avenue,  Block  12351,  Lot  125, 
St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Henry  Seidner. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ 

'  THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  10  ,1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adpoted  on  November  10,  1964, 
only  as  to  the  time  to  obtain  permits  and  complete  the*  work' 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

.  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution- 
Certificate  of  Occupancy  shall  be  obtained/’ 
(N.B.  5967/61) 


Adjourned:  12:20  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  November  3,  1965,  2  p.m. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 


888-63-A 


missioner  Klein  ...» 
Negative :  _ _ _ 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  10,  1963  and  October  15,  1963  on  Octo¬ 
ber  15,  1963  on  Order  No.  1852-3,  reads: 

1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  cellar,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Ch.  26- 
1372.ob. 


Ch.  19.161  0a  Admin.” 
and 


Whereas,  the.  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,.  it  has  been  recommended  in  the  Fire  Depart¬ 
ment  that  this  order  be  rescinded. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  10,  1963,  and  October  15,  1965,  act- 
jng  Order  No.  1852-3,  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  the  condition  the  building  conforms  to  plans  filed  with 
this  application  marked  “Received  November  12  1963”  two 
sheets,  and  “July  23,  1965”,  one  sheet. 


991-63-A 

APPLICANT — D’Agostino  Bros.,  Incorporated,  for  Loren 
Associates,  owner ;  Steven  Properties,  Incorporated,  les¬ 
see. 

SUBJECT— Application  December  6,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 301-305  East  72nd  Street,  1392- 
1396  Second  Avenue,  northeast  corner,  Block  1447,  Lot 
1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Richard  S.  Guyer. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _  _  q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _  5 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  dated  August  14  and  November  12,  1963  on  Order 
No.  3080-3,  reads : 


APPLICANT  Irving  Seelig  and  Son  for  Joange  Building 
Corporation,  owner. 

SUBJECT— Application  November  12,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
sprinkler  system. 


PREMISES  AFFECTED — 3820-3846  Nostrand  Avenue 
west  side,  335  feet  south  of  Avenue  Y,  Block  7445  Loi 
15,  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Irving  Seelig. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 


1.  Install  an  approved,  automatic  sprinkler  system 
throughout  the  Cellar,  occupied  by  D’Agostino  Bro- 
thers  Supermarket,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Chapt. 
26  -  1372.3b.  —  Administrative  Code. 

Ch.  19-161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load, 
the  lack  of  ventilation,  and  the  difficulty  of  access  for  the 
Fire  Department. 


Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  August  14,  1963,  and  November  12,  1963,  acting  on 
Order  No.  3080-3,  Objection  No.  1  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 
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483-64-A 

APPLICANT— A.  H.  Salkowitz  for  Seaview  Shoppers 
Mart  Incorporated,  owner. 

SUBJECT— Application  May  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 1847-1885  Rockaway  Pkwy., 
9706-9730  Avenue  M,  southeast  corner,  Block  8281,  Lot 
24,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Peter  Gray. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - -  ^ 

Negative: - — -  ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  3,  1963  and  April  20,  1964  on  Order 
No.  1766-3,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Ch.  26-1372.- 
ob. 

Ch.19-161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  3,  1963,  and  April  20,  1964,  acting 
on  Order  No.  1766-3,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
the  condition  the  building  conforms  with  the  drawings  filed 
with  application  marked  “Received  August  10,  1965,”  four 
sheets,  and  on  further  condition  that  a  steel,  and  wire  glass 
enclosure  be  constructed  around  the  stair  in  the  cellar  in 
the  variety  store;  and  that  a  non-automatic  sprinkler  sys¬ 
tem  and  an  automatic  fire  alarm  with  central  office  con¬ 
nection  be  installed  throughout  the  cellar  of  the  building. 


729-64-A 

APPLICANT — John  J.  Tricarico  for  Gagliano  and  Gag- 
liano,  owners. 

SUBJECT— Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1876-1900  Shore  Parkway,  321 
Bay  41st  Street,  southwest  corner,  Block  6943,  Lot  162, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - - 5 

Negative: - - - - -  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Comnus- 
sioner,  dated  December  7,  1963  and  July  1st,  1964  on  Order 


“1  Provide  an  approved  automatic  dry  pipe  sprinkler 
system  throughout  building,  arranged  and  equipped 
as  per  Chapter  26-1339, 2a,  Admin.  Code. 


Chapter  19-161.0a  Adm.  Code. 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  7,  1963  and  July  1,  1964,  acting 
on  Order  No.  0108-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  July  8,  1964  ,  2  sheets, 
on  further  condition  that  an  automatic,  fire  alarm  system 
with  central  office  connection  shall  be  installed  throughout 
the  building;  and  that  there  shall  be  no  permanent  human 
occupancy  in  the  building. 


731-64-A 

APPLICANT— John  J.  Tricarico  for  Gagliano  and  Gag¬ 
liano,  owner. 

SUBJECT— Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1876-1900  Shore  Parkway,  321 
Bay  41st  Street,  southwest  corner,  Block  6943,  Lot  162, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein - -  - .  ■  - ** 

Negative:  - - — — - —  ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  7,  1963  and  July  1,  1964  on  Order 
No.  0110-4,  reads: 

“1.  Provide  an  approved  automatic  dry  pipe  sprinkler 
system  throughout  building  arranged  and  equipped 
as  per  Chapter  26,  1339.2A  Adm.  Code. 

Chapter  19-161.0a,  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  7,  1963  and  July  1,  1964,  acting 
on  Order  No.  0110-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  July  8,  1964”,  2  sheets, 
on  further  condition  that  an  automatic  fire  alarm  system 
with  central  office  connection  shall  be  installed  throughout 
the  building  and,  that  this  fire  alarm  system  may  be.  in¬ 
stalled  in  conjunction  with  the  fire  alarm  system  required 
for  Building  B ;  and  that  there  shall  be  no  permanent  hu¬ 
man  occupancy  in  this  building. 
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969-64-A 

APPLICANT — John  J.  Tricarico  for  Soap  Equipment,  In¬ 
corporated,  owner. 

SUBJECT — Application  September  23,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 236-244  Plymouth  Street,  south 
side,  100  feet  east  of  Bridge  Street,  Block  32,  Lot  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  John  J.  Tricarico. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative : _ _ _ _____ _  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  11,  1964  and  August  26,  1964  on  Order 
No.  2327-4,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chapt. 
26-1336.0  Administrative  Code. 

Ch.  19. 161.0a  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  the  decision  of  the  Fire 
Commissioner,  dated  May  11,  1964  and  August  26  1964 
acting  on  Order  No.  2327-4,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  marked  “Received  Septem¬ 
ber  23,  1964’,  3  sheets;  on  further  condition  that  wet  auto¬ 
matic  sprinkler  system  shall  be  installed  throughout  the 
first  floor  of  the  building;  that  the  automatic  fire  alarm 
system  with  central  office  connection  shall  be  maintained  in 
the  building;  and  that  no  persons  shall  be  regularly  em¬ 
ployed  above  the  first  floor. 


951-65-A 


APPLICANT-Joseph  Mitchell  for  The  Archdiocese  of 
New  York,  owner. 

SUBJECT— Application  September  IS,  1965— Appeal  from 
a  decision  of  the  Borough  Superintendent  re :  Class  3  con¬ 
struction,  commercial  use. 

^SM^ES  AFFECTED— 32  East  51st  Street,  south  side, 
1/5  feet  east  of  Madison  Avenue,  Block  1286,  Lot  45,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Mitchell. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 

N  egative : _ _ _ _ _ _  _  ™  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintende 
dated  September  9,  1965  on  lt.  Applic.  1380-65,  reads: 

^  ^oVC26°254 0 ^C1” 1  ’^ommerc^a^  Building  contra 


and 

Whereas,  the  Board  has  examined  and  discussed  this 
application. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  September  9,  1965,  acting  on  Alt.  Ap¬ 
plic.  1380-65,  Item  No.  C2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  the  condition 
the  building  conforms  to  drawings  filed  with  the  applica¬ 
tion  marked  “received  September  15,  1965,”  fourteen  sheets  ; 
that  the  present  sprinkler  system  in  the  stair  enclosures  be 
extended  through  the  fourth  and  fifth  floor  stair  enclosures; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied,  with ;  and  that  permit  be  obtained,  work  done 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


728-64-A 

APPLICANT— John  J.  Tricarico  for  Gagliano  and  Gag- 
liano,  owners. 

SUBJECT — Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 1876-1900  Shore  Parkway,  321 
Bay  41st  Street,  southwest  corner,  Block  6943,  Lot  162, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _ _____ _ _  q 


730-64-A 


APPLICANT — John  J.  Tricarico  for  Gagliano  and  Gag¬ 
liano,  owners. 

SUBJECT  Application  July  8,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED— 1876-1900  Shore  Parkway,  321 
Bay  41st  Street,  southwest  corner,  Block  6943,  Lot  162, 
Borough  of  Brooklyn. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative:  _ _ _ q 


986-64-A 

APPLICANT — Coronet  Nursing  Home,  lessee,  for  Nos¬ 
trand  Nu-Home,  Incorporated,  owner. 

SUBJECT — Application  September  30,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 3353-3373  Nostrand  Avenue, 
east  side,  100  feet  south  of  Avenue  T,  Block  7335,  Lot 
96,  Borough  of  Brooklyn. 
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appearances— 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Withdrawn  at  the  request  of  the 
applicant. 

THE  VOTE  TO  WITHDRAW—  f 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - ^ 

Negative: - 


742-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  E.  B. 
Realty  Corporation,  owner;  Mareth  Steel  Corporation, 
lessee* 

SUBJECT— Application  July  15,  1964  —  Gas-drying  oven. 

PREMISES  AFFECTED— 110-118  50th  Street,  southeast 
corner  of  1st  Avenue,  Block  788,  Lots  9  and  13,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.  for  decision  to  await  action  by  the  Building 
Department. 


955-65-A 

APPLICANT — Seren  Lefkovits,  Isaac  B.  Lefkovits  and 
Israel  Lefkovits  d/b/a/  Palm  Tree  Nursing  Home,  own¬ 
er.  ~ 

SUBJECT— Application  September  16,  1965— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
fireproof  double  swinging  doors. 

PREMISES  AFFECTED— 5606  15th  Avenue,  southwest 
corner  of  56th  Street,-  Block  5692,  Lot  33,  Borough  of 
Brooklyn. 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lt.  J.  P  .Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  30,  1965, 
at  2  P.M.  at  the  request  of  the  applicant. 


PREMISES  AFFECTED— 2283-2287  Third  Avenue,  201 
East  124th  Street,  northeast  corner,  Block  1789,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Peter  S.  Gluck. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


981-64-A 

APPLICANT— Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT— Application  September  29,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 203  East  124th  Street,  north 
side,  80  feet  east  of  Third  Avenue,  Block  1789,  Lot  104 
(formerly  4 Ms)  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Peter  S.  Gluck. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


987-64-A 

APPLICANT— Irwin  Emerman  for  Israel  Lefkowitz, 
owner. 

SUBJECT— Application  September  30,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 5602-5606  15th  Avenue,  south¬ 
west  corner  of  56th  Street,  Block  5692,  Lot  33,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  30,  1965, 
at  2  P.M.  at  the  request  of  the  applicant. 


957-64- A 

APPLICANT— 1105  Bowling  Corporation  d/b/a/  Elm¬ 
wood  Lanes  for  100  Elmwood  Realty  Corporation,  owner. 

SUBJECT— Application  September  22,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1105  McDonald  Avenue,  west 
side,  140  feet  north  of  Elmwood  Avenue,  Block  6504,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J  .P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  9,  1965, 
at  2  P.M.  Applicant  is  to  be  notified  to  be  present. 


1060-64-A 

APPLICANT— The  New  York  Association  for  the  Blind, 
owner. 

SUBJECT— Application  October  23,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 60-05  Woodhaven  Boulevard, 
northeast  corner  of  Wetherole  Street,  Block  3088,  Lot  1, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Kenny. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  16,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


980-64-A 

APPLICANT— Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT— Application  September  29,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


634-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  facing  legal  street. 

PREMISES  AFFECTED— 12  Scranton  Street,  south  side, 
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89.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot 
56,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lawrence  R.  Janota. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President 
of  Richmond. 


635-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 15  Scranton  Street,  north  side, 
106.72  feet  east  of  Fingerboard  Road,  Block  3188,  Lot  18, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lawrence  R.  Janota. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


636-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 18  Scranton  Street,  south  side, 

149.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot 
53,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lawrence  R.  Janota. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President 
of  Richmond. 


637-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 22  Scranton  Street,  south  side, 

249.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot 
55,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lawrence  R.  Janota. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President 
of  Richmond. 


638-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 25  Scranton  Street,  north  side, 


216.47  feet  east  of  Fingerboard  Road,  Block  3188,  Lot 
16,  Grasmere,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Lawrence  R.  Janota. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


639-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 28  Scranton  Street,  south  side, 

289.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lx>t  57, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lawrence  R.  Janota. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


640-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 29  Scranton  Street,  north  side, 
256.47  feet  east  of  Fingerboard  Road,  Block  3188,  Lot  12, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Janota. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


641-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 32  Scranton  Street,  south  side, 
277.75  feet  west  of  Providence  Street,  Block  3189,  Lot  59, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Janota. 

ACTION  OF  BOARD — Laid  over  to  December  7.  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


642-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 33  Scranton  Street,  north  side. 
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221.37  feet  west  of  Providence  Street,  Block  3188,  Lot  10, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Janota. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


643-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 36  Scranton  Street,  south  side, 
22.75  feet  west  of  Providence  Street,  Block  3189,  Lot  61, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Janota. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


644-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 37  Scranton  Street,  north  side, 
181.37  feet  west  of  Providence  Street,  Block  3188,  Lot  8, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lawrence  R.  Janota. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


645-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 43  Scranton  Street,  north  side, 
85  feet  west  of  Providence  Street,  Block  3188,  Lot  4, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Janota. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


646-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 


to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 44  Scranton  Street,  south  side, 
162.75  feet  west  of  Providence  Street,  Block  3189,  Lot 
65,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Janota. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


647-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  Incor¬ 
porated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 55  Scranton  Street,  northwest 
corner  of  Providence  Street,  Block  3188,  Lot  1,  Grasmere, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Janota. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.M.  to  await  report  from  the  Borough  President  of 
Richmond. 


879-65-A 

APPLICANT— Max  Siegel  Associates  for  Jack  Parker, 
owner. 

SUBJECT— Application  August  19,  1965— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED  —  104-60  Queens  Boulevard, 
south  side,  from  68th  Drive  to  Yellowstone  Boulevard, 
Block  3175,  Lot  1,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Laid  over  to  November  30,  1965, 
at  2  P.M.  for  continued  hearing.  Applicant  is  to  submit 
easement  agreement. 


902-65-A 

APPLICANT— Max  Siegel  Associates  for  Rogmim,  In¬ 
corporated,  owner. 

SUBJECT— Application  August  31,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Adjoining 
premises-separated,  ventilation  and  egress,  Tax  Lots,  Lot 
line,  windows,  etc. 

PREMISES  AFFECTED— 104-70  Queens  Boulevard, 
southwest  corner  of  Yellowstone  Boulevard,  Block  3175, 
Lot  70,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.  for  continued  hearing.  Applicant  is  to  submit 
easement  agreement. 


220-64-SM 

APPLICANT — John  J.  Fogarty  for  Mosaic  Building  Pro¬ 
ducts,  Inc.,  owner. 
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SUBJECT— Applicati°n  February  24,  1964— Mosaic  panel 
wall,  approval  of. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1965, 


at  2  P.M.  for  the  Board  of  examine  the  sample  and  study 
the  drawings  submitted. 


Adjourned  4:05  P.M. 

James  P.  Mulroy,  Secretary 


NOTICE 


Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 — Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 


2 — Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8”  x  10"  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3 —  Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

4 —  A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  mail.  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appera. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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BZ,  615-60-BZ,  543-65-BZ,  679-65-BZ,  680-65-A,  709- 
65-BZ,  775-65-BZ,  805-65-BZ,  806-65-BZ,  814-65-BZ 
817-65-BZ,  818-65-BZ,  866-65-BZ,  870-65-BZ,  871-65-A 
876-65-BZ,  877-65-A,  944-65-BZ,  977-65-BZ. 


Minutes  of  Regular  Meeting,  Tuesday  Noon,  November 
9,  1965,  Affecting  Calendar  Numbers — 826-62-A,  1129-62- 
A,  1137-62-A,  1141-62-A,  59-63-A,  74-63-A,  110-63-A, 


NOTICE 

Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 —  Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 

2 —  Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8"  x  10"  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3 —  Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

4 —  A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  mail.  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 


471-63-A,  999-55-BZ— Vol.  II,  690-59-BZ,  557-60-BZ, 
1449-61-BZ,  271-43-BZ,  377-59-BZ,  66-60-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  No¬ 
vember  9,  1965,  Affecting  Calendar  Numbers — 124-38- 
SM,  1311-39-SM,  1328-39-SM,  213-40-SM,  774-40-SM, 
682-44-SM,  684-44-SM,  468-49-SM,  116-52-SM— Vol.  II, 
899-57-SM,  171-59-SM,  435-59-SM,  738-59-SA,  176-61- 
SM,  176-61-SM,  176-61-SM,  176-61-SM,  926-62-SM, 
932-62-SA,  932-62-SA,  564-63-SM,  855-63-SM,  1018-64- 
SA,  31-65-SA,  56-65-SA,  190-65-SA,  191-65-SM,  491- 
65-SM,  1044-64-SA,  201-64-A,  518-64-A,  627-64-A,  801- 
64-A,  898-64-A,  957-64-A,  988-64-A,  989-64-A,  724-65- 
A,  770-65-A,  872-65-A,  886-65-A,  629-64-A,  183-61-A— 
Vol.  II,  739-63-A,  492-64-A,  493-64-A,  721-64-A,  888- 
64-A,  889-64- A,  890-64-A,  993-64-A,  1008-64-A,  1010- 

64- A,  1128-64-A,  1181-64-A,  1183-64-A,  657-65-A,  913- 

65- A,  976-65-A. 


Minutes  of  Special  Meeting,  Friday  Morning,  November 
12,  1965,  Affecting  Calendar  Numbers — 892-63-A,  896- 
63-A  and  897-63-A. 

Corrections  Affecting  Calendar  Numbers — 985-40-SM — 
Vols.  I,  II  &  III  and  725-24-BZ— Vol.  IV. 
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DOCKET 

New  Cases  Filed  Up  to  November  9,  1965 

Cal.  No.  Dept.  Premises  Affected 

1113-65-SM — Eaton  Brothers  Corporation,  Velvety  Arti¬ 
ficial  Display  Grass  Matting,  Manufactured  by  Eaton 
Brothers  Corporation,  Material. 


1114-65-SM— Laurel  Soap  Manufacturing  Company,  Inc., 
Flame  Retardant,  Manufactured  by  Laurel  Soap  Manu¬ 
facturing  Company,  Material. 


1115-65-A — B.B. — 1701  Quentin  Road,  northeast  corner 
of  East  17th  Street,  Block  6780,  Lot  44,  Borough  of 
Brooklyn,  Alt.  1264-65,  re  Class  3  structure,  4  story 
building,  Section  4.2.1  Adm.  Code. 


1116-65-BZ — B.Bx. — 51-55  West  Burnside  Avenue,  north¬ 
west  corner  of  Grand  Ave.,  Block  3206,  Lot  1,  Borough 
of  The  Bronx,  Alt.  No.  649-65  re  Cabaret,  Section  52-36 
Zoning  Resolution. 


1117-65-BZ — B.Q. — 69-65  Queens  Midtown  Expressway, 
northeast  corner,  of  69th  Lane,  Block  2799,  Lots  102, 
103,  104,  Maspeth,  Borough  of  Queens,  N.B.  1855-65 
re  Front  Yard,  Section  23-45  Zoning  Resolution. 


1118-65-A— F.D.— Packaging  of  combustible  mixtures 
known  as  DuPont  Windshield  washer  solvent,  in  Poly¬ 
ethylene  containers,  Containers  not  in  accordance  with 
Administrative  Code. 


1119-65-BZ — B.Q. — 178-10  Wexford  Terrace  and  178-03 
to  178-19  Hillside  Avenue,  Block  9937,  Lot  1,  Borough 
of  Queens,  Jamaica,  Alt.  No.  1584-65,  re  Transient  Park¬ 
ing,  Section  25-412  Zoning  Resolution. 


1120-65-A — B.Q. — 178-10  Wexford  Terrace  and  178-03 
to  178-19  Hillside  Avenue,  Block  9937,  Lot  1,  Jamaica, 
Borough  of  Queens,  Alt.  No.  1 5-84-65  re  Transient  Park¬ 
ing,  Section  60  Multiple  Dwelling  Law. 


1121-65-A— B.Bx. — 33  East  233rd  Street,  north  east  cor¬ 
ner  of  Herkimer  Place,  Block  3363,  Lot  55,  Borough  of 
The  Bronx,  N.B.  2411-65  re  Review  of  a  decision  of  the 
Borough  Superintendent,  Zoning  Matter. 


1122-65-A — F.D. — No  Street  Address,  Building  A  West 
side  of  Private  Right  of  Way,  north  of  West  177th 
Street,  Block  3231,  Lot  125,  Borough  of  the  Bronx,  re 
Sprnikler  System. 


1123-65-BZ — B.B. — 129  Nassau  Avenue,  northised,  50 
feet  west  of  McGuiness  Boulevard.  Block  2649,  Lot  31, 
Borough  of  Brooklyn,  Alt.  No.  2011-65,  Funeral  Estab¬ 
lishment,  Sections  32-16  and  26-62  Zoning  Resolution. 


1124-65-A — B.B. — 61  Bartlett  Place,  north  side,  257  feet, 
5  inches  west  of  Dare  Court,  Block  8923,  Lot  882,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  1897-65  re  Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent,  Zoning  Matter. 


1125-65-SM — Electrovert  Incorporated,  Durajoint,  used 


for  expansion  and  construction  in  concrete,  manufac 
tured  by  Electrovert  Incorporated,  Material. 


1126-65-SM — Rehau-Plastiks,  Incorporated,  Rehau  Vinyl- 
Handrail,  manufacturel  by  Rehau-Plastiks,  Incorporate  , 
Material. 


1127-65-BZ—B.B.— 493-495  Jerome  Street,  east  side,  60 
feet  north  of  Blake  Avenue,  Block  4046,  Lot  4,  Borough 
of  Brooklyn,  Alt.  No.  1613-65  re  Occupancy,  Section 
32-10  Zoning  Resolution. 


1 1 28-65 -SM— Hallmark  Chemical  Corporation,  Division 

National  Chemsearch  Corporation, .  Vinaweb  vinyl  (PVC) 
Coating,  exterior  masonry  coating, .  manufactured,  by 
Hallmark  Chemical  Corporation,  Division  of  National 
Chemsearch  Corporation,  Material. 


1129-65-SM— Hallmark  Chemical  Corporation,  Division 
National  Chemsearch  Corporation,  Vina  Flux  Interior 
(vinyl-urethane)  Coating  manufactured  by  Hallmark 
Chemical  Corporation,  Division  National  Chemsearch 
Corporation,  Material. 


1 130-65-SM — Halmark  Chemical  Corporation,  Division 
National  Chemsearch  Corporation,  Astra-Glaze,  epoxy 
polyester,  coating  over  concrete,  manufactured  by  Hall¬ 
mark  Chemical  Corporation  Division  National  Chem¬ 
search,  Material. 


1131-65-SM— Hallmark  Chemical  Corporation,  Division 
National  Chemsearch  Corporation,  Romalite  Epoxy  Ter- 
razzo  Matrix,  manufactured  by  Hallmark  Chemical  Cor¬ 
poration,  Division  National  Chemsearch  Corporation, 
Material. 


1132-65-BZ — B.Q. — 68-02  52nd  Drive,  southeast  corner 
of  68th  Street,  Block  2409,  Lot  1,  Maspeth,  Borough  of 
Queens,  N.B.  1062-64,  re  Two  Family  Dwelling,  Sec¬ 
tions  23-27,  23-45,  23-461,  23-222  and  23-141  Zoning 
Resolution. 


1133-65-A— B.Q.— 136-17  38th  Avenue,  north  side,  150 
feet  east  of  Main  Street,  Block  4978,  Lot  75,  Flushing 
Borough  of  Queens,  Alt.  No.  391-54  re  One  Story  and 
Cellar  extension. 


1134-65-A— F.D.— 1971-1977  86th  Street,  north  side,  45 
feet  west  of  20th  Avenue,  Block  6345,  Lots  40  and  77, 
Borough  of  Brooklyn,  F.D.  Order  3904-5  re  Sprinkler 
System. 


1135-65-BZ— B.Bx— 1241  Zerega  Avenue,  northwest  cor¬ 
ner  of  Newbold  Avenue,  Block  3831,  Lot  36,  Borough 
of  The  Bronx,  Alt.  No.  501-65  re  Parking,  Sections  22- 
00,  43-301  Zoning  Resolution. 


1136-65-A — F.D. — 139-141  Canal  Street,  northwest  corner 
of  Wright  Street,  Block  527,  Lot  5,  Stapleton,  Borough 
of  Richmond,  F.D.  Order  3809-5  re  Sprinkler  System. 


1137-65-BZ — B.M. — 240  East  53rd  Street,  south  side, 
171  feet  west  of  2nd  Avenue,  Block  1326,  Lot  32,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1141-65  re  two  family  resi¬ 
dence,  Section  32-15  Zoning  Resolution. 
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1138-65-SM — Sprayon  Research  Corporation,  Spraydon 
“A”,  sprayed  on  with  integral  binders  and  water  must 
to  surfaces  under  construction  manufactured  by  Sprayon 
Research  Corporation,  Material. 


1139-65-BZ — B.Q. — 219-20  140th  Avenue,  south  side,  105 
feet  east  of  219th  Street,  Block  13144,  Lot  123,  Spring- 
field  Gardens,  Borough  of  Queens,  N.B.  917-65  re  Six 
story  Apartment  house,  Sections  23-23  23-12,  23-141, 
23-221  and  23-632,  Zoning  Resolution. 


1140-65-A — B.Q. — 219-20  140th  Avenue,  southside,  105 
feet  east  of  219th  Street,  Block  13144,  Lot  123,  Spring- 
field  Gardens,  Borough  of  Queens,  re  light  and  ventila¬ 
tion,  Section  26  and  60,  Multiple  Dwelling  Law. 


1141-65-BZ — B.Q. — 219-30  140th  Avenue,  southside,  105 
feet  east  of  219th  Street,  Block  13143,  Lot  109,  Spring- 
field  Gardens,  Borough  of  Queens,  N.B.  918-65  re  Six 
story  apartment  house,  Sections  23-463,  23-141,  23-632, 
25-23,  23-12  and  25-64  Zoning  Resolution. 


1142-65-A — B.Q. — 219-30  140th  Avenue,  south  side,  105 
feet  east  of  219th  Street,  Block  13143,  Lot  109,  Spring- 
field  Gardens,  Borough  of  Queens,  Alt.  918-65  re  ob¬ 
struction  of  ventilation  and  light,  Section  26  and  60 
Multiple  Dwelling  Law. 


1143-65-BZ — B.Bx. — 3250  Westchester  Avenue,  south- 
side,  119  feet  east  of  Wilkinson  Avenue,  Block  4239,  Lots 
5,  15,  17  and  28,  Borough  of  The  Bronx,  Alt.  No.  389-65 
re  Cabaret,  Sections  52-22  and  52-40  Zoning  Resolution. 


Restored  to  Docket 

377-59-BZ — B.M. — 2182-2186  Broadway,  east  side,  25.9 
feet  north  of  West  77th  Street,  and  227  West  77th  Street, 
Block  1169,  Lot  17,  Borough  of  Manhattan,  Alt.  1585-65, 
reopened  for  consideration  as  to  extension  of  term  of 
variance,  re-  maintenance  of  business  signs  on  an  existing 
marquee,  business  use  district. 


66-60-BZ — B.M. — 17  Bennett  Avenue,  east  side,  178.9 
feet  north  of  West  181st  Street,  Block  2180,  Lot  91,  Bor¬ 
ough  of  Manhattan,  Alt.  1702-65,  reopened  for  consider¬ 
ation  as  to  extension  of  term  of  variance,  re-  parking 
lot  for  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  residence  use  district. 


271-43-BZ — B.B. — 11-17  Schenectady  Avenue  and  617- 
627  Herkimer  Street,  northeast  corner,  Block  1701  Lot 
1,  Borough  of  Brooklyn,  Alt.  1429-65,  reopened  for’  con¬ 
sideration  as  to  extension  of  term  of  variance  and  amend¬ 
ment.  of  resolution,  re-  maintenance  of  more  than  five 
individual  garages  and  reconstruction  of  a  garage,  busi¬ 
ness  use  district. 


Certificate  of  Occupancy,  approved 

form  . . . . . . .  Dec.  28,  1943— Vol.  28,  No.  32A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . . .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)..  Aug.  3,  1937— Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ....  Dec.  15,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  . . .  Dec.  15f  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  — . . juiy  20,  1962 

Exterior  Veneering  Materials, 

Rules  f°r  - - Mar.  11,  1952— Vol.  37,  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  _  May  1963 

Fire  Drill  Rules  -  Dec.  31,  1964— Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965— Vol.  50,  No.  5 

Hatchways  Protection  - - June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . .  April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  - Mar.  25,  1952— VoL  37,  No.  13A 

Oil  Burner  Rules  _ June  1,  1962 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . . . . . Mar.  20,  1960 

Procedure,  Rules  of  . . . Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  _ _ June  4,  1964 — Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  . .  May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  . . . . . June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946— Vol.  31,  No.  36 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D.— Health  Department;  F.D.— Fire  Department. 


NOVEMBER  23,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  November  23,  1965,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

689-65-BZ 

APPLICANT — Lucio  F.  Russo,  owner. 

SUBJECT — Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Rl-1  district,  the 
maintenance  of  an  accessory  2  car  garage  to  a  one 
family  dwelling  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 82  Romer  Road,  east  side, 
299.5  feet  north  of  Four  Corners  Road,  Block  870,  Lot 
104,  Dongan  Hills,  Borough  of  Richmond. 


RULES 

Arc  and  Gas  Welding  Oxygen 

Cutting  .  Nor.  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . — . .  Mar.  15,  1955— Vol.  40,  No.  11 


720-65-BZ 

APPLICANT — Joseph  A.  Brandt  for  the  Little  Carne¬ 
gie  Realty  Corporation,  owner;  Little  Carnegie  Thea¬ 
tre,  Incorporated,  lessee. 

SUBJECT — Application  June  21,  1965  —  Decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district, 
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the  maintenance  of  a  sign  banner  that  exceeds  the 
permitted  projection,  beyond  the  building  line  and 
exceeds  the  permitted  height  above  the  sidewalk. 

PREMISES  AFFECTED— 146  West  57  Street,  south 
side,  250  feet  east  of  7th  Avenue,  Block  1009,  part  of 
Lot  152,  Borough  of  Manhattan. 


808-65-BZ 

APPLICANT — Charles  M.  Spindler  for  William  Mey¬ 
ers,  owner. 

SUBJECT — Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  73-42  of  the 
Zoning  Resolution  to  permit  in  a  Ml-2  and  R7-1  dis¬ 
trict,  the  erection  of  an  enclosed  berth  and  curb  cut 
for  an  existing  factory  that  extends  into  the  residence 
portion  of  the  premises. 

PREMISES  AFFECTED— 60-82  Washington  Street 
and  66-76  Front  Street,  southwest  corner,  Block  45, 
Lot  101,  Borough  of  Brooklyn. 


837-65-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Elizabeth  R. 
Weilamann,  owner;  Peter  Cooper  Corporation,  lessee. 

SUBJECT — Application  July  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-5  and  R5  dis¬ 
trict,  the  erection  of  a  one  story  expansion  of  an 
existing  factory  extending  into  the  residence  portion 
of  the  premises. 

PREMISES  AFFECTED— 3240  Grace  Avenue,  east 
side,  134.48  feet  south  of  Givan  Avenue,  Block  4758, 
Lots  53  and  55,  Borough  of  The  Bronx. 


910-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Charles  Korobow,  owner. 

SUBJECT — Application  September  3,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-01 
(b)  &  72-21  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  C2-3 
district,  the  change  in  occupancy  of  an  existing  garage 
with  open  sale  and  display  of  new  and  used  cars  to  an 
automobile  laundry. 

PREMISES  AFFECTED— 1506-1516  Myrtle  Avenue, 
336  Linden  Street,  southeast  corner,  1517-1519  Gates 
Avenue,  Block  3336,  Lot  10,  Borough  of  Brooklyn. 


930-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Ethel  Latt  and 
Herman  Kaplan,  owners. 

SUBJECT — Application  September  2,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  11-412 
and  73-50  of  the  Zoning  Resolution,  to  permit  in  a  C8 
district,  the  reconstruction  of  an  automotive  service 
station  previously  granted  by  the  Board  with  an  ac¬ 
cessory  building  that  encroaches  on  the  required  yard 
along  the  district  boundary  and  with  a  sign  that  ex¬ 
ceeds  the  permitted  porjection  beyond  the  building 
line. 

PREMISES  AFFECTED— 2125-2131  Jerome  Avenue, 
southwest  corner  of  West  181st  Street,  Block  3192, 
Lots  42  and  46,  Borough  of  The  Bronx. 


940-65-BZ 

APPLICANT— Robert  Gottlieb  for  Del  Balso  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district, 
the  relocation  of  an  existing  two  story  building  to 
this  site  and  the  change  in  occupancy  to  business 
offices. 

PREMISES  AFFECTED— 2303  Lacombe  Avenue, 
northeast  corner  of  Havameyer  Avenue,  Block  3540, 
Lot  5,  Borough  of  The  Bronx. 


941-65-A 

APPLICANT— Robert  Gottlieb  for  Del  Balso  Con¬ 
struction  Corporation,  owner. 

SUBJECT— Application  September  10,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  construction,  stud  partitions,  stair  enclosure 
etc. 

PREMISES  AFFECTED— 2303  Lacombe  Avenue, 
northeast  corner  of  Havemeyer  Avenue,  Block  3540, 
Lot  5,  Borough  of  The  Bronx. 


958-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  R.  and  L. 
Realty  Corporation,  owner;  Rose  of  Latakia  Mfg. 
Company  Incorporated,  lessee. 

SUBJECT— Application  September  21,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  (7)  of  the 
New  York  City  Charter,  to  permit  in  a  Ml-2  district, 
the  manufacture  of  a  product  with  a  flash  point  less 
than  182°  F. 

PREMISES  AFFECTED— 204-208  25th  Street,  south 
side,  75  feet  east  of  4th  Avenue,  Block  655,  Lot  10, 
Borough  of  Brooklyn. 


966-65-BZ 

APPLICANT— Frank  J.  Ross  for  Roberta  Operating 
Corporation,  owner. 

SUBJECT— Application  September  21,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the 
enlargement  in  lot  area  of  an  existing  factory  to  pro¬ 
vide  for  an  accessory  loading  platform  and  accessory 
parking  on  the  adjoining  lot. 

PREMISES  AFFECTED— 2323  Haviland  Avenue, 
north  side,  90.37  feet  east  of  Havemeyer  Avenue, 
Block  3828,  Lots  77-81,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

693-65-BZ 

APPLICANT— Edward  Pincus  and  Ervin  Palmer  for 
Presburn  Company,  owner;  1st  fl.:  Colonial  Tap 
Room  Incorporated,  lessee. 

SUBJECT— Application  June  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  72-01  (b)  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
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York  City  Charter,  to  permit  in  a  Cl-S  district,  in  an 
existing  four  story  building,  the  extension  of  the  use 
of  the  first  floor  eating  and  drinking  establishment 
to  include  cabaret. 

PREMISES  AFFECTED — 117  MacDougal  Street,  west 
side,  25  feet  north  of  Minetta  Lane,  Block  543,  Lot  22 
Borough  of  Manhattan. 

Hearing  closed. 


483-65-A 

AownerCANT~ErVin  Palmer  for  Presburn  Company, 

SYnBi?rT~^PnPlifCau°n^^r.il  29>  1965  -  Filed  P^suant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  172  of  the  Multiple  Dwelling  Law  re- 
minimum  dimensions  of  yards 

P?WeM2fiS,tAFF,EhCTEMD-U7,MacD°USi‘1  S,r«'- 
Boriugh  ofM0arnhha«a„Mme“a  ^  B‘°Ck  L°'  22' 


828-65-BZ 

AMPanJCATNT~Le°na,rd  F*  RothkruS  for  Deermont 
Manor,  Incorporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resiolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R4  district,  the  change 
in  occupancy  of  a  one  family  dwelling  to  a  two  family 
dwelling  that  will  exceed  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  lot 
area  per  room  and  accessory  parking 

REMISES  AFFECTED-137  Bay  8th  Street,  east 

«<§,  Lot  19,  Boro;ghSofBSokly„Bath  AVC"“e'  B'°d‘ 

Hearing  closed. 


829-65-BZ 

APPLICANT — Arnold  W.  Lederer  for  Samuel  Berger 
owner.  6  ’ 

SRBnLECI'~cAppHcatioJn  JuIy  19’  1965  ~  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  at  an 
existing  drive-in  refreshment  stand,  the  additional  use 
of  automobile  sales  and  display. 

P^m^,IS5S  ^FFFCTED~2240-2254  Flatbush  Avenue, 

8486hTSnd^118p  feCt  Fitllmore  Avenue,  Block 

8486,  Lot  61,  Borough  of  Brooklyn. 

Hearing  closed. 


830-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resohition  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
ot_^a  one  story  enlargement  to  an  existing  knitting 

PPideMI8M8  AFFECTED-W  Wyckoff  Avenue,  north 
t  *  <  t  feTet,  west  of  Hancock  Street,  Block  3548 
Cot  6,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed. 


831-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resoluti°n  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 

milf  °ne  St°ry  enlargement  t0  an  existing  knitting 

P^;!l5mA  AFFECTED— 879  Wyckoff  Avenue,  north 
side,  62  56  feet  west  of  Hancock  Street,  Block  3548, 
Cot  5,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed. 


832-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
ot^a  one  story  enlargement  to  an  existing  knitting 

PREMISES  AFFECTED— 881  Wyckoff  Avenue,  north 
side  43.75  feet  west  of  Hancock  Street,  Block  3548 
Lot  4,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed. 


759-63-BZ — Vol.  II 

APPLICANT— Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Vol- 
ume  II— decision  of  the  Borough  Superintendent,  un- 
d.er  72;2  °t  the  Zoning  Resolution,  and  Sec- 

^(7)  ofthe  New  York  City  Charter,  to  permit 
in  a  C2-1  and  R3-2  district,  the  erection  of  a  six  story 
multiple  dwelling  that  encroaches  on  the  required 
front  yard  rear  yard  and  rear  setback,  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  exceeds  the 
permitted  height  and  width  of  street  walls,  with  bal¬ 
conies  in  the  front  and  less  than  the  required  distance 
between  windows. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

Hearing  closed. 


760-63-A— Vol.  II 

Ap?LIPA  NT— Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Vol- 
ume  II— Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re  Balconies  and  Fire  escapes 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 


921-65-BZ 

A^JrIfCA^TTLam^-,?roskauer’  Prober  and  Vassa- 
lotti  for  Sackman-Gilliland  Corporation,  owner. 

SUBJECT— Application  August  26,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
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and  72-21  of  the  Zoning  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  R6  dis¬ 
trict,  the  erection  of  a  two  story  and  basement  office 
building  with  accessory  parking  and  business  signs. 

PREMISES  AFFECTED— 260-266  68th  Street,  south 
side,  157  feet  8%  inches  west  of  Third  Avenue,  Block 
5862,  Lots  34,  128,  162,  Borough  of  Brooklyn. 

Hearing  closed. 


857-65-BZ 

APPLICANT— Albert  Melniker  for  First  National  City 
Bank,  owner. 

SUBJECT— Application  August  6,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  enlargement  of  an  accessory  parking 
facility  for  a  bank  presently  under  construction  extend¬ 
ing  into  the  R3-2  district. 

PREMISES  AFFECTED  — 1492  Hylan  Boulevard, 
southeast  corner  of  Benton  Avenue,  Block  3358,  Lot  10, 
Dongan  Hills,  Borough  of  Richmond. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  23,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  November  23,  1965,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

722-64-A 

APPLICANT— Lawrence  H.  King  for  Pelt  By-Prod¬ 
ucts,  lessee. 

SUBJECT— Application  June  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Discontinue  storage. 

PREMISES  AFFECTED— 114-120  West  26th  Street, 
south  side,  117  feet,  5  4/7  inches  west  of  Avenue  of 
the  Americas,  Block  801,  Lot  51,  Borough  of  Man¬ 
hattan. 


721-64-A 

APPLICANT— Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner;  Alexander’s  Department  Stores, 
Incorporated,  lessee. 

SUBJECT— Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2235  Webster  Avenue, 
southwest  corner  of  East  182nd  Street,  Block  3143, 
Lot  65,  Borough  of  The  Bronx. 


492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  950 
feet  west  of  3rd  Avenue,  Piers  B  and  C,  East  River, 
Block  635,  Lot  13,  Borough  of  Brooklyn. 


493-64-A 

APPLICANT— Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 


183-61-A — Vol.  II 

APPLICANT— Abraham  Grossman,  for  Realty  Control 
Corporation,  owner. 

SUBJECT — Application  reopened  September  21,  1965. — 
re  Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner  re  sprinkler  system  and  a  decision  of 
the  Borough  Superintendent  re  egress. 

PREMISES  AFFECTED— 309-315  West  123rd  Street 
and  258-264  St.  Nicholas  Avenue,  northeast  corner, 
Block  1950,  Lot  24,  Borough  of  Manhattan. 


993-64-A 

APPLICANT— Schuman  and  Lichtenstein  for  Brooklyn 
Hebrew  Home  and  Hospital  for  the  Aged,  owner. 

SUBJECT— Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system,  and  fireproof  swinging  doors. 

PREMISES  AFFECTED  — 2811-2827  Riegelmann 
Boardwalk  and  3023-3047  West  29th  Street,  northeast 
corner,  Block  7068,  Lot  30,  33,  Borough  of  Brooklyn. 


1008-64-A 

APPLICANT— Bernard  William  Krohn  for  Maco  Real¬ 
ty  Corporation,  owner;  Scheck  Bros.,  lessee. 

SUBJECT— Application  October  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 886-904  Dahill  Road,  1-5 
Avenue  I,  northwest  corner,  Block  5457,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 


657-65-A 

APPLICANT— Abraham  Grossman  for  A  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  4,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  exits. 

PREMISES  AFFECTED— 101  Prince  Street,  north 
side,  75  feet  east  of  Greene  Street,  Block  513,  Lot 
36,  Borough  of  Manhattan. 


913-65-A 

APPLICANT— Cullen  and  Dykman  for  The  Brooklyn 
Savings  Bank,  owner. 

SUBJECT— Application  September  ,7  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 328-338  Fulton  Street,  211 
Montague  Street,  northwest  corner,  162  Pierrepont 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 
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596-64-A 

APPLICANT — Abraham  Grossman  for  Deerealty  Cor¬ 
poration,  Incorporated,  owner. 

SUBJECT — Application  June  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 131  West  24th  Street,  north 
side,  399  feet,  3  inches  east  of  Seventh  Avenue,  Block 
800,  Lot  22,  Borough  of  Manhattan. 


597-64-A 

APPLICANT — Abraham  Grossman  for  Deerealty  Cor¬ 
poration,  Incorporated,  owner. 

SUBJECT — Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 133  West  24th  Street,  north 
side,  374  feet  3  inches  east  of  Seventh  Avenue,  Block 
800,  Lot  21,  Borough  of  Manhattan. 


751-64-A 

APPLICANT — Yeshivas  Ahavas  Israel,  owner. 

SUBJECT — Application  July  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 6-8  Lee  Avenue,  west  side, 
46  feet  south  of  Clyner  Street,  Block  2173,  Lot  35, 
Borough  of  Brooklyn. 


1047-64-A 

APPLICANT — Charles  A.  Brown  of  Rogers  &  Butler 
for  The  Presbyterian  Hospital  in  the  City  of  New 
York,  owner. 

SUBJECT — Application  October  21,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  exhaust  for  oxygen,  explosion  proof  electrical 
appliances. 

PREMISES  AFFECTED— 710  West  168th  Street,  201 
Fort  Washington  Avenue,  southwest  corner,  Block 
2139,  Lot  15,  Borough  of  Manhattan 


1049-64-A 

APPLICANT — A.  L.  Seiden  for  Meyer  Fish,  owner. 

SUBJECT — Application  October  22,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commisisoner, 
re-  iron  shutters. 

PREMISES  AFFECTED — 145-147  Bowery,  east  side, 
60.6  feet  south  of  Broome  Street,  Block  423,  Lot  9, 
Borough  of  Manhattan. 


1079-64-A 

APPLICANT — Reavis  and  McGrath  for  325  Church 
Avenue  Corporation,  owner,  Waldbaum  62,  Incorpor- 
ated,  lessee. 

SUBJECT  Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 305-309  Church  Avenue, 
north  side,  32  feet  east  of  East  3rd  Avenue,  Block  5336, 
Lot  40,  Borough  of  Brooklyn. 


1080-64-A 

APPLICANT — -Charles  M.  Shapiro  and  Sons  for 
A.M.R.  Chemical  Company  Incorporated,  owner. 

SUBJECT — Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1013  East  35th  Street,  east 
side,  137.5  feet  north  of  Avenue  I,  Block  7581,  Lot  13, 
Borough  of  Brooklyn. 


1081-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  A.M.R. 
Chemical  Company  Incorporated,  owner. 

SUBJECT — Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1015  East  35th  Street,  east 
side,  97.5  feet  north  of  Avenue  I,  Block  7581,  Lot  11, 
Borough  of  Brooklyn. 


1093-64-A 

APPLICANT — White  Eagle  Hall  Company,  owner. 

SUBJECT — Application  Nivember  4,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 261-273  Prospect  Avenue, 
north  side,  174  feet,  7  inches  east  of  Fifth  Avenue, 
Block  1053,  Lots  79,  27  and  85,  Borough  of  Brooklyn. 


1094-64-A 

APPLICANT — Harold  G.  Lederer  for  Phillips  Petro¬ 
leum  Company,  owner. 

SUBJECT — Application  November  5,  1964  —  Packag¬ 
ing  of  inflammable  Mixture  known  as  PHILIPS  “66” 
Glass  Cleaner  Concentrate  in  1  quart  Plastic  containers 
in  New  York  City  (containers  not  in  accordance  with 
Administrative  Code  requirements.) 


1101-64-A 

APPLICANT — Goldwater  and  Flynn  for  Carol  Man¬ 
agement  Corporation,  owner. 

SUBJECT — Application  November  5,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 86-98  Park  Avenue,  28-42 
40th  Street,  southwest  corner,  31-39  East  39th  Street 
Block  869,  Lots  30,  31,  32,  34,  44,  and  48,  Borough 
of  Manhattan. 


526-65-A 

APPLICANT— Vermiculite  Manufacturing,  Company, 
owner. 

SUBJECT — Application  May  10,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Packaging 
of  inflammable  mixtures  known  as  Z-Ment  Adhesive 
in  aluminum  lined  cartridge  containers  not  in  accord* 
ance  with  Administrative  Code  requirements. 


573-65-A 

APPLICANT — H.  B.  Fuller  Company,  owner. 
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SUBJECT— Application  May  5,  1965  —  Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of 
inflammable  mixtures  known  as  Ful-o-Mite  Black 
stuff  Construction  Adhesive  in  1/10  Gallon  and  % 
gallon  paper  and  Aluminum  foil  tubes  as  containers 
not  in  conformity  with  Administrative  Code  of  New 
York  City. 


880-65-A 

APPLICANT — Pierce  and  Stevens  Chemical  Corpora¬ 
tion,  owner. 

SUBJECT— Application  August  19,  1965  —  Packaging 
of  inflammable  mixture  known  as  HYBOND  PANEL 
ADHESIVE  in  cardboard  containers  not  in  accord¬ 
ance  with  Administrative  Code  requirements. 


990-65-A 

APPLICANT— E.  S.  Swanson-Barcwood  Div.,  for  Barc¬ 
lay  Manufacturing  Company  Incorporated,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal 
from  Decisions  of  the  Fire  Commissioner  re-  Packag¬ 
ing  of  inflammable  mixture  known  as  BARCLAY  850 
STUD  &  FURRING  STRIP  ADHESIVE  in  a  fiber- 
board  cartridge  —  not  in  conformity  with  N.Y.C. 
Administrative  Code  requirements. 


991-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
retaining  wall. 

PREMISES  AFFECTED— 1725  Richmond  Road,  west 
side,  1195.61  feet  south  of  Four  Corners  Road,  Block 
887,  Lot  15,  Dongan  Hills,  Borough  of  Richmond. 


992-65-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
retaining  wall. 

PREMISES  AFFECTED— 1729  Richmond  Road,  west 
side,  1241.61  feet  south  of  Four  Corners  Road,  Block 
887,  Lot  17,  Dongan  Hills,  Borough  of  Richmond. 


993-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
retaining  wall. 

PREMISES  AFFECTED— 1781  Richmond  Road,  west 
side,  1703.24  feet  south  of  Four  Corners  Road,  Block 
887,  Lot  41,  Dongan  Hills,  Borough  of  Richmond. 

MAX  H.  FOLEY,  Chairman 


DECEMBER  7,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  7,  1965,  at  10  o’clock  at  80  La¬ 


fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 

following  matters: 

692-65-BZ 

APPLICANT — Henry  Nordheim  for  Nylon  Laundries, 
Inc.,  owner;  Industrial  Laundry,  Inc. 

SUBJECT— Application  June  15,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R7-1  district,  the  construc¬ 
tion  of  an  accessory  parking  facility  for  an  existing 
laundry. 

PREMISES  AFFECTED— 1116  Intervale  Avenue,  east 
side,  141.43  feet  north  of  East  167th  Street,  1117  Kelly 
Stree.t  Block  2706,  Lot  10,  Borough  of  The  Bronx. 


836-65-BZ 

APPLICANT— Guerino  Salerni  for  Helen  Friedrich, 
owner;  The  Gihon  Corporation,  lessee. 

SUBJECT— Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station  accessory  building  and  the 
change  in  occupancy  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 72-28  Queens  Boulevard, 
south  side,  41.21  feet  west  of  73rd  Street,  72-23  47th 
Avenue,  Block  2446,  Lot  31,  Woodside,  Borough  of 
Queens. 


924-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT— Application  August  16,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
enlargement  in  lot  area  and  floor  area  of  an  existing 
automotive  service  station  previously  granted  by  the 
Board  and  the  installation  of  additional  curb  cuts. 

PREMISES  AFFECTED— 105-04  to  105-24  Flatlands 
Avenue,  south  side,  from  East  105th  Street  to  East 
106th  Street,  901-911  East  105th  Street,  902-912  East 
106th  Street,  Block  8213,  Lot  37,  Borough  of  Brooklyn. 


931-65-BZ 

APPLICANT— William  A.  Rose  for  National  Board  of 
Young  Men’s  Christian  Association,  owner. 

SUBJECT— Application  September  9,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  73-61  of 
the  Zoning  Resolution,  to  permit  in  a  C6-4  district  the 
erection  of  a  stair  tower  for  the  adjoining  building 
that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 56  Reade  Street,  north  side, 
98  feet,  IOV2  inches  west  of  Broadway,  Block  150,  Lot 
1,  Borough  of  Manhattan. 


932-65-A 

APPLICANT — William  A.  Rose,  Rose,  Beaton,  Corabie, 
Dearden  and  Crowe,  for  National  Board  of  the  Young 
Men’s  Christian  Associates,  owner. 

SUBJECT — Application  September  9,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
wood  doors  and  windows. 

PREMISES  AFFECTED— 291  Broadway,  northwest 
corner  of  Reade  Street,  Block  150,  Lot  38,  Borough  of 
Manhattan. 
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942-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Brevoort  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  September  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district  in 
conjunction  with  the  erection  of  a  one  story  bank,  the 
use  of  business  signs  within  75  feet  of  a  residence  dis¬ 
trict  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED— 9705-9713  Seaview  Avenue, 
northeast  corner  of  Rockaway  Parkway,  Block  8300, 
Lot  8,  Borough  of  Brooklyn. 


946-65-BZ 

APPLICANT— -Simeon  Heller  and  George  J.  Meltzer  for 
Queens  Syndicate  Company,  owner;  House  of  Bagels 
Incorporated,  lessee. 

SUBJECT — Application  September  13,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Cl-2  district,  at  an 
existing  bakery,  the  addition  of  incidental  delivery  of 
surplus  baking  products. 

PREMISES  AFFECTED— 64-01  to  64-23  108th  Street, 
northeast  corner  of  64th  Road,  Block  2170,  Lot  1, 
Borough  of  Queens. 


1044-65-BZ 

APPLICANT — William  Shuldiner  for  McCrory  Cor¬ 
poration,  owner;  McCrory-McLellan-Green  Stores 
Division  of  McCrory  Corporation,  lessee. 

SUBJECT — Application  October  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-4  and  Ml-1 
district,  in  an  existing  theatre  and  store  structure,  the 
change  in  occupancy  of  the  theatre  portion  to  a  ware¬ 
house  and  freight  consolidation  depot. 

PREMISES  AFFECTED — 1936  Boston  Road,  1963 
West  Farms  Road,  southwest  corner,  Block  3016,  Lots 
42,  44  and  50,  Borough  of  The  Bronx. 


88-55-BZ 

APPLICANT — Henry  Nordheim  for  Ralph  Di  Girolamo, 

owner. 

SUBJECT — Application  reopened  November  3,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  1,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  and  retail  use  district,  the  use  of  existing 
structure  at  rear  of  site  as  a  garage  and  motor  vehicle 
repair  shop., 

PREMISES  AFFECTED— 3327  White  Plains  Road, 
west  side,  246.77  feet  north  of  Rosewood  Street,  Block 
4624,  Lot  49,  Borough  of  The  Bronx. 


a  business  use  district,  the  maintenance  of  business 
signs  on  an  existing  marquee. 

PREMISES  AFFECTED — 2182-2186  Broadway,  east 
side,  25.9  feet  north  of  West  77th  Street  and  227  West 
77th  Street,  Block  1169,  Lot  17,  Borough  of  Manhat¬ 
tan. 


66-60-BZ 

APPLICANT — Victor  E.  Block  for  Louis  Rifkin,  own¬ 
er. 

SUBJECT — Application  reopened  November  9,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  1,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  parking  lot 
for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 17  Bennett  Avenue,  east 
side,  178.9  feet  north  of  West  181st  Street,  Block  2180, 
Lot  91,  Borough  of  Manhattan. 


271-43-BZ 

APPLICANT — Irwin  Emerman  for  Carbel  Trading 
Corporation,  owner. 

SUBJECT — Application  reopened  November  9,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  March  13,  1955  —  decision  of  the  Borough  Sup¬ 
erintendent,  previously  granted  on  condition,  under 
Section  7c  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  maintenance  of  more  than 
five  individual  garages  and  amendment  of  resolution 
re-  reconstruction  of  a  garage. 

PREMISES  AFFECTED — 11-17  Schenectady  Avenue 
and  617-627  Herkimer  Street,  northeast  corner,  Block 
1701,  Lot  1,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


DECEMBER  7,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  7,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on 
the  following  matters: 

634-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED— 12  Scranton  Street,  south 
side,  89.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  56,  Grasmere,  Borough  of  Richmond. 


635-65-A 

377-‘;Q-'R7 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In- 
APPLICANT — Frederick  A.  Ketcher  for  Improved  corporated,  owner. 

New  York  Properties,  Incorporated,  owner.  SUBJECT — Application  June  3,  1965  —  Filed  pursuant 

SUBJECT — Application  reopened  November  9,  1965  for  to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
consideration  as  to  extension  of  term  of  variance,  ex-  building  not  facing  legal  street, 

pired  March  29,  1965  —  decision  of  the  Borough  PREMISES  AFFECTED — 15  Scranton  Street,  north 
Superintendent,  previously  granted  on  condition  un-  side,  106.72  feet  east  of  Fingerboard  Road,  Block  3188, 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in  Lot  18,  Grasmere,  Borough  of  Richmond. 
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636-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 18  Scranton  Street,  south 
side,  149.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  53,  Grasmere.,  Borough  of  Richmond. 


637-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 22  Scranton  Street,  south 
side,  249,58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  55,  Grasmere,  Borough  of  Richmond. 


638-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 25  Scranton  Street,  north 
side,  216.47  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot  16,  Grasmere,  Borough  of  Richmond. 


639-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 28  Scranton  Street,  south 
side,  289.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  57,  Grasmere,  Borough  of  Richmond. 


640-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 29  Scranton  Street,  north 
side,  256.47  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot  12,  Grasmere,  Borough  of  Richmond. 


641-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 32  Scranton  Street,  south 
side,  277.75  feet  west  of  Providence  Street,  Block  3189, 
Lot  59,  Grasmere,  Borough  of  Richmond. 


642-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 33  Scranton  Street,  north 
side,  221.37  feet  west  of  Providence  Street,  Block  3188, 
Lot  10,  Grasmere,  Borough  of  Richmond. 


643-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 36  Scranton  Street,  south 
side,  22.75  feet  west  of  Providence  Street,  Block  3189, 
Lot  61,  Grasmere,  Borough  of  Richmond. 


644-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 37  Scranton  Street,  north 
side,  181.37  feet  west  of  Providence  Street,  Block  3188, 
Lot  8,  Grasmere,  Borough  of  Richmond. 


645-65 -A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 43  Scranton  Street,  north 
side,  85  feet  west  of  Providence  Street,  Block  3188, 
Lot  4,  Grasmere,  Borough  of  Richmond. 


646-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 44  Scranton  Street,  south 
side,  162.75  feet  west  of  Providence  Street,  Block  3189, 
Lot  65,  Grasmere,  Borough  of  Richmond. 


647-65- A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 55  Scranton  Street,  north¬ 
west  corner  of  Providence  Street,  Block  3188,  Lot  1, 
Borough  of  Richmond. 
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883-64-A 

APPLICANT — Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restau¬ 
rant  Incorporated,  lessee. 

SUBJECT — Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  SOth  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
-  Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26, 
Borough  of  Manhattan. 


739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT — Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 1465-1467  Broadway  and 
597-599  7th  Avenue,  southwest  corner,  and  158-162 
West  42nd  Street,  Block  5994,  Lot  58,  Borough  of 
Manhattan. 


1181-64-A 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bertram  F.  and  Corella  A.  Bonner,  owners. 

SUBJECT — Application  November  30,  196  4 —  Appeal 
from  an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 413-435  East  55th  Street, 

\  north  side,  145  feet  west  of  Sutton  Place,  South,  Block 
1367,  Lot  6,  Borough  of  Manhattan. 


1183-64-A 

APPLICANT — The  New  York  Association  For  The 
Blind,  owner. 

SUBJECT — Application  November  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 31-65  46th  Street,  east  side, 
90  feet  9  inches  south  of  Newtown  Road,  46-10  New¬ 
town  Road,  Block  724,  Lot  14,  Long  Island  City,  Bor¬ 
ough  of  Queens. 


913-65-A 

APPLICANT — Cullen  and  Dykman  for  The  Brooklyn 
Savings  Bank,  owner. 

SUBJECT — Application  September  7,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 328-338  Fulton  Street,  211 
Montague  Street,  northwest  corner,  162  Pierrepont 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 


657-65-A 

APPLICANT — Abraham  Grossman  for  A  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  4,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  exits. 


PREMISES  AFFECTED — 101  Prince  Street,  north 
side,  75  feet  east  of  Greene  Street,  Block  513,  Lot  36, 
Borough  of  Manhattan. 


435-64-A 

APPLICANT — Crinnion  and  Crinnion  for  Donald 
Steckler,  owner. 

SUBJECT — Application  April  17,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re  violation 
#10466-64,  re-  egress  skylight,  stairway  elevator  en¬ 
closure,  etc. 

PREMISES  AFFECTED — 36  East  23rd  Street,  south 
side,  250  feet  west  of  Park  Avenue,  Block  851,  Lot  51, 
Borough  of  Manhattan. 


943-64-A 

APPLICANT — Joseph  Lau  for  Famous  Equities  In¬ 
corporated,  owner. 

SUBJECT — Application  September  18,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 40  West  8th  StreetT  south 
side,  60  feet  5  inches  west  of  MacDougal  Street,  Block 
553,  Lot  21,  Borough  of  Manhattan. 


979-64-A 

APPLICANT — Joseph  Lau  for  Nabro  Terminail  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 989  Brook  Avenue,  west 
side,  338  feet  2  inches  north  of  East  163rd  Street, 
Block  2391,  Lot  52,  Borough  of  The  Bronx. 


991-64-A 

APPLICANT — Elliot  Saltzman  for  Joseph  J.  Gluck- 
man,  trustee  for  M.E.,  S.M.,  and  C.M.  Shapiro,  own¬ 
er;  Chemical  Specialties  Company,  lessee. 

SUBJECT — Application  September  28,  1964  —  Appeal 
from  orders  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system,  and  screens  on  windows,  1st 
floor. 

PREMISES  AFFECTED — 51-55  Nassau  Avenue,  68- 
74  Guernsey  Street,  northeast  corner,  Block  2644,  Lot 
45,  Borough  of  Brooklyn. 


1108-64-A 

APPLICANT — Joseph  Lau  for  Peerless  Trading  Com¬ 
pany,  owner. 

SUBJECT — Application  November  6,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 306-308  West  117th  Street, 
south  side,  100  feet  west  of  Eighth  Avenue,  Block 
1943,  Lot  37,  Borough  of  Manhattan. 


1136-64-A 

APPLICANT — Donald  D.  Fisher  for  85  Mercer  Street 
Incorporated,  owner. 
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SUBJECT— Application  November  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 85-87  Mercer  Street,  west 
side,  151  feet  south  of  Spring  Street,  Block  485,  Lot 
25,  Borough  of  Manhattan. 


1137-64- A 

APPLICANT — Larry  Meltzer  for  Louis  Solomon,  own¬ 
er. 

SUBJECT— Application  November  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 32-36  Lexington  Avenue, 
south  side,  300  feet  west  of  Classon  Avenue,  15-21 
Quincy  Street,  Block  1969,  Lot  33,  Borough  of  Brook¬ 
lyn. 


1144-64- A 

APPLICANT — Hurley,  Kearney  and  Lane  for  St.  Nich¬ 
olas  of  Tolentine  Roman  Catholic  Church  of  Queens, 
owner. 

SUBJECT — Application  November  17,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Parapet  Walls  and  access  to  roof. 

PREMISES  AFFECTED— 150-69  to  150-75  Goethals 
Avenue,  80-14  Parsons  Boulevard,  northwest  corner, 
Block  6713,  Lot  41,  Jamaica.  Borough  of  Queens. 


1145-64-A 

APPLICANT — Ralph  Associates  Company,  owner. 

SUBJECT — Application  November  18,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 1930-1956  Ralph  Avenue, 
west  side,  325  feet  south  of  East  59th  Street,  Block 
7763,  Lot  1,  Borough  of  Brooklyn. 


1154-64-A 

APPLICANT — Randolph  J.  Seifert  for  The  Anderson 
Company,  owner. 

SUBJECT — Application  November  19,  1964  —  Packag¬ 
ing  of  Combustible  Mixture  known  as  ANCO  GLASS 
CLEANER  CONCENTRATE  in  6  oz.  glass  con¬ 
tainers  (not  in  accordance  with  Administrative  Code 
requirements.) 


1159-64- A 

APPLICANT — Howard  N.  Stern  for  Gertrude  Choorst, 
owner;  Artel  Decorators,  Incorporated,  lessee. 

SUBJECT — Application  November  20,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1000  East  35th  Street,  west 
side,  117.16  ft.  north  of  Avenue  I,  Block  7580,  Lot  69, 
Borough  of  Brooklyn. 


11 60-64- A 

APPLICANT — Herman  E.  Horwood  for  215  West  29th 
Street  Corporation,  owner. 


SUBJECT— Application  November  19,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 215  West  29th  Street,  north 
side,  167  feet  west  of  7th  Avenue,  Block  779,  Lot  30, 
Borough  of  Manhattan. 


1163-64-A 

APPLICANT — Arthur  Paul  Hess  for  Lillian  F.  Schlein 
and  Edna  F.  Cohen,  owners. 

SUBJECT— Application  November  18,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  elevator  kept  in  readiness. 

PREMISES  AFFECTED— 252-254  West  38th  Street 
South  side,  275  feet  east  of  Eighth  Avenue,  Block 
787,  Lot  70,  Borough  of  Manhattan. 


135-65-A 

APPLICANT — Sunbeam  Corporation  for  Rowenta  Me- 
tallwarenfabrik  GmbH,  (commonly  known  as  Rowen¬ 
ta),  owner. 

SUBJECT — Application  February  8,  1965  —  Packaging 
of  Flammable  Mixtures  known  as  ROWENTA  BU¬ 
TANE  products  in  plastic  containers  not  in  accord¬ 
ance  with  Administrative  Code  requirements. 


929-65-A 

APPLICANT — Samuel  J.  Kisseloff  for  Langen  and 
Wind  Properties,  Incorporated,  owner;  Langen  and 
Wind  Color  Laboratories,  lessee. 

SUBJECT — Application  September  11,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  construction — factory  and  egress. 

PREMISES  AFFECTED— 265  Madison  Avenue,  21 
East  39th  Street,  northeast  corner,  Block  869,  Lot  24, 
Borough  of  Manhattan. 


971-65-A 

APPLICANT — Harry  M.  Prince  for  755  Park  Avenue 
Corporation,  owner;  Gibbons-Hollyday  and  Ives,  In¬ 
corporated,  agents. 

SUBJECT — Application  September  22,  1965  —  Review 
of  decision  of  Borough  Superintendent  re-  Multiple 
Dwelling  —  Class  A  conversion. 

PREMISES  AFFECTED— 751-755  Park  Avenue,  102 
East  72nd  Street,  southeast  corner,  Block  1406,  Lot 
69,  Borough  of  Manhattan. 


1026-65-A 

APPLICANT — Diamond-Sanko  for  Dr.  John  K.  Kelly, 
owner. 

SUBJECT — Application  October  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building — business  use,  fire  escape  ,and  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 144  Vanderbilt  Avenue, 
southeast  corner  of  Tompkins  Avenue,  Block  2838, 
Lot  7,  Stapleton,  Borough  of  Richmond. 
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998-65-A 

APPLICANT — Howard  H.  Snyder  for  The  Martin 
Foundation  Incorporated,  owner. 

SUBJECT — Application  September  28,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  construction  commercial  use. 

PREMISES  AFFECTED — 26  West  56th  Street,  south 
side,  394  feet  west  of  5th  Avenue,  Block  1271,  Lot  54 
Borough  of  Manhattan. 


1079-65-A 

APPLICANT— Harry  Soled  for  Congregation  Kahal 
jeshaye  of  Kerestur,  owner. 

SUBJECT — Application  October  22,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re 
Class  IV  cosntruction,  re-  synagogue. 

PREMISES  AFFECTED — 1455  48th  Street,  north  side, 


220  feet  west  of  13th  Avenue,  Block  5628,  Lot  52, 
Borough  of  Brooklyn. 


MAX  H.  FOLEY,  Chairman 


DECEMBER  14,  1965,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  December  14,  1965,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  10013,  N.Y.,  on  the  following 
application  for  extension  of  time  to  permit  the  completion 
of  construction,  filed  pursuant  to  Section  11-322. 


— H2-10  101st  Avenue,  Block  9430,  Lot 
9,  Alt.  2692-60,  Permit  No.  1697-60. 


MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  9,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 


The  minutes  of  the  regular,  meetings  of  the  Board  held 

on  Tuesday  morning  and  afternoon  October  26,  1965,  were 

approved  as  printed  in  the  Bulletin  of  November  4  1965 

Vol.  50,  No.  44.  ’  ’ 

327-63-B  Z 

APPLICANT  Reavis  and  McGrath  for  Pilot  Associates, 
Incorporated,  owner. 

SUBJECT— Application  April  16,  1963  —  decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-01 
of  the  Zoning  Resolution,  to  permit  in  a  R7-1  district, 
the  change  in  occupancy  of  an  existing  one  story  building 
previousl  ygranted  by  the  Board  from  warehouse,  parking 
and  storage  to  the  assembling  of  mirrors. 

PREMISES  AFFECTED — 564-592  St.  John’s  Place,  south 
side,  333  feet  8  inches  east  of  Classon  Avenue,  Block  1178 
Lot  26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Gerard  C.  Fallon. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  30,  1965 
at  10  A.M.  for  hearing  at  the  request  of  the  applicant! 
Applicant  is  to  file  revised  plans. 


less  than  the  required  open  space  ratio  and  lot  area  per 
room,  exceeds  the  permitted  height  and  width  of  street 
walls,  with  balconies  in  the  front  and  less  than  the  re¬ 
quired  distance  between  windows. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh  and  Edward  J.  Clark. 
For  Opposition:  Rose  Lewis,  Betty  Schiffman,  Despina 
Markopoulos,  Gerard  C.  Fallon  and  Samuel  Bodian 
for  Park  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  decision;  hearing  closed. 


760-63-A— Vol.  II 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Volume 
H  Appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent,  re  Balconies  and  Fire  escapes. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh  and  Edward  J.  Clark. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1965, 
at  10  A.M.  for  inspection  and  decision;  .in  conjunction 
with  Cal.  No.  759-63-BZ,  Vol.  II;  hearing  closed. 


759-63-BZ— Vol.  II 

APPLICANT  Burke  and  Groh  for  Clark  Carpet  Cleaning 
Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Volume 
iiTi  CI/'10n  °f  the  Borough  Superintendent,  under  Section 
7if  XT  the  Zoning  Resolution,  and  Section  666  (7)  of 
J®  N.e.w  .Yor^  City  Charter,  to  permit  in  a  C2-1  and 
KJ-2  district,  the  erection  of  a  six  story  multiple  dwelling 
that  encroaches  on  the  required  front  yard,  rear  yard  and 
rear  setback,  exceeds  the  permitted  floor  area  ratio,  has 


693-65-BZ 

APPLICANT — Edward  Pincus  and  Ervin  Palmer  for  Pres- 
burn  Company,  owner ;  1st  fl :  Colonial  Tap  Room  Incor¬ 
porated,  lessee. 

SUBJECT— Application  June  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  72-01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Cl-5  district,  in  an  existing 
four  story  building,  the  extension  of  the  use  of  the  first 
floor  eating  and  drinking  establishment  to  include  cabaret. 
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PREMISES  AFFECTED — 117  MacDougal  Street,  west 
side,  25  feet  north  of  Minetta  Lane,  Block  543,  Lot  24, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Ervin  Palmer  and  Edward  Pincus. 

For  Opposition:  Milton  Marcus,  Harry  Emen,  Edward  I. 
Koch,  Helena  V.  Entivistle,  J.  E.  Stanton,  Robert  A. 
Gandi,  Winifred  I.  Gordon  and  Alden  D.  Cohem 
For  Administration :  Antonios  Morffsis,  Dept,  of  Buildings. 
ACTION  OF  BOARD — Laid  over  to  November  23,  1965, 
at  10  A.  M.  for  inspection  and  decision;  hearing  closed. 


483-65-A 

APPLICANT— Ervin  Palmer  for  Presburn  Company, 
owner. 

SUBJECT— Application  April  29,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  van- 
ance  of  Section  172  of  the  Multiple  Dwelling  Law  re- 
minimum  dimensions  of  yards. 

PREMISES  AFFECTED— 117  MacDougal  Street,  wets 
side,  25  feet  north  of  Minetta  Lane,  Block  543,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ervin  Palmer. 

For  Administration:  Antonios  Morffesis,  Dept  of  Build- 
ings. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  inspection  and  decision.  Applicant  is  to 
submit  copy  of  objection  sheet  from  Building  Depart- 
men.  Hearing  closed. 


828-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Deermont  Ma¬ 
nor,  Incorporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  change  in  occu¬ 
pancy  of  a  one  family  dwelling  to  a  two  family  dwelling 
that  will  exceed  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and 
accessory  parking. 

PREMISES  AFFECTED— 137  Bay  8th  Street,  east  side, 
249  feet  6  inches  north  of  Bath  Avenue,  Block  6393,  Lot 
19,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Robert  Topper,  Emanuel  R.  Grasso, 
Concetta  M.  Minneci  and  Angela  B.  Minneci. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  consideration  and  decision;  hearing  closed. 


829-65-BZ 

APPLICANT— Arnold  W.  Lederer  for  Samuel  Berger, 
owner. 

SUBJECT — Application  July  19,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,,  at  an  exist¬ 
ing  drive-in  refreshment  stand,  the  additional  use  of 
automobile  sales  and  display. 

PREMISES  AFFECTED— 2240-2254  Flatbush  Avenue, 
south  side,  180  feet  west  of  Fillmore  Avenue,  Block  8486, 
Lot  61,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer  and  Sam  Berger. 
For  Opposition:  Irving  Feldsher  and  Nathan  Golden. 
ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  file  revised 
drawing.  Hearing  closed. 


830-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  knitting  mill. 

PREMISES  AFFECTED— 877  Wyckoff  Avenue,  north 
side,  81.36  feet  west  of  Hancock  Street,  Block  3548,  Lot 
6,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Isaac  Allen. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


831-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  knitting  mill. 

PREMISES  AFFECTED— 879  Wyckoff  Avenue,  north 
side,  62.56  feet  west  of  ancock  Street,  Block  3548,  Lot  5, 
Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Isaac  Allen. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


832-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  Incor¬ 
porated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  knitting  mill. 

PREMISES  AFFECTED— 881  Wyckoff  Avenue,  north 
side,  43.75  feet  west  of  Hancock  Street,  Block  3548,  Lot 
4,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Isaac  Allen. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


857-65-BZ 

APPLICANT— Albert  Melniker  for  First  National  City 
Bank,  owner. 
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SUBJECT — Application  August  6,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  22,  73-42 
and  73-52  of  the  Zoning  Resolution,  to  permit  in  a  C2-1 
and  R3-2  district,  the  enlargement  of  an  accessory  parking 
facility  for  a  bank  presently  under  construction  extending 
into  the  R3-2  district. 

PREMISES  AFFECTED — 1492  Hylan  Boulevard,  south¬ 
east  corner  of  Benton  Avenue,  Block  3358,  Lot  10,  Don- 
gan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1965, 
at  10  A.M.  for  decision  at  the  request  of  the  applicant’ 
Hearing  previously  closed. 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1965,  acting  on  B.N.  Applic.  No.  451/1941, 
reads : 

“1.  The  above  use  was  granted  by  the  Board  of  Stand¬ 
ards  and  Appeal  under  Res.  233-41-BZ  Vol.  XLV 
Bui.  #43.  Refer  back  to  Board  for  extension  of 
time.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  15,  1941, 
as  amended  through  November  15,  1960,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


921-65-BZ 


APPLICANT  Lama,  Proskauer,  Prober  and  Vassalotti 
for  Sackman-Gilliland  Corporation,  owner. 

SUBJECT  Application  August  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New.  York  City  Charter,  to  permit  in  a  R6  district,  the 
erection  of  a  two  story  and  basement  office  building  with 
accessory  parking  and  business  signs. 


P^^ANSES  AFFECTED — 260-266  68th  Street,  south  side, 
157  feet  8%  inches  west  of  Third  Avenue,  Block  5862 
Lots  34,  128,  162,  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant :  James  E.  Vassalotti. 

For  Opposition :  None. 

ACJJP?  *?Fr  B0ARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  file  revised  draw¬ 
ings.  Hearing  closed. 


233-41-BZ 

APPLICANT— George  McClelland,  lessee  for  St.  Patrick’s 
Koman  Catholic  Church,  owner. 

SUBJECT— Application  reopened  October  13,  1965  —  for 
consideration  as  to  extension  of  term  of  variance,  expires 
November  11,  1965  —  decision  of  the  Borough  Super¬ 
intendent  previously  granted  on  condition  under  Section 
7h  of  the  Zoning  Resolution,  permitting  partly  in  a 
residence  use  and  partly  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles 
PREMISES  AFFECTED — 9419-9423  5th  Avenue,  east 
side,  102.8%  feet  north  of  95th  Street,  Block  6118,  Lot  5 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

Commissioner  Fox,  Commissioner  Becker  and  Com- 

mussioner  Klein  _ _ _ 5 

Negative:  _ q 

THE  RESOLUTION— 

WhereAS  on  October  15,  1941,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
?u  November  9,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 


452-60-BZ 

APPLICANT — M.  Martin  Elkind  for  Mrs.  Laka  Duno- 
vitz,  owner. 

SUBJECT— Application  reopened  October  13,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  18,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Section 
11-411  of  the  Amended  Zoning  Resolution,  permitting  in 
a  R5  district,  the  storage  of  five  cars  on  a  rental  basis 
and  not  as  accessory  use  with  .ingress  and  egress  over 
present  party  driveway. 

PREMISES  AFFECTED — 71-12  35th  Avenue,  south  side, 
100  feet  west  of  72nd  Street,  Block  1271,  Lot  6,  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

Negative: _ _ _ _ _ _  q 

THE  RESOLUTION— 

Whereas,  on  May  9,  1961,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  21,  1965,  acting  on  Alt.  Applic.  No.  755/1960 
reads : 

1.  Extension  of  Certificate  of  Occupancy  is  contrary 
to  Bd.  of  Standard  &  Appeals  Cal.  #452-60-BZ.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  9,  1961,  as 
amended  through  June  18,  1963,  only  as  to  the  term  of’ the 
variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


615-60-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  James,  Dominick  and  Joseph  Garone,  owners. 
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SUBJECT — Application  reopened  October  13,  1965  —  for 
consideration  as  to  extension  of  term  of  variance,  expires 
October  22,  1965  —  decision  of  the  Borough  Superintend¬ 
ent  previously  granted  on  condition,  under  Section  11-411 
o:  the  Amended  Zoning  Resolution,  permitting  in  a  plot 
orcsently  located  in  an  R-4  Zoning  District,  the  parking 
and  storage  of  not  more  than  150  motor  vehicles,  sales 
and  display  of  new  and  used  cars  and  frame  office. 

PREMISES  AFFECTED— 84-02  to  84-46  (  84-10  official) 
South  Conduit  Avenue,  south  side,  from  84th  Street  to 
86th  Street,  84-01,  84-27  and  85-01  to  85-19  149th  Avenue 
and  137-41  to  137-51  84th  Street,  137-44  to  137-50  86th 
Street,  Block  11390,  Lots  1,  11  and  25,  Aqueduct,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 


For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  -  5 

Negative:  -  ® 


THE  RESOLUTION— 

Whereas,  on  September  26,  1961,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  7,  1965,  acting  on  Alt.  Applic.  No.  1480/1960, 
reads : 

“1  Proposed  extension  of  term  of  variance  past  Octo¬ 
ber  22,  1965,  of  parking  &  storage  of  less  than  150 
motor  vehicles,  sales  &  display  of  new  &  used 
cars  &  frame  office,  in  a  plot  presently  located  in 
an  R-4  zoning  district,  contrary  to  B.S.  &  A.  Cal. 
#615-60-BZ  &  must  be  referred  to  the  B.S.  &  A. 
for  its  determination  per  Sect.  11-411  of  the  Zoning 
Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1961, 
as  amended  through  October  22,  1963,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  two  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


543-65-BZ 

APPLICANT— Herbt  and  Rusciano  for  Rose  Erna  Realty 
Corporation,  owner. 

SUBJECT— Application  May  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  the  erection 
of  a  one  story  factory  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 775  Tiffany  Street,  northwest 
corner  of  Barry  Street,  Block  2737,  Lot  14,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Howard  Zimmerman. 

For  Opposition:  Ralph  Ladau. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . — - — 

Negative:  . - — — - — —  ® 

mUITT  PRCm  TTTTflM _ 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1965;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  12,  1965,  acting  on  N.B.  Applic.  383/1965, 
reads : 


“1.  Provide  a  front  yard  as  per  Sect.  43-304  of  the 
Zon.  Res.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  _  is 
granted  under  Section  72-21,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  one-story  factory  that  encroaches  on  the 
required  front  yard,  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  May  12,  1965”,  7  sheets;  on  further  condition 
that  the  use  in  the  building  shall  be  limited  to  that  permitted 
in  an  Ml-1  district;  that  all  other  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with;  and  that  permit 
shall  be  obtained,  work  completed  and  a  Certificate  of  Oc¬ 
cupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


679-65-BZ 

APPLICANT— Millard  Bresin  for  Howard  Otway,  owner. 
SUBJECT— Application  June  10,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  district,  in  an  existing 
four  story  and  basement  building,  the  change  in  use  of 
the  basement  clubroom  to  theatre. 

PREMISES  AFFECTED— 78-80  St.  Marks  Place,  south 
side,  50  feet  west  of  First  Avenue,  Block  449,  Lots  28 
and  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Millard  Bresin  and  Howard  Otway. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - -  5 

Negative: - —  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1965;  hearing  closed; 
then  to  November  9,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1965,  acting  on  Alt.  Applic.  978/1965  and 
1425/1964,  reads: 

“A-l.  Proposed  limited  theatre  in  a  Cl-5  District  is 
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only  permitted  by  special  permit  of  the  Board  of 
Standards  &  Appeals  as  per  Sec.  73-20  Zoning 
Resolution  and  is  contrary  to  Sec.  32-00  Zoning 
Resolution, 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-20  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  73-20, 
to  permit  in  a  Cl-5  district,  in  an  existing  four-story  and 
basement  building,  the  change  in  use  of  the  basement  club- 
room  to  a  theatre,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  June  10,  1965,”  9  sheets,  “November  4,  1965”,  one 
sheet  revised  and  “November  4,  1965”,  one  sheet  additional ; 
on  further  condition  that  all  tables,  chairs  and  stools  shall 
be  removed  from  the  bar  area  so  that  the  exits  will  be  kept 
clear  and  unobstructed;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


680-65-A 

APPLICANT — Millard  Bresin  for  Howard  Otway,  owner. 
SUBJECT — Application  June  10,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  con¬ 
struction  —  change  of  use. 

PREMISES  AFFECTED — 78-80  St.  Marks  Place,  south 
side,  50  feet  west  of  First  Avenue,  Block  449,  Lots  28 
and  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Millard  Bresin  and  Howard  Otway. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  decisions  of  the  Borough  Superintendent, 
dated  June  2,  1965  on  Alt.  Applies.  978-65  and  1425-64, 
reads : 

“Cl  and  C-4  Proposed  conversion  of  4  sty.  Class  3  Bldg. 

to  ‘Public  Use’  is  contrary  to  C26-254.0  Ad. 
Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  \yhich  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decisions  of  the  Borough  Superintend¬ 
ent,  dated  June  2,  1965,  acting  on  Alt.  Applies.  978-65  and 
1425-64,  Objections  I\o.  Cl  and  C4,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  all  of  the  requirements  of  the  resolution 
adopted  by  the  Board  this  day  under  Calendar  Number 
769-65-BZ  shall  be  complied  with;  and  that  an  automatic, 
wet  sprinkler  system  shall  be  installed  in  the  first  floor, 
cellar  and  basement  of  this  building. 


709-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Timothy  Alc- 
Carthy,  owner. 


SUBJECT — Application  June  17,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  construction  and 
maintenance  of  a  non-transient  parking  lot  for  the  pleasure 
type  motor  vehicle. 

PREMISES  AFFECTED — 227  Union  Street,  north  side, 
199  feet  6  inches  east  of  Henry  Street,  Block  338,  Lot  46, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,.  Commissioner  Becker  and  Com- 


misioner  Klein _ 5 

Negative _ _ _ _ _ _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1965;  hearing  closed; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  9,  1965,  acting  on  Alt.  Applic.  991/1965,  reads : 

“1.  Proposed  construction  of  a  parking  lot  in  R-6  use 
district  is  contrary  to  Sect.  22-14  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Beard  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district, 
the  construction  and  maintenance  of  a  non-transient  parking 
lot  for  ten  pleasure  type  motor  vehicles,  for  a  term  of  five 
years,  on  condition  that  the  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  June  17,  1965”, 
2  sheets  and  “September  16,  1965”,  one  sheet;  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied 
with ;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


775-65-BZ 

APPLICANT — Albert  Melniker  for  The  V.  C.  Company, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Rl-2  district,  the  erection 
of  a  one  story  supermarket  with  accessory  parking. 

PREMISES  AFFECTED — 2107  Richmond  Road,  north 
side,  350.04  feet  east  of  Todt  Hill  Road,  Block  899,  Lot 
18,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative:  - — - ® 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein - 5 

THE  RESOLUTION— 

Whereas,  a  .public  hearing  was  held  on  this  application 
on  October  26,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1965;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  7,  1965,  acting  on  N.B.  Applic.  2470/1961,,  reads : 

“1.  The  proposed  building  filed  as  an  amendment  to  the 
original  application  modifies  the  plans  under  the 
old  zoning  and  is  contrary  to  Section  11-31. 

2.  Accessory  parking  for  customers  and  employees  lo¬ 
cated  in  the  residence  portion  of  the  lot  is  contrary 
to  Art.  II,  Section  3  of  the  1916  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  finds  that  the  proposed  building  and 
accessory  parking  would  be  detrimetnal  to  this  neighbor¬ 
hood;  and 

Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  7,  1965,  acting  on  N.B.  Applic.  2470/1961, 
Objections  No.  1  and  2,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


805-65-BZ 

APPLICANT — Stanley  H.  Klein  for  Jos.  E.  McMahon, 
Beata  M.  and  Chas  M.  Furnier,  owners. 

SUBJECT — Application  July  16  ,1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Rl-2  district,  the  erection 
of  a  one  family  dwelling  that  encroaches  on  the  required 
lot  area  and  lot  width. 

PREMISES  AFFECTED— 69-33  110th  Street,  east  side, 
50  feet  south  of  69th  Road,  Block  2230,  Lot  6,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein  and  Arthur  A.  Ander- 
man. 

For  Opposition:  Max  M.  Lome. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . ._ . . .  0 

Negative:  Chairman  Foley.  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commis- 
missioner  Klein  _  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  26,  1965  for  continued  hear¬ 
ing;  then  to  November  9,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1965,  acting  on  N.B.  Applic.  1372/1965,  reads: 

“1.  Lot  size  of  less  than  5700  sq.  ft.  and  lot  width  of 


less  than  60  ft.  in  an  Rl-2  zone  are  contrary  to 
Sec.  23-32  of  Z.R.” 

and 

Weiereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  could  not  make  the  finding  under 
Section  72-21  that  there  are  unique  physical  conditions  in 
connection  with  the  lot ;  and 

Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  June  28,  1965,  acting  on  N.B.  Applic.  1372/1965, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


806-65-BZ 

APPLICANT— Stanley  H.  Klein  for  Jos  E.  McMahon, 
Beata  M.  and  Chas.  M.  Furnier,  owners. 

SUBJECT— Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Rl-2  district,  the  erection 
of  a  one  family  dwelling  that  encroaches  on  the  required 
lot  area  and  lot  width. 

PREMISES  AFFECTED— 110-06  69th  Road,  southeast 
corner  of  110th  Street,  Block  2230,  Lot  7,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein  and  Arthur  A.  Ander- 
man. 

For  Opposition:  Max  H.  Lome. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  - -  0 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  26,  1965  for  continued  hear¬ 
ing;  then  to  November  9,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1965,  acting  on  N.B.  Applic.  1373/1965, 
reads : 

“1.  Lot  size  of  less  than  5700  sq.  ft.  and  lot  width  of 
less  than  60  ft.  in  an  Rl-2  zone  are  contrary  to  Sec. 
23-32  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ; 

Whereas,  the  Board  could  not  make  the  finding  under 
Section  72-21  that  there  are  unique  physical  conditions  in 
connection  with  the  lot ;  and 

Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of 
practical  difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  June  28,  1965,  acting  on  N.B.  Applic.  1373/1965, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 
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814-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Trans-Lux  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  20,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R7-1  district,  the  change  in  oc¬ 
cupancy  of  an  existing  building  from  theatre  and  stores 
to  warehouse  and  stores. 

PREMISES  AFFECTED— 1143-1151  Ogden  Avenue,  west 
side,  300.33  feet  north  of  West  166th  Street,  Block  2526 
Lot  95,  Borough  of  The  Bronx. 

Hearing  closed. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ ________ _ __  5 

Negative: _ __ _ _  _ _ _  n 

THE  RESOLUTION—  “ 

^o«C  ^eari”g  was  held  on  this  application 
on  October  26,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1965;  hearing  closed; 

Whereas  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1965,  acting  on  Alt.  Applic.  361/1965,  reads: 

1.  Proposal  to  change  use  of  building  from  theatre. 
Use  Group  8^  and  stores,  Use  Group  6,  to  ware¬ 
house,  Use  Group  16  and  stores,  Use  Group  6 
where  budding  is  located  in  R7-1  district  violate 
Bee.  52-34  of  Amended  Zoning  Resolution. 

Proposed  structural  alteration  to  subject  non- 
conforming  building,  in  order  to  accomodate  a  new 
non-conforming  use  violate  Sec.  52-22  of  Amended 
Zoning  Resolution, 
and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  conimittee  of  the  Board  which  recommended 
th.at  the  application  be  granted  under  certain  conditions;  and 
Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship.  7 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R7-1  district 
the  change  in  occupancy  of  an  existing  building  from 
theatre  and  stores  to  warerouse  and  stores  for  a  term  of 
hve  years  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  July 
u  l  ’  ,  s“eets:  on  further  condition  that  the  building 

ffia.l  be  used  for  storage  by  Trans-Lux  Corporation;  that 
the  marquee  on  the  front  of  the  building  shall  be  removed  • 
and  that  permit  be  obtained,  work  done  and  a  Certificate  of 
Occupancy  be  obtained  within  one  year  from  the  date  of 
this  resolution. 


Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Rl-2  district,  the  erection 
ot  a  one  family  dwelling  that  encroaches  on  the  required 
side  yards. 

PREMISES  AFFECTED — 3  Alderwood  Place,  northwest 
corner  of  Greenport  Street,  Block  856,  Lot  37,  Dongan 
Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Lommissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox  _  j 

THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  23,  1965,  acting  on  N.B.  Applic.  1189/1963 
reads :  ’ 

“1.  Completed  side  yard  less  than  8'-0"  in  an  Rl-2 
district  .is  contrary  to  Section  23-461  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there- 
tore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  Rl-2  district 
the  erection  of  a  one-family  dwelling  that  encroaches  on 
the  required  side  yard,  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  July  21,  1965”,  3  sheets;  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


817-65-BZ 

APPLICANT— Albert  Melniker  for  Macaluso  Homes  In¬ 
corporated,  owner. 

SUBJECT  Application  July  21,  1965  —  decision  of  the 


818-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Mary  H.  Meyer 
owner. 

SUBJECT— Application  July  21,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C4-2  district,  the  erection  of 
a  five  story  bank  and  office  building  with  less  than  the 
required  accessory  parking. 

PREMISES  AFFECTED — 358  St.  Marks  Place,  west 
side,  343.59  feet  south  of  Fort  Place,  Block  16,  Lot  50, 
St.  George,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ . . . . . .  _  5 

Negative:  _ _ _ _ _ _ _ q 


1324 


MINUTES 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  1965,  acting  on  N.B.  Applic.  1538/1965,  reads: 

“1.  The  number  of  off-street  parking  spaces,  as  required 
by  the  provisions  of  Sec.  36-21  Z.R.  for  uses  in 
parking  requirements  category  B  and  Bl,  may  be 
reduced  by  permit  of  the.  Board  of  Standards  and 
Appeals,  in  accordance  with  the  provisions  of  Sec. 
73-44  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  where  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-44  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  .  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Section 
73-44,  to  permit  in  a  C4-2  district,  the  erection  of  a  five- 
story  bank  and  office  building  with  less  than  the  required 
accessory  parking,  on  condition  that  the  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  July  21,  1965”,  7  sheets;  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


866-65-BZ 

APPLICANT— Solomon  Jochowitz  for  Jochowitz  Realties 
Incorporated,  owner. 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the  change 
in  use  of  an  existing  two  story  building  from  public 
bathhouse  to  furniture  storage. 

PREMISES  AFFECTED— 139-141  Huron  Street,  north 
-side,  250  feet  west  of  Manhattan  Avenue,  Block  2522, 
Lot  56,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Solomon  Jochnowitz,  James  I.  Jackman 
and  Arthur  Jochnowitz. 

For  Opposition:  Harold  W.  Cohn,  Stella  Kastava,  An¬ 
drew  Czepak  and  Cataldo  Muggeo. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein  .  4 

Negative:  . 0 

Absent :  Commissioner  Becker  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  13,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1965  for  continued 
hearing;  and 

Whereas,  the  decision  of  the  Borough  Suoerintendent, 
dated  July  15,  1965,  acting  on  Alt.  Applic.  1226/1965,  reads: 

“1.  Proposed  change  of  use  from  Public  Bath  to  Cloth¬ 
ing  Manufacture,  Use  Group  17,  in  a  building  lo¬ 
cated  in  an  R-4  zone  is  not  permitted  as  of  right 
by  42-14  and  22-10  of  the  Zoning  Resolution. 

2.  Proposed  structural  alterations  in  a  building  to  be 


occupied  by  a  non-conforming  use  is  contrary  to  52* 
22  of  the  Zoning  Resolution. 

3.  There  are  no  bulk  regulations  or  parking  and  load¬ 
ing  berth  provisions  for  proposed  use  in  an  R-4  zone. 
Refer  to  B.S.A.  for  disposition.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

W^hereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  Jo  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards .  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be . and  it  hereby  .  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district, 
the  change  in  use  of  an  existing  two-story  building  from 
Public  Bathhouse  to  furniture  storage,  accessory  to  the 
owner’s  store  on  Manhattan  Avenue,  on  condition  the  build¬ 
ing  conforms  to  drawings  filed  with  this  application  marked 
““Received  August  12,  1965,”  five  sheets,  and  “October 
27,  1965,”  two  sheets,  revised;  that  the  building  be  re¬ 
habilitated  and  put  in  good  condition;  that  new  signs  will 
be  limited  to  an  area  not  to  exceed  five  square  feet;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with ;  and  that  permit  be  obtained,  work  done  and 
a  Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  resolution. 


870-65-BZ 

APPLICANT— H.  M.  Cole  for  Gaxiola  Incorporated, 


owner. 

SUBJECT— Application  August  12,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  for  a  term 
of  ten  years,  in  an  existing  four  story  building,  the  en¬ 
largement  in  area  of  the  basement  and  first  floor  art 
gallery  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 13  East  75th  Street,  north  side, 
132  feet  west  of  Madison  Avenue,  Block  1390,  Lot  111, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  E.  D.  Rass-iga. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  and  Commissioner  Klein  -  4 

Negative  :  . . - .  ^ 

Absent:  Commissioner  Becker  . .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  28,  1965,  acting  on  Alt.  Applic.  249/1965,  reads : 

“1.  The  proposed  extension  of  the  term  of  variance 
granted  by  the  Board  under  Cal.  397-60-BZ  must 
be  referred  to  the  Board  as  per  Sect.  11-411  of  the 
Zoning  Resolution. 

2.  The  proposed  extension  of  Art  Gallery  use  in  Base¬ 
ment  and  1st  floor  contrary  to  B.S.  &  A.  resolution 
Cal.  #  397-60-BZ.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  11-412, 
to  permit  in  an  R-8  district,  for  a  term  of  ten  years,  in  an 
existing  four-story  building,  the  enlargement  in  area  of  the 
basement  and  first  floor  art  gallery,  previously  granted  by 
the  board,  on  the  condition  that  the  building  conforms  to 
drawings  filed  with  this  application  marked  “Received 
August  12,  1965,”  five  sheets,  and  “October  6,  1965,”  two 
sheets ;  on  further  condition  that  an  automatic  wet  pipe 
sprinkler  system  be  installed  throughout  the  hallways,  stair¬ 
ways  and  the  entire  basement ;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with;  and  that  per¬ 
mit  be  obtained,  work  done  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


871-65-A 

APPLICANT  H.  M.  Cole  for  Gaxiola  Incorporated, 
owner. 

SUBJECT — Application  August  12,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress 
PREMISES  AFFECTED — 13  East  75th  Street,  North 
side,  132  ft.  west  of  Madison  Ave.,  Block  1390,  Lot  111 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  E.  D.  Rassiga. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  and  Commissioner  Klein  _  4 

Negative:  . q 

Absent:  Commissioner  Becker  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  July  28,  1965  on  Alt.  Applic.  249-65,  reads: 

C3  Winders  contrary  to  Sect.  (6.4.1.4  (d)  as  primary 
means  of  egress  from  4th  to  3rd  floors.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ed  July  28,  1965,  acting  on  Alt.  Applic.  249-65,  Objec¬ 
tion  No.  C3,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  hereby  is  granted  on  condition  that  all  the 
requirements  in  the  resolution  adopted  by  the  Board  this 
day,  under  Calendar  No.  870-65-BZ,  shall  be  complied  with. 


876-65-BZ 

APPLICANT  Charles  M.  Spindler  for  Helen  Weinstein, 
owner. 

SUBJECT  Application  August  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R6  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  garage 
to  a  textile  factory  and  storage  and  without  the  required 
loading  berth. 


PREMISES  AFFECTED — 653-659  Wilson  Avenue,  north¬ 
east  corner  of  Moffat  Street,  Block  3442,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

N  egative :  . . . .  . . . q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1965;  hearing  closed- 
and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1965,  acting  on  Alt.  Applic.  1609/1965, 
reads : 

1.  Proposed  change  of  use  from  commercial  storage 
U.G.  16  to  storage  U.G.  16  is  a  permissive  use, 
however,  the  inclusion  of  textiles  (winding  of  yarn) 
U.G.  17  is  contrary  to  52-332  of  the  Zoning  Reso¬ 
lution. 

2.  In  a  Residential  Zone  there  is  no  requirement  for  a 
loading  berth,  however  in  an  M  zone  1  loading  berth 
12'  wide  x  50'  long  x  14'  high  is  required  as  per 
Sec.  44-581  of  the  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  nmke  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district 
for  a  term  of  ten  years,  the  change  in  occupancy  of  an 
existing  one-story  building  from  garage  to  a  textile  factory 
and  storage,  without  the  required  loading  berth,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  August  13,  1965”,  3  sheets 
and  “November  4,  1965”,  one  sheet  revised;  that ’the  build¬ 
ing  shall  be  sprinklered  throughout;  that  signs  shall  be 
limited  in  size  to  that  permitted  in  a  C-l  district;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with;  and  that  permit  shall  be  obtained,  work  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  resolution. 


877-65-A 


APPLICANT  Charles  M.  Spindler  for  Helen  Weinstein, 
owner. 


SUBJECT — Application  August  13,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3  con¬ 
struction,  exceeds  tabular  limits  for  commercial  use. 

PREMISES  AFFECTED — 653-659  Wilson  Avenue,  north- 
eats  corner  of  Moffat  Street,  Block  3442,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  Commissioner  Fox - 1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1965  on  Alt.  Applic.  1609-65,  reads: 

“3.  The  building  exceeds  the  tabular  limits  for  a  com¬ 
mercial  use  as  per  4.2.1  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  August  10,  1965,  acting  on  Alt.  Applic.  1609-65, 
Objection  No.  3,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  of 
the  requirements  of  the  resolution  adopted  by  the  Board 
this  day  under  Calendar  Number  876-65-BZ  shall  be  com¬ 
plied  with. 


944-65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Leonard 
Rosen  and  Albert  Smiles,  owners. 

SUBJECT — Application  September  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C2-2  district,  in  an  existing 
one  story  building  occupied  as  retail  stores,  the  change 
in  occupancy  of  two  stores  to  clothing  manufacturer. 
PREMISES  AFFECTED— 3632-3640  White  Plains  Road, 
northeast  corner  of  East  214th  Street,  Block  4662,  Lot 
30,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

and  Commissioner  Klein  _  3 

Negative :  Commissioner  Fox  _ _ _  1 

Absent :  Commissioner  Becker  - - -  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1965,  acting  on  Alt.  Applic.  578/1965, 
reads : 

“1.  Proposal  to  change  use  of  building  from  stores,  Use 
Group  6,  and  eating  and  drinking  establishment, 
Use  Group  12,  by  combining  two  of  the  stores  and 
using  said  space  for  clothing  manufacturing  Use 
Group  17,  violate  Sect.  32-10  of  Amended  Zoning 
Resolution. 

Note:  Buiding  is  located  in  C2-2  within  R-6  district 
and  therefore  is  non-conforming.  Proposed  change 
is  not  covered  by  Article  V,  Chapter  2  of  Amended 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 


Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  tbe  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  _  is 
granted  under  Section  72-21,  to  permit  in  a  C2-2  district, 
in  an  existing  one-story  building  occupied  as  retail  stores, 
the  change  in  occupancy  of  two  stores  to  clothing  manu¬ 
facture,  on  condition  the  work  be  done  in  accordance  with 
drawings  filed  with  this  application  marked  “Received  Sep¬ 
tember  10,  1965.”  seven  sheets;  that  loading  and  unloading 
shall  be  done  from  White  Plains  Road  only;  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  be  obtained,  work  done  asd  a  Certi¬ 
ficate  of  Occupancy  obtained  within  one  year  from  the  date 
of  this  resolution. 


977-65-BZ 

APPLICANT — A.  H.  Salkowitz  for  St.  George  Plaza  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-21,  73- 
44,  73-49  &  73-482,  of  the  Zoning  Resolution,  to  permit 
in  a  C4-2  district,  the  erection  of  a  nine  story  office 
building  with  less  than  the  required  accessory  parking  with 
roof  parking  that  encroaches  on  the  required  rear  yard  and 
the  group  parking  facility  exceeds  the  maximum  size. 
PREMISES  AFFECTED— 130  Stuyvesant  Place,  west 
side,  101.37  feet  north  of  Hyatt  Street,  Block  8,  Lot  70, 
St.  George,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  A.  H.  Salkowitz,  Carl  Heimberger,  Peter 
Gray  and  Aaron  Devoretz. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein - -  4 

Negative:  . . . 0 

Absent :  Commissioenr  Becker  — - -  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  13,  1965,  acting  on  N.B.  Applic.  1428/1965, 
reads : 

“1.  Number  of  off-street  parking  spaces  is  contrary  to 
Sec.  36-21  of  the  Zoning  Resolution  (less  than  one 
space  for  every  300  sq.  ft.  of  floor  area). 

2.  Size  of  accessory  group  parking  facility  is  contrary 
to  Sec.  36-12  Z.R.  (contains  more  than  150  spaces). 

3.  Parking  spaces  located  on  the  roof,  which  is  not 
immediately  above  a  story  other  than  a  basement, 
are  contrary  to  Sec.  36-11  Z.R. 

4.  Portion  of  the  building  used  for  accessory  off-street 
parking  spaces  is  contrary  to  Sec.  33-23  Z.R.  (more 
than  23  feet  above  curb  level  in  the  required  rear 
yard).” 

and 

Whereas,  the  premises  and  surrounding  area  where  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
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case  in  which  to  exercise  discretion  to  grant  under  Sections 
72-21,  73-44,  73-49  and  73-482  of  the  Zoning  Resolution,  as 
to  use,  and  that  the  applicant  had  substantiated  a  basis  to 
warrant  evercise  of  discretion  to  grant  under  Section  72-21, 
and  is  therefore  entitled  to  relief,  as  to  area,  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
72-21,  73-44,  73-49  and  73-482,  to  permit  in  a  C4-2  dis¬ 
trict,  the  erection  of  a  nine-story  office  building  with  less 
than  the  required  accessory  parking,  with  roof  parking  that 
encroaches  on  the  required  rear  yard,  and  with  group  parking 
facility  exceeding  the  maximum  size,  on  condition  the  work 
be  done  in  accordance  with  drawings  filed  with  this  applica¬ 
tion  marked  “Received  September  24,  1965,”  13  sheets;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with ;  and  that  permit  be  obtained,  work  done 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


Adjourned:  12:50  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  NOVEMBER  9,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

826-62-A 

APPLICANT— Samuel  Rosenblum  for  Amadel  Trans 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  an  order  and 
a  decision  of  the  Fire  Commissioner  re-  sprinkler  system ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 15  Vestry  Street,  south  side, 
160  feet  west  of  Varick  Street,  Block  220,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _ _ _ _ _  _  _  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  September  15,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  15  1964 
by  adding  thereto : 

“that  the  cellar  may  be  used  for  the  storage  of  crated 
machinery  and  machine  parts,  on  condition  that  the 
balance  of  the  building  shall  remain  vacant ;  that  the 
cellar  shall  be  equipped  with  a  non-automatic  sprinkler 
system  and  an  automatic  fire  alarm  system  with  central 
office  connection,  which  may  be  interconnected  with  the 


fire  alarm  system  in  13  Vestry  Street;  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Fire  Dept.  Order 
No.  2606-2) 


1129-62-A 

APPLICANT — Samuel  Rosenblum  for  Galrow  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  ecember 
3,  1965  —  Appeal  from  a  decision  of  the  Fire  Commis¬ 
sioner  re-  elevator  in  readiness;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 345-351  West  35th  Street,  north 
side,  266  feet,  8  inches  east  of  Ninth  Avenue,  Block  759, 
Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _  n 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1963,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1963, 
only  insofar  as  it  refers  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  on  condition  that  in  all  other  re¬ 
spects  the  resolution  above  cited  shall  be  complied  with, 
and  that  the  service  shall  be  maintained  in  accordance 
with  the  requirements  of  the  General  Resolution  adop¬ 
ted  by  the  Board  under  Calendar  Number  630-56-GR.” 
(Fire  Dept.  Decision  dated  November  30,  1962.) 


1137-62-A 

APPLICANT — Samuel  Rosenblum  for  Galuten  Building 
Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  December  3, 
1965  —  Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner  re-  elevator  in  readiness ;  previously  grant¬ 
ed  on  condition. 

PREMISES  AFFECTED — 241-245  West  29th  Street,  north 
side,  250  feet,  2 Y2  inches  east  of  Eighth  Avenue,  Block 
779,  Lot  13,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ '  . .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1963,  on  certain  conditions;  and 
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Whereas,  the  applicant  requested  an  extension  of  tie 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1963, 
only  insofar  as  it  refers  to  the  term  of  the  variance  so 
that  as  amended  this  portion  of  the  resolution  shall  read.  . 
“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  on  condition  that  m  all  other  re¬ 
spects  the  resolution  above  cited  shall  be  complied  with, 
and  that  the  service  shall  be  maintained  in  accordance 
with  the  requirements  of  the  General  Resolution  adop- 
ted  by  the  Board  under  Calendar  Number  630-56-GR. 
(Fire  Dept.  Order  No.  617769) 


1141-62-A 

APPLICANT— Samuel  Rosenblum  for  Louis  Adler  Realty 


Company,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  December 
3  1965  —  Appeal  from  a  decision  of  the  Fire  Commis¬ 
sioner  re-  elevator  in  readiness ;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 475  Tenth  Avenue,  northwest 
corner  of  West  36th  Street,  Block  708,  Lot  31,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - 

Negative: - ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1963,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December.  3,  1963, 
only  insofar  as  it  refers  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  on  condition  that  in  all  other  re¬ 
spects  the  resolution  above  cited  shall  be  complied  with 
and  that  the  service  shall  be  maintained  in  accordance 
with  the  requirements  of  the  General  Resolution  adop¬ 
ted  by  the  Board  under  Calendar  Number  630-56-GR.” 
(Fire  Dept.  Decision  dated  November  30,  1962.) 


59-63-A 

APPLICANT— Samuel  Rosenblum  for  Morbruk  Company, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  December 
3,  1965  —  Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner  re-  elevator  operator ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 29-33  West  36th  Street,  north 
side,  426  feet  west  of  5th  Avenue,  Block  838,  Lot  24, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 


ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - • - — — — - -  3 

Negative: - — — - ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1963,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1963, 
only  insofar  as  it  refers  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read :  . 
“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  on  condition  that  in  all  other  re¬ 
spects  the  resolution  above  cited  shall  be  complied  with, 
and  that  the  service  shall  be  maintained  in  accordance 
with  the  requirements  of  the  General  Resolution  adop¬ 
ted  by  the  Board  under  Calendar  Number  630-56-GR.’’ 
(Fire  Dept.  Order  No.  639616) 


74-63-A 

APPLICANT— Samuel  Rosenblum  for  Murray  Properties, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  December  3, 
1965  _  Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner  re-  elevator  response  service;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 39-41  West  32nd  Street,  north 
side,  181  feet  10  inches  east  of  Broadway,  Block  834,  Lot 
19,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - - 5 

Negative:  - — -  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1963, 
only  insofar  as  it  refers  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  on  condition  that  in  all  other  re¬ 
spects  the  resolution  above  cited  shall  be  complied  with, 
and  that  the  service  shall  be  maintained  in  accordance 
with  the  requirements  of  the  General  Resolution  adop¬ 
ted  by  the  Board  under  Calendar  Number  630-56-GR.” 
(Fire  Dept.  Order  No.  617770) 


110-63-A 

APPLICANT — Corwin,  Atkin  &  Associates  for  Charles 
Fagan,  owner. 
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SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 84  East  167th  Street,  South¬ 
west  corner  of  Walton  Avenue,  Block  2479,  Lot  24,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Vice  Chairman  Kleinert  _ _ ___ _ 1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
rebruary  16,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  16  1965 
by  adding  thereto:  3  3 

that  the  building  shall  conform  to  revised  drawings 
of  proposed  conditions  filed  with  this  appeal  dated  Sep¬ 
tember  30,  1965,  3  sheets,  on  condition  that  only  sol¬ 
vents  which  do  not  require  a  combustible  permit  from 
the  Fire  Department  shall  be  stored  or  used  in  the  dry 
cleaning  store,  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Fire  Dept.  Order  No.  391-5) 


471-63-A 

^■■^■^^ICANT  Samuel  Rosenblum  for  253  Enterprises 
owner.  ’ 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  March  24, 
1969  Appeal  from  a  decision  of  the  Fire  Commissioner 
re-  elevator  in  readiness ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 253  West  35th  Street,  north 
side,  170  feet  east  of  8th  Avenue,  Block  785,  Lot  11,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE) — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 

Negative:  . . . . . . . q 

THE  RESOLUTION—  .  . . 

Whereas,  this  application  was  granted  by  the  Board  on 
March  24,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  24,  1964 
only  insofar  as  it  refers  to  the  term  of  the  variance,  so 
that  ^as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  on  condition  that  in  all  other  re¬ 
spects  the  resolution  above  cited  shall  be  complied  with 
and  that  the  service  shall  be  maintained  in  accordance 
with  the  requirements  of  the  General  Resolution  adop¬ 


ted  by  the  Board  under  Calendar  Number  630-56-GR.” 
(Fire  Dept.  Decision  dated  May  21,  1963.) 


999-55-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Eugene  Glotter- 
on,  doing  business  as  E.  Flotteron  and  Sons  Lumber  Com¬ 
pany,  owner. 

SUBJECT  Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Sup¬ 
erintendent;  previously  granted  on  condition,  under  Sec¬ 
tions  7a  and  21  of  the  Zoning  Resolution,  permitting  in  a 
business  use,  D  area  district,  the  erection  of  an  extension 
to  the  present  buildings  and  the  extension  of  an  existing 
building  materials  business  and  building  with  power  saws, 
occupying  more  than  the  permitted  area. 

PREMISES  AFFECTED — 2586-2608  Coney  Island  Ave¬ 
nue,  southwest  corner  of  Avenue  “W”,  Block  7184,  Lot 
26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  _ _ _ _  j 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  July  25,  1961,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  25,  1961  by 
adding  thereto : 

that  the  lot  may  be  subdivided  and  the  easterly  por¬ 
tion  of  the  new  lot  may  be  developed  with  a  building 
m  conformance  and  compliance  with  'the  Zoning  Reso¬ 
lution,  for  which  a  separate  Certificate  of  Occupancy 
may  be  issued,  on  condition  that  the  premises  shall  be 
arranged  and  used  substantially  as  shown  on  revised 
drawing  of  proposed  conditions  marked  “Received  Sep¬ 
tember  16,  1965 ,  1  sheet,  and  as  cited  in  the  decision 
of  the  Borough  Superintendent  dated  September  13 
1965,  acting  on  N.B.  Applic.  No.  276-65;  and  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.” 


690-59-BZ 

APPLICANT — Simeon  eller  and  George  J.  Meltzer  for 
Vivian  Regenstreif,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  which  expired  April  5,  1961  —  decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  21  of  the  Zoning  Resolution, 
permitting  in  a  G-l  area  district,  the  construction  of  a 
one  story  extension  to  the  rear  of  the  existing  building, 
extending  into  the  required  rear  yard. 

PREMISES  AFFECTED — 217-38  Stewart  Road,  south- 
side,  340.58  feet  east  of  Kingsbury  Avenue,  Block  7774, 
Lot  61,  Hollis  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Peter  Casini. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 
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THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - — - 5 

_ 0 


Negative :  - 

THE  RESOLUTION- 


Whereas,  this  application  was  granted  by  the  Board  on 
April  5,  1960,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 


to  obtain  a  certificate  of  occupancy. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  5,  1960,  only 
as  to  the  time  to  obtain  a  Certificate  of  Occupancy,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  amended  resolution”.  (Alt.  1512/59) 


557-60-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Emanuel  Los- 
quadro,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  October  14, 
1965  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7 a  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use  district,  the 
rehabilitation  and  extension  of  an  existing  gasoline  ser¬ 
vice  station,  to  provide  a  new  accessory  building,  six 
(6)  tanks,  the  installation  of  curb  cuts  and  the  extension 
of  the  uses  to  include  non-automatic  car  washing,  office, 
sale  of  accessories,  motor  vehicles,  repairs  with  hand 
tools  only  and  the  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED— 813-821  Annadale  Road,  east 
side,  363  feet  north  of  Posen  Street,  Block  6225,  Lot  21, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  — - - - — . - - -  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  15,  1960,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  September  10, 
1963 ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  from  time  to  time  and  last  extended  on 
October  14,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  15,  1960, 
as  amended  through  October  14,  1964,  only  as  to  the  time 
to  obtain  a  Certificate  of  Occupancy,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution”.  (Alt.  240/60) 


1449-61-BZ 

APPLICANT— Humble  Oil  &  Refining  Company  for  Jem- 
ezel  Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  September 
29,  1965  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7e,  7 f,  7i,  and 
7 A  of  the  Zoning  Resolution,  permitting  in  a  retail  ser¬ 
vice  station  with  lubritorium,  auto  washing  non-auto¬ 
matic,  office,  sale  of  accessories,  minor  motor  vehicle 
repair  with  hand  tools  only,  safety  inspection  station  and 
the  parking  and  storage  of  motor  vehicles  with  ground 
sign  and  show  windows. 

PREMISES  AFFECTED— 3001-3013  Emmons  Avenue, 
northeast  corner  of  Nostrand  Avenue,  Block  8796,  I>ot 
65,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klcineit. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - — — — — - * 

Negative: - - - ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  1,  1962,  on  certain  conditions;  and 
Whereas,  the  resolution  was  last  amended  on  April  13, 
1965 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  1,  1962,  as 
amended  through  April  13,  1965,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  .of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  2264/61) 


271-43-BZ 

APPLICANT— Irwin  Emerman  for  Carbel  Trading  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution  and  extension  of  term  of  vari¬ 
ance,  which  expired  March  13,  1955  —  decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  7f,  permitting  in  a  business  use  district, 
for  a  temporary  term  of  two  years,  the  reconstruction 
and  alteration  of  existing  garages  (five  individual  gar¬ 
ages). 

PREMISES  AFFECTED— 11-17  (7-17  displayed)  Sche¬ 
nectady  Avenue  and  617-627  Herkimer  Street,  northeast 
corner,  Block  1701,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  set.  for 
hearing  on  December  7,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance  and  amendment  of  the 
resolution,  requiring  a  new  decision  of  the  Borough  Sup¬ 
erintendent  and  photographs,  which  have  been  filed,  and 
two  publications  in  the  Bulletin  as  notice. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  5 

Negative:  _ _ _  r> 


377-59-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Improved  N.  Y. 
Properties,  Incorporated,  owner;  Market  Realties  Incor¬ 
porated,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  March  29, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  business  signs  on  an  existing  marquee  for 
a  stated  term  of  five  (5)  years. 

PREMISES  AFFECTED — 2182-2186  Broadway,  east  side, 
25  feet,  9  inches  north  of  West  77th  Street  and  227  West 
77th  Street,  Block  1169,  Lot  17,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  7,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 

Negative: _  n 


66-60-BZ 

APPLICANT— Victor  E.  Block  for  Bennett  Avenue  Park¬ 
ing  Corp.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  June  1, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 17  Bennett  Avenue,  east  side 
178  feet  9  inches  north  of  West  181st  Street,  Block  2180,’ 
Lot  91,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  7,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci- 
sion  of  the  Borough  Superintendent  and  photographs 
which  have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com 
missioner  Klein _ _ 5 

Negative : _ _ _  r. 


Adjourned:  1 :10  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  9,  1965,  2  P.M. 

Present  .-Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 


124-38-SM 

APPLICANT  Penn-Dixie  Cement  Corp.,  owner 
APPEARANCES— 

For  Applicant:  William  P.  Cummings. 

ACTION  OF  BOARD— Application  reopened  and  resolu- 
tion  amended  in  accordance  with  the  report  and  recom- 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

Negative: _ _ _ _ _ _  p 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads  : 
124-38-SM— Amendment  to  resolution  as  to  change  of  own¬ 
ership  of  one  plant. 


Penn-Dixie  Cement  Corp.,  New  York,  requested  that  the 
resolution  adopted  June  21,  1938  and  amended  through 
February  6,  1940,  under  Cal.  124-38-SM,  be  reopened  and 
amended  to  show  a  change  of  ownership  of  one  plant  for¬ 
merly  owned  by  North  American  Cement  Corp. 

Penn-Dixie  Cement  Corp.,  filed  an  affidavit  stating  that 
they,  Penn-Dixie  Cement  Corp.,  purchased  the  plant  form¬ 
erly  owned  by  North  American  Cement  Corp.,  located  at 
Howes  Cave,  New  York  and  that  they,  Penn-Dixie  Cement 
Corp.,  are  continuing  to  manufacture  Types  I,  II,  and  III 
Portland  Cement  at  that  plant. 

North  American  Cement  Corp.,  has  also  filed  an  affidavit 
stating  that  they,  North  American  Cement  Corp.,  have  sold 
the  plant  located  at  Howes  Cave,  New  York  to  Penn-Dixie 
Cement  Corp. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  21,  1938  and  amend¬ 
ed  through  February  6,  1940,  under  Cal.  124-38-SM,  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer  of  the  Howes  Cave,  New  York  cement  plant 
new  owner-manufacturer  of  that  plant  being  Penn-Dixie 
Cement  Corp.,  on  condition  that  all  requirements  of  the 
resolution  adopted  June  21,  1938  and  amended  through 
February  6,  _194°,  under  Cal.  124-38-SM,  be  complied  with, 
and  in  addition  that  all  bags  or  containers  in  which  the  ce¬ 
ment  is  marketed  shall  be  labeled  with  the  Calendar  Num- 
her  and  also  the  name  of  the  new  owner-manufacturer: 
namely  Penn-Dixie  Cement  Corp.,  and  that  the  bills  of 
lading  shall  be  similarly  marked. 


~  » 
Director. 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 

_  Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1311-39-SM 

APPLICANT — Chas.  Pfizer  &  Co.  Inc.,  owner 
APPEARANCES— 

For  Applicant:  Joseph  Platzer. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - '5 

Negative: - — — . . . . —  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

131 1-39-SM— Amendment  to  resolution  as  to  change  of 
ownership. 

Chas.  Pfizer  &  Co.  Inc.,  New  York  City,  requested  that 
the  resolution  adopted  February  14,  1940  and  as  amended 
April  16,  1963,  under  Cal.  131 1-39-SM,  be  reopened  and 
amended  so  as  to  show  a  change  of  ownership  and  trade 
name. 

PROPOSED  USE:  Finishing  lime. 

DESCRIPTION :  There  has  been  no  change  in  the  product. 
Chas.  Pfizer  &  Co.  Inc.,  have  submitted  an  affidavit  stat¬ 
ing  that  they,  Chas.  Pfizer  &  Co.  Inc.,  have  purchased  the 
assets  and  business  of  The  Gibsonburg  Lime  Products  Com¬ 
pany  of  Gibsonburg,  Ohio,  and  that  the  material  is  being 
manufactured  at  the  same  plant  and  in  the  same  manner  as 
thepresently  approved  lime.  The  new  trade  name  of  the  pro¬ 
duct  will  be  Bluebag  White  Lily  Finishing  Lime  instead  of 
White  Lily  Bluebag  Finishing  Lime. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  14,  1940  and 
as  amended  April  16,  1963,  under  Cal.  131 1-39-SM,  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  ownership, 
new  owner-manufacturer  being  Chas.  Pfizer  &  Co.  Inc., 
and  the  new  trade  name  being  Bluebag  White  Lily  Finish¬ 
ing  Lime,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  February  14,  1940  and  as  amended  April  16, 
1963,  under  Cal.  131 1-39-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1328-39-SM 

APPLICANT — Chas.  Pfizer  &  Co.  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  Joseph  Platzker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein - 5 

Negative : _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1328-39-SM — Amendment  to  resolution  as  to  change  of 
ownership. 

Chas.  Pfizer  &  Co.  Inc.,  New  York,  requested  that  the 
resolution  adopted  January  16,  1940  and  as  amended  March 
24,  1964,  under  Cal.  1328-39-SM,  be  reopened  and  amended 
so  as  to  show  a  change  of  ownership  and  trade  name. 


PROPOSED  USE:  Finishing  lime. 

DESCRIPTION  :  There  has  been  no  change  in  the  product. 
Chas.  Pfizer  &  Co.  Inc.,  have  submitted  an  affidavit  stating 
that  they  have  purchased  all  assets  and  business  of  The 
Gibsonburg  Lime  Products  Company  of  Gibsonburg,  Ohio, 
and  that  the  material  is  being  manufactured  at  the  same 
plant  and  in  the  same  manner  as  the  presently  approved 
lime.  The  new  trade  name  of  the  material  is.  Tiger  Brand 
Hydrated  Finish  Lime  instead  of  Tiger  White  Rock  Hy¬ 
drated  Lime. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  16,  1940  and  as 
amended  March  24,  1964,  under  Cal.  1328-39-SM,  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  ownership, 
new  owner-manufacturer  being  Chas.  Pfizer  &  Co.  Inc.,,  and 
the  new  trade  name  being  Tiger  Brand  Hydrated  Finish 
Lime,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  January  16,  1940  and  as  amended  March  24. 
1964,  under  Cal.  1328-39-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan. 

Director, 

John  A.  Darts, 

Assistant  Engineer 
George  F.  Sklenarik, 
Assistant  Engineer 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


213-40-SM 

APPLICANT— Chas.  Pfizer  &  Co.  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  Platzker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - — - —  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
213-40-SM — Amendment  to  resolution  as  to  change  of  own¬ 
ership. 

Chas.  Pfizer  &  Co.  Inc.,  New  York,  requested  that  the 
resolution  adopted  April  30,  1940  and  amended  through  De¬ 
cember  18,  1962,  under  Cal.  213-40-SM,  be  reopened  and 
amended  so  as  to  show  a  change  of  ownership. 
PROPOSED  USE:  Limes. 

DESCRIPTION :  There  has  been  no  change  in  the  prod¬ 
ucts.  Chas.  Pfizer  &  Co.  Inc.,  have  submitted  an  affidavit 
stating  that  they  have  purchased  all  assets  and  business  of 
the  New  England  Lime  Company  of  Adams,  Mass.,  and 
Canaan,  Conn.,  and  that  the  material  is  being  manufac¬ 
tured  at  the  same  plants  in  Adams  and  Canaan,  and  in  the 
same  manner  as  the  presently  approved  materials.  There  is 
no  change  in  the  trade  names. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  30,  1940  and 

amended  at  various  times  through  December  18,  1962, 
under  Cal.  213-40-SM,  be  reopened  and  amended  so  as  to 
show  a  change  of  ownership,  new  owner-manufacturer 
being  Chas.  Pfizer  &  Co.  Inc.,  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  April  30,  1940  and 
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amended  through  December  18,  1962,  under  Cal.  213-40- 
SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


774-40-SM 

APPLICANT — Chas.  Pfizer  &  Co.  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  Platzker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  . . .  5 

Negative:  . . . . .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

774-40-SM — Amendment  to  resolution  as  to  change  of  own¬ 
ership. 

Chas.  Pfizer  &  Co.  Inc.,  requested  that  the  resolution 
adopted  December  14,  1940  and  amended  through  April  16, 
1963,  under  Cal.  774-40-SM,  be  reopened  and  amended  so 
as  to  show  a  change  of  ownership. 

PROPOSED  USE:  Finishing  lime. 

DESCRIPTION :  There  has  been  no  change  in  the  prod¬ 
ucts.  Chas.  Pfizer  &  Co.  Inc.,  have  submitted  an  affidavit 
stating  that  they  have  purchased  all  assets  and  business  of 
The  Gibsonburg  Lime  Products  Company  of  Gibsonburg, 
Ohio,  and  that  the  material  is  manufactured  in  the  same 
manner  and  at  the  same  plant  in  Gibsonburg,  Ohio.  There 
has  been  no  change  in  the  trade  names. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  14,  1940  and 
amended  through  April  16,  1963,  under  Cal.  774-40-SM,  be 
reopened  and  amended  so  as  to  show  a  change  of  owner¬ 
ship,  new  owner-manufacturer  being  Chas.  Pfizer  &  Co.  Inc., 
on  condition  that  the  requirements  of  the  resolution  adopted 
December  14,  1940  and  amended  through  April  16,  1963, 
under  Cal.  774-40-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenartk, 
Assistant  Engr. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Apoeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


682-44-SM 

APPLICANT — Chas.  Pfizer  &  Co.  Inc  .,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  Platzker. 


ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  _ _  5 

Negative:  - -  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

682-44-SM — Amendment  to  resolution  as  to  change  of  own¬ 
ership. 

Chas.  Pfizer  &  Co.  Inc.,  requested  that  the  resolution 
adopted  March  16,  1948  and  amended  March  24,  1964,  under 
Cal.  682-44-SM,  be  reopened  and  amended  so  as  to  show 
a  change  of  ownership. 

PROPOSED  USE:  Acoustical  plaster. 

DESCRIPTION :  There  has  been  no  change  in  the  prod¬ 
uct.  Chas.  Pfizer  &  Co.  Inc.,  have  submitted  an  affidavit 
stating  that  they  have  purchased  all  assets  and  business  of 
The  Gibsonburg  Lime  Products  Company  of  Gibsonburg, 
Ohio,  and  that  the  material  is  manufactured  in  the  same 
manner  and  at  the  same  plant.  There  has  been  no  change 
in  the  trade  name. 

RECOMMENDATION :  The  Commtitee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  16,  1948  and  as 
amended  March  24,  1964,  under  Cal.  682-44-SM,  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  ownership, 
new  owner-manufacturer  Chas.  Pfizer  &  Co.  Inc.,  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  March 
16,  1948  and  amended  March  24,  1964,  under  Cal.  682-44- 
SM,  be  complied  with. 

(Sgd.)  William  A.  Not.an, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


684-44-SM 

APPLICANT — Chas.  Pfizer  &  Co.  Inc  .,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  Platzker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ ... _ 5 

Negative :  _  0 

TPIE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

684-44-SM — Amendment  to  resolution  as  to  change  of  own¬ 
ership. 

Chas.  Pfizer  &  Co.  Inc.,  requested  that  the  resolution 
adopted  July  10,  1951  and  amended  March  24,  1964,  under 
Cal.  684-44-SM,  be  reopened  and  amended  so  as  to  show  a 
change  of  ownership. 

PROPOSED  USE:  Finishing  lime. 

DESCRIPTION :  There  has  been  no  change  in  the  prod- 
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uct.  Chas.  Pfizer  &  Co.  Inc.,  have  submitted  an  affidavit 
stating  that  they  have  purchased  all  assets  and  business  of 
The  Gibsonburg  Lime  Products  Company  of  Gibsonburg, 
Ohio,  and  that  the  material  is  manufactured  in  the  same 
manner  and  at  the  same  plant  at  Gibsonburg,  Ohio.  There 
has  been  no  change  in  the  trade  name. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  10,  1951  and  amended 
March  24,  1964,  under  Cal.  684-44-SM,  be  reopened  and 
amended  so  as  to  show  a  change  of  ownership,  new  owner- 
manufacturer  being  Chas.  Pfizer  &  Co.  Inc.,  on  condition 
that  the  requirements  of  the  resolution  adopted  July  10, 
1951  and  amended  through  March  24,  1964,  under  Cal.  684- 
44-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


468-49-SM 

APPLICANT — Penn-Dixie  Cement  Corp.,  owner. 
APPEARANCES— 

For  Applicant :  William  P.  Cummings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative :  _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
468-49-SM — Amendment  to  resolution  as  to  change  of  own¬ 
ership  of  one  plant. 

Penn-Dixie  Cement  Corp.,  New  York,  requested  that  the 
resolution  adopted  September  20,  1955,  under  Cal.  468-49- 
SM,  be  reopened  and  amended  so  as  to  show  a  change  of 
ownership  of  one  plant,  formerly  owned  by  North  American 
Cement  Corp. 

Penn-Dixie  Cement  Corp.,  filed  an  affidavit  stating  that 
they,  Penn-Dixie  Cement  Corp.,  purchased  the  plant,  form¬ 
erly  owned  by  North  American  Cement  Corp.,  located  at 
Howes  Cave,  New  York  and  that  they,  Penn-Dixie  Cement 
Corp.,  are  continuing  to  manufacture  Types  IA,  IIA  and 
IIIA  Portland  Cement  at  that  plant. 

North  American  Cement  Corp.,  has  also  filed  an  affidavit 
stating  that  they,  North  American  Cement  Corp.,  have  sold 
the  plant  located  at  Howes  Cave,  New  York  to  Penn-Dixie 
Cement  Corp. 

RECOMMENDATON :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  20,  1955, 
under  Cal.  468-49-SM,  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer  of  the  Howes  Cave, 
New  York  cement  plant ;  new  owner-manufacturer  of  that 
plant  being  Penn-Dixie  Cement  Corp.,  on  condition  that  all 
requirements  of  the  resolution  adopted  September  20,  1955. 
under  Cal.  468-49-SM,  be  complied  with,  and  in  addi¬ 
tion  that  all  bags  or  containers  in  which  the  cement  is 
marketed  shall  be  labeled  with  the  Calendar  Number,  and 
also  the  name  of  the  new  owner-manufacturer ;  namely. 


Penn-Dixie  Cement  Corp.,  and  the  bills  of  lading  shall  be 

similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


116-52-SM — Vol.  II 

APPLICANT — United  States  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  William  W.  Bainbridge. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

IFhereas,  the  report  of  a  Committee  on  Test  reads: 
116-52-SM — Vol.  II — Amendment  to  resolution  to  include 
Masonry  Structo-Lite. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  July  15,  1952  and  as  amended 
through  June  5,  1956,  under  Cal.  116-52-SM — Vol.  II  be 
reopened  and  amended  so  as  to  include  the  material  known 
as  Masonry  Structo-Lite. 

PROPOSED  USE:  Mill  mixed  plaster  for  use  on  masonry. 
DESCRIPTION :  The  material  is  the  same  as  the  present¬ 
ly  approved  material  differing  only  as  to  the  mix.  The  re¬ 
quested  mix  is  100  lbs.  of  gypsum  to  3  cu.  ft.  of  Perlite. 
The  Board  had  approved  this  mix  as  a  brown  coat,  and  also 
approved  a  mix  of  100  lbs.  of  gypsum  of  2  cu.  ft.  of  Per¬ 
lite  as  a  scratch  coat,  and  also  a  mix  of  100  lbs.  of  gypsum 
to  2%  cu.  ft.  of  Perlite  for  scratch  and  brown.  The  reason 
for  the  request  of  100  lbs.  of  gypsum  to  3  cu.  ft.  of  Perlite 
is  to  provide  a  leaner  richer  mix.  (Since  the  100  lbs.  to 
2%  cu.  ft.,  is  subject  to  cracking  due  to  the  suction  be¬ 
tween  the  masonry  wall  and  the  plaster.) 
RECOMMENDATION :  The  Committee  on  Test  recomf 
mends  that  the  resolution  adopted  July  15,  1952  and  amended 
through  June  5,  1956,  under  Cal.  116-52-SM,  be  reopened 
and  amended  so  as  to  include  the  material  known  as  Ma¬ 
sonry  Structo-Lite,  a  mill  mixed  gvpsum  plaster— 100  lbs. 
of  gypsum  to  3  cu.  ft.  of  Perlite,  for  use  as  a  plaster  on 
masonry  construction,  on  condition  that  all  other  require¬ 
ments  of  the  resolution  adopted  July  15,  1952  and  as 
amended  June  5,  1956,  under  Cal.  il6-52-SM,  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 

George  F.  Ski.enartk. 

Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
herehv  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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899-57-SM 


APPLICANT — Conviser  &  Company,  owner. 
APPEARANCES— 

F or  Applicant :  Irving  Conviser. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,.  Commissioner  Becker  and  Com- 


misioner  Klein  _ _ _ 5 

Negative _ _ _ _ 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

899-57-SM— Amendment  to  resolution  as  to  additional  pipe 
columns. 


Conviser  &  Company  Brooklyn,  New  York  requested  that 
the  resolution  adopted  November  18,  1958  amended  through 
January  28,  1964  under  Cal.  899-57-SM  be  reopened  and 
amended  so  as  to  include  additional  size  columns. 
PROPOSED  USE:  Concrete  filled  columns. 
DESCRIPTION :  The  columns  are  defined  as  heavyweight 
The  sizes  of  the  requested  additional  columns  are 
14  ,  16  ,  18  and  20'  all  having  %"  wall  thickness. 


•  Lo£al  74  of  1962  amended  the  Administrative  Build¬ 
ing  Code  in  relation  to  concrete  construction,  C  26-1538.- 
o.b.  of  the  Administrative  Building  Code  covering  pipe 
columns  has  set  forth  formulae  for  this  type  of  columns. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18,  1958  and 
amended  through  January  28,  1964  under  Cal.  899-57-SM 
be  reopened  _  and  amended  so  as  to  include  the  columns  as 
herein  described  with  loads  as  allowed  when  figured  using 
ple.,j.oimHjae  contained  in  C  26-1538.o.b.  Administrative 
miilding  Code  on  condition  that  all  other  requirements  of 
the  resolution  adopted  November  18,  1958  and  as  amended 
January  28,  1964  under  Cal.  899-57-SM  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Asst.  Engr. 


George  F.  Sklf.narik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

nereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


171-59-SM 


APPLICANT — K  S  M  Products,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  George  B.  Cain. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 

Negative: _ _ _ _ q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
171-59-SM— Amendment  to  resolution  as  to  added  design. 

K.  S.  M.  Products,  Inc.,  Moorestown,  New  Jersey,  re¬ 
quested  that  the  resolution  adopted  November  10,  1959, 
under  Calendar  Number  171-59-SM,  be  reopened  and' 


amended  for  the  second  time  so  as  to  include  additional  de¬ 
sign. 

PROPOSED  USE:  Stud  is  shear  connector  for  composite 
steel  and  concrete  floor  and/or  roof  construction. 

DESCRIPTION :  The  material,  a  non-corroding  fluxed 
shear  connector  is  a  round  steel  bar,  at  least  2"  long,  made 
from  cold  finish  carbon  steel  conforming  to  A.S.T.M.  A- 
108.  It  is  stud  welded  using  a  ceramic  arc  shield  especially 
modified  for  welding  to  structural  steel  members  having  no 
protective  coating  on  top  flanges  through  sheet  metal  roof 
or  floor  panels  which  are  galvanized  with  zinc. 

The  other  end  is  an  upset  head  whose  diameter  is  at 
least  1  A  times  the  diameter  of  the  bar  or  %  inch  greater 
than  the  diameter  of  the  bar,  or  a  bent  horizontal  leg  of  at 
least  1-11/16  inches  long.  The  head  or  bent  horizontal  por¬ 
tion  of  the  “L”  pin  prevents  relative  movement  of  the  slab 
in  a  vertical  direction. 

The  connector  is  fastened  to  the  steel  structure  through 
the  decking  material  by  the  KSM  SAFE  GUARD  stud 
welder  with  controlled  plunge  and  utilizing  a  DC  electric 
arc  welding  process. 

When  installed,  the  system  combines  three  elements  into 
one  structural  unit.  The  design  is  the  same  as  that  de¬ 
scribed  in  the  original  resolution  of  Cal.  No.  171-59-SM. 
INSPECTION  AND  TEST :  The  applicant  has  submitted 
reports  of  tests  _  titled :  Tests  of  Composite  Beams  with 
Holorib  Composite  Slabs.  These  reports  are  contained 
within  Fritz  Engineering  Laboratory  Report  No.  200.63  - 
408.2,  dated  July  1964,  issued  by  the  Department  of  Civil 
Engineering,  Lehigh  University,  Bethlehem,  Penna.  The 
applicant  has  also  submitted  KSM  Products,  Inc.,  Engi¬ 
neering  Department,  Laboratory  Test  Report  No.  29,  dated 
July  15,  1965,  certified  by  Dr.  Robert  Stout,  Lehigh  Uni¬ 
versity,  Penn.  Prof.  Engr’s.  License  No.  8797. 

There  was  no  evidence  of  bond  failure  between  Holorib 
or  Elec-Re-Form  and  concrete  in  any  of  the  tests. 

RECOMMENDATION:  On  the  basis  of  the  data  filed  by 
the  applicant,  the  Committee  on  Test  recommends  that  the 
resolution  adopted  November  10,  1959,  under  Calendar  No. 
171-59-SM,  and  amended  by  resolution  April  16,  1963,  be 
reopened  and  amended  so  as  to  permit  the  use  of  K.S.M. 
Shear  Connector  Studs  under  the  following  conditions: 

1.  That  the  procedure  used  in  computing  the  shear  load 
per  stud,  connector  shall  be  the  same  when  using  lightweight 
aggregate  slabs. 

2  That  the  composite  beam  design  procedure  and  stresses 
shall  be  as  prescribed  in  Local  Law  73  of  1963,  except  as 
modified  herein. 


3.  That  the  K.S.M.  stud  shear  connector  in  %  in.  and 
/s  in.  diameter  may  be  welded  through  22,  20,  18,  and  16 
gauge  Fenestra  Holorib  decking  with  galv-clad  finish,  using 
the  K.S.M.  SAFE  GLLA.RD  stud  welder  with  controlled 
plunge  and  special  arc  shield  for  welding  through  decking 
under  the  conditions  as  herein  set  forth. 


4.  All  work  shall  be  performed  under  the  supervision  of 
the  engineers  of  the  company,  and  all  materials  shall  meet 
the  requirements  of  the  NYC  Administrative  Building 
Code. 


5.  That  all  other  pertinent  requirements  of  the  resolution 
adopted  November  10,  1959,  under  Cal.  No.  171-59-SM  and 
its  first  amendment  adopted  by  resolution  April  16,  1963, 
except  as  changed  or  modified  herein  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr.. 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 
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Resolved  that  the  Board  of  Standardrs  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


435-59-SM 

APPLICANT— Sprayon  Research  Corp.,  for  Sprayon  In¬ 
sulation  &  Acoustics,  Inc.,  owner. 

APPEARANCES— 

For  Applicant :  Stanley  R.  Fonfa. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - ^ 

Negative:  - 0 


THE  RESOLUTION— 

BLhereas,  the  report  of  a  Committee  on  Test  reads: 
435-59-SM— Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and/or  roof  construction. 

Sprayon  Research  Corp.,  for  Sprayon  Insulation  &  Acous¬ 
tics,  Inc.,  requested  that  the  resolution  adopted  October  16, 
1962  and  amended  through  October  14,  1964,  under  Cal. 
No.  435-59-SM,  be  reopened  and  amended  so  as  to  include 
an  additional  fire  resistive  floor  and/ or  roof  construction. 
PROPOSED  USE:  Three-hour  fire  resistive  floor  and/or 
roof  construction  and  four-hour  fire  resistive  beam  protec¬ 
tion. 

DESCRIPTION :  There  has  been  no  change  in  the  basic 
material  “Spray  Don”.  The  request  is  to  consider  this  ma¬ 
terial  as  a  component  part  of  a  floor  and/or  roof  assembly. 
INSPECTION  AND  TEST:  A  floor  construction  em¬ 
ploying  the  material  Spray  Don  was  tested  at  the.  Under¬ 
writers’  Laboratories  in  accordance  with  the  requirements 
of  C26-588.0  through  C26-590.0,  Administrative  Building 
Code. 

The  construction  consisted  of  steel  floor  units,  trench 
header,  concrete  fill,  and  the  sprayed  fiber — Spray  Don 
Standard  A  and  Spray  Don  Adhesive  A. 

The  steel  floor  units  consist  of  a  blend  system  of  nominal 
3"  deep  fluted  and  cellular  steel  floor  units. 

The  fluted  units  are  fabricated  of  16  gauge  steel  formed 
with  three  5%"  wide  flutes,  3"  deep  across  a  24"  wide  panel 
with  diagonal  lugs  formed  in  the  webs  of  the  flutes. 

The  cellular  units  are  of  two  types,  one  a  nominal  12" 
wide  and  the  other  a  qominal  24"  wide. 

The  12"  wide  unit  consists  of  a  fluted  top  element  of  16 

gauge  steel  spot  welded  to  a  flat  bottomed  element  of  18 

gauge  steel  forming  a  section  consisting  of  one  nominal  9%" 
wide  cell. 

The  24"  wide  unit  consisted  of  a  fluted  top  element  of  16 
gauge  steel  spot  welded  to  a  flat  bottomed  element  of  18 

gauge  steel  forming  a  section  consisting  of  three  nominal 

6"  wide  cells. 

The  trench  header  is  nominally  18"  wide,  214"  deep  con¬ 
structed  of  14  gauge  steel. 

The  concrete  is  a  sand,  gravel  concrete. 

The  steel  floor  units  are  first  installed  and  are  welded 
to  the  supporting  beam.  The  trench  header  is  then  installed 
by  placing  it  on  and  perpendicular  to  the  span  of  the  steel 
floor  units.  The  concrete  is  then  poured  to  a  depth  of  214" 
over  the  top  plane  of  the  floor  units  and  is  vibrated  so  as 
to  fill  the  spaces  in  the  form  units  under  the  trench  header. 

The  under  side  of  the  floor  deck  and  the  steel  beam  were 
then  protected  with  the  fiber  Spray  Don.  A  thin  coat  of 


adhesive  and  water,  equal  proportions  by  volume,  were 
fiber  was  then  applied  to  all  exposed  steel  surfaces  mclud- 
first  applied  to  the  24"  wide  cellular  steel  floor  units.  The 
ing  the  steel  beam. 

The  tamped  thickness  is  as  follows : 

Steel  beam,  all  exposed  surfaces — 

General  Ceiling  Area — 

Valley  of  fluted  units  and  flat  plate  of  cellular  unit— 

%. 

Crests  of  fluted  units — %". 

Sides  of  fluted  units — 

Under  trench  header — 

Valley  of  fluted  units  and  flat  plates  of  cellular  units— 

1 

Crests  of  fluted  units — 1%". 

Sides  of  fluted  units — 1  %  " . 

The  greater  thickness  under  the  trench  header  extends 
4"  beyond  the  side  edges  for  greater  protection. 

The  average  density  of  the  material,  after  curing  and 
tamping,  is  11.0  lbs.  per  cu.  ft.  and  the  average  density 
when  first  applied  is  20  lbs.  per  cu.  ft. 

The  construction  successfully  met  the  requirements  of  a 
three-hour  fire  resistive  floor  construction  and  four-hour 
beam  protection. 

The  complete  report  of  the  Underwriters’  Laboratories 
R  3655-3,  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  16,  1962  and 
amended  through  October  14,  1964,  under  Cal.  No.  435- 
59-SM,  be  reopened  and  amended  so  as  to  include  the.  con¬ 
struction  as  herein  described  as  a  three-hour  fire  resistive 
floor  construction  and  four-hour  fire  resistive  beam  pro¬ 
tection  when  constructed  as  herein  described  and  in  ac¬ 
cordance  with  Drawing  R  3655-3,  which  is  on  file  with  and 
is  part  of  the  record,  on  condition  that  the  requirements  of 
the  resolution  adopted  October  16,  1962  and  amended 

through  October  14,  1964,  under  Cal.  No.  435-59-SM,  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


738-59-SA 

APPLICANT — Ryan  Industries,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  738-59-SA — Ryan  Industries  Inc.,  Cleveland,  Ohio, 
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requested  that  the  resolution  adopted  February  16  1960 
and  amended  May  24  1960  and  February  25,  1964,'  unde/ 
Cal.  No.  738-59-SA,  be  reopened  and  amended  so  as  to 
permit  a  maximum  working  pressure  of  250  psi  for  the 
Ryan  Liquid  Oxygen,  Nitrogen  or  Argon  Customer  Sta¬ 
tion  Converters. 

DESCRIPTION:  Previously  approved  converters  were 
designed  for  working  pressures  up  to  245  psi.  The  aopli- 
cant  request  that  this  maximum  be  increased  to  250  psi 
or  their  converters  up  to  5000  gallons  capacity.  The  test 
pressure  will  be  according  to  the  A.S.M.E.  code.  The  re¬ 
lief  valve  setting  will  be  at  the  design  working  pressure. 
Other  equipment  will  be  the  same. 

:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  16  1960  and 

1960  and  F<W*  25-  KM  under  Caf 
i\0.  /do-59-SA,  be  reopened  and  amended  so  as  to  permit 
a  maximum  working  pressure  of  250  psi  for  the  Ryan  Li- 
0xygen>  Nitrogen  or  Argon  Customer  Station  Con¬ 
verters,  on  condition  that  the  requirements  of  the  resolu- 
lon  adopted  February  16,  1960  and  amended  May  24  I960 

pliedFwkhlary  2S>  1964’  Und6r  CaL  Na  738-59-SA>  are  com- 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
thereabovr  report  ^  resolution  in  accordance  with 


176-61-SM 

APPLICANT — Air  Reduction  Co.  Inc.,  owner 
APPEARANCES— 

For  Applicant :  W.  T.  Brennen. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom- 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  _  e 

Negative:  _ _ _ _  ^ 

THE  RESOLUTION—  " 

Whereas,  the  report  of  a  Committee  on  Test  reads- 
t1r7ade61name~Amendment  t0  reSolution  as  to  additional 

^jr  Reduction  Co.  Inc.,  New  York,  requested  that  the 
resolution  adopted  February  27  1962  and  amended  at  vari¬ 
ous  times  through  May  4,  1965  under  Cal.  No.  176-61-SM 
be  reopened  and  amended  so  as  to  permit  the  approved 
"rad^nL^^  CE'1‘P  t0  be  marketed  under  an  additional 

cmicrete^SED  USE:  B°nding  agent  for  bonding  plaster  to 


May  4,  1965  under  Cal.  No.  176-61-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 
Director 


John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 


i\e solved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


176-61-SM 

APPLICANT — Air  Reduction  Co.  Inc.,  owner 
APPEARANCES— 

For  Applicant:  W.  T.  Brennen. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ 

Negative: _ _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

176-61-SM— Amendment  to  resolution  as  to  additional  trade 
name. 

Air  Reduction  Company,  Inc.,  New  York,  requested  that 
the  resolution  adopted  February  27,  1962  and  amended  at 
vanous  tunes  through  November  9,  1965  be  reopened  and 
amended  so  as  to  permit  the  approved  material  Vinac  CE- 
1-P  to  be  marketed  under  an  additional  trade  name. 

PROPOSED  USE:  Bonding  agent  for  bonding  plaster  to 
concrete. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  27,  1962  and 
amended  at  various  times  through  November  9,  1965,  under 
Cal.  Ro.  176-61-SM,  be  reopened  and  amended  to  permit 
the  approved  material  to  be  marketed  by  The  Macco  Chemi- 
cal  Co.  a  Division  of  The  Glidden  Co.,  Nickliffe,  Ohio, 
under  the  trade  name  Macco  M-570,  Concrete  Bonding 
Agent,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  February  27,  1962  and  amended  at  various 
times  through  Nov.  9,  1965,  under  Cal.  No.  176-61-SM  be 
complied  with.  ’ 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


RECOMMENDATION:  The  Committee  on  Test  rec 
mends  that  the  resolution  adopted  February  27  1962 

vT  17a  %  e™  °.S  times  through  May  4,  1965  under 
-No.  176-61-SM.  be  reopened  and  amended  to  permit 
approved  material  to  be  marketed  by  Ultra  Adhesives  I 
Paterson,  New  Jersey  under  the  trade  name  Unicrete 

February  27*  1962  r/q"remeats,  of  the  .resolution  ado’j 
reoruary  27,  1962  and  amended  at  various  time  thro 


176-61-SM 

APPLICANT — Air  Reduction  Co.  Inc.,  owner 
APPEARANCES— 

For  Applicant — W.  T.  Brennen. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — — - -  ^ 

Negative - - - - - 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
176-61-SM — Amendment  to  resolution  as  to  additional  trade 


name.  ^  , 

Air  Reduction  Company,  Inc.,  New  York,  requested  that 
the  resolution  adopted  February  27,  1962  and  amended  at 
various  times  through  November  9,  196a  under  Cal.  No. 
176-61-SM,  be  reopened  and  amended  so  as  to  permit  tne 
approved  Material  Vinac  CE-l-P  to  be  marketed  under  an 
additional  trade  name. 

PROPOSED  USE:  Bonding  agent  for  bonding  plaster  to 


Cal.  No.  176-61-SM,  be  reopened  and  amended  to  permit 
the  approved  material  to  be  marketed  by  the  Art- 1  ex  Ad¬ 
hesive  Products,  Inc.,  Brooklyn,  New  York,  under  the 
trade  name  of  Art  Bond,  DuBond  and  Pedma  Bond,  on 
condition  that  the  -requirements  of  the  _  resolution  adoptee 
February  27,  1962  and  amended  at  various  times  through 
Nov  9  1965  under  Cal.  No.  176-61-SM,  be  complied  with. 


/  C — 1  \  AA/tt  t  t  a  A 


John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 
Assistant  Architect 

Committee  on  Test 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


concrete. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  27,  1962  and 
amended  at  various  times  through  November  9,  19o,  under 
Cal  No.  176-61-SM,  be  reopened  and  amended  to  permit 
the  ’ approved  material  to  be  marketed  by  the  California 
Products  Corp.,  Cambridge,  California,  under  the  trade 
name  WeldOBond,  on  condition  that  the  requirements  of 
the  resolution  adopted  February  27,  1962  and  amended  a c 
various  times  through  Nov.  9,  1965  under  Cal.  No.  1/6-61- 
SM,  be  complied  with. 

(Sgd.)  William  A-  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 


George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


176-61-SM 

APPLICANT — Air  Reduction  Co.  Inc.,  owner. 
APPEARANCES— 

For  Applicant.:  W.  T.  Brennen. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — _______ - - -  5 

Negative: - — - - - -  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
176-61-SM— Amendment  to  resolution  as  to  additional  trade 
name. 

Air  Reduction  Company,  Inc.,  New  York,  requested  that 
the  resolution  adopted  February  27,  1962  and  amended  at 
various  times  through  November  9,  1965  under  Cal.  No. 
176-61-SM,  be  reopened  and  amended  so  as  to  permit  the 
approved  material  Vinac  CE-l-P  to  be  marketed  under  an 
additional  trade  name. 

PROPOSED  USE:  Bonding  agent  for  bonding  plaster  to 
concrete. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  27,  1962  and 
amended  at  various  times  through  November  9,  1965,  under 


926-62-SM 

APPLICANT— Coil-Wal  Partition  Company,  div  of  Du¬ 
buque  Products,  Incorporated,  owner ;  Wilco  Sales  and 
Services,  Incorporated,  agent. 

APPEARANCES— 

For  Applicant:  Robert  Styles. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - -  1  ^ 

Negative:  - - — - — -  '  u 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
926-62-SM — Coil-Wal  Partition  Company,  Division  of  Du¬ 
buque  Products,  Inc.,  Dyersville,  Iowa,  filed  an  application 
for  approval  of  the  material  known  as  Coil-Wal  and  Twin- 
Coil-Wal  under  the  provisions  of  C26-677.0,  Administrative 
Building  Code.  New  Castle  Products,  Inc.,  New  Castle, 
Indiana  filed  an  affidavit  showing  that  they  have  purchased 
all  rights,  assets,  etc.,  of  the  Coil-Wal  Partition  Co.,  Div 
sion  of  Dubuque  Products,  Inc. 

TMoA-nArT?!-!  t tc t?  .  QuKH \ vi A \ n &  nartition.  (com¬ 


bustible) 

DESCRIPTION:  The  Coil-Wal  Partition  is  a  coiling  type 
partition  for  use  primarily  in  gymnasiums  and  auditoriums. 
The  partition  is  a  solid  wood  slat  type  and  the  slats  have 
tongue  and  groove  edges  to  permit  hinging  action  The  slats 
are  assembled  together  with  steel  cables.  These  cables  occur 
30"  on  centers  and  fasten  to  the  leading  edge  at  one  end 
and  the  vertical  spindle  shaft  at  the  other  end.  The  slats 
are  normally  1"  x  2"  and  usually  of  fir,  but  other  woods 
are  also  available.  The  leading  edge  consists  of  %  ply¬ 
wood  core  and  two  face  sheets  of  plywood  and  vinyl 
nosing. 

At  the  top  and  bottom,  a  flexible  steel  band  provides  sta¬ 
bility.  The  top  has  steel  ball  bearing  roller  for  hanging  and 
the  bottom  acts  as  the  support  when  the  partition  is  coiled 
for  storage. 

The  upper  track  is  16  gauge  steel  of  the  single  unit 
double  run-way  type  with  all  necessary  hangers,  clamps 
and  bolts.  The  floor  guides  are  of  aluminum.  The  coil  box 
in  which  the  partition  is  stored,  is  a  steel  housing  composed 
of  steel  angles  for  the  vertical  corners  and  the  covering 
may  be  of  any  suitable  material.  This  box  houses  the  coiled 
panel,  and  all  necessary  accessories  for  the  operation  of  the 
partition. 
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The  Twin-Coil-Wal  is  basically  the  same  as  the  Coil- 
Wal  except  that  it  has  a  series  of  pairs  of  slats  with  a  1" 
air  space  between  the  slats  and  has  a  pair  of  rollers,  each 
in  its  individual  track.  The  track  is  of  14  gauge  steel. 

INSPECTION  and  TEST:  Details  of  construction  were 
examined  by  Asst.  Engr.  J.  A.  D'arts. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  materials  known  as  Coil-Wal  and 
Twin-Coil-Wal  for  voluntary  use  in  New  York  City  as  a 
subdividing  partition  under  the  provisions  of  C26-677.0  Ad¬ 
ministrative  Building  Code,  on  condition  that  the  partition 
shall  not  be  installed  in  buildings  exceeding  ISO'-O"  in 
height  and  that  the  wall  bear  a  label,  permanently  affixed, 
reading  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  926-62-SM.” 

The  committee  further  recommends  that  the  owner-manu¬ 
facturer  to  be  known  as  New  Castle  Products  Inc.,  of  New 
Castle,  Indiana. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


932-62-SA 

APPLICANT — The  Brewda  Company  for  Hoffman  In¬ 
ternational  Corp.,  owner. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

Negative:  . . . . . . -  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  932-62-SA — The  Brewda  Company  for  Hoffman 
International  Corporation,  Long  Island  City,  New  York, 
requested  that  the  resolution  adopted  May  14,  1963  under 
Cal.  No.  932-62-SA,  be  reopened  and  amended  so  as  to  in- 
clude  an  additional  model  dry  cleaning  machine,  the  Mata¬ 
dor,  Model  70. 


DESCRIPTION :  The  Matador  70  is  similar  to  the  previ¬ 
ously  approved  Matador  35  except  that  it  has  a  larger 
washer  basket,  36  inches  in  diameter  and  28  inches  deep. 

The  cubical  content  of  the  basket  is  16.3  cubic  feet,  which, 
at  2.8  lbs.  per  cubic  foot,  gives  the  machine  a  rating  of  46 
lbs.  as  against  25  lbs.  for  the  Matador  35. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends,  that  the  resolution  adopted  May  14,  1963  under  Cal. 
fu°‘  „  -62-SA,  be  reopened  and  amended  so  as  to  include 
the  Hoffman  Dry  Cleaning  Machine,  Matador  Model  70  on 
condition  that  the  requirements  of  the  resolution  adopted 
ay  14,  1963  under  Cal.  No.  932-62-SA,  are  complied  with. 


(Sgd.)  William  A.  Nolan, 


Director 


John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


932-62-SA 

APPLICANT — The  Brewda  Company  for  Hoffman  In¬ 
ternational  Corp.,  owner. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _ _ _ ~  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  932-62-SA — The  Brewda  Company  for  Hoffman 
International  Corporation,  Long  Island  City,  New  York,  re¬ 
quested  that  the  resolution  adopted  May  14,  1963  under  Cal. 
No.  932-62-SA  be  reopened  and  amended  so  as  to  permit 
the  marketing  of  the  Hoffman  Dry  Cleaning  Machine,  Ma¬ 
tador  Models  35  and  70,  by  Reed  Brothers  Inc.,  Haddonfield 
New  Jersey  as  the  Reed-O-Mat,  Models  35  RS  and  70Rs! 
respectively. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  14,  1963  under  Cal. 
No.  932-62-SA  be  reopened  and  amended  so  as  to  permit 
the  marketing  of  Hoffman  Dry  Cleaning  Machine,  Matador 
Models  35  and  70  by  Reed  Brothers  Inc.,  of  Haddonfield 
New  Jersey  as  the  Reed-O-Mat  Models  35RS  and  70RS, 
respectively,  on  condition  that  the  requirements  of  the  re¬ 
solution  adopted  May  14,  1963  under  Cal.  No.  932-62-SA 
are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report 


564-63-SM 

^  Louis  H.  Tyndall  for  U.  S.  Expansion 

Bolt  Company,  owner. 

APPEARANCES— 

For  Applicant:  E.  C.  Belcher. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _ _  _  5 

Negative:  _  ~  __  q 

THE  RESOLUTION— 

__  Whereas,  the  report  of  a  Committee  on  Test  reads: 
564-63-SM— U.  S.  Expansion  Bolt  Corp.,  York,  Penna., 
hied  for  approval  of  the  material  known  as  Tap-It  Nylon 
Anchors  under  the  provisions  of  C26- 191.0,  Administrative 
Building  Code. 
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PROPOSED  USE:  Anchor  for  attaching  light  materials. 
DESCRIPTION:  The  anchor  consists  of  the  following  two 
components :  Nylon  body  or  shell  and  a  tempered  steel  ex¬ 
pander  or  drive  screw. 

The  anchor  operates  as  a  wood  or  sheet  metal  screw,  light¬ 
weight  toggle  bolt  in  a  plastic,  fiber  or  lead  wall  anchor. 

To  install  the  anchor  a  hole,  of  the  same  diameter  as  the 
anchor,  is  drilled  into  both  the  base  material  and  the  ma¬ 
terial  to  be  fastened;  The  anchor  through  the  object  to  be 
fastened  and  into  the  drilled  hole.  Then  tap  the  drive  screw 
with  a  hammer  and  the  anchor  is  set. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  tests  conducted  by  Pittsburgh  Testing  Labora¬ 
tory  and  V.  C.  Patterson  &  Associates,  Inc.  The  tests  were 
tension  and  shear  tests  in  concrete,  %"  plaster  board  and 
plywood.  The  complete  reports  are  on  file  with  and  are  part 
of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Tap-It  Nylon 
Anchors  for  voluntary  use  in  New  York  City  where  a  wood 
or  sheet  metal  screw,  lightweight  toggle  bolt  or  plastic, 
fiber  or  lead  wall  anchor  is  used  for  loads  not  exceeding  75 
lbs.  in  tension  and  150  lbs.  in  shear  when  installed  in  con¬ 
crete,  and  25  lbs.  in  tension  and  50  lbs.  in  shear  when  in¬ 
stalled  in  plaster,  on  condition  that  these  anchors  shall  not 
be  used  for  hanging  suspended  ceilings.  All  cartons  in  which 
the  material  is  marketed  shall  be  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  564-63-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

855-63-SM 

APPLICANT — Kwik-Wall  Company,  owner;  Styles  Prod¬ 
ucts  Company,  agent 
APPEARANCES— 

For  Applicant :  Robert  Styles. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - - 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
855-63-SM — Kwik  Wall  Company,  Springfield,  Ohio,  filed 
for  approval  of  the  material  known  as  Kwik-Wall  Portable 
Partition  under  the  provisions  of  C26-667.0  Administrative 
Building  Code. 

PROPOSED  USE:  Interior  subdividing  partition.  (Com¬ 
bustible) 

DESCRIPTION :  The  partition  is  a  moveable  wall  parti¬ 
tion.  The  panels  are  1%"  or  2%"  flush  type  with  an  alu¬ 
minum  frame.  The  1  %"  panel  consists  of  multi-layers  of 
resin  impregnated  honeycomb  core  with  sheets  of  chip¬ 
board  between  each  layer.  The  2%"  panel  has  two  separate 
panels  of  honeycomb  core  with  air  space  and  a  layer  of  felt 
between  the  laminated  faces  on  both  sides  of  each  panel. 


The  aluminum  frame  has  a  tongue  and  groove  extrusion 
with  an  implanted  rubber  seal  within  the  groove  portion  to 
provide  a  tight  fit.  The  expandable  trim  cap  on  all  panels 
and  the  expandable  side  member  on  one  end  panel  are  also 
aluminum  with  rubber  seal  implanted  to  provide  pressure 
on  top,  side  and  bottom  panel.  The  surface  finish  may  be 
natural  wood,  plywood,  plastic,  or  vinyl  finish. 

The  panel  has  a  mechanical  device  that  expands  the  top 
rail  of  all  panels  against  the  ceiling  and  the  expandable  side 
member  against  the  wall.  The  mechanism  is  operated  by  a 
crank  inserted  in  a  hub  in  the  panel. 

INSPECTION  &  TEST:  Details  of  construction  were 
examined  by  Ass’t.  Engr.  J.  A.  Darts  and  it  was  noted 
that  the  panel  could  not  be  classed  as  incombustible. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Kwik-Wall 
Portable  Partition  for  voluntary  use  in  .New.  York.  City 
under  the  provisions  of  C26-667.0  Administrative  Building 
Code,  on  condition  that  this  partition  shall  not  be  installed 
in  buildings  exceeding  lSO'-O”  in  height.  All  partitions  shall 
bear  a  label,  permanently  affixed,  reading  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  855-63-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1018-64-SA 

APPLICANT — Clayton  Manufacturing  Company,  owner. 
APPEARANCES— 

For  Applicant:  Thomas  D.  Bozza. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - - — - - —  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1018-64-SA — Clayton  Manufacturing  Co.,  El  Monte  Cali¬ 
fornia,  filed  for  approval  of  the  appliance  known  as  Clay¬ 
ton  (Steamin  Demon)  Steam  Cleaners,  various  models  un¬ 
der  the  provisions  of  C26-191.0,  Administrative  Building 
Code  and  the  Oil  Burner  Rules  of  the  Board. 
PROPOSED  USE:  Steam  cleaner. 

DESCRIPTION :  The  cleaner  consists  of  a  compartmented 
storage  tank  for  fuel  and  cleaning  solution,  an  electrically 
driven  pump,  a  single  tube  coil  type  heating  section  with 
an  atomizing  fuel  oil  burner,  and  a  hose  and  gun  for  dis¬ 
charging  the  cleaning  solution. 

The  burner  design  and  operation  is  basically  the  same  as 
the  units  approved  under  Cal.  No.  561-38-SA  for  the  same 
corporation. 

The  models  are  designated  as  follows  having  the  follow¬ 
ing  characteristics : 


Model  Number  _ 

900 

100 

200 

300 

Discharge  —  Gallons  per  hr. 

30 

90 

200 

300 

Fuel  Tank  1  "  - 

2.2 

10 

16 

24 
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Fuel  Consumption  GPH _ .55 

1.8 

3.5 

5.0 

Motor  Horsepower  _ 1/12 

1/3 

1/2 

1 

60 

60 

65 

65 

Operating  Pressure  p.s.i. _  to 

to 

to 

to 

90 

90 

100 

ICO 

All  models  are  equipped  with  a 

thermostatic 

fuel  cutoff 

which  prevents  excessive  pressure  or  temperature  due  to 
water  failure  or  dry  coil. 

The  water  entering  the  machine  in  supplied  by  city  water 
pressure  through  a  IV2"  air  gap. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts.  The  appliance 
has  been  approved  by  the  Canadian  Standards  Association. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliances  known  as  Steamin 
Demon  Models  900  and  100,  and  the  Clayton  Steam  Clean¬ 
ers  Models  200  and . 300  for  voluntary  use  in  New  York 
City  when  installed  in  fireproof  boiler  rooms  or  other  fire- 
proof  rooms  of  garages  completely  separated  from  the  gar¬ 
age  space  by  fireproof  walls,  with  entrance  to  such  room 
from  the  exterior  of  the  building  with  the  cleaning  solution 
pipe  line  containing  the  vapor  solution  only  being  permit- 
ted  to  pass  into  the  garage  and  to  be  operated  by  remote 
control,  and  the  pipe  to  be  sealed  into  the  wall.  The  appli- 
ance  bear  a  label,  permanently  affixed,  reading:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  1018-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


31-65-SA 

APPLICANT  K.  G.  Hull  for  Peerless  Maunfacturing 
Division,  Dover  Corporation,  owner;  Thermo-Dyne  Cor¬ 
poration,  agent. 

APPEARANCES— 

For  Applicant:  H.  E.  Hicks. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ _  4 

Negative:  Vice  Chairman  Kleinert  .  _  j 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
31-65-SA-  K.  G.  Hull  for  Peerless  Manufacturing,  Divi¬ 
sion  of  Dover  Corp.,  owner,  Louisville,  Kentucky,  filed  for 
approval  of  the  appliance  known  as  Peerless  Gas-Fired  Wall 
Furnace,  Models  WF-28A,  WF-36A  and  DWFS-60A,  for 
use  in  New  York  City  under  the  provisions  of  Article  12 
Chapter  26,  Administrative  Building  Code. 

PROPOSED  USE:  Vented  gas-fired  space  heating  wall 
furnace  in  frame  construction. 

DESCRIPTION :  The  Peerless  Gas-Fired  gravity  or  blow¬ 
er  operated  wall  furnace  is  designed  for  wall  mounting  be¬ 
tween  the  studding  of  an  interior  wall  and  venting  up  thru 
wall  to  the  outside  atmosphere  by  the  use  of  an  approved 
type  Vent. 


The  furnace  is  an  assembly  of  parts,  namely,  a  cabinet, 
burner,  heat  exchanger,  twin  draft  diverters,  and  controls. 

The  cabinet  is  made  of  heavy  gauge  steel  with  a  baked 
enamel  finish.  The  heat  exchanger  is  of  heavy  gauge  steel. 
The  burner  is  cast  iron  with  slotted  ports  and  is  equipped 
with  an  adjustable  air  shutter.  The  furnace  is  equipped  with 
a.  100%  automatic  safety  shutoff.  In  case  of  pilot  flame  ex¬ 
tinction,  the  gas  is  shut  off  to  the  pilot  and  to  the  main 
burner  by  the  automatic  pilot  switch  incorporated  in  the 
control.  The  controls  are  AGA  approved.  The  controls  are 
accessible  through  a  panel  door  at  the  lower  front  of  cabi¬ 
net.  A  counter-flow  booster  fan  is  available  as  an  optional 
accessory. 


These  heaters  have  been  AGA  approved  for  the  follow¬ 
ing: 


Model  No , 

WF-28A 

WF-36A 


Input  Rating 
BTU  per  hour 

28,000 

36,000 


The  above  furnaces  are  also  approved  with  an  optional 
rear  register  kit  assembly  Part  No.  WFR. 

Model  DWFS-60A  60,000  BTU/hr. 

All  above  models  also  AGA  approved  with  an  optional 
blower  assembly,  Part  No.  WFB62. 

An  optional  fan  assembly,  Part  No.  WFF62,  also  AGA 
approved  with  the  following  suffixes : 

11  Manual  100%  shutoff  in  addition  to  the  automatic 
safety  shut  off. 

13 — Snap-action  thermostat. 

15 —  Modulating  thermostat 

16—  Self-generating  control  system. 

18 — 24-volt  control  system. 

Lh e  m od e  1  DWFS-60A  is  basically  the  same  as  the  model 
WF-28A  and  WF36A,  except  it  is  designed  as  a  dual  in¬ 
stallation  equipped  with  one  set  of  controls. 

These  furnaces  are  AGA  approved  for  use  with  natural 
and  LP  gases. 

INSPECTION  AND  TEST :  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker,  Jr. 

These  furnaces  were  tested  and  approved  by  the  Ameri¬ 
can  Gas  Association  under  certificates  4- (1895.0  &  .1)  .001 
and  4-1895-1.201,  January  1964  and  Underwriters  Labora¬ 
tory. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Peerless  Gas- 
Fired  Wall  Furnace,  Models  WF-28A,  WF-36A  and 
DWFS-60A,  for  voluntary  use  in  New  York  City  under  the 
provisions  of  Article  12,  Chapter  26,  Administrative  Build¬ 
ing  Code,  and  pertinent  sections  of  the  Multiple  Dwelling 
Code  and  the  Manufacturer’s  installation  recommendations, 
provided  each  furnace  is  equipped  with  a  100%  automatic 
safety  shutoff  to  the  pilot  and  burner;  further,  that  adequate 
combustion  and  ventilating  air  must  be  provided.  Each  fur¬ 
nace  shall  bear  a  label  or  plate,  permanently  affixed,  read¬ 
ing:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  ^use  in  New  York  City  under  Calendar  Number  31-65- 
SA”. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
Thomas  W.  Farricker,  Jr. 

Asst.  Arch. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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56-65-SA 

APPLICANT— Carl  Schlenk  for  NuTone,  Incorporated, 
owner;  L.  B.  Dreifus,  agent. 

APPEARANCES— 

For  Applicant:  Carl  F.  Schlenk. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . — -  5 

Negative: . . . . . — -  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
56-65-SA— Carl  Schlenk  for  NuTone,  Inc.,  Cincinnati, 
Ohio,  owner,  filed  for  approval  of  the  appliance  known  as 
NuTone  gas  ranges,  various  models,  for  use  in  New  York 
City,  under  the  provisions  of  Article  12,  Chapter  26,  Ad¬ 
ministrative  Building  Code. 

PROPOSED  USE:  Domestic  gas  —  fired  range  for  cook¬ 
ing. 

DESCRIPTION:  The  RX— 430  Series  Deluxe,  30"  Di¬ 
vided  top  gas  range  is  a  free  standing  flush — to — wall  range 
with  an  upper  vent  hood  eye  level  controls  and  a  two-speed 
blower  system  for  exhausting  the  products  of  combustion 
and  cooking  odors  which  can  be  installed  for  vertical  or 
horizontal  discharge  to  the  outside,  or  can  be  discharged 
into  the  room  after  going  through  a  grease  and  charcoal 
filter. 

The  top  section  has  four  aluminum  top  burner  caps  and 
bases  single  purpose;  The  valves  are  Hi-Low  and  both  are 
made  by  the  Lincoln  Brass  Works.  On  the  right  front  is 
the  temperature  control  which  is  made  by  the  Harper  Wy¬ 
man  Co.,  the  grates  are  cast  iron  with  porcelain  finish,  and 
the  aeration  or  burner  bowls  are  made  of  18  gauge  alumi¬ 
num  bright  finished.  The  cooking  top  is  18  gauge  and  finished 
in  brushed  chrome.  The  input  ratings  for  the  top  burners 
are:  Two  rear  burners — 9,000  BTU  each;  Two  front  brun- 
ers — 12,000  each. 

The  oven  size  is-  24"  x  18"  x  16%  |  and  the  oven  liner 
is  made  of  20  gauge  steel  porcelain  finished.  The  main  front 
is  18  gauge  steel  welded  to  the  liner  and  finished  in  porce¬ 
lain  enamel.  The  side  panels  are  20  gauge  steel  enameled 
finish,  and  the  base  is  16  gauge  steel  enameled  finish.  The 
oven  burner  is  a  tubular  aluminized  steel  burner  and  rated 
at  22,000  BTU/hr.  for  all  gases.  The  oven  door  liner  and 
panels  are  20  gauge  steel  and  are  finished  in  brushed  chrome 
or  five  colors  of  porcelain  enamel.  This  range  has  a  glass 
oven  door  and  a  service  outlet.  The  oven  thermostat  is 
purchased  from  the  Harper-Wyman  Co.  and  the  automatic 
timer  and  clock,  5800  series,  is  purchased  from  Lux  Time 
Division.  This  series  range  is  made  with  either  universal 
orifices  for  natural,  mixed  or  LP  gases,  or  with  a  pressure 
regulator  set  for  4"  pressure  operation  with  fixed  orifices 
for  natural  gas  only. 

The  suffix  U  is  for  universal  orifices,  N,  for  natural 
gases. 

The  blower  for  the  exhaust  system  is  a  two-speed  made 
by  either  Universal  or  Redmond  motor  companies. 

RB — 410  Series. 

30"  Ventilated  Gas  Range. 

This  range  is  identical  to  the  RX-430  series  except  that 
it  does  not  have  the  thermal  eye  temperature  controlled  top 
burner,  no  automatic  timer  or  clock,  no  service  outlet,  and 
solid  oven  door  without  glass.  The  following  are  the  colors 
and  respective  model  numbers : 

RB  410  U  or  N  White  door  panels  and  cooking  top. 

RB  415  U  or  N  Turquoise  door  panels  and  cooking  top. 


RB  416  U  or  N  Pink  door  panels  and  cooking  top. 

RB  417  U  or  N  Yellow  door  panels  and  cooking  top. 

RB  418  U  or  N  Brushed  chrome  door  panels  and  cook¬ 
ing  top. 

RB  419  U  or  N  Colonial  Cooper  door  panels  and  cooking 
top. 

RB— 410  U  or  N  or  New  Series,  30"  Ventilatde  Gas  Range : 

The  CW  series  suffix  ranges  are  identical  to  the  RB — 410 
U  or  N  series  except  that  they  have  a  clock  and^  one-hour 
minute  minder  and  a  glass  window.  The  suffix  ‘C’  is  for 
clock,  and  ‘W’  for  window. 

INSPECTION  and  TEST:  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker,  Jr. 

These  appliances  except  RB-418  U  or  N  were  tested  and 
approved  by  the  American  Gas  Association.  The  certifi¬ 
cates  are  on  file  with  and  are  part  of  the  report. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  NuTone  gas 
range,  Models: 

RX— 430  U  or  N 

RB— 410  U  or  N  and  UCW  or  NCW, 

RB — 415  U  or  N  and  UCW  or  NCW. 

RB — 416  U  or  N  and  UCW  or  NCW, 

RB — 417  U  or  N  and  UCW  or  NCW, 

RB— 419  U  or  N  and  UCW  or  NCW,  for  use  in  New 
York  City  under  the  provisions  of  Article  12,  Chapter  26, 
Administrative  Building  Code  provided  that  each  unit  is 
equipped  with  a  100%,  automatic  safety  shut  off  to  the  pilot 
and  burners.  Each  unit  shall  bear  a  label  or  plate,  perman¬ 
ently  affixed,  reading:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calen¬ 
dar  Number  56-65-SA.” 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
Thomas  W.  Farricker,  Jr. 

Asst.  Arch. 
Committee  on  Test. 

Resolved,  that  the  Boarrd  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


190-65-SA 

APPLICANT— RLC  Electronics,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Philip  H.  Wright. 

ACTION  OF  BOARD — Applicance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - - — — — - 5 

Negative: - - — -  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  190-65-SA — RLC  Electronics,  Inc.,  Port  Chester, 
New  York,  filed  for  approval  of  the  appliance  known  as 
Model  S-62  Smoke  Alarm  with  R-62  Burner  Shutdown 
Control,  under  the  provisions  of  C26- 191.0  Administrative 
Building  Code. 

PROPOSED  USE:  As  a  smoke  detector  for  installation 
at  the  flue  pipe  of  heavy  oil  burning  or  soft  coal  burning 
boilers. 
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DESCRIPTION :  The  RLC  smoke  alarm  consists  of  a 
sealed  beam  light  unit,  a  photo  control  unit  and  a  burner 
shutdown  control  unit. 

The  light  and  photo  control  unit  are  suspended  on  a  1 
inch  iron  pipe  which  is  passed  through  openings  made  in 
opposite  sides  of  the  breeching  or  flue  pipe.  Holes  are  cut 
into  the  flue  below  this  pipe  support,  so  that  the  light  from 
the  G.E.  lamp  will  pass  through  the  impinge  on  the  photo- 
conductive  cell  in  the  photo  control  unit.  This  unit  is  wired 
to  the  R-62  Burner  Shutdown  Control. 

When  light  intensity  reaching  the  photo  cell  is  reduced 
by  the  passage  of  smoke  in  the  flue  gases,  then,  after  20 
seconds,  a  buzzer  alarm  will  sound  and  a  red  flashing  light 
will  signal.  If  the  excess  smoke  persists  for  1  or  2  minutes 
the  burner  control  will  operate  to  shut  off  the  burner. 

The  light  and  alarm  signal  will  continue  to  operate  until 
manually  reset  by  switch. 

This  detector  is  to  be  installed  at  a  point,  where  the  draft 
in  the  flue  pipe  is  negative. 

INSPECTION  and  TEST :  All  details  submitted  were 
examined  by  Assistant  Engineer,  G.  F.  Sklenarik. 

This  equipment  was  inspected  by  the  Department  of  Air 
Pollution  Control,  who  stated  in  a  letter  to  the  applicant 
dated  February  5,  1965,  that  the  equipmen  was  acceptable 
to  them  if  the  light  intensity  adjustment  was  placed  inside 
the  control  box  and  the  door  to  that  box  secured  with  a 
spline  head  screw. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  RLC  Electro¬ 
nics  Model  S — 62  Smoke  Alarm  with  R — 62  Burner  Shut¬ 
down  Control  for  use  in  New  York  City  when  installed  in 
accordance  with  this  report  and  to  the  satisfaction  of  the  De¬ 
partment  of  Air  Pollution  Control.  The  installation  of  such 
equipment  shall  not  interfere  with  the  operation  of  the  burner 
safety  controls  when  connected  to  a  burner  shut  off  or  in 
any  way.  with  the  draft  or  passage  of  flue  gases  through 
the  heating,  device..  The  Committee  further  recommends 
that .  each  installation  bear  a  label,  permanently  affixed, 
reading,  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  No.  190-65- 
SA." 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


191-65-SM 

APPLICANT  The  Filta  Clean  Co.,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Abe  Herzog. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative: _ ~  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
191-65-SM — The  Filta  Clean  Company,  Inc.,  Brooklyn,  New 
York,  filed  for  approval  of  the  material  known  as  Filta  Clean 


Grease  Filter  under  the  provisions  of  C26-712.0.e,  Adminis¬ 
trative  Building  Code. 

PROPOSED  USE:  Grease  filter. 

DESCRIPTION :  The  filter  is  made  of  incombustible  ma¬ 
terial.  The  frame  is  either  steel  or  aluminum  and  the  filter 
media  is  either  aluminum  or  galvanized  steel  mesh,  16  gauge. 
The  overall  thickness  of  the  filter  is  2%". 

INSPECTION  and  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts  and  it  was 
noted  that  the  filter  was  constructed  of  incombustible  ma¬ 
terial. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Filta  Clean 
Grease  Filter  for  voluntary  use  in  New  York  City  as  a 
grease  filter  when  installed  in  accordance  with  the  require¬ 
ments.  of  C26-712.0.e,  Administrative  Building  Code,  on 
condition  that  the  frame  bear  a  label,  permanently  affixed, 
reading :  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  No.  191-65- 
SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 

_  Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


491-65-SM 

APPLICANT — Louverdrape  Incorporated,  owner. 
APPEARANCES— 

For  Applicant  :  Paul  Hopewood. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ , _  5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
491-65-SM — Louverdrape,  Inc.,  Santa  Monica,  California, 
filed  for  approval  of  the  material  known  as  Louverdrape 
PVC  Vertical  Blind  Louvers  under  the  provisions  of  the 
Flameproofing  Rules  of  the  Board. 

PROPOSED  USE:  Vertical  louver  used  as  a  drapery. 
DESCRIPTION :  The  blind  is  manufactured  of  a  poly¬ 
vinyl  chloride  resin  known  as  PVC  and  is  listed  as  a  self¬ 
extinguishing  material.  The  carrier  trucks  end  caps  and 
necessary  gears  to  operate  the  blind  are  either  metal  or  self¬ 
extinguishing  plastic. 

INSPECTION  and  TEST :  The  louvers  were  tested  at 
Better  Fabrics  Testing  Bureau  in  accordance  with  the 
Flameproofing  Rules  of  the  Board.  The  material  success¬ 
fully. met  the  requirements  of  the  Rules.  The  complete  re¬ 
port  is  on  file  with  and  is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Louverdrape 
PVC  Vertical  Blind  Louvers  for  voluntary  use  in  New  York 
City  as  a  Venetian  blind  or  as  a  drapery  as  meeting  the 
test  requirements  of  the  Flameproofing  Rules  of  the  Board, 
on  condition  that  all  cartons  or  containers  in  which  the  ma¬ 
terial  is  marketed  shall  be  labeled :  “Approved  by  the  Board 
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of  Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  491-65-SM”,  and  further  that  any  tests  or  retests 
shall  be  in  accordance  with  the  Flameproofing  Rules  of  the 
Board. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1044-64-SA 

APPLICANT — Westinghouse  Electric  Corporation,  owner. 

SUBJECT — Application  October  21,  1964  —  Westinghouse 
Type  “Y”  Year  Round  Commercial  Air  Conditioning  and 
Heating  System,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - -  5 

Negative:  . . . . 0 


201-64-A 

APPLICANT — Joel  A.  Miele  for  Jene  G.  Miele  Associates 
for  Jerome  Bed  Company,  Incorporated,  owner. 
SUBJECT — Application  February  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 288-290  Logan  Street,  west 
side,  204  feet  10%  inches  south  of  Atlantic  Avenue,  Block 
4153,  Lot  48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE — 

Affirmative : _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  6,  1961  and  February  3,  1964  on 
Order  No.  5411-1,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapt.  26-1336.0  Adm.  Code,  Section  280  Labor  Law, 
Cl 9-161.0.  Admin.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
*pected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  they  found  the  use  and 
occupancy  to  be  hazardous. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  November  6,  1961,  and  February  3,  1964,  acting  on 
Order  No.  5411-1,  Objection  No.  1  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


Applicant  has  been  notified  twice  to  be  present  at  hearings 
and  has  not  appeared. 


518-64-A 

APPLICANT — Irving  P.  Marks  for  Fulton  Strand  Cor¬ 
poration,  owner;  Strand  Bowling  Center  (Subsidiary  Met 
Sport  Centers,  Incorporated,)  Lessee. 

SUBJECT — Application  May  13,  1964— Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 647-649  Fulton  Street,  33-49 
Rockwell  Place,  northeast  corner,  204-210  Ashland  Place, 
Block  2095,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  I.  P.  Marks. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  -  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . — - -  5 

THE  RESOLUTION— 

Whereas,  the  modification  of  the  Fire  Commissioner, 
dated  May  24,  1963  on  Order  No.  530-3  reads: 

“Recent  re-evaluation  by  Chief  Officer  of  this  depart¬ 
ment  disclosed  that  sprinkler  order  No.  530-3.  will  be 
rescinded  provided  the  following  recommendations  are 
complied  with : 

1.  Install  approved  thermostatic  alarm  system  con¬ 
nected  to  central  station  throughout  2nd  and  3rd 
floors. 

2.  Provide  automatic  wet  sprinklers  over  the  following 
areas : 

(a)  3rd  floor — 1.  Storage  area  behind  Pine  setting 

machines 

2.  South  End,  over  cooking  area. 

(b)  2nd  floor — 1.  Mechanics’  shop 

2.  Porters’  room 

3.  Cooking  area.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied;  and 
Whereas,  the  Board  finds  that  in  this  case  the  modified 
order  of  the  Fire  Commissioner  should  be  complied  with. 

Resolved,  that  the  modified  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  24,  1963  acting  on  Order  No.  530-3, 
Items  1  and  2,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


627-64-A 

APPLICANT — Abraham  Grossman  for  Mid-Town  Prop¬ 
erties,  Inc.,  owner. 

SUBJECT — Application  June  9,  1964  —  Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 68  West  37th  Street,  south  side, 
70  feet  east  of  Avenue  of  the  Americas,  Block  838.  Lot 
86,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abrham  Grossman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein _ _ _ _ _  5 

Negative:  _ _ _ _ _  q 


THE  RESOLUTION— 

\\  hereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  23,  1963  and  May  13,  1964  on  Order 
No.  4002-3,  reads: 

1.  Install  ^  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Ch.  26,  Art.  16,  Adm.  Code. 

Section  280-LL.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Fire  Commissioner,  dated 

S^b-,er^3-’  1963'  and  May  13>  1964>  actin&  on  0rder  No. 
4002-3,  Objection  No.  1  and  that  the  appeal  be  and  it  here¬ 
by  is  granted,  on  condition  the  building  conforms  to  draw¬ 
ings  filed  with  this  application  marked  “Received  Septem¬ 
ber  15,  1965,”  six  sheets ;  on  the  further  condition  that  a  non¬ 
automatic  sprinkler  system  shall  be  installed  throughout  the 
cdlar ;  that  an  automatic  fire  alarm  system  with  central 
office  connection  shall  be  installed  throughout  the  building 
and  that  the  ceilings  on  all  floors,  except  the  roof,  shall  be 
fire-retarded  with  Fire  Code  #60. 


801-64-A 

APPLICANT — Michael  Rabinowicz  for  Jerome  Robert 
Realty  Corporation,  owner. 

SUBJECT  Application  July  24,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 232  East  118th  Street,  south 
side,  210  feet  west  of  2nd  Avenue,  Block  1667,  Lot  33 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  N.  Korche. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative: _ _ _ _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein.  _ _ _ 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  14,  1964  on  Order  No.  3981-4,  reads : 

“1.  Provide  an  approved  automatic  dry  sprinkler  sys¬ 
tem  throughout  the  building  arranged  and  equipped 
as  per  Chapt.  26  -  1339.2.a  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 
and 


Whereas,  the  premises  and  surrounding’  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  because  of  the  heavy  fire  load  in¬ 
accessibility,  for  fire  fighting  and  lack  of  ventilation. 


Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  14,  1964,  acting  on  Order  No.  3981-4,  Objection 
Wo;  }  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


898-64-A 


APPLICANT — John  A.  Dwyer  for  New  York  Life  Insur¬ 
ance  Company,  owner;  Flushing  Meadows  Bowling  Cen¬ 
ter,  Inc.,  lessee. 

SUBJECT — Application _  September  1,  1964— Appeal  from 

an  .°,r  ,er  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 61-18  to  61-40  190th  Street 
and  northeast  corner  of  188th  Street  and  73rd  Avenue! 
Que^  4  (formerly  2),  Flushing,  Borough  of 

APPEARANCES— 

For  Applicant:  John  A.  Dwyer. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ _  4 

Negative:  Commissioner  Fox _ ~  j 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
sioner,  dated  January  15,  1963  and  August  11,  1964  on 
Order  No.  320-3,  reads: 

1.  Install  an  aproved,  wet  automatic  sprinkler  system 
throughout  Bowling  Alley  area  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
per  Chapter  26-1336.0  Administrative  Code. 

C19-161.0a  Administrative  Code.” 
and 


*  '  -J  •  LUC  clcclbion 
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July  15,  1963  on  Order  No.  320-3,  reads: 

“In  reply  to  your  letter  of  May  21,  1963  relative  to 
Urder  #320-3.  for  the  installation  of  an  approved  wet 
automatic  sprinkler  system  throughout  the  Bowling 
Alley  area  of  the  subject  premises,  please  be  advised 
that  this  matter  has  been  re-evaluated  and  considerd 
by  the  staff  at  this  office. 

Iu  k/ii  be<rn  dec^ed  that  this  Department  will  accept 
the  following  in  lieu  of  the  ordered  sprinkler  system. 

1)  Install  an  aproved  thermostatic  fire  alarm  system 
throughout  the  entire  area  used  by  the  bowling 
alley  establishment.  Such  system  must  be  connected 
to  a  supervised  fire  alarm  service  company. 

2)  Install  automatic  wet  sprinkler  system  protection 
in  the  following  areas : 

a)  Over  the  stove  in  the  kitchen. 

b)  In  the  mechanics  room. 

c)  ‘Ball’  shop. 

d)  Porters  room. 

e)  Nursery.” 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

^solved,  that  the  decision  of  the  Fire  Commissioner, 

OrdPr  JMnUa?™  \5’  A?63’  and  August  11,  1964,  acting  on 
°  ^  ^‘j3?'3,  ,0bjectlon  Na  1>  be  and  Jt  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Reiceived  September  1,  1964”  one 
sheet,  and  ‘November  4,  1965,”  two  sheets  on  further  con- 
dition  that  the  modified  order  and  decision  of  the  Fire 
Commissioner,  dated  July  15,  1963,  on  Order  No.  320-3 
items  1  and  2,  shall  be  complied  with. 


957-64-A 

APPLICANT— 1105  Bowling  Corporation  d/b/a 
wood  Lanes  for  100  Elmwood  Realty  Corporation, 


Elm- 

owner. 
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SUBJECT— Application  September  22,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1105  McDonald  Avenue,  west 
side,  140  feet  north  of  Elmwood  Avenue,  Block  65U4, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Eleanor  J.  Franke. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - — — - —  3 

Negative:  — - — - — - ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  11,  1963  and  September  15,  1964  on 
Order  No.  0264-3,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  area  used  for  bowling  alley  having  at 
least  one  source  of  water  supply,  arranged  and 
equipped  as  per  Chapter  26-1336.0  Administrative 
Code,  C19-161.0a  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  11,  1963,  and  September  15,  1964,  acting  on 
Order  No.  0264-3,  Objection  No.  1.  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  September  22,  1964,  one 
sheet;  and  the  further  condition  that  a  non-automatic 
sprinkler  system  be  installed  over  the  seating  area ;  that 
wet  automatic  sprinkler  heads  be  installed  over  the  grill 
and  in  the  kitchen,  supplied  from  the  domestic  water  sup¬ 
ply;  that  an  automatic  fire  alarm  system  with  central  office 
connection  be  installed  throughout  the  building. 


988-64-A 

APPLICANT— David  Balzam  for  Polansky  Holding  Corn- 
owner;  283  Food  Corporation,  lessee. 

SUBJECT— Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 283  East  204th  Street,  north¬ 
west  corner  of  Perry  Avenue,  Block  3341,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  David  Balzam. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  - - -  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  24  and  September  25,  1964  on  Order 
No.  358-4,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system  in 
cellar,  having  at  least  one  source  of  water  supply, 


arranged  and  equipped  as  per  Chapt.  26-1371.3b. 
Ch. 19.161.0a  dm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  24,  1964,  and  September  25,  1964, 
acting  on  Order  No.  358-4,  Objection  No.  1,  be  and  it 
hereby  is  modified  3.nd  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings  filed 
with  this  application  marked  “Received  September  30,  1964, 
four  sheets;  and  on  the  further  condition  that  a  non-auto¬ 
matic  sprinkler  system  shall  be  installed  throughout  the 
cellar  of  the  supermarket,  and  that  an  automatic  fire  alarm 
system  with  central  office  connection  be  installed  throughout 
the  building. 


989-64-A 

APPLICANT— David  Balzam  for  Arlington  Holding  Com¬ 
pany,  owner ;  Royal  Gunhill  Corporation,  lessee. 
SUBJECT— Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 1240  East  Gunhill  Road,  south¬ 
east  corner  of  Throop  Avenue,  Block  4618,  Lots  25,  27, 
28,  30,  31  and  32,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  David  Balzam. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — . - -  3 

Negative : - — — - - -  ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  18,  1964  and  September  25,  1964  on 
Order  No.  1516-4,  reads  : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar  and  1st  floor  of  supermarket, 
arranged  and  equipped  as  per  Ch.  26,  Art.  16,  Admin. 
Code. 

Ch. 19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com- 
missioner,  dated  March  18,  1964,  and  September  25,  1964, 
acting  on  Order  No.  1516-4,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
filed  within  this  application  marked  “Received  September 
30,  1964,”  four  sheets;  on  the  further  condition  that  a  non¬ 
automatic  sprinkler  system  be  installed  throughout  the 
supermarket  cellar,  and  that  an  automatic  fire  alarm  system 
with  central  office  connection  be  installed  throughout  the 
building. 


724-65-A 

APPLICANT— Abraham  I.  Kirschenbaum  for  Peter  For¬ 
rest,  owner;  Take  Three  Enterprises,  Incorporated,  lessee. 

SUB  TECT— Application  June  22,  1965  —  Review  of  a 
decision  of  the  Boough  Superintendent  re-  zoning  matter. 


1347 


MINUTES 


PREMISES  AFFECTED — 149  Bleecker  Street,  north  side 

57.2  feet  east  of  Thompson  Street,  Block  537,  Lot  36,’ 

Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  I.  Kirschenbaum. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein  _ _ _ _ _ 5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  May  25,  1964  and  May  28,  1965  on  Alt.  Applic.  1847- 
60,  reads : 

“At  the  time  of  approval  of  Alt.  Applic.  1847  of  1960, 
when  the  first  floor  was  converted  from  an  office  to  a 
restaurant,  the  zoning  was  Local  Retail.  A  license  for 
Coffee  House’  would  not  have  been  permitted  as  of 
right  at  that  time  nor  on  April  11,  1963  when  Certifi¬ 
cate  of  Occupancy  57503  was  issued. 

Uoffee  House’  use  was  not  legally  obtainable  prior  to 
December  15,  1961  and  your  request  for  aproval  of 
such  use  is  herewith  denied.” 

and 

Whereas,  this  application  for  a  review  of  a  decision  by 
the  Borough  Superintendent  has  been  studied  and  discussed 
by  the  Board,  and 

Whereas,  the  Board  finds  that  the  Borough  Superin¬ 
tendent  was  correct  in  statements  in  his  decision, 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  25,  1964, .  and  May  28,  1965  acting  on  Alt. 
Applic.  1847-60,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


770-65-A 


APPLICANT — Frederick  Saphier  for  Grand  Union  Com¬ 
pany,  Incorporated,  owner. 


SUBJECT  Application  July  12,  1965  —  Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED — 3151  Westchester  Avenue 
sjde,  265.92  feet  south  of  Wilkinson  Avenue,  Block 
4235,  Lots  45,  46,  50,  51,  52,  53,  55,  57,  Borough  of  The 
Bronx. 


APPEARANCES— 

For  Applicant:  Frederick  Saphier. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  _ _ _ _ 

Absent :  Chairman  Foley _  _  _  j 

THE  RESOLUTION— 


a  !^iHETRfS'ii^eiif's'on  t^le  Borough  Superintendent, 
dated  July  12,  1965  on  N.B.  pplic.  974-64. 

“1.  Where  space  is  provided  along  side  lot  line  in  a 
C2-2  district,  it  must  be  8'-0"  min.  width  at  every 
point  as  per  Sect.  33-25  of  the  Zoning  Resolution. 
Note:  Since  canopy  is  a  permitted  obstruction  in 
side  yard,  side  yard  width  must  still  comply 
with  Z.R.” 
and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  12,  1965,  acting  on  N.B.  Applic.  974-64,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  reversed  for  the  reason 
that  the  Board  does  not  consider  this  passageway  to  be 
a  side  yard  within  the  meaning  of  the  Zoning  Resolution, 
and  that  the  appeal  is  hereby  granted,  approving  the  exist- 
ence  of  the  open  exit  passage  on  the  north  side  of  the 
building  adjacent  to  the  lot  line,  with  the  width  of  3  feet, 
9  inches  at  one  end  and  4  feet,  one  inch  at  the  other  end’ 
as  shown  on  plans  filed  herewith  marked  “Received  July 
26,  1965  ,  2  sheets,  on  condition  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


872-65-A 


APPLICANT— Harry  Halbreich  for  Arnold  E.  Lynn 
owner. 

SUBJECT  Application  August  13,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
air  sports  structure  made  of  nylon  fabric.” 

PREMISES  AFFECTED — 174-31  125th  Avenue,  north¬ 
east  corner  of  Merrill  Street,  Block  12516,  Lot  106, 
Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Harry  Halbreich. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissionei  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative:  _ _ _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  15,  1965  on  Alt.  Applic.  1138-65,  reads: 

“2.  Proposed  ‘Air  Sports  Structure  made  of  Nylon 
Fabric,’  which  is  structurally  supported  by  means 
of  air  pressure  differential  between  exterior  &  in¬ 
terior  surfaces,  requires  approval  by  the  Board  of 
Standards  &  Appeals.  C26-191.0  A.C.” 
and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
dated  July  15,  1965,  acting  on  Alt.  Applic. 
llJo-65,  Objection  No. .2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
structures  conform  to  drawings  filed  with  this  application 
marked  Received  August  13,  1965,”  two  sheets  and  “No¬ 
vember  9,  1965,”  three  sheets. 


886-65-A 

APPLICANT — Lester  G.  Knopping  for  Fred  C.  Trump 
owner;  Triangle  Men’s  Store  Incorporated,  lessee. 

SUBJECT— Application  August  23,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
discontinue  storage  and  sale  of  ammunition  and  gun¬ 
powder. 

PREMISES  AFFECTED — 486-530  Neptune  Avenue  south¬ 
east  corner  of  West  5th  Street,  Block  7273,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lester  G.  Knopping 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


1348 


MINUTES 


THE  VOTE— 

Affirmative:  Vice  Chairman  Kleinert,  Commissioner  Fox 
and  Commissioner  Becker  -  3 

Negative:  - - - - 7 - - : -  ® 

Absent:  Chairman  Foley  and  Commissioner  Klein  —  2 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  dated  May  28  and  August  4,  1965  o  nOrder  No.  4107- 
5,  reads : 

“1.  Discontinue  storage  and  sale  of  ammunition  and 

gunpowder  restrictions — 

(a)  No  permit  shall  be  issued  for  the  storage  and 
sale  of  black  powder,  blasting  powder  or  smoke¬ 
less  powder  in  any  building; 

(b)  Where  paints  varnishes  or  lacquers  are  manu¬ 
factured  stored  or  kept  for  sale.  C19-35.0  F  5 ; 

(c)  Where  matches,  rosin,  turpentine  petroleum  or 
any  liquid  product  thereof,  hemp,  cotton  fire¬ 
works  or  other  articles  of  a  highly  inflammable 
or  combustible  nature  are  manufactured  or 
stored  for  sale.  C19-35.0  F  6 ; 

(d)  No  permit  for  the  storage  and  sale  of  ammuni¬ 
tion  in  excess  of  200  small  arms  cartridges  shall 
be  issued  for  any  premises  which  are  used  as  a 
drug  store,  paint  store,  pawn  shop  or  stationery 
store.  C  19-38.0  d  2.” 

and 

Whereas,  this  appeal  has  been  considered  and  discussed 
by  the  Board. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  28,  and  August  4,  1965,  acting  on 
Order  No.  3107-5,  Objection  No.  1  (a),  (b),  (c)  and  (d), 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  all  equipment  and  the 
layout  of  the  store  shall  be  as  shown  on  plan  received  with 
this  application  marked  “Received  August  23,  1965”,  one 
sheet;  that  the  maximum  amount  of  ammunition  of  all 
kinds  shall  be  limited  to  one  hundred  thousand  rounds; 
that  the  ammunition  shall  be  kept  in  steel  cabinets  under 
lock  and  key,  and  under  the  control  of  a  competent  person ; 
and  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


629-64-A 

APPLICANT — Minnie  Dick  for  First  27  Howard  Realty 
Corporation,  owner. 

SUBJECT — Application  June  9,  1964  —  Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 27  Howard  Street,  south  side, 
187  feet  west  of  Lafayette  Street,  Block  209,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  A.  Dick. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Application  withdrawn,  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ _ ..._  0 


SUBJECT — Application  reopened  September  21,  1965  — 
re  Appeal  from  an  order  and  a  decision  of  the  Fire  Com¬ 
missioner  re  sprinkler  system  and  a  decision  of  the  Bor¬ 
ough  Superintendent  re  egress. 

PREMISES  AFFECTED— 309-315  West  123rd  Street 
and  258-264  St.  Nicholas  Avenue,  northeast  corner,  Block 
1950,  Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1965, 
at  2  P.M.  for  inspection  and  decision.  Hearing  closed. 


739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Road  Building 
Co.,  owner. 

SUBJECT — Application  September  20,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 1465-1467  Broadway  and  597- 
599  7th  Avenue,  southwest  corner,  and  158-162  West  42nd 
Street,  Block  5994,  Lot  58,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mrs.  William  S.  Shary. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.  Applicant  is  to  report  to  Board  on  status  of 
the  building. 


492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT — Application  May  7,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  950  feet 
west  of  3rd  Avenue,  Piers  B  and  C,  East  River,  Block 
635,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  P.  Broz. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1965, 
at  2  P.M.  for  inspection  and  decision.  Hearing  closed. 


493-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT — Application  May  7,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  P.  Broz. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1965, 
for  inspection  and  decision.  Hearing  closed. 


183-61 -A— Vol.  II 

APPLICANT — Abraham  Grossman,  for  Realty  Control 
Corporation,  owner. 


721-64-A 

APPLICANT — Reavis  and  McGrath  for  Daso  Realties, 
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Incorporated,  owner ;  Alexander’s  Department  Stores 
Incorporated,  lessee. 

SUBJECT  Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 2235  Webster  Avenue,  south¬ 
west  corner  of  East  182nd  Street,  Block  3143,  Lot  65, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  2  P.M.  for  decision  at  the  request  of  the  applicant. 
Hearing  previously  closed.  Applicant  is  to  submit  revised 
drawings. 


888-64-A 

APPLICANT  399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT— Application  August  27,  1964— Appeal  from  an 
order  of  the  Fire  Commissioner,  re  sprinkler  system. 

AFFECTED — 399-401  First  Avenue  (Front 

^  1  ?mng^  TSt  S1le’  74'0%  feet  north  of  East  23rd  Street, 
Block  929,  Lots  32  and  33,  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Richard  Birnbaum. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
^ETION  OF  BOARD— Laid  over  to  January  4,  1966,  at 

2  H.M.  tor  hire  Department  to  investigate  and  serve  new 
order. 


Hebrew  Home  and  Hospital  for  the  Aged,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system,  and  fireproof  swinging  doors. 

PREMISES  AFFECTED — 2811-282 7  Riegelman  Board- 
walk  and  3023-3047  West  29th  Street,  northeast  corner. 
Blocks  7068,  Lots  30,  33,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  Schuman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1008-64-A 

APPLICANT— Bernard  William  Krohn  for  Maco  Realty 
Corporation,  owner;  Scheck  Bros,  lessee. 

SUBJECT  Application.  October  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 886-904  Dahill  Road,  1-5  Ave¬ 
nue  I,  northwest  corner,  Block  5457,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  S.  Geiser. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1965, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant. 


889-64-A 


APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT— Application  August  27,  1964— Appeal  from  a! 

order  of  the  Fire  Commissioner,  re  sprinkler  system. 
PREMISES  AFFECTED — 399  First  Avenue,  (Rea 
Building)  west  side,  74.0%  feet  north  of  East  23n 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Manhattan 
APPEARANCES— 


For  Applicant:  Richard  Birnbaum. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
AETION  OF  BOARD— Laid  over  to  January  4,  1966,  at 
2  P.M.  for  hire  Department  to  investigate  and  serve  new 
order. 


890-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT  Application  August  27,  1964 — Appeal  from  an 
order  of  the  Fire  Commissioner,  re  sprinkler  system. 

PREMISES  AFFECTED — 401  First  Avenue,  (Rear  Build- 
mg)  west  side.  74.0%  feet  north  of  East  23rd  Street, 
Block  929,  Lots  32  and  33,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Richard  Birnbaum. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  4,  1966,  at 
2  P.M.  for  Fire  Department  to  investigate  and  serve  new 
order. 


993-64-A 

APPLICANT  Schuman  and  Lichtenstein  for  Brooklyn 


1010-64-A 

APPLICANT— Swingline,  Inc.  for  Lenmur,  Incorporated, 
owner ;  Swingline,  Inc.,  lessee. 

SUBJECT  Application  October  9,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re  installation  of 
Ransburg  Automatic  No.  2  electrostatic  spray. 

PREMISES  AFFECTED — 32-01  Queens  Boulevard,  north 
side,  32-00  Skillman  Avenue,  south  side,  entire  block 
bounded  by  Queens  Boulevard,  Skillman  Avenue,  Van 
Dam  Street  and  32nd  Place,  Block  245,  Lot  9,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Merwin  Lewis. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at .  2  P.M.  to  consider  the  general  approval  of  the  ma¬ 
chine,  and  for  inspection  and  decision;  hearing  closed. 


1128-64-A 

APPLICANT — Reavis  and  McGrath  for  Adda  Real  Es¬ 
tate  Corp.,  owner ;  Bond’s  Clothing  Store,  lessee. 

SUBJECT — Application  November  12,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1530  Broadway,  southeast  cor¬ 
ner  of  West  45th  Street,  Block  997,  Part  of  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1965 
at  2  P.M.,  for  decision. 
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1181-64-A 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bertram  F.  and  Corella  A.  Bonner,  owners. 
SUBJECT— Application  November  30,  1964-^Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFFECTED— 413-435  East  55th  Street,  north 
side,  145  feet  west  of  Sutton  Place  South,  Block  1367, 
Lot  6,  Borough  of  Manhattan. 

appearances— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTIO  NOF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant. 


1183-64-A 

APPLICANT— The  New  York  Association  For  The  Blind, 
owner. 

SUBJECT— Application  November  30,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 31-65  46th  street,  east  side, 
90  feet  9  inches  south  of  Newtown  Road,  46-10  Newtown 
Road,  Block  724,  Lot  14,  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Kenney. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
at  2  P.M.  for  applicant  to  submit  further  data  on  evacua¬ 
tion  and  for  decision. 


657-65-A 

APPLICANT— Abraham  Grossman  for  A  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  June  4,  1965  —  Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  exits. 

PREMISES  AFFECTED— 101  Prince  Street,  north  side, 
75  feet  east  of  Greene  Street,  Block  513,  Lot  36,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  2  P.M.  for  inspection  and  decision. 


913-65-A 

APPLICANT — Cullen  and  Dykman  for  The  Brooklyn 
Savings  Bank,  owner. 

SUBJECT — Application  September  7,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 328-338  Fulton  Street,  211 
Montague  Street,  northwest  corner,  162  Pierrepont  Street, 
Block  244,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Thomas  M.  Lamberti. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  2  P.M.  Applicant  to  consider  and  report  to  the  Board 
on  the  installation  of  a  COjj  system  in  place  of  a  water 
sprinkler  system. 


976-65-A 

APPLICANT— Edward  Giaimo  for  209  East  59th  Street 
Corporation,  owner. 

SUBJECT— Application  September  24,  1965  —  Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variation  of  Section  231  of  the  Multiple  Dwelling  Law  re¬ 
means  of  egress. 

PREMISES  AFFECTED— 209  East  59th  Street,  north 
side,  115  feet  east  of  Third  Avenue,  Block  1414,  Lot  105, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  Giaimo. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1965, 
at  2  P.M.  for  inspection  and  decision.  Hearing  closed. 


Adjourned:  4:35  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

FRIDAY  MORNING,  NOVEMBER  12,  1965 

Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein. 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT — Application  November  14,  1963  —  Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Burma  Shaving  Lather). 

APPEARANCES— 

For  Applicant:  Everett  Willis,  William  T.  Lifland  and 
Stephan  J.  Kushel. 

For  Administration:  Chief  James  J.  Brennan,  Chief 
George  Kelly,  Lieut.  E.  Silhan,  Chief  Inspector  H.  L. 
Bernstein,  N.Y.C.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1965, 
10  A.M.,  for  decision.  Hearing  closed. 


896-63-A 

APPLICANT — The  Gillett  Company,  owner. 

SUBJECT — Application  November  15,  1963  —  Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray  and 
White  Rain  Hair  Spray.) 

APPEARANCES— 

For  Applicant:  Everett  Willis,  William  T.  Lifland  and 
Stephan  J.  Kushel. 

For  Administration:  Chief  James  J.  Brennan,  Chief 
George  Kelly,  Lieut.  E.  Silhan,  Chief  Inspector  H.  L. 
Bernstein,  N.Y.C.  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  10,  1965, 
10  A.M.,  for  decision.  Hearing  closed. 


897-63-A 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts  (Colgate-Palmolive  Various  Pressurized  Products.) 
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MINUTES 


APPEARANCES— 

For  Applicant:  Everett  Willis,  William  T.  Lifland  and 
Stephan  J.  Kushel. 

For  Administration:  Chief  James  J.  Brennan,  Chief 
George  Kelly,  Lieut.  E.  Silhan,  Chief  Inspector  H.  L. 
Bernstein,  N.Y.C.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1965, 
10  A.M.,  for  decision.  Hearing  closed. 


Adjourned  10:40  A.M. 


James  P.  Mulroy,  Secretary 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  September  14,  1965,  as 
they  appeared  in  Bulletin  38,  Vol.  50,  are  hereby  corrected 
to  read  as  follows : 


985-40-SM — Vols.  I,  II  &  III 


APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  Donald  K.  Busch. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative:  _ 0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

985-40-SM— -Vols.  I,  II  &  III — Amendment  to  resolution 
as  to  additional  trade  name. 


National  Gypsum  Company,  Buffalo,  New  York,  requested 
that  the  resolution  adopted  October  22,  1940  and  amended 
at  various  times  through  September  15,  1964,  under  Cal. 
No.  985-40-SM — Vols.  I,  II  &  III,  be  reopened  and  amended 
so  as  to  permit  the  approved  material  to  be  marketed  under 
an  additional  trade  name. 


PROPOSED  USE:  Incombustible  acoustical  metal  pan. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture  of  the  metal  pans. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  the  resolution  adopted  October  22,  1940  and 
amended  at  various  times  through  September  15,  1964 
under  Cal.  985-40-SM— Vols.  I,  II  &  III,  be  reopened  and 
amended  so  as  to  permit  the  approved  acoustical  metal  pan 
to  be  marketed  by  Celotex  Corp.,  under  the  trade  name  of 
Acousteel,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  October  22,  1940,  and  amended  at  various 
times  through  Sept.  15,  1964  under  Cal.  985-40-SM— Vols. 
I,  II  &  III,  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

*  Correction — In  the  Recommendation  section  line  7,  the 
word  Acoustical  is  corrected  to  read  Acousteel. 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  5,  1965,  as  they 
appeared  in  Bulletin  No.  41,  Vol.  50,  are  hereby  corrected 
to  read  as  follows: 

725-24-BZ— Vol.  IV 

APPLICANT — Max  Siegel  Associates  for  George  Lax, 
Executor. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
January  10,  1965  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section  7e 
and  21  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  offices,  warehousing  and  distribution 
of  photographic  products  and  its  incidental  processing  and 
packaging. 

PREMISES  AFFECTED— 321-343  West  54th  Street, 
north  side,  275  feet  east  of  9th  Avenue,  Block  1045,  Lots 
12  and  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  Me  Hronec. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative: _ q 

THE  RESOLUTION— 

Whereas,  on  January  10,  1950,  this  application  (Vol. 
Ill)  was  granted  by  the  Board  on  certain  conditions  and 
thereafter  amended  on  May  4,  1954;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965,  acting  on  Alt.  Applic.  No.  1039/1965, 
reads : 

“4.  Revised  as  per  amendment  of  July  8,  1965. 

Proposed  use  of  wholesale  photographic  developing 
and  printing  establishment  with  accessory  uses  of 
offices,  receiving  warehousing  &  shipping  U.G.  16  D 
is  not  permitted  as  per  Sec.  32-25  Z.R.  and  is  not 
in  conformance  with  Cal.  _  725-24-BZ  of  the  Board 
of  Standard  &  Appeals  which  expired  Jan.  10,  1965.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  10,  1950, 
as  amended  on  May  4,  1954  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  it  shall  read : 

granted  for  a  term  of  ten  (10)  years  from  the  date 
of  this  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 

♦  Correction :  In  the  Resolution  section  above  the  matter  in 
italics  has  been  added  to  correct. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appera. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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NOTICE 

Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  “BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 —  Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 

2 —  Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8"  x  10”  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3 —  Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

4 —  A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  maiL  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 


Notice. 

Docket. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Novem¬ 
ber  16,  1965,  Affecting  Calendar  Numbers — 642-54-BZ, 
16-58-BZ,  338-65-BZ,  553-65-BZ,  554-65-BZ,  825-65- 
BZ,  839-65-BZ,  861-65-BZ,  865-65-BZ,  895-65-BZ,  907- 
65-BZ,  908-65A,  529-52-BZ— Vol.  II,  599-54-BZ,  661- 
65-BZ,  826-65-BZ,  827-65-BZ,  864-65-BZ,  965-65-A, 
899-65-BZ,  900-65-A,  939-65-BZ,  994-65-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Noon,  November 
16,  1965,  Affecting  Calendar  Numbers — 73-43-A,  563- 
65-A,  576-65-A,  604-48-BZ— Vol.  Ill,  770-58-BZ— VoL 


II,  923-59-BZ,  329-60-BZ,  1802-61-BZ— Vol.  II,  1980- 
61-BZ,  299-63-BZ,  204-24-BZ— Vol.  Ill,  826-49-BZ, 
995-54-BZ,  4253-BZY. 

Minutes  of  Regular  Meeting  Tuesday  Afternoon,  No¬ 
vember  16,  1965,  Affecting  Calendar  Numbers — 839- 
64-A,  157-64-A,  725-64-A,  980-64-A,  981-64-A,  1004-64- 
A,  1014-64- A,  1026-64-A,  1038-64-A,  1202-64-A,  1203- 

64-  A,  1204-64-A,  1205-64-A,  1206-64-A,  973-65-A,  976- 

65- A,  1070-65-A,  572-64-A,  961-64-A,  1015-64-A,  1017- 

64- A,  102 1-64- A,  1022-64-A,  1025-64- A,  1060-64- A, 

1128-64-A,  796-65-A,  909-65-A,  996-65-A,  1052-65-A, 

and  220-64-SM. 

Corrections  Affecting  Calendar  Numbers — 1541-61-A  — 
Vol.  II,  121-BZX— Vol.  II  and  253-BZX— Vol.  II. 
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DOCKET 

New  Cases  Filed  Up  to  November  16,  1965 

Cal.  No.  Dept.  Premises  Affected 

1144-65- A — F.D. — 259  East  72nd  Street,  northwest  cor¬ 
ner  of  2nd  Avenue,  Block  1427,  Lots  22  and  23,  Borough 
of  Manhattan,  F.D.  Order  307-5,  re  Sprinkler  System. 


1145-65-A — B.Bx. — 921  Sherman  Avenue,  northside,  103 
feet  south  of  East  163rd  Street,  Block  2454,  Lot  30,  Bor¬ 
ough  of  The  Bronx,  B.N.  1020-64,  re  Egress,  exit  en¬ 
closure,  Section  C26-273.d  and  C26-292.h  Administrative 
Code. 


1146-65-BZ — B.Q. — 33-37  Farrington  Street,  east  side, 
360  feet  north  of  35th  Avenue,  and  34-22  Linden  Place, 
Block  4950,  Lots  18,  20,  22,  87,  89  and  91,  Flushing,  Bor¬ 
ough  of  Queens,  N.B.  1976-65  re  Factory  and  Ware¬ 
house,  Section  43-204,  Zoning  Resolution. 


1147-65-A — F.D. — 1331-1339  St.  Nicholas  Avenue,  south¬ 
west  corner  of  West  177th  Street,  Block  2144,  Lot  49, 
Borough  of  Manhattan,  F.D.  Order  4868-5  re  Sprinkler 
System. 


1148-65-BZ — B.R. — 1091  Hylan  Boulevard,  northwest 
corner  of  Stueben  Street,  Block  3229,  Lot  63,  Grasmere, 
Borough  of  Richmond,  N.B.  2565-65,  re  Automotive  Ser¬ 
vice  Station,  Section  32-10  Zoning  Resolution. 


1149-65-SM — Armstrong  Cork  Company,  Armstrong 
Vinyl  Corlon  Tile,  Challeau-Travertine,  manufactured 
by  Armstrong  Cork  Company,  Material. 


1150-65-A — F.D. — 1644  York  Avenue,  east  side,  8  feet 
and  10  inches  south  of  East  87th  Street,  Block  1583,  Lot 
2,  Borough  of  Manhattan,  S.D.  Order  5621-4  re  Sprink¬ 
ler  System. 


1151-65-BZ — B.Bx. — 9 19  Adee  Avenue,  northwest  corner 
of  Radcliff  Avenue,  Block  4574,  Lot  1,  Borough  of  The 
Bronx,  Alt.  470-65  re  Conversion,  two  family  dwelling, 
Sections  11-112  and  54-31  Zoning  Resolution. 


1152-65-A — F.D. — Stay-Tite  Products  Company,  Incor¬ 
porated,  re  packaging  of  flammable  mixture  known  as 
Cement  Crack  sealer,  Plastic  Asbestos  Roof  Cement 
Mortarfix,  Cement  Patch  and  Tub  Caulk,  in  cardboard 
containers  wi'th  aluminum  foil  and  polyethylene  cap,  con¬ 
tainers  not  accordance  with  Administrative  Code. 


1153-65-A — F.D. — Stay-Tite  Products  Company,  Incor¬ 
porated,  re  packaging  of  flammable  mixtures  known  as 
Gutter  Seal,  Roofing  Sealant,  Driveway  Crack  Sealer, 
Rubber  Caulk  and  #66  Caulking,  in  cardboard  contain¬ 
ers  with  aluminum  foil  liner  and  Caps  of  polyethelene 
containers  not  in  accordance  with  Administrative  Code. 


1154-65-SM — Door  Hardware  Industries,  Incorporated, 
Door-O-Tone  Chime  Model  B  3  Chime,  Door  lookout  with 
transparent  mirror  and  combination  mechanical  chime, 
manufactured  by  Door  Plardware  Industries  Incorpor¬ 
ated,  Material. 


1155-65-BZ — B.Q. — 123-40  Merrick  Boulevard, northwest 
corner  of  125th  Avenue,  Block  12516,  Lot  86,  St.  Albans, 


Borough  of  Queens,  Alt.  2347-64,  re  Automobile  re¬ 
pairs,  Section,  11-412  Zoning  Resolution. 


1156-65-A—B.B.— 411-419  East  16th  Street,  east  side,  127 
feet  %  inches  north  of  Dorchester  Road,  Block  5159, 
Lot  47,  Borough  of  Brooklyn,  Alt.  2169-65  re  Basement 
Apartment,  Section  34  Multiple  Dwelling  Law. 


1157-65-BZ— B.Bx.— 3840  Boston  Road,  south  side,  from 
Palmer  Avenue  to  DeReimer  Avenue,  Block  5258,  Lot 
1,  Borough  of  The  Bronx,  Alt.  778-65  re  Plastic  factory 
and  offices,  Sections  43-304  and  44-581,  Zoning  Resolu¬ 
tion. 


Restored  to  Docket 

204-24-BZ — Vol.  Ill  —  B.B.— 475-479  Hemlock  Street, 
east  side,  129.714  feet  south  of  Liberty  Avenue,  Block 
4200,  Lots  8  and  9,  Borough  of  Brooklyn,  Alt.  2893-50, 
reopened  for  consideration  as  to  extension  of  term  of 
variance,  re-  extension  in  use  of  a  building  for  a  junk 
shop  and  a  loading  platform  on  adjoining  lot  'to  be  used 
in  conjunction  with  junk  shop,  residence  use  district. 


826-49-BZ — B.M. — 118  Sullivan  Street,  west  side,  125 
feet  south  of  Prince  Street,  Block  504,  Lot  28,  Borough 
of  Manhattan,  Alt.  Alt.  1719-65,  reopened  for  considera¬ 
tion  as  to  extension  of  'term  of  variance,  re-  cooperage 
and  barrel  storage,  residence  use  district. 


995-64-BZ — B.M. — 1801-1805  Park  Avenue  and  107-109 
East  124th  Street,  northeast  corner,  Block  1773,  Lots  1, 
2,  5  and  6,  Borough  of  Manhattan,  Alt.  1785-65,  reopened 
for  consideration  as  to  extension  of  term  of  variance,  re- 
carpel:  cleaning  business,  business  use  district. 


RULES 

Arc  and  Gas  Welding  Oxygen 
Cutting  .  Nov.  27.  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 
form  .  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)..  Aug.  3,  1937 — Vol.  22,  No.  31 

Coin-Operated  Drv  Cleaning  Es¬ 
tablishments,  Rules  Covering  ....  Dec.  15,  1964 

Dry  Cleaning  Establishments  Rules 

Covering  .  Dec.  15,  1964 

Erection.  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952— Vol.  37,  No.  11 A 

Factory  Exit  Rules  .  Feb.  22.  1955 

Fire  Alarm  Rules  (Interior)  .  May  1963 

Fire  Drill  Rules  . -  Dec.  31,  1964 — Vol.  49,  No.53 

Fire  Resistive.  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965 — Vol.  50,  No.  5 

Hatchways  Protection  .  June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Lav/)  .  April  1,  1965 — Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  .  Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  .  June  1,  1962 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  .  May  27,  1954 
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Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . . Mar.  20,  1960 

Procedure,  Rules  of  . .  Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  _ _ June  4,  1964— Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  . .  May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  . . June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946— Vol.  31,  No.  36 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx.— Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department. 


NOVEMBER  30,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  November  30,  1965,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 

the  following  matters; 

327-63-BZ 

APPLICANT — Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT — Application  April  16,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  11-412 
and  72-01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place, 
south  side,  333  feet  8  inches  east  of  Classon  Avenue, 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 

Laid  over  to  November  30,  1965,  for  hearing  at  the  re¬ 
quest  of  the  applicant;  applicant  to  file  revised  plans. 


713-65-BZ 

APPLICANT — Burke  and  Groh  for  Forest  Wood 
Homes,  Incorporated,  owner. 

SUBJECT — Application  June  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  retail  stores,  that  exceed  the  permited  floor  area 
ratio  has  less  than  the  required  open  space  ratio,  en¬ 
croaches  on  the  required  front  yard  and  with  acces¬ 
sory  parking. 

PREMISES  AFFECTED — 161-41  Baisley  Boulevard, 
northeast  corner  of  161st  Place,  Block  12256,  Lot  1 
and  4,  Jamaica,  Borough  of  Queens. 


725-65-BZ 

APPLICANT — Joseph  A.  Brandt  for  the  110  West  57 
Street  Corporation,  owner;  The  First  Theatre  Cor¬ 
poration,  lessee. 

SUBJECT — Application  June  21,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b) 

of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district, 
the  maintenance  of  an  existing  sign  that  exceeds  the 
permitted  height. 

PREMISES  AFFECTED— 110  West  57  Street,  south 
side,  175  feet  west  of  Avenue  of  the  Americas,  Block 
1009,  Lot  40,  Borough  of  Manhattan. 


747-65-BZ 

APPLICANT — Luis  M.  Neco  for  Jose  M.  Neco  Ar¬ 
royo,  owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  two  family  dwelling  that  encroaches  on 
the  required  lot  area,  lot  width  and  side  yards. 

PREMISES  AFFECTED — 1940  Gleason  Avenue,  south 
side,  171  feet  east  of  Virginia  Avenue,  Block  3792, 
Lot  13,  Borough  of  The  Bronx. 


766-65-BZ 

APPLICANT — Ernest  De  Luca  for  Michael  Di  Stefano, 
owner. 

SUBJECT — Application  July  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-3  district,  in  an 
existing  two  story  building  the  erection  of  a  one  story 
building  enlargement  to  the  existing  store  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area 
ratio. 

PREMISES  AFFECTED — 2367  86th  Street,  north  side, 
138  feet  west  of  24th  Avenue,  Block  6858,  Lot  49, 
Borough  of  Brooklyn. 


922-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  enlargement  in  area  of  an  existing  automotive 
service  station  accessory  building  previously  granted 
by  the  Board. 

PREMISES  AFFECTED — 72-10  Roosevelt  Avenue, 
southeast  corner  of  72nd  Street,  Block  1304,  Lot  32 
and  part  of  Lot  25,  Jackson  Heights,  Borough  of 
Queens. 


923-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Harry  Noren, 
owner. 

SUBJECT — Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  enlargement  in  area  and  rearrangement  of  an  exist¬ 
ing  automotive  service  station  with  accessory  uses  in¬ 
cluding  the  parking  of  nine  cars  previously  granted  by 
the  Board. 

PREMISES  AFFECTED — 634-640  86th  Street,  south¬ 
west  corner  of  Battery  Avenue,  Block  6055,  Lots  21, 
22,  23,  Borough  of  Brooklyn. 


934-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Cadillac  Leas¬ 
ing  Corporation,  owner;  Hawaiian  Tiki  Restaurant, 
lessee. 

SUBJECT — Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zonin  gResolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the 
addition  of  cabaret  use  to  an  existing  restaurant  oc- 
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cupying  one  store  in  an  existing  11  story  office,  store 
and  multiple  dwelling. 

PREMISES  AFFECTED— 126-10  Queens  Boulevard, 
southwest  corner  of  Lefferts  Boulevard,  Block  9631, 
Lot  241,  Kew  Gardens,  Borough  of  Queens. 


943-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Karl  Kraus, 
owner. 

SUBJECT — Application  September  9,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  and  R5  district,  the  erection  and  maintenance  of 
an  automotive  service  station  with  accessory  uses  and 
accessory  signs. 

PREMISES  AFFECTED — 4104  White  Plains  Road, 
northeast  corner  of  East  229th  Street,  Block  4843, 
Lots  39  and  34.  Borough  of  The  Bronx. 


1033-65-BZ 

APPLICANT — Anthony  J.  Pace  for  R.  Rev.  Msgr. 

Mario  J.  Ponsiglione,  owner. 

SUBJECT — Application  October  11,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  73-452 
and  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
R7-1  district,  the  erection  of  a  church  with  less  than 
the  required  accessory  parking  and  with  18  off-site 
parking  spaces. 

PREMISES  AFFECTED— 2855  Morris  Park  Avenue, 
1911  Pilgrim  Avenue,  northwest  corner,  Block  4232. 
Lots  1,  58,  59  and  60,  Borough  of  The  Bronx. 


954-55-BZ 

APPLICANT — Charles  M.  Spindler  for  2112  Knapp 
Realty  Corporation,  owner. 

SUBJECT — Application  reopened  November  3,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  July  15,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 2133-2145  Brigham  Street, 
east  side,  113.11  feet  south  of  Avenue  U,  Block  7370, 
Lot  58,  Borough  of  Brooklyn. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

839-65-BZ 

APPLICANT — Michael  Alfano  for  Joseph  Airo,  owner. 

SUBJECT — Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  _  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
change  in  occupancy  of  an  existing  two  family  dwelling 
to  a  three  family  dwelling  that  increases  the  degree 
of  non-compliance  in  open  space  ratio  and  lot  area 
per  room  and  with  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 3132  Kingsland  Avenue, 
east  side,  226.35  feet  south  of  Burke  Avenue,  Block 
4765,  Lot  56,  Borough  of  The  Bronx. 

Hearing  closed. 


861-65-BZ 

APPLICANT— Larry  Meltzer  for  Wesley  A.  Roche, 
William  A.  Lande,  Nettie  Match,  Estate  of  Samuel 
Match,  owners. 

SUBJECT— Application  August  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  (7)  New  York 
City  Charter,  to  permit  in  a  Cl-2  district,  in  an  exist¬ 
ing  one  story  restaurant  and  store  building,  the  change 
in  occupancy  of  one  restaurant  to  a  catering  establish¬ 
ment. 

PREMISES  AFFECTED— 3612-3622  Nostrand  Ave¬ 
nue  and  2912-2924  Avenue,  southwest  corner,  Block 
7405,  Lot  907,  Borough  of  Brooklyn. 

Hearing  closed. 


865-65-BZ 

APPLICANT— Diamond-Sanko  for  Fairview  Towers 
Incorporated,  owner. 

SUBJECT— Application  August  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
construction  of  an  accessory  swimming  pool  for  a 
multiple  dwelling  under  construction  that  encroaches 
on  the  required  distance  to  lot  lines  with  an  accessory 
building  that  will  make  the  floor  area  ratio  excessive. 

PREMISES  AFFECTED — 1160  Richmond  Road,  south¬ 
east  corner  of  Urbana  Street,  Block  3191,  Lot  61,  Old 
Town,  Borough  of  Richmond. 

Hearing  closed. 


907-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  C7  district, 
the  enlargement  of  an  existing  factory  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED— 3052-3072  West  21st  Street, 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071, 
Lot  130,  Borough  of  Brooklyn. 

Hearing  closed. 


908-65-A 

APPLICANT— Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
egress  and  conveys,  etc. 

PREMISES  AFFECTED— 3052-3078  West  21st  Street, 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071, 
Lot  130,  Borough  of  Brooklyn. 


338-65-BZ 

APPLICANT— Rene  C.  Brugnoni  for  Columbia  Gram¬ 
mar  School,  owner. 

SUBJECT— Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21,  73- 
63  and  73-641  of  the  Zoning  Resolution,  to  permit  in  a 
R7-2  district,  the  reconstruction  of  a  private  school 
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that  encroaches  on  the  required  rear  yard  and  rear 
yard  equivalent  and  exceeds  the  permitted  lot  cover¬ 
age. 


PREMISES  AFFECTED— 5  West  93rd  Street,  north 
side,  173  feet  4%  inches  west  of  Central  Park  West. 
20-28  West  94th  Street,  Block  1207,  Lots  23,  40,  41, 
141,  42,  142,  Borough  of  Manhattan. 

Hearing  closed. 


MAX  H.  FOLEY,  Chairman 


NOVEMBER  30,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  30,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on 
the  following  matters: 

960-64-A 

APPLICANT — Benjamin  Gordon,  owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-sprinkler  system. 

PREMISES  AFFECTED— 14  West  23rd  Street,  south 
side  i33.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot 
47,  Borough  of  Manhattan. 


932-64- A 


APPLICANT — Robert  F.  Roseborne,  for  Barney  Zirlin 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and 
finishing  Corporation,  lessee. 

SUBJECT— Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 


PREMISES  AFFECTED  111  Third  Street,  north 
side,  40  feet  west  of  Bond  Street,  Block  441,  Borough 
of  Brooklyn. 


SUBJECT— Application  July  15,  1964— Gas-drying  oven. 

PREMISES  AFFECTED — 110-118  50th  Street,  south¬ 
east  corner  of  1st  Avenue,  Block  788,  Lots  9  and  13, 
Borough  of  Brooklyn. 


987-64-A 

APPLICANT— Irwin  Emerman  for  Israel  Lefkowitz. 
owner. 

SUBJECT— Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  A  FFECT  ED — 5602-5606  15th  Avenue, 
southwest  corner  of  56th  Street,  Block  5692,  Lot  33. 
Borough  of  Brooklyn. 


APPLICANT— Seren  Lefkovitz,  Isaac  B.  Lefkovits  and 
owner  Lefk°VltS  d/b/a  Palm  Tree  Nursing  Home, 

SUBJECT— Application  September  16,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fireproof  double  swinging  doors. 

PREMISES  AFFECTED — 5606  15th  Avenue,  south- 
west  corner  of  56th  Street,  Block  5692,  Lot  33,  Bor- 
ough  of  Brooklyn.  ' 


APPLICANT— Max  Siegel  Associates  for  Jack  Parker 
owner.  J 

SUBJECT— Application  August  19,  1965  —  Review  of 

Matter10"  °f  ^  Borough  Superintendent  re-  Zoning 

PREMISES  AFFECTED — 104-60  Queens  Boulevard 

Rloi  frT°m  6i8ti  Drive  40  Yellowstone  Boulevard] 
Block  3175,  Lot  1,  Forest  Hills,  Borough  of  Queens. 


3 15-62- A 


APPLiiCANT— joseph  B-  Hirshfield  for  215  Fulton 
Kealty  Corporation,  owner. 

SUBJECT  Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Spnnkler  System. 


PREMISES  AFFECTED — 215  Fulton  Street,  south 
side  1105  feet,  7  inches  east  of  Greenwich  Street,  Bloch 
85,  Lot  50,  Borough  of  Manhattan. 


295-64-A 

APPLICANT— Harry  Soled  for  Louis  Le  Winter,  own- 
er. 

SUBJECT— Application  March  16,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system,  and  a  decision  of  the  Borough  Sup¬ 
erintendent,  re-  live  load  class,  egress,  etc. 

— 829  Broadway,  north  side, 
50  ft.  west  of  Park  Street,  13  Park  Street,  Block  3133, 
Lots  3,  and  46,  Borough  of  Brooklyn. 


742-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  E.  B 
Realty  Corporation,  owner;  Mareth  Steel  Corporation, 


902-65-A 

APPLICANT— Max  Siegel  Associates  for  Rogmin  In¬ 
corporated,  owner. 

SUBJECT— Application  August  31,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Adjoin- 
mg  premises-separated,  ventilation  and  egress.  Tax 
Lots,  Lot  line,  windows,  etc 

PREMISES  AFFECTED — 104-70  Queen,  Boulevard 

3175hTn?  7n°rper  °/  Jf,llo”stone  Poulard,  Block 
dl75,  Lot  70,  Forest  Hills,  Borough  of  Queens. 


APPLICANT— Reavis  and  McGrath  for  Adda  Real  Es¬ 
tate  Corp.,  owner;  Bond’s  Clothing  Store,  lessee. 

SUBJECT— Application  November  12,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  sys'tem. 

PREMISES  AFFECTED — 1530  Broadway  southeast 
corner  of  West  45th  Street,  Block  997,  Lot  Part  of 
Lot  1,  Borough  of  Manhattan. 


1015-64-A 


A  DPFSA^NT—Larry  Me,tzer  for  Sarah  Sanft, 
B  &  D  Supermarket  Incorporated,  lessee. 


owner; 
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SUBJECT— Application  (Dctober  14,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 3514-3516  Avenue  S,  south, 
side,  65  feet  west  of  East  36th  Street,  Block  8521,  Lot 
43,  Borough  of  Brooklyn. 


1021-64-A 

APPLICANT— Haus  &  Bresin  for  L  &  M  Develop¬ 
ment  Corporation,  owner;  Big  Apple  Supermarkets 
Incorporated,  lessee. 

SUBJECT— Application  October  16,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2245  Gerritsen  Avenue,  east 
side,  100  feet  south  of  Avenue  U,  Block  752,  Lot  59, 
Borough  of  Brooklyn. 


1022-64-A 

APPLICANT— David  Balzam  for  Golnat  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  pctober  16,  1964  —  .  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 4015-4027  Queens  Boule¬ 
vard,  northeast  corner  of  41st  Street,  Block  189,  Lot 
45,  Long  Island  City,  Borough  of  Queens. 


1025-64-A 

APPLICANT— Larry  Meltzer  for  Tremont  Land  Cor¬ 
poration,  owner. 

SUBJECT— Application  pctober  16,  1964  —  _  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 4941-4951  Broadway,  615r 
621  West  207th  Street,  northwest  corner,  Block  2242, 
Lot  61,  Borough  of  Manhattan. 


796-65-A 

APPLICANT — Dr.  Martin  Steinberg  for  Mt  Sinai  Hos¬ 
pital,  owner. 

SUBJECT — Application  July  14,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Central  Oxy¬ 
gen  System. 

PREMISES  AFFECTED— 1190-1198,  5th  Avenue,  1021 
East  100th  Street,  southeast  corner,  Block  1604,  Lot  6, 
Borough  of  Manhattan. 


909-65-A 

APPLICANT — Edward  J.  Mathews  for  Skidmore,  Ow- 
ings  and  Merrill  for  140  Broadway  Company,  owner. 

SUBJECT — Application  September  2,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
exit  passageway. 

PREMISES  AFFECTED— 31-37  Nassau  Street,  77-83 
Cedar  Street,  128-146  Broadway,  56-70  Liberty  Street, 
Entire  Block,  Block  48,  Lot  1,  Borough  of  Manhattan. 


996-65-A 

APPLICANT — Westinghouse  Electric  Corporation  for 
Elota  Realty  Company,  owner;  Times  Square  Stores 
Corporation,  lessee. 


SUBJECT— Application  September  30,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  use 
of  electric  walks  for  transportation  of  carts. 

PREMISES  AFFECTED— 2770  Linden  Boulevard, 
southeast  corner  of  Elderts  Lane,  Block  4492,  Lot  1, 
Borough  of  Brooklyn. 


1052-65-A 

APPLICANT— Edward  V.  Crinnion  for  G.  W.  Millar 
and  Company  Incorporated,  owner;  Wolf  Sales  In¬ 
corporated,  lessee. 

SUBJECT— Application  October  14,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
class  3  building,  non-fire  proof  building  —  motor  ve¬ 
hicle  repair  shop. 

PREMISES  AFFECTED— 280-282  Lafayette  Street, 
west  side,  83.88  feet  south  of  Jersey  Street,  115-119 
Crosby  Street,  Block  510,  Lot  6,  Borough  of  Man¬ 
hattan. 


1059-64-A 

APPLICANT— Murary  L.  White  for  Werlex  Realty 
Corporation,  owner;  Buckingham  Wax  Company, 
lessee. 

SUBJECT— Application  October  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 51-03  Van  Dam  Street, 
southast  corner  of  Borden  Avenue,  Block  305,  Lot  17, 
Long  Island  City,  Borough  of  Queens. 


1066-64-A 

APPLICANT— James  Whitford,  Jr.  for  Sailors’  Snug 
Harbor,  owner. 

SUBJECT— Application  October  23,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
swinging  fire  doors. 

PREMISES  AFFECTED— 888-914  Richmond  Terrace, 
southeast  corner,  Kissel  Avenue,  Block  76,  Lot  1,  New 
Brighton,  Borough  of  Richmond. 


1107-64-A 

APPLICANT — John  J.  McNamara  for  Henry  Lange, 
owner. 

SUBJECT— Application  November  6,  1964 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class  4 
construction,  frame  building,  change  in  use. 

PREMISES  AFFECTED— 131-21  14th  Avenue,  north¬ 
west  corner  of  Whst  132nd  Street,  Block  4011,  Lot  1, 
College  Point,  Borough  of  Queens. 


1123-64-A 

APPLICANT— Richard  Rethy  for  John  Elliot  Corpo¬ 
ration,  owner. 

SUBJECT— Application  November  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 208-210  Eighth  Avenue,  east 
side,  25  feet  south  of  West  21st  Street,  Block  770,  Lot 
76,  Borough  of  Manhattan. 
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1125-64- A 

APPLICANT — Jay  M.  Spinner  for  Alfred,  Irving  and 
Dora  Leberfeld,  (Chase  Manhattan  Bank)  ;Trust 
owner. 

SUBJECT — Application  November  13,  1964  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 65-48  to  65-54  Grand  Av¬ 
enue,  south  west  corner  of  66th  Street,  Block  2775,  Lots 
2  and  7,  Maspeth,  Borough  of  Queens. 


1126-64-A 


APPLICANT — Kiff,  Voss  and  Franklin  for  The  Society 
of  the  Home  for  Incurables,  owner. 

SUBJECT — Application  November  13,  1964  —  Appeal 
from  orders  and  a  decision  of  the  Fire  Commissioner 
re-  fireproof  doors,  sprinkler  system. 


PREMISES  AFFECTED — 4422  3rd  Avenue,  entire 
block  bounded  by  East  184th  Street,  Quarry  Road,  and 
181st  Street,  Block  3064,  Lot  1,  Borough  of  The  Bronx. 


1132-64- A 

APPLICANT — Air  Reduction  Company,  Incorporated 
owner. 

SUBJECT — Application  November  16,  1964  —  Transpor- 
tation,  storage  and  use  of  Hydrogen  in  Trailer  in  New 
York  City  (Contrary  to  F.  P.  Directive  5-63). 


SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 20  Windemere  Avenue 
south  side,  473.94  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  26,  Oakland,  Borough  of  Richmond. 


779-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 24  Windemere  Avenue, 
south  side,  446.61  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  25,  Oakwood,  Borough  of  Richmond. 


780-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965 — Filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 26  Windemere  Avenue, 
south  side,  419.28  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  23,  Oakwood,  Borough  of  Richmond. 


1134-64- A 

A?>PI(ICANT — M.ax  Siegel  Associates  for  A.  F.  and  G 
Realty  Corporation,  owner. 

SUBJECT — Application  November  16,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2992-2996  Third  Avenue 
east  side,  175.03  feet  north  of  East  153rd  Street,  Block 
23,  63,  Lot  20,  Borough  of  The  Bronx. 


650-65-A 

APPLICANT  Burke  and  Groh  for  1301  Cornaga 
Avenue,  Incorporated,  owner. 

SUBJECT — Application  June  4,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame 
structure,  change  in  use  to  medical  offices. 

PREMISES  AFFECTED — 1301  Cornaga  Avenue,  south¬ 
west  corner  of  mapped  Neilson  Street,  Block  15562, 
Lot  35,  Rockaway,  Borough  of  Queens. 


781-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 30  Windemere  Avenue, 
south  side,  391.95  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  22,  Oakwood,  Borough  of  Richmond. 


782-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 32  Windemere  Avenue, 
south  side,  364.62  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  20,  Oakwood,  Borough  of  Richmond. 


756-65-A 

APPLICANT — Burke  and  Groh  for  Pineville  Develop¬ 
ment,  owner. 

SUBJECT — Application  July  7,  1695  —  Filmed  pur¬ 
suant  to  Section  35  of  the  General  City  Law  re-  con¬ 
struction  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 124-25  Lucas  Street,  north 
side,  237.94  feet  east  of  Williamson  Avenue,  Block 
12727,  Lot  7,  Springfield  Gardens,  Borough  of  Queens. 


778-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 


783-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 36  Windemere  Avenue, 
south  side,  337.29  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  19,  Oakwood,  Borough  of  Richmond. 


784-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 
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SUBJECT— Application  July  13,  1965  —Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 38  Windemere  Avenue, 
south  side,  309.96  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  17,  Oakwood,  Borough  of  Richmond. 


SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 56  Windemere  Avenue, 
south  side,  145.98  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  8,  Oakwood,  Borough  of  Richmond. 


785-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  facing  legal  street. 

PREMISES  AFFECTED— 42  Windemere  Avenue, 
south  side,  282.63  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  16,  Oakwood,  Borough  of  Richmond. 


791-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 60  Windemere  Avenue, 
south  side,  118.65  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  7,  Oakwood,  Borough  of  Richmond. 


786-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1*965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 44  Windemere  Avenue, 
south  side,  255.30  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  14,  Oakwood,  Borough  of  Richmond. 


787-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3,  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 48  Windemere  Avenue, 
south  side,  227.97  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  13,  Oakwood,  Borough  of  Richmond. 


788-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 50  Windemere  Avenue, 
south  side,  200.64  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  11,  Oakwood,  Borough  of  Richmond. 


789-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 54  Windemere  Avenue, 
south  side,  173.31  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  10,  Oakwood,  Borough  of  Richmond. 


792-65 -A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 62  Windemere  Avenue, 
south  side,  91.32  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  5,  Oakwood,  Borough  of  Richmond. 


793-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 66  Windemere  Avenue, 
south  side,  63.99  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  4,  Oakwood,  Borough  of  Richmond. 


1021-65-A 

APPLICANT — Harry  Soled  for  Congregation  Anshei 
Ujhely,  owner. 

SUBJECT — Application  October  8,  1965 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class  4 
construction — proposed  synagogue. 

PREMISES  AFFECTED— 1346  45th  Street,  south  side, 
300  feet  west  of  14th  Avenue,  Block  5617,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 


1055-65-A 

APPLICANT — Saul  Goldsmith,  for  Albert  Pipe  Supply 
Co.,  Inc.,  owner. 

SUBJECT — Application  October  15,  1965  —  filed  pur¬ 
suant  to  Section  35  of  the  General  City  Law  re  premises 
located  in  bed  of  a  mapped  street  (waterfront  property). 

PREMISES  AFFECTED— 123-125  Varick  Avenue, 
west  side,  475  feet,  7%  inches  north  of  Johnson  Avenue, 
Block  2974,  Lot  51,  Borough  of  Brooklyn. 


790-65-A  1056-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  APPLICANT— Saul  Goldsmith  for  Meserole  Trucking 
Incorporated,  owner.  Corporation,  owner. 
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SUBJECT— Application  October  15,  1965  —  filed  pur¬ 
suant  to.  Section  35  of  the  General  City  Law  re  premises 
located  in  bed  of  a  mapped  street  (waterfront  property), 

PREMISES  AFFECTED — 137-155  Varick  Avenue,  west 
side,  530  feet,  7%  inches  north  of  Johnson  Avenue, 
Block  2968,  Lot  1,  Borough  of  Brooklyn. 


1071-65-A 

APPLICANT — Henry  A.  Weinstein,  for  Max  Schling, 
Inc.,  lessee. 

OWNER  OF  PREMISES — Savoy  Fifth  Avenue  Cor¬ 
poration. 

SUBJECT — Application  October  19,  1965 —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re  request 
for  Revocation  of  Permit  1696,  issued  re  Alt.  505-65. 

PREMISES  AFFECTED — 761-771  Fifth  Avenue,  east 
side,  from  East  58th  to  East  59th  Streets,  Block  1295, 
Lot  1,  Borough  of  Manhattan. 


1008-65-A 

APPLICANT — Montefiore  Hospital  and  Medical  Center, 
owner. 

SUBJECT — Application  October  5,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Central  Piped 
Oxygen  System. 

PREMISES  AFFECTED— 170  East  Gunhill  Road, 
south  side,  90  feet  west  of  Bainbridge  Avenue,  Block 
3343,  Lot  283,  Borough  of  The  Bronx. 


1013-65-A 

APPLICANT — Henry  George  Greene  for  Raymoy 
Realty  Company,  owner. 

SUBJECT — Application  October  4,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress 
and  a  Review  of  a  decision  of  the  Borough  Superin¬ 
tendent  re-  Section  53  of  Multiple  Dwelling  Law. 


PREMISES  AFFECTED — 12-14  East  37th  Street,  south 
side,  143  feet  west  of  Madison  Avenue,  Block  866,  Lots 
67  and  68,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


DECEMBER  10,  1965  10  A.M. 

....NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  December  10,  1965  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT  Application  November  14,  1963  • —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Burma  Shaving  Lather.) 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 
SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Shaving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized 
Products.) 

MAX  H.  FOLEY,  Chairman 

(CALENDAR  continued  on  Page  1382) 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  16,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning  and  afternoon  November  3,  1965, 
were  approved  as  printed  in  the  Bulletin  of  November  11, 
1965,  Vol.  50,  No.  45. 

642-54-BZ 

APPLICANT— Frederick  A.  Ketcher  for  the  Chevron  Oil 
Company,  owner. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of  the 
Zoning.  Resolution,  permitting  in  a  business  use  district 
the  maintenance  of  a  gasoline,  service  station,  lubritorium, 
storage  and  sale  of  accessories  and  office. 

PREMISES  AFFECTED — 130-15  14th  Avenue  and  13- 


32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  file  drawing. 


16-58-BZ 

APPLICANT — Ervin  Palmer  for  National  Parking  Sys¬ 
tem,  Incorporated,  owner. 

SUBJECT — Application  reopened  October  19,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  24,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  extension  of  the  present  parking  lot  from 
the  retail  portion  into  the  residence  portion  of  the  plot. 

PREMISES  AFFECTED — 443-447  3rd  Avenue,  east  side, 
19.9  feet  south  of  East  31st  Street  and  206  East  31st 
Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Ervin  Palmer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965,  at 
10  A.M.  for  decision.  Applicant  is  to  file  new  drawing 
and  an  application  for  amendment. 


338-65-BZ 

APPLICANT — Rene  C.  Brugnoni  for  Columbia  Grammar 
School,  owner. 

SUBJECT — Application  March  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21,  73- 
63  and  73-641  of  the  Zoning  Resolution,  to  permit  in  a 
R7-2  district,  the  reconstruction  of  a  private  school  that 
encroaches  on  the  required  rear  yard  and  rear  yard 
equivalent  and  exceeds  the  permitted  lot  coverage. 

PREMISES  AFFECTED — 5  West  93rd  Street,  north  side, 
173  feet  4%  inches  west  of  Central  Park  West,  20-28 
West  94th  Street,  Block  1207,  Lots  23,  40,  41,  141,  42, 
142,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

For  Administration :  Alan  R.  Kappel,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  10  A.M.  for  decision.  The  Board  is  awaiting  report 
from  City  Planning  Commission.  Applicant  is  to  be  noti¬ 
fied  to  be  present.  Hearing  previously  closed. 


553-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David  Min¬ 
kin,  owner. 

SUBJECT— Application  May  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R2  district,  the  erection 
of  a  two  story,  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 71-04  167th  Street,  southwest 
corner  of  71st  Avenue,  Block  6954,  Lot  22,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  I.  Donald  Weston. 

For  Opposition:  Joel  Robert  Birnhak  and  Fred  Meyer. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  hearing.  Applicant  is  to  send  out  twenty 
day  notices. 


554-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David  Min¬ 
kin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R2  district,  the  erection 
of  a  one  family  dwelling  that  has  less  than  the  required 
lot  area  per  room  and  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED— 71-05  167th  Street,  southeast 
corner  of  71st  Avenue,  Block  6955,  Lot  45,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  I.  Donald  Weston. 

For  Opposition:  Joel  Robert  Bernhak  and  Fred  Meyer. 


ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  hearing.  Applicant  is  to  send  out  twenty 
day  notices. 


825-65-BZ 

APPLICANT — Walter  E.  Blum  for  Dr.  Ralph  Mishkin 
and  Dr.  Paul  Miller,  owners. 

SUBJECT — Application  July  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the  erec¬ 
tion  of  a  one  story  and  basement  medical  office  building 
that  encroaches  on  the  front,  rear  and  side  yards,  with 
a  ramp  and  accessory  parking  in  the  front  yard  and  less 
than  the  required  accessory  parking. 

PREMISES  AFFECTED— 238-25  Hillside  Avenue,  north¬ 
west  corner  of  240th  Street,  Block  7907,  Lot  1,  Bellerose, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Walter  E.  Blum  and  Charles  L.  Oberg- 
fohk. 

For  Opposition :  Dominick  Barbarino,  Lucy  Barbarino, 
Phylis  L.  Kleiman,  Klaus  W.  Krell,  Rose  Greco,  Har¬ 
riet  De  Freitas,  Mary  Ladis,  Frank  Knitsch,  Irwin  H. 
Leberman  and  J.  Robert  Morse. 

ACTION  OF  BOARD — Laid  over  to  January  4,  1966,  at 
10  A.M.  for  continued  hearing.  Applicant  is  to  file  re¬ 
vised  drawings  and  a  new  objection  from  Department  of 
Buildings. 


839-65-BZ 

APPLICANT — Michael  Alfano  for  Joseph  Airo,  owner. 

SUBJECT — Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  change  in 
occupancy  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  open  space  ratio  and  lot  area  per  room  and  with 
less  than  the  required  accessory  parking. 

PREMISES  AFFECTED— 3132  Kingsland  Avenue,  east 
side,  226.35  feet  south  of  Burke  Avenue,  Block  4765,  Lot 
56,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frank  Damiano. 

For  Opposition :  Dorothy  Buchanan,  Amicus  Curiae. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  submit  revised 
drawings  and  proof  of  previous  occupancy.  Hearing 
closed. 


861-65-BZ 

APPLICANT — Larry  Meltzer  for  Wesley  A.  Roche,  Wil¬ 
liam  A.  Lade,  Nettie  Match,  Estate  of  Samuel  Match, 
owners. 

SUBJECT — Application  August  9,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  (7)  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl-2  district,  in  an  existing  one  story 
restaurant  and  store  building,  the  change  in  occupancy 
of  one  restaurant  to  a  catering  establishment. 

PREMISES  AFFECTED— 3612-3622  Nostrand  Avenue 
and  2912-2924  Avenue  W,  southwest  corner,  Block  7405, 
Lot  907,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


865-65-BZ 

APPLICANT — Diamond-Sanko  for  Fairview  Towers  In¬ 
corporated,  owner. 

SUBJECT— Application  August  9,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  construction  of 
an  accessory  swimming  pool  for  a  multiple  dwelling  under 
construction  that  encroaches  on  the  required  distance  to 
lot  lines  with  an  accessory  building  that  will  make  the 
floor  area  ratio  excessive. 

PREMISES  AFFECTED — 1160  Richmond  Road,  south¬ 
east  corner  of  Urbana  Street,  Block  3191,  Lot  61,  Old 
Town,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Opposition:  Marie  Damico,  Nora  Murphy,  Ann  and 

Thomas  Fayter,  Helen  Falcone,  John  C.  Murphy  and 
Pasquale  J.  Spagnola. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  10  A.M.  for  decision;  hearing  closed. 


895-65-BZ 

-^P1  LICANT— — Leonard  F.  Rothkrug  for  N  Beny  Kraut, 
owner;  Sanpino  and  Waverly  Beauty  Products,  lessee. 

SUBJECT  Application  August  25,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Ml-2  district,  in  an  existing  cos¬ 
metics  and  soap  factory,  the  manufacture  of  final  products 
with  low  flash  point. 

PREMISES  AFFECTED — 234  North  9th  Street,  south¬ 
west  corner  of  Roebling  Street,  Block  2313,  Lot  15,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Gabriel  Van  Cott. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1965, 
at  10  A.M.  for  decision;  hearing  closed. 


907-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965— decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C7  district,  the  enlargement 
of  an  existing  factory  that  increases  the  degree  of  non¬ 
conformity. 

PREMISES  AFFECTED — 3052-3072  West  21st  Street 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071  ’ 
Lot  130,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  Fred  E.  Warmers. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


908-65-A 

APPLICANT— Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 


SUBJECT — Application  September  2,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress  and 
conveys,  etc. 

PREMISES  AFFECTED— 3052-3078  West  21st  Street, 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071, 
Lot  130,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


529-52-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Texaco  Incorporated, 
owner. 

SUBJECT — Application  reopened  October  26,  1965 — deci¬ 
sion  of  the  Borough  Superintendent,  under  Section  7i,  7f 
and  7e  of  the  Zoning  Resolution  to  permit  in  a  business 
use  district,  the  proposed  addition  of  the  use  of  accessory 
sales  of  used  automobiles  to  the  existing  legal  uses  of  gas¬ 
oline  service  station,  lubritorium,  auto  wash  (non-auto¬ 
matic)  office,  sales  of  accessories,  minor  repairs  with  hand 
tools  only,  safety  inspection  station,  parking,  ground  sign 
and  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 77-03  to  77-21  Roosevelt  Ave- 
nut  and  37-62  to  37-78  78th  Street,  northwest  corner, 
Block  1288,  Lot  39,  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein . . .  5 

Negative: _ _ _ 0 

THE  RESOLUTION— 

Whereas,  on  May  9,  1961,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  9,  1965,  acting  on  Alt.  Applic.  No.  39/1965, 
reads : 

“1.  The  proposed  addition  of  the  use  of  “accessory  sales 
of  used  automobiles”  to  the  existing  legal  uses  of 
“gasoline  station,  lubritorium,  auto  wash  (non-auto¬ 
matic),  office,  sales  of  accessories,  minor  repairs 
with  hand  tools  only,  safety  inspection  station,  park¬ 
ing, .  ground  sign,  and  parking  and  storage  of  motor 
vehicles  (no  trucks  shall  be  parked  on  property)” 
at  premises  which  are  presently  located  within  a 
C2-3  (within  R-6)  District,  is  not  in  accordance 
with  the  Resolution  adopted  by  the  Board  of  Stand¬ 
ards  and  Appeals  on  May  9,  1961  under  Calendar 
No.  529-52-BZ  Volume  II.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  9,  1961,  which 
permitted,  in  a  business  use  district,  the  erection  and  main¬ 
tenance  _  of  an  automotive  service  station  with  accessory 
uses  to  include  the  additional  use  of  accessory  sales  of  used 
automobiles,  as  shown  on  drawings  submitted  with  the  ap¬ 
plication  for  this  amendment  “Received  September  30, 
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1965”,  2  sheets;  and  that  all  other  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with. 


599-54-BZ 

APPLICANT— Burke  and  Groh  for  Carl  and  John  Man¬ 
gels,  owners. 

SUBJECT— Application  reopened  October  19,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  17,  1965— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7h  and 
7 A  of  the  Zoning  Resolution,  permitting  in  a  residence 
and  retail  use  district,  the  erection  and  maintenance  of 
seven  1-car  garages,  and  permitting  the  parking  and  stor¬ 
age  of  patrons’  and  employees’  cars,  no  fee  to  be  charged, 
on  unbuilt  upon  portion  of  plot,  with  curb  cuts  nearer  the 
residence  use  district  than  is  permitted. 

PREMISES  AFFECTED— 255-13  Northern  Boulevard, 
north  side,  55.05  feet  west  of  Glenwood  Street,  Block 
8139,  Lot  41,  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — -  ~ 

Negative :  - 0 

THE  RESOLUTION— 

Whereas,  on  May  22,  1955,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1965,  acting  on  N.B.  Applic.  No.  1255/1954. 
reads : 

“1.  Proposed  extension  of  Certificate  of  Occupancy  is 
contrary  to  Variance  Granted  by  the  B.S.A.  under 
Cal.  No.  599-54-BZ.  C.  O.  expired  May  17,  1965.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  22,  1955,  as 
amended  through  May  17,  1960,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  resolution,  to  permit  .  .  .  ;  that  other  than  as  here¬ 
in  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.” 


661-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Mario  Di  Fillippo, 
owner. 

SUBJECT — Application  June  8,  1965 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C2-2  and  R3-2  district,  the  enlargement 
in  area  of  an  existing  automobile  sales  lot  and  the  addi¬ 
tion  to  the  uses  to  include  accessory  storage  of  automo¬ 
biles. 

PREMISES  AFFECTED— 129-04  Merrick  Boulevard, 
southwest  corner  of  129th  Avenue,  Block  12438,  Lots 
138,  146,  149  and  151,  Springfield  Gardens,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

Fos  Opposition :  Mary  Coneys. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative - - - 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  28,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  November  3,  1965;  then  to  No¬ 
vember  16,  1955;  hearing  closed;  and 

WoeEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  May  25,  1965,  acting  on  Alt.  Applic.  191/1965,  reads: 

“1.  The  proposed  extension  of  use  of  the  existing  used 
car  lot  for  sale  and  display  of  more  than  five  cars 
permitted  under  C.  of  O.  Q87889  to  the  R3-2  por¬ 
tion  of  the  lot  is  contrary  to  22-00  of  the  A.Z.R. 
and  to  revise  the  terminology  to  automobile  sales 
and  accessory  open  storage  of  automobiles. 

Note:  This  lot  is  now  partly  C2-2  and  partly  R3-2.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C2-2  and  R3-2 
district,  the  enlargement  in  area  of  an  existing  automobile 
sales  lot  and  the  additional  uses  to  include  accessory  stor¬ 
age  of  automobiles  for  a  term  of  ten  years,  on  condition 
that  the  work  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  October  13,  1965”,  3  sheets  re¬ 
vised;  on  further  condition  that  a  split  sapling  fence  shall 
be  constructed  on  the  street  front  and  on  the  west  and  south 
lot  lines  of  Lots  149  and  151,  instead  of  the  stockade  fence 
shown;  that  the  tree  which  is  located  in  the  center  of  Lots 
149  and  151  shall  be  preserved;  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


826-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Bergmont 
Manor,  Incorporated,  owner. 

SUBJECT — Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  change  in  occu¬ 
pancy  of  an  existing  one  family  dwelling  to  a  two  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  accessory  parking. 

PREMISES  AFFECTED — 230  Battery  Avenue,  west  side, 
400  feet  4%  inches  north  of  Port  Hill  Place,  Block  6142, 
Lot  72,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . . . . .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox:  . . . . . . .  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  16,  1965  for  continued 
hearing ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  9,  1965,  acting  on  N.B.  Applic.  1116/1964,  reads: 

“1.  The  proposed  addition  of  a  dwelling  unit  on  the  3rd 
floor  causes  the  “Floor  Area  Ratio”  of  the  proposed 
2  family  dwelling  to  exceed  the  maximum  permitted 
and  is  contrary  to  Sec.  23-141  of  the  Zoning  Resolu¬ 
tion. 

2.  The  proposed  addition  of  a  dwelling  unit  on  the  3rd 
floor  causes  the  “Open  Space  Ratio”  of  the  pro¬ 
posed  2  family  dwelling  to  be  less  than  the  mini¬ 
mum  required  and  contrary  to  Sec.  23-142  of  the 
Zoning  Resolution. 

3.  The  proposed  addition  of  a  dwelling  unit  on  the  3rd 
floor  causes  the  #Lot  Area  Per  Room”  of  the  pro¬ 
posed  2  family  dwelling  to  be  less  than  the  mini¬ 
mum  required  and  is  contrary  to  Sec.  23-223  of  the 
Zoning  Resolution. 

4.  The  proposed  addition  of  a  dwelling  unit  on  the 
3rd  floor  requires  that  an  additional  off  street  park¬ 
ing  space  be  provided  as  per  Sec.  25-22  and  25-60 
of  the  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions- 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district 
the  change  in  occupancy  of  an  existing  one-family  dwelling 
to  a  two-family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking,  on  condition  that  the 
juilding  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  July  26,  1965”,  4  sheets  and  “No¬ 
vember  9,  1965”,  one  sheet  revised;  on  further  condition  that 
a  declaration  of  restriction  limiting  the  occupancy  of  this 
building  to  two  families  shall  be  filed  with  the  Registrar’s 
Office  in  Kings  County  and,  that  a  note  as  to  the  declara¬ 
tion  of  restriction  shall  appear  upon  the  Certificate  of  Oc- 
cupancy;  that  all  other  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with ;  and  that  permit  shall  be  ob¬ 
tained,  work  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  resolution. 


827-65-BZ 

ALPLIC^NT—Leonard  F-  Rothkrug  for  Bergmont 
Manor,  Incorporated,  owner. 


SUBJECT  Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  change  in  occu¬ 
pancy  of  an  existing  one  family  dwelling  to  a  two  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio,  lot  area  per  room 
and  accessory  parking. 

— 2d2  Battery  Avenue,  west  side, 
r  inches  north  of  Fort  Hill  Place,  Block  6142, 

-Lot  73,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . 3 

Negative .  Vice  Chairman  Kleinert  and  Commissioner 

box  . o 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1965,  after  due  notice  by  publication  in  the 
Bulletin,  laid  over  to  November  16,  1965;  hearing  closed" 
and  ’ 


a  the  decision  of  the  Borough  Superintendent, 

dated  July  9,  1965,  acting  on  N.B.  Applic.  1117/1964,  reads: 

“1-  The  proposed  addition  of  a  Dwelling  Unit  on  the 
3rd  floor  causes  the  “Floor  Area  Ratio”  of  the  pro¬ 
posed  2  family  Dwelling  to  exceed  the  maximum 
permitted  and  is  contrary  to  Sec.  23-141  of  the  Zon¬ 
ing  Resolution. 

2.  The  proposed  addition  of  a  Dwelling  Unit  on  the 
3rd  floor  causes  the  “Open  Space  Ratio”  of  the  pro¬ 
posed  2  family  Dwelling  to  be  less  than  the  mini¬ 
mum  required  and  is  contrary  to  Sec.  23-142  of  the 
Zoning  Resolution. 


3.  The  proposed  addition  of  a  Dwelling  Unit  on  the 
3rd  floor  causes  the  “Lot  Area  Per  Room”  of  the 
proposed  2  family  Dwelling  to  be  less  than  the  mini¬ 
mum  required  and  is  contrary  to  Sec.  23-223  of  the 
Zoning  Resolution. 


4.  The  proposed  addition  of  a  dwelling  unit  on  the  3rd 
floor  requires  that  an  additional  off  street  parking 
space  be  provided  as  per  Sec.  25-22  and  25-60  of 
the  Zoning  Resolution.” 


Whereas,  the  premises  and  surrounding  area  were  in- 
?wte*.u  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions- 
and 


vvn^As,  me  Hoard  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  gran: 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  doe< 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district 
the  change  in  occupancy  of  an  existing  one-family  dwell¬ 
ing  to  a  two-family  dwelling  that  exceeds  the  permitted 
oor  area  ratio,  has  less  than  the  required  open  space  ratio, 

a/e:a  Per  r<?°™  and  accessory  parking,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap- 

“W™  l0I1i  maoke1fL,PeCeiVed,  July  26-  196S”  4  sheets  and 
November  9,  1965  ,  one  sheet  revised;  on  further  condi¬ 
tion  that  a  declaration  of  restriction  limiting  the  occupancy 
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of  this  building  to  two  families  shall  be  filed  with  the  Reg¬ 
istrar’s  Office  in  Kings  County  and,  that  a  note  as  to  the 
declaration  of  restriction  shall  appear  upon  the  Certificate 
of  Occupancy;  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


864-65-BZ 

APPLICANT— Diamond-Sanko  for  Ruth  Jaeger,  owner. 
SUBJECT— Application  August  9,  1965— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  City  Charter, .  to 
permit  in  a  C2-2  district,  the  change  in  use  of  an  existing 
one  story  building  from  retail  store  to  the  manufacture 
of  mattresses  with  retail  sales. 

PREMISES  AFFECTED— 689  Bay  Street,  northeast  cor¬ 
ner  of  Dock  Street,  Block  496,  Lot  101,  Stapleton,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein - —  4 

Negative:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  16,  1965;  hearing  closed; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  2,  1965,  acting  on  Alt.  Applic.  214/ 1965,  reads : 
“1.  Proposed  change  of  use,  to  manufacturing  of  mat¬ 
tresses,  falls  under  Use  Group  17-B  as  per  Sec. 
42-14  Z.R.,  and  is  therefore  not  permitted  in  a  C2-2 
District.  Sec.  32-00  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 

and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C2-2  district, 
the  change  in  use  of  an  existing  one-story  building,  from 
retail  store,  to  the  manufacture  of  mattresses  with  acces¬ 
sory  retail  sales,  on  condition  the  work  be  done  in  accord¬ 
ance  with  drawings  filed  with  this  application  marked  “Re¬ 
ceived  September  21,  1965,”  two  sheets,  “August  9,  1965,” 
two  sheets,  and  “November  5,  1965,”  one  sheet  revised,  for 
a  term  of,  ten  years ;  that  all  other  laws,  rules  and  regula¬ 
tions  shall  be  complied  with;  and  that  permit  be  obtained, 
work  done,  and  Certificate  of  Occupancy  obtained  within 
one  year  of  the  date  of  this  resolution. 


965-65-A 

APPLICANT — Diamond-Sanko  for  Ruth  Jaeger,  owner. 


SUBJECT— Application  September  21,  1965— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-live  load. 
PREMISES  AFFECTED— 689  Bay  Street,  northeast  cor¬ 
ner  of  Dock  Street,  Block  496,  Lot  101,  Stapleton,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Becker - 4 

Negative:  Commissioner  Klein  -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1965  on  Alt.  Applic.  214-65,  reads : 

“2.  120#  per  S.F.  Live  Load  required  for  proposed 
manufacturing  use. 

Sec.  7.3.2.3  Bldg.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  September  18,  1965  acting  an  Alt. 

Applic.  214-65,  Objection  No.  2  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  all  of  the  requirements  in  the  Resolution  adopted  this 
day  under  Application  864-65-BZ  shall  be  complied  with ; 
on  further  condition  that  the  allowable  live  load  be  posted 
on  the  premises  and  that  the  number  of  occupants  for  man¬ 
ufacturing  be  limited  to  five. 


899-65-BZ 

APPLICANT — Max  Siegel  Associates  for  Blair  House 
Associates,  owner;  Regency  Garage  Corporation,  garage 

lessee. 

SUBJECT — Application  August  26,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  C2-8  district,  and 
R7-2  district,  in  an  existing .  thrity-four  story  multiple 
dwelling  the  addition  of  transient  parking  for  the  unused 
and  surplus  tenants  spaces  within  the  required  accessory 
garage. 

PREMISES  AFFECTED— 1201-1221  Second  Avenue,  west 
side,  from  East  63rd  Street,  to  East  64th  Street,  231-239 
East  63rd  Street,  234-244  East  64th  Street,  Block  1418, 
Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Carabba. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein - 4 

Negative :  Commissioner  Fox - 1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  3,  1965,  acting  on  Alt.  Applic.  1284/1965, 
reads : 

“A-2.  The  proposed  transient  parking  within  that  portion 
of  existing  accessory  garage  in  a  Class  A  multiple 
dwelling  located  in  an  R7-2  district  is  contrary  to 
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and 


Sec.  25-412  of  Zoning  Resolution  and  that  portion 
within  the  C2-8  district  is  contrary  to  Sec.  36- 461 
of  Zoning  Resolution.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec- 
tion  60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  60  (3) 

°  ihD7^Ui?p  e-  Dwelling  Law,  to  permit  in  a  C2-8  district 
and  R7-2  district,  in  an  existing  thirty-four  story  multiple 
dwelling,  the  addition  of  transient  parking  for  the  unused 
and  surplus  tenants  spaces  within  the  required  accessory 
garage,  for  a  term  of  15  years,  on  condition  that  the  build- 
ing  shall  conform  to  drawings  filed  with  this  application 
marked  Received  August  26,  1965”,  3  sheets  ;  on  further 
condition  that  the  transient  parking  spaces  shall  be  occu¬ 
pied  by  pleasure-type  cars  only,  which  shall  not  exceed 
seventy-five  in  number;  that  the  tenants  of  this  apartment 
house  may  recapture  any  of  the  space  devoted  to  transient 
parking  on  30  days  notice  to  the  owners  in  accordance  with 
Section  60  (lb)  of  the  Multiple  Dwelling  Law;  that  all 
™>  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  an  amended  Certificate  of  Occupancy  shall 
be  obtained  for  the  garage  portion  of  the  building 


900-65-A 

APPLICANT— Max  Siegel  Associates  for  Blair  House 
owner;  Regency  Garage  Corporation,  garage 

SV.BJw(;-r~^Ppl;?utio^  AugusL  26>  1965 — filed  pursuant 
parking00  ^  ^  ^Utlpe  Dwelling  Law  re-  transient 

PREMISES  AFFECTED-1201-1221  Second  Avenue, 

231 5  ?told%  ?Sc  63rd  Street  to  East  64th  Street, 

63rt  S£reet’  234-244;  East  64th  Street! 
Block  1418,  Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Carabba. 

THE1  VOTe"'  BOARD~Appeal  granted  on  condition. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

Commissioner  Becker  and  Commissioner  Klein  _ 4 

Negative:  Commissioner  Fox  _ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  August  3,  1965  on  Alt.  Applic.  1284-65,  Preads : 

“A-l.  The  proposed  transient  parking  by  non-occupants  of 
tne  multiple  dwelling  within  an  existing  accessary 

Dwelling  L aw.^  t0  ^  60  Sub*  1  °f  the  MuItipIe 
and 

,,  )VT?EREfs>  the  premises  were  inspected  by  a  committee  of 

that  «*  b*  yarned 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  August  3,  1965,  acting  on  Alt.  Applic.  1284-65, 
Objection  No.  A1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 

5^23®  UW’  thu  the„ appeal  be  and  it  hereby  is 
”  w  condition  that  all  of  the  requirements  in  the 
S  ’p°7n  ad°Pted  hy  the  board  this  day  under  Cal.  No. 
899-65-BZ  shall  be  complied  with. 


1 


939-65-BZ 

APPLICANT— Irwin  Emerman  for  22  Beekman  House, 
Incorporated,  owner;  College  Nursing  Home,  lessee. 
SUBJECT— Application  September  10,  1965  —  decision 
ot  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
construction  of  a  three  story  and  basement  enlargement 
to  an  existing  nursing  home  that  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 119-01  to  119-29  (119-15  of¬ 
ficial)  27th  Avenue,  26-01  to  26-19  119th  Street,  north- 
xas!  C°rn3  119'02  ^  D9-38  26th  Avenue,  Block  4291, 
Lots  20,  95  and  101,  College  Point,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

For  Opposition:  Harry  J.  Keogh,  Barbara  Hamara, 
Lydia  King  and  Anna  Murphy. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative : _ _ _  ^ 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _  c 

THE  RESOLUTION—  ~~  ~ 

Whereas,  a  public  hearing  was  held  on  this  application 

the  ,\1965’  aftCr  xrUe  n0tke  by  pubIication  in 

closed  find  ’  ^  °Ver  °  November  1965;  hearing 

Whereas,  the  decision  of  the  Borough  Superintendent 
reads  N°Vember  4’  1965,  aCting  on  Alt.  Applic.  1397/1965, 

“1.  Height  of  new  extension  along  119th  St.  penetrates 
sky  exposure  plane  being  more  than  35'-0"  in  height 

521VZR”nt  yard  bnC  ^Ucb  's  contrary  to  Sec.  24- 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied,  and 

Whereas,  it  has  not  been  established  that  a  reasonable 
eturn  cannot  be  made  on  this  property  without  the  grant¬ 
ing  the  requested  variance. 

the  •Boardi-foUnd  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Section  72-21  of  the  Zoning  Resolution;  and 

c,KVtHFf-E?S’  thu  Board  found  that  ^  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 

grant  under  Section  72-21  of  the  Zoning  Resolution  and 

S  Mefflef°ne  n0t  Cntltled  to  relief  011  ^e  grounds  of  prac¬ 
tical  difficulty  or  unnecessary  hardship. 

enfT^d\fhat  dfciiS^r  of  the  Borough  Superintend- 
iqi’c  d^5d>  November  4,  1965,  acting  on  Alt.  Applic.  1397/- 
1965,  Objection  No.  1  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


994-65-BZ 

A  v'ANT7_S  muUeI  H‘  Lindenbaum  of  Lindenbaum 
and  Young  for  Thornley  Realty  Corporation,  owner. 

SUBJECT-A^Hcation  September  29,  1965-decision  of 
ffie  Borough  Superintendent,  under  Section  73-14  of  the 
Zoning  Resolution,  to  permit  in  a  R10  district,  in  an  exist- 

chlnge  P  thC  maintenance  of  a  telephone  Jx- 

PR5M^ErS  AFFECTED — 215-223  East  79th  Street,  north 

fldei?°Rfeet  euStr°L3rcl  Avenue,  Block  1525,  Lot  9,  10%, 
11,  12,  Borough  of  Manhattan. 
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appearances— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD— Application  granted  on  condition. 

For  Opposition:  None. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - - - - -  5 

Negative :  - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1965,  acting  on  Alt.  Applic.  1539/1965, 
reads : 

“1.  A  -  1.  Objection  repeated  and  modified,  as  follows : 

“The  installation  of  a  new  “Telephone  Exchange  ’ 
(Use  Group  6)  in  an  R-10  District  is  only  permitted 
by  special  permit  of  the  Board  of  Standards  and 
Appeals.  (Article  II,  Chapter  2,  Section  22-21,  Zon¬ 
ing  Resolution). 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-14  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  73-14 
of  the  Zoning  Resolution,  to  permit  in  an  R-10  district,  in 
an  existing  multiple  dwelling,  the  maintenance  of  a  tele¬ 
phone,  exchange,  on  condition  that  the  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
September  9,  1965”,  4  sheets;  on  further  condition  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with ;  and  that  permit  shall  be  obtained,  work  completed 
and  an  amended  Certificate  of  Occupancy  shall  be  obtained 
within  one  year  from  the  date  of  this  resolution. 


Adjourned  12 :20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  NOVEMBER  16,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Fox. 

73-43-A 

APPLICANT — Edward  Lindstrom  for  Matteson-Atkins 
Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  November  6, 
1962  —  Appeal  from  a  decision  of  the  Borough  Superin- 
.  tendent ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 132-02  89th  Avenue,  southeast 
corner  of  132nd  Street,  Block  9361,  Lot  20,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  E.  Lindstrom  and  W.  C.  Matteson. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein - 5 

Negative:  - - - 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  2,  1943,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  Novem¬ 
ber  6,  1957 ;  and 

Whereas,  the  applicane  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  2,  1943,  as 
amended  through  November  6,  1957,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  this  portion  shall  read: 
“that  the  use  of  the  two-story  frame  building  indicated 
on  drawing  filed  with  this  appeal  marked  ‘Received 
November  10,  1965,”  4  sheets,  as  constructed  under 
N.  B.  Applic.  No.  11-43,  for  which  Certificate  of  Oc¬ 
cupancy  No.  Q  124835  was  issued,  may  be  continued 
for  a  term  of  five  years  from  the  date  of  this  amended 
resolution,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects,  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.” 


563-65-A 

APPLICANT — George  J.  Hendricks  for  the  G.  R.  Kirk 

Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  a  decision  of  the 
Fire  Commissioner,  redistribution  of  processed  Christmas 
Trees  in  New  York  City;  previously  granted  on  condi¬ 
tion. 

APPEARANCES— 

For  Applicant:  George  J.  Hendricks. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - 5 

Negative: - —  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  13,  1965,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  13,  1965,  by 
adding  thereto : 

“that  in  view  of  tests  conducted  at  Manhattan  College 
pink  and  blue  trees,  the  distribution,  display  and  sale 
pink  and  blue  trees,  the  distribution,  display  and  sale 
of  these  trees  shall  be  permitted  under  the  same  con¬ 
ditions  and  restrictions  as  provided  for  the  green,  white 
and  silver  trees,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.” 


576-65-A 

APPLICANT  —  Lindenbaum  and  Young  for  Bay  Street 
Realty  Corporation,  owner. 
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SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-frame  building— change  in  use, 
Open  well  between  1st  and  second  floor,  ect. ;  previously 
granted  on  condition. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Comissioner  Klein  . .  4 

Negative:  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION: 

Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1965,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  20,  1965,  by 
adding  thereto: 

that  the  first  floor  of  this  building  shall  conform  to 
revised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  September  21,  1965,’  one  sheet,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  1795/64) 


604-48-BZ — Vol.  Ill 


APPLICANT  —  Lama,  Proskauer,  Prober  and  Vassalotti 
for  363-373  Prospect  Place,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of.  time  to  complete,  which  expired  October  20, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7c  and  19A 
( j ) .  of  the  Zoning  Resolution,  permitting  in  an  unrestricted 
business  and  residence  use  district,  the  change  in  use  of 
an  existing  one  story  and  basement  building  from  public 
garage  to  the  manufacturing  and  assembly  of  electric  and 
amusement  devices,  office,  loading  and  unloading  berths 
less  than  12  feet  in  width  and  with  a  stationary  business 
sign. 

PREMISES  AFFECTED — 344  St.  Marks  Avenue,  south 
side,  88  feet,  7  inches  west  of  Washington  Avenue  and  363- 
371  Prospect  Place,  Block  1153,  Lot  27,  Borough  of 
Brooklyn. 

APPEARANCES— 


For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


Affirmative :  Chairman 
Commissioner  Fox, 

missioner  Klein _ 

Negative :  _ 


Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Com- 

- 5 

- - 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  April  3,  1962,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  24,  1964;  and 

Whereas,  the  resolution  was  amended  on  July  20,  1965; 
and 


Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  3,  1962,  as 


amended  through  July  20,  1965,  only  as  to  the  time  to  ob¬ 
tain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

.  that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained  ” 
(Alt.  2602/60) 


770-58-BZ— Vol.  II 

APPLICANT  Lama,  Proskauer,  Prober  and  Vassalotti 
for  Drake  Bakeries,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  November 
4,  1965  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7c,  7 A  and 
21  of  the  Zoning  Resolution,  permitting  in  a  unrestricted 
business  and  residence  use,  B  area  district,  at  an  existing 
six  story  building  occupied  as  a  bakery,  the  erection  of 
a  two  story  extension  for  use  as  shipping  area,  loading  and 
unloading,  garage  for  4  trucks  with  offices  on  the  second 
lioor,  the  proposed  extension  exceeds  the  permitted  area 
coverage  and  provides  business  entrances  within  75  feet  of 
the  residence  use  district. 

PREMISES  AFFECTED — 69-61  Clinton  Avenue,  south- 
o^TrCOrnf;r’  from  Waverly  Avenue  to  Park  Avenue,  66- 
84  Waverly  Avenue  and  226-246  Park  Avenue,  Block  1888, 
Lot  34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  5 

Negative:  . .  . . ~ . .  q 

THE  RESOLUTION: 

Whereas  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  November  14,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  4,  1964;  and 

Whereas,.  the  applicant  requested  a  further  extension  of 
tune  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  4  1961 
as  amended  through  November  4,  1964,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

that  permit  shall  be  obtained  and  work  completed  with- 
m  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  1603-61) 


923-59-BZ 


Proskauer,  Prober  and  Vassalotti 
tor  bocony  Mobil  Oil  Company,  owner. 


SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  October  20 
r”65  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7a,  7 i  and  7  A 
of  the  Zoning  Resolution,  permitting  in  a  retail  and  resi¬ 
dence  use  district,  the  reconstruction  of  an  existing  gaso- 
line  service  station  and  office  and  extend  the  uses  to  in¬ 
clude  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  washing,  salesroom,  utility  room,  ground  sign 
parking  and  storage  of  motor  vehicles  with  curb  cuts 
within  75  feet  of  a  residence. 
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PREMISES  AFFECTED— 235-15  Braddock  Avenue  and 
89-40  to  89-46  Gettysburg  Street,  northwest  corner,  Block 
7974,  Lot  67,  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative:  - 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  26,  1960,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  20,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  26,  1960,  as 
amended  through  October  20,  1964,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.” 
(N.B.  4354/59) 


329-60-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bertram  F.  Bonner,  Joseph  Slifka,  and  Robert  Zeiller, 
owners. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  October  6, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  19B  (e)  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  B  area 
district,  the  removal  of  an  existing  required  multiple  dwell¬ 
ing  garage  building  to  develop  the  site  with  additional 
multiple  dwellings,  the  garage  facilities  for  the  proposed 
building  will  include  the  17  additional  car  spaces  required 
for  the  existing  multiple  dwelling. 

PREMISES  AFFECTED — 430  East  56th  Street,  south  side, 
225  feet  %  inches  west  of  Sutton  Place  South,  Block 
1367,  part  of  Lot  6,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _ _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  19,  1960,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  6,  1964 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  19,  1960,  as 
amended  through  October  6,  1964,  only  as  to  the  time  to 


obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with- 
one  year  from  the  date  of  this  amended  resolution ;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained. 
(Alt.  676/60) 


1802-61-BZ — Vol.  II 

APPLICANT — Halpern  and  Hurley  for  Anthony  Panucoio, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  September 
29,  1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  72-21  and  11- 
412  of  the  Zoning  Resolution  and  Section  666  (  7)  of 
N.Y.C.  Charter,  permitting  in  a  R4  district,  the  enlarge¬ 
ment  in  area  of  a  building  previously  granted  by  the  Board 
and  presently  under  construction  by  erecting  a  mezzanine. 

PREMISES  AFFECTED — 75-02  51st  Avenue,  south  side, 
84.37  feet  west  of  Jacobus  Street,  Block  2467,  Lot  24, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES 
For  Applicant:  James  Hurley. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox - 1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  29,  1964,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  29,  1964, 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Certi¬ 
ficate  of  Occupancy,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  5646/61) 


1980-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Leo  Leibowitz, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  September 
29,  1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Sections  7c  and  7A  of 
the  Zoning  Resolution  for  curb  cut,  permitting  in  a  local 
retail  and  residence  use  district,  the  erection  of  a  one 
story  and  cellar  building  for  use  as  retail  stores  with  ac¬ 
cessory  parking  extending  into  the  residence  portion  of  the 
premises. 

PREMISES  AFFECTED— 122-10  to  122-18A  New  York 

Boulevard,  southwest  corner  of  122nd  Avenue,  Block 
12256,  Lot  12,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


1371 
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THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Becker  _ _ _ 3 

Negative:  Commissioner  Fox  and  Commissioner  Klein...  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  9,  1962,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  29,  1964 ;  and 
_  Whereas, _  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  9,  1962,  as 
amended  through  September  29,  1964,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  6046/61) 


299-63-BZ 

APPLICANT — Burke  and  Groh  for  Stephen  Addo,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  July  14, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R5  district,  the  erec¬ 
tion  of  a  funeral  establishment  with  owner’s  dwelling  on 
the  second  floor  and  the  maintenance  of  a  group  parkinf 
facility  with  entrances  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 607-635  North  Conduit  Boule¬ 
vard,  northwest  corner  of  Sheridan  Avenue,  Block  4220, 
Lots  1  and  26,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _  5 

Negative:  . . . . . . .  o 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  16,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  14,  1964 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1963,  as 
amended  through  July  14,  1964,  only  as  to  the  time  to  ob¬ 
tain  a  Certificate  of  Occupancy,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (N.B.  507/62) 


204-24-BZ — Vol.  Ill 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Michael  DeLaurenzOj  owner ;  Sunrise  Waste  Material 
Co.,  lessee. 


SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  November 
29,  1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
extension  in  use  of  a  building  for  a  junk  shop  and  a  load¬ 
ing  platform  on  adjoining  lot  to  be  used  in  conjunction 
with  junk  shop. 

PREMISES  AFFECTED — 475-479  Hemlock  Street,  east 
side,  129  feet  7%  inches  south  of  Liberty  Avenue,  Block 
4200,  Lots  8  and  9,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  14,  1965,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com¬ 
missioner  Klein  _ _ _ _ _ _  5 

Negative:  . . . . . . .  q 


826-49-BZ 

APPLICANT — Samuel  Garnett  for  Martin  J.  Keating, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  September 
13,  1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
change  in  occupancy  from  stable  to  cooperage  and  barrel 
storage. 

PREMISES  AFFECTED — 118  Sullivan  Street,  west  side, 
125  feet  south  of  Prince  Street,  Block  504,  Lot  28,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Garnett. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  14,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  reauiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
noticed. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _  5 

Negative:  _ _ _ _ _ q 


995-54-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  327  East  122nd 
Street  Corp.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  October  11, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district  the 
use  of  existing  vacant  structures  as  a  carpet  cleaning  busi¬ 
ness. 

PREMISES  AFFECTED  — 1801-1805  Park  Avenue  and 
107-109  East  124th  Street,  northeast  corner,  Block  1773, 
Lots  1,  2,  5,  and  6,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Leonard  F.  Rothking. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  December  14,  1965,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  de¬ 
cision  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - - - —  ^ 

Negative: - - — — — - - —  ® 


CAL.  NO.  4253BZY 


ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 


THE  VOTE— 
Affirmative :  Chairman 
Commissioner  Fox, 

missioner  Klein  - 

Negative:  - 


Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Com- 


_  0 


THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board  un¬ 
der  Section  11-324  in  accordance  with  previous  decisions 
of  the  Courts ;  and 

Whereas,  the  Board  finds  that  the  building  is  now  sub¬ 
stantially  completed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  grant  under  Section  11-324,  an  additional  extension  of 
time  to  complete  construction  to  December  15,  1965. 


Adjourned:  12:40  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  November  16,  1965,  2  P.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

839-64-A 

APPLICANT — Irwin  Emerman  for  22  Beekman  House, 
Inc.  owner;  College  Nursing  Home,  lessee. 

SUBJECT — Application  filed  August  7,  1964  —  Appeal 
from  a  decision  o  fthe  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 119-15  27th  Avenue,  north¬ 
east  corner  of  119th  Street,  Block  4291,  Lot  20,  College 
Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW: 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _ _ 5 

Negative : _ 0 


157-64- A 

APPLICANT— Reavis  and  McGrath  for  County  Hold¬ 
ing  Corporation,  owner;  Waldbaum  Stores,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  January  29,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 911-927  Kings  Highway,  north 
side,  244.80  feet  west  of  Coney  Island  Avenue,  Block 
6666,  Lot  37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein - 5 

Negative: . . . — - 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  21  and  December  30,  1963  on  Order 
No.  390-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
in  CELLAR,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapter  26- 
1372.3b,  Administrative  Code. 

C19-161.0b  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  21  and  December  30,  1963,  acting 
on  Order  No.  390-3,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  June  21,  1965”,  4  sheets; 
on  further  condition  that  a  non-automatic  sprinkler  system 
and  an  automatic  fire  alarm  system  with  central  office  con¬ 
nection  shall  be  installed  throughout  the  cellar  of  the  build¬ 
ing. 


725-64-A 


APPLICANT — Philip  Agusta  for  Henry  Neu,  owner. 
SUBJECT — Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1245  Greene  Avenue,  north 
side,  275  feet  west  of  Wilson  Avenue,  Block  3286,  Lot  45, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  10,  1964  and  June  22,  1964  on  Order 
No.  0790-4,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys- 
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tem  throughout  the  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
per  Chapt.  26.1336.0  Administrative  Code.  Section 
280  Labor  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  10,  1964,  and  June  22,  1964,  act¬ 
ing  on  Order  No.  0790-4,  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received  July  6,  1964,”  three 
sheets ;  on  further  condition  that  a  wet  automatic  sprinkler 
system  be  installed  in  the  cellar  and  first  floor  of  the  build¬ 
ing. 


980-64-A 

APPLICANT — Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT — Application  September  29,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2283-2287  Third  Avenue,  201 
East  124th  Street,  northeast  corner,  Block  1789,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Peter  S.  Gluck. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _  5 

Negative: _ _  0 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  10,  July  24  and  September  10,  1964 
on  Order  No.  664-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  February  10,  July  24  and  September  10,  1964 
acting  on  Order  No.  664-4,  Objection  No.  1,  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed ^  with  this  appeal  marked  “Received  September  29, 
1964”,  7  sheets;  on  further  condition  that  a  non-automatic 
sprinkler  system  shall  be  installed  in  the  cellar;  that  an 
automatic,  fire  alarm  system  with  central  office  connection 
shall  be  installed  throughout  the  building;  and  that  two 
windows  at  least  3  feet  by  5  feet  shall  be  provided  on  the 
second  and  third  floors  on  the  Third  Avenue  side. 


981-64-A 

APPLICANT— Peter  S.  Gluck  for  R.  H.  Properties,  In¬ 
corporated,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 


from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 203  East  124th  Street,  north 
side,  80  feet  east  of  Third  Avenue,  Block  1789,  Lot  104 
(formerly  AV2)  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Peter  S.  Gluck. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ _  4 

Negative:  Commissioner  Fox  _  1 

THE  RESOLUTION— 

Whhereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  5,  July  24  and  September  10,  1964 
on  Order  No.  556-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  5,  July  24  and  September  10, 
1964,  acting  on  Order  No.  556-4,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  marked  “Received  Septem¬ 
ber  29,  1964”,  4  sheets;  on  further  condition  that  a  non-auto¬ 
matic  sprinkler  system  shall  be  installed  in  the  cellar;  and 
that  an  automatic,  fire  alarm  system  with  central  office  con¬ 
nection  shall  be  installed  throughout  the  building. 


1004-64-A 

APPLICANT — Clinton  Brown  for  Sim  Properties,  Incor¬ 
porated,  owner. 

SUBJECT— Application  October  1,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 301-307  West  110th  Street, 
2031-2-45  Eighth  Avenue,  northwest  corner,  2-7  Frede¬ 
rick  Douglas  Circle,  Block  1846,  Lot  6,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Clinton  Brown  and  Morris  Harkavy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ 5 

Negative :  . . . . . .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  16,  1963,  May  21,  July  16  and  Septem¬ 
ber  1,  1964  on  Order  No.  3121-3,  reads: 

“1.  (a)  That  as  approved  automatic  sprinkler  system 
be  installed  in  the  common  cellar  occupied  as 
follows : 

201  W.  110th  St.  by  Latin  American  Barber 
Shop 

303  W.  110th  St.  by  Irenes  Hand  Laundry 


1374 


MINUTES 


305  W.  110th  St.  by  Auto  Parts  Store 
307  W.  110th  St.  by  Carl  L.  Anduze  Real 
Estate  Office. 

(b)  That  an  approved  automatic  sprinkler  system 
be  installed  in  the  cellar  occupied  as  follows: 

5  &  6  Frederick  Douglas  Circle-Strauss  Stores.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  16,  1963,  May  21,  July  16  and  Sep¬ 
tember  1,  1964,  acting  on  Order  No.  3121-3,  Objection  No. 
1(a)  and  1(b),  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  marked 
“Received  July  23,  1965,”  one  sheet,  and  “November  5, 
1965,”  one  sheet;  on  further  condition  that  a  non-automatic 
sprinkler  system  and  an  automatic  fire  alarm  with  central 
office  connection  be  installed  in  the  areas  specified  in  the 
decision  of  the  Fire  Commissioner. 


1014-64-A 

APPLICANT — Charles  M.  Spindler  for  Sunset  of  Queens, 
Incorporated,  owner. 

SUBJECT — Application  October  13,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 151-20  Jamaica  Avenue,  south¬ 
west  corner  of  152nd  Street,  Block  10093,  Lot  8,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT: 

Affirmative: _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

THE  RESOLUTION: 

Whereas,  the  order  and  decision  of  the  Fire  Commission¬ 
er,  dated  October  25,  1962  and  September  17,  1964  on  Order 
No.  4839-2,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chapt. 
26-1336.0  Admin.  Code,  C19-161.0a,  Admin.  Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load  and 
inaccessibility  for  fire  fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  25,  1962,  and  September  17,  1964,  acting  on 
Order  No.  4839-2,  Objection  No.  1  be  and  it  hereby  is  af¬ 
firmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1026-64-A 

APPLICANT — A.  J.  Neumaier  for  Atlas  Supply  Com¬ 
pany,  owner. 

SUBJECT — Application  October  19,  1964 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  At¬ 
las  Glas-Kleen  Concentrate, 


APPEARANCES— 

For  Applicant:  A.  J.  Neumaier  and  J.  W.  Anderson. 
For  dministration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missiioner  Klein  - — - - — - -  5 

Negative  - - - - —  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  18,  1964  on  Folder  No.  122-1609,  reads : 

“Replying  to  your  application  to  use  Polyethylene  con¬ 
tainers  to  market  your  products,  ‘ATLAS  GLAS- 
KLEEN  CONCENTRATE’  in  New  York  City. 

Please  be  informed  that  this  application  is  Disapproved 
as  Section  C-19-59.0oco  of  the  Administrative  Code, 
City  of  New  York  clearly  limits  the  packaging  of 
Flammable  Mixture  to  Glass  or  metal  containers. 

At  the  present  time,  ‘ATLAS-GLAS-KLEEN  CON¬ 
CENTRATE’  in  metal  cans  is  registered  as  item  No. 
1  on  Document  #787  for  N.Y.F.D.  C.  of  A.  #1690. 
The  use  of  plastic  containers  and  N.Y.F.D.  C.  of  A. 
#1690  for  this  product  without  approval  can  result  in 
the  suspension  or  revocation  of  the  assignment  of 
N.Y.F.D.  C.  of  A.  #1690  to  your  company.” 

and 

Whereas,  this  application  has  been  considered  and  dis¬ 
cussed  by  the  Board, 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  18,  1964,  acting  on  Folder  No. 
122-1609,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  provided  the  32  ounce  polyeth¬ 
ylene  container  is  identical  with  the  sample  submitted  to  this 
board;  that  it  be  packed  with  twelve  conainers  to  one  outer 
carton  of  175  pound  test ;  that  the  inner  cartons  shall  be  125 
pound  test;  that  the  distribution  of  this  container  be  limit¬ 
ed  to  service  stations. 


1038-64-A 

APPLICANT — David  Balzam  for  Roseruth  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  20,  1964  —  Appeal  from 
a  order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 517-523  West  181st  Street, 
northeast  corner  of  Audubon  Avenue,  Block  2155,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  Balzam. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein _ 5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  1,  1964  and  September  25,  1964  on  Order 
No.  2028-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system  in 
the  cellar  only  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapt.  26- 
1372.3b. 
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Ch.  19-161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  1,  1964,  and  September  25,  1964, 
acting  on  Order  No.  2028-4,  Objection  No.  1  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
g*  with  this  applications  marked  “Received  October  20, 
1964,  four  sheets ;  on  further  condition  that  a  non-automa¬ 
tic  sprinkler  system  and  automatic  fire  alarm  with  central 
office  connection  be  installed  throughout  the  cellar  of  the 
building. 


1202-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park  Homes 
owner. 


SUBJECT— Application  December  4,  1964  —  Filed  pursu¬ 
ant  to  Section  36  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

^^P^SES  AFFECTED — 47  Orchard  Lane,  north  side, 
209.20  feet  east  of  King  Street,  Block  5376,  Lot  23,  Elt- 
mgville,  Borough  of  Richmond. 

APPEARANCES— 


For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 


Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  _  _ _ q 

Not  Voting:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 


Whereas  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1964  on  N.B.  Applic.  3127-61,  reads: 

1.  The  application  for  a  certificate  of  occupancy  for 
the  above  dwelling  located  on  a  street  that  is  not 
hnal  mapped,  is  contrary  to  Art.  Ill,  Sec.  36  of  the 
General  City  Law.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved  that  the  decision  of  the  Borough  Superintend- 
$r}t’  dated .  December  4,  1964,  acting  on  N.B.  Applic.  3127- 
61,  Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition ;  that  drawing  submitted  with  this  appeal  marked 
Received  November  15,  1965”,  one  sheet,  shall  be  com¬ 
plied  with;  that  sidewalk,  curb,  curb  cuts  and  pavement  to 
a  total  width  of  20  feet  from  the  building  line  shall  be  con¬ 
structed  in  accordance  with  the  standards  of  the  Depart¬ 
ment  of  Highways;  that  all  other  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with;  and  that  a  Certi- 
Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  resolution. 


1203-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park  Homes 
incorporated,  owner. 

SUBJECT— Application  December  4,  1964  —  Filed  pursu¬ 
ant  to  Section  36  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 


AFFECTED — 55  Orchard  Lane,  north  side, 
161.34  feet  east  of  King  Street,  Block  5376,  Lot  27,  Elt- 
mgville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condiiton. 
THE  VOTE— 


Anirmative :  Chairman  Foley,  Commissioner  Fox, 
missioner  Becker  and  Commissioner  Klein  _ 


N  egative 
Not  Voting 


Vice  Chairman  Kleinert 


.....  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1964  on  N.B.  Applic.  3125-61,  reads : 

1.  The  application  for  a  certificate  of  occupancy  for 
the  above  dwelling  located  on  a  street  that  is  not 
final  mapped,  is  contrary  to  Art.  Ill,  Sec.  36  of  the 
General  City  Law.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend- 
ent,  dated  December  4,  1964,  acting  on  N.B.  Applic.  3125- 
61,  Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  drawing  submitted  with  this  appeal 
marked  “Received  November  15,  1965”,  one  sheet,  shall 
be  complied  with;  that  sidwalk,  curb,  curb  cuts  and  pave¬ 
ment  to  a  total  width  of  20  feet  from  the  building  line  shall 
be  constructed  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways ;  that  all  other  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with :  and  that  a  Certi¬ 
ficate  of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  resolution. 


1204-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  4,  1964  —  Filed  pursu¬ 
ant  to  Section  36  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 59  Orchard  Lane,  north  side, 
113.34  feet  east  of  King  Street,  Block  5376,  Lot  29,  Elt- 
mgville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ _  4 

^  Negative : _ _ _ _  o 

Not  Voting:  Vice  Chairman  Kleinert  _  _  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  December  4,  1964  on  N.B.  Applic.  3124-61,  reads : 

“1.  The  application  for  a  certificate  of  occupancy  for 
the  above  dwelling  located  on  a  street  that  is  not 
final  mapped,  is  contrary  to  Art.  Ill,  Sec.  36  of  the 
General  City  Law. 

and 


W hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  December  4,  1964,  acting  on  N.  B.  Applic.  3124- 
61,  Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  drawing  submitted  with  this  appeal 
marked  “Received  November  15,  1965”,  one  sheet,  shall  be 
complied  with;  that  sidewalk,  curb,  curb  cuts  and  pave¬ 
ment  to  a  total  width  of  20  feet  from  the  building  line  shall 
be  constructed  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways ;  that  all  other  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with ;  and  that  a  Certi¬ 
ficate  of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  resolution. 


1205-64-A 

APPLICANT— Albert  Melniker  for  Preston  Park  Homes, 
Incorporated,  owner. 

SUBJECT— Application  December  4,  1964— Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 63  Orchard  Lane,  north  side, 
65.34  feet  east  of  King  St.,  Block  5376,  Lot  31,  Elting- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  - - —  4 

Negative:  . .  . — -  0 

Not  Voting:  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1964  on  N.B.  Applic.  3123-61,  reads: 

“1.  The  application  for  a  certificate  of  occupancy  for 
the  above  dwelling,  located  on  a  street  that  is  not 
final  mapped,  is  contrary  to  Art.  Ill,  Sec.  36  of  the 
General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  December  4,  1964,  acting  on  N.B.  Applic.  3123- 
61,  Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  drawing  submitted  with  this  appeal 
marked  “Received  November  15,  1965”,  one  sheet,  shall  be 
complied  with ;  that  sidewalk,  curb,  curb  cuts  and  pave¬ 
ment  to  a  total  width  of  20  feet  from  the  building  line  shall 
be  constructed  in  accordance  with  the  standards  o  fthe  De¬ 
partment  of  Highways ;  that  all  other  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with ;  and  that  a  Certi¬ 
ficate  of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  resolution. 


1206-64-A 

APPLICANT — Albert  Melniker  for  Preston  Park  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  4,  1964 — Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 69  Orchard  Lane,  northeast 


corner  of  King  Street.  Block  5376,  Lot  1,  Eltingville, 

Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  - - - ® 

Not  Voting :  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1964  on  N.B.  Applic.  3122-61,  reads : 

“1.  The  application  for  a  certificate  of  occupancy  for 
the  above  dwelling,  located  on  a  street  that  is  not 
final  mapped,  is  contrary  to  Art.  Ill,  Sec.  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  December  4,  1964,  acting  on  N.  B.  Applic.  3122- 
61,  Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Boardr  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  drawing  submitted  with  this  appeal 
marked  “Received  November  15,  1965”,  one  sheet,  shall  be 
complied  with;  that  sidewalk,  curb,  curb  cuts  and  pave¬ 
ment  to  a  total  width  of  20  feet  from  the  building  line 
shall  be  constructed  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  all  _  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
a  Certificate  of  Occupancy  shall  be  obtained  within  one  year 
from  the  date  of  this  resolution. 


973-65-A 

APPLICANT — New  York  University  Medical  Center  for 
New  York  University  Institute  of  Physical  Medicine  and 
Rehabilitation,  owner. 

SUBJECT— Application  September  23,  1965 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Door  holdback  devices  and  Chocks. 

PREMISES  AFFECTED— 400  East  34th  Street,  south 
side,  from  First  Avenue  to  F.D.R.  Drive,  Block  962,  Lot 
8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leland  J.  Mamer. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  - - - — 5 

Negative:  - - - -  0 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  24,  1965  and  September  20,  1965  on  Vio¬ 
lation  Order  B  330623,  reads : 

“1.  You  are  hereby  ordered  to  remove  all  holdback 
devices  and  chocks  from  fireproof  self  closing,  doors 
in  main  corridors  on  all  floors  of  this  bldg. 

Said  doors  are  to  be  kept  normally  closed  and  only 
opened  to  permit  immediate  passage  from  one  area 
to  another.” 


1377 


MINUTES 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  24,  1965,  and  September  20,  1965,  acting 
on  Violation  Order  No.  B  330623,  Objection  No.  1  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granated  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  September  23, 
1965,”  two  sheets;  on  the  further  condition  that  the  door 
holders  shall  be  connected  to  the  fire  alarm  system  and  tc 
a  switch  at  the  telephone  switchboard,  so  that  they  can  be 
released  in  case  of  fire. 


976-65-A 

APPLICANT — Edward  Giaimo  for  209  East  59th  Street 
Corporation,  owner. 

SUBJECT — Application  September  24,  1965  —  Filed  pursu¬ 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variation  of  Section  231  of  the  Multiple  Dwelling  Law 
re-  means  of  egress. 

PREMISES  AFFECTED— 209  East  59th  Street,  north 
side,  115  feet  east  of  Third  Avenue,  Block  1414,  Lot  105, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  Giaimo. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ _ _ _ _  q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _ _ _  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  22,  1965  on  Alt.  Applic.  613-64,  reads: 

“A9- Proposed  public  hall  sprinkler  system  is  not  accept¬ 
able  as  a  second  means  of  egress  for  the  front  and 
rear  apartments  on  the  second  thru  fifth  floors. 
Provide  fire  escapes  at  front  and  rear  as  per  Section 
231  of  the  M.D.  Law.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied ;  and 

Whereas,  the  Board  finds  that  the  fire  escapes  are  neces¬ 
sary  and  that  the  proposed  sprinkler  system  Is  not  an  ac¬ 
ceptable  replacement. 

Resolved,  that  the  decision  of  the  Borough  Superintend- 
ent,  dated  September  22,  1965,  acting  on  Alt.  Applic.  613- 
64,  Objection  No.  A9  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


1070-65-A 

APPLICANT — C.  C.  Petersen,  for  American  Bridge  Divi¬ 
sion  of  United  States  Steel  Corp.,  for  140  Broadway  Co. 
owner.  ’ 

SUBJECT— Application  October  19,  1965— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Method  of 
Welding  Equipment  not  approved  by  Board. 

PREMISES  AFFECTED — 126-146  Broadway,  east  side 
from  Cedar  to  Liberty  Street,  43,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  C.  C.  Peterson  and  Mr.  Ruderman. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _  5 

Negative:  . . .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1965  on  N.B.  Applic.  79-64,  reads: 

“C8  -  Proposed  method  of  welding  contrary  to  Section 
C26-324.0  A.C.  in  that  the  equipment  requires  Board 
of  Standards  &  Appeals  approval. 

C9  -  Filler  material  does  not  comply  with  Section  C26- 
324.0  A.C.  &  Rule  7.2  of  the  Bd.  of  Stds.  &  Ap¬ 
peals  Welding  Rules. 

CIO  -  Qualification  of  Welders  does  not  comply  with  Sec¬ 
tion  C26-3481.0  (b)  A.C.  &  Rule  5  of  Bd.  of  Stds. 
&  Appeals  Welding  Rules.” 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  October  7,  1965,  acting  on  N.B.  Applic. 
79-64,  Objection  No.  C8,  C9  and  CIO,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  ap¬ 
proving  the  use  of  Gas  Metal-Arc  Welding  with  Carbon 
Dioxide  Shielding,  in  flat  welding,  on  this  building; 
on  condition  the  inspection  of  the  welding  is  to  be  furnished 
by  R.  W.  Hunt  Company,  and  that  all  of  the  welders  em¬ 
ployed  on  the  job  are  to  be  certified  by  the  American  Bridge 
Division  and  R.  W.  Hunt  Company,  in  accordance  with 
AWS  Code  Dl.0-63.  The  welding  equipment  and  filler  metal 
is  to  be  manufactured  by  Hobart  Bros.  Co. 


572-64-A 

APPLICANT — W.  T.  Brennen  for  One  Nassau  Realty 
Corporation,  owner. 

SUBJECT — Application  May  21,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  carbon 
dioxide  liquifier  tank. 

PREMISES  AFFECTED — 1  Nassau  Avenue,  north  side, 
entire  block  bounded  by  Banker  Street,  North  15th  Street, 
Wythe  Avenue,  and  North  Nth  Street,  Block  2639,  Lot 
7,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  J.  Granata  and  D.  F.  McCauley. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  February  23,  1966, 
at  2  P.M.  at  the  request  of  the  applicant  to  await  action 
of  the  City  Council  on  proposed  amendment. 

Hearing  previously  closed. 


961-64-A 

APPLICANT — Philip  P.  Agusta  for  Parsco  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  _  September  24,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 155-31  Jamaica  Avenue,  north¬ 
west  corner  of  Parson  sBoulevard,  Block  9754,  Lot  34, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  2  P.M.,  for  inspection  and  decision. 

Hearing  closed. 
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1015-64-A 

APPLICANT— Larry  Meltzer  for  Sarah  Sanft,  owner; 
B  &  D  Supermarket  Incorporated,  lessee. 

SUBJECT— Application  October  14,  1964-j-Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 3514-3516  Avenue  S,  south 
side,  65  feet  west  of  East  36th  Street,  Block  8521,  Lot  43, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicants:  Larry  Meltzer. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  30,  1965, 
at  2  P.M.,  for  inspection  and  decision. 


1017-64-A 

APPLICANT— Neptune  Meter  Company,  owner. 
SUBJECT— Application  October  15,  1964 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  installation  of 
Ransburg  Automatic  No.  2  electrostatic  spray  system. 
PREMISES  AFFECTED — 47-25  34th  Street,  northeast 
corner  of  48th  Avenue,  Block  250,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mervin  Lewis. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  December  14,  1965, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicants 
await  general  approval. 


1021-64-A 

APPLICANT— Haus  &  Bresin  for  L  &  M  Development 
Corporation,  owner;  Big  Apple  Supermarkets  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  October  16,  1964— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 2245  Gerritsen  Avenue,  east 
side,  100  feet  south  of  Avenue  U,  Block  752,  Lot  59,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Millard  Bresin. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to.  November  30,  1965, 
at  2  P.M.,  for  inspection  and  decision. 

Hearing  closed. 


1022-64-A 

APPLICANT — David  Balzam  for  Golnat  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  October  16,  1964— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 4015-4027  Queens  Boulevard, 
northeast  corner  of  41st  Street,  Block  189,  Lot  45,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  David  Balzam. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.  for  inspection  and  decision. 

Hearing  closed. 


1025-64-A 

APPLICANT— Larry  Meltzer  for  Tremont  Land  Corpora¬ 
tion,  owner. 

SUBJECT— Application  October  16,  1964— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 4941-4951  Broadway,  615-621 
West  207th  Street,  northwest  corner,  Block  2242,  Lot  61, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  ove,r  to  November  30,  1965, 
at  2  P.M.,  for  decision.  Applicant  is  to  submit  revised 
plan. 

Hearing  closed. 


1060-64-A 

APPLICANT— The  New  York  Association  for  the  Blind, 
owner. 

SUBJECT— Application  October  23,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 60-05  Woodhaven  Boulevard, 
northeast  corner  of  Wetherole  Street,  Block  3088,  Lot  1, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Kenney. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965,  at 
2  P.M.  for  decision  at  the  request  of  the  applicant  to  file 
additional  drawings. 

Hearing  previously  closed. 


1128-64-A 

APPLICANT— Reavis  and  McGrath  for  Adda  Real  Es¬ 
tate  Corp.,  owner;  Bond’s  Clothing  Store,  lessee. 
SUBJECT— Application  November  12,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1530  Broadway,  southeast  cor¬ 
ner  of  West  45th  Street,  Block  997,  Lot  Part  of  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  30,  1965, 
at  2  P.M.  for  decision  at  the  request  of  the  applicant. 
Applicant  is  to  file  revised  drawings. 

Hearing  previously  closed. 


796-65-A 

APPLICANT— Dr.  Martin  Steinberg  for  Mt.  Sinai  Hos¬ 
pital,  owner. 

SUBJECT— Application  July  14,  1965— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Central  Oxygen 
System. 

PREMISES  AFFECTED— 1190-1198,  5th  Avenue,  1021 
East  100th  Street,  southeast  corner,  Block  1604,  Lot  6, 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Steven  Muzik,  Henry  Halevi  and  Charles 
P.  Keutmann. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.  for  decision.  Applicant  is  to  file  a  drawing  show¬ 
ing  proposed  protective  barrier. 

Hearing  closed. 


909-65-A 

APPLICANT — Edward  J.  Mathews  for  Skidmore,  Owings 
and  Merrill  for  140  Broadway  Company,  owner. 

SUBJECT— Application  September  2,  1965— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  exit  pass¬ 
ageway. 

PREMISES  AFFECTED — 31-37  Nassau  Street,  77-83 
Cedar  Street,  128-146  Broadway,  56-70  Liberty  Street, 
Entire  Block,  Block  48,  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  H.  M.  Cole. 

ACTION  OF  BOARD' — Laid  over  to  November  30,  1965, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant. 


996-65-A 

•APPLICANT — Westinghouse  Electric  Corporation  for 
Elota  Realty  Company,  owner ;  Times  Square  Stores  Cor¬ 
poration,  lessee. 

SUBJECT— Application  September  30,  1965— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  use  of  elec¬ 
tric  walks  for  transportation  of  carts. 

PREMISES  AFFECTED — 2770  Linden  Boulevard,  south¬ 
east  corner  of  Elderts  Lane,  Block  4492,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  A.  Mac  Mann,  R.  A.  Schneider  and 
F.  Rup. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965 
at  2  P.M.,  for  inspection  and  decision. 

Hearing  closed. 


1052-65-A 


APPLICANT— Edward  V.  Crinnion  for  G.  W.  Millar  and 
Company  Incorporated,  owner;  Wolf  Sales  Incorporated 
lessee.  ’ 


SUBJECT  Application  October  14,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  3  build¬ 
ing,  non-fire  proof  building— motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 280-282  Lafayette  Street,  west 
side,  83.88  feet  south  of  Jersey  Street'  115-119  Crosby 
Street,  B,ock  510,  Lot  6,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Edward  V.  Crinnion. 


ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at.  2  P.M.  for  inspection  and  decision.  Applicant  is  to  sub¬ 
mit  revised  drawings. 


220-64-SM 

APPLICANT— John  J.  Fogarty  for  Mosaic  Building  Prod¬ 
ucts,  Inc.,  owner. 


APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 


Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _  3 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 
Fox  . . ? 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
220-64-SM — Mosaic  Building  Products,  Inc.,  Mooresville, 
Indiana  filed  for  approval  of  the  material  known  as  Mo¬ 
saic  Panel  Wall  under  the  provision  of  C26-446.0,  Admin¬ 
istrative  Building  Code. 

PROPOSED  USE:  Curtain,  apron  or  spandrel  wall. 

DESCRIPTION :  The  panel  is  a  prefabricated  unit  of  un- 
symmetrical  construction.  Each  panel  is  approximately  5'- 
0  x  10  -0  and  a  depth  of  4%".  The  panel  consists  of  18 
gauge  steel  floor  and  ceiling  tracks,  3"  wide  by  1J4"  deep. 
Steel  studs,  of  the  same  size  and  gauge,  are  installed  20"  on 
centers  and  are  engaged  into  the  floor  and  ceiling  tracks, 
to  the  outside  leg  of  the  channel  is  attached  V2"  Firestop 
Gypsum  Wallboard  and  Vs"  Johns-Manville  Cement  As¬ 
bestos  Board.  The  asbestos  board  is  laminated  to  the  gyp¬ 
sum  board  by  an  epoxy  resin.  The  combination  of  the  two 
boards  are  then  attached  to  the  outside  leg  of  the  channel 
by  1  sheet  metal  screws  spaced  12"  on  center.  The  bal¬ 
ance  of  the  sandwich  construction  of  the  panel  is  then  placed 
inside  the  3"  channel.  The  components  consists  of  13/16" 
of  6  lb.  density  fiberglas,  V2"  Firestop  Gypsum  Wallboard 
and  a  second  layer  of  13/16"  of  6  lb.  density  fiberglas  The 
fiberglas  is  laminated  to  the  gypsum  board  by  means  of 
an  epoxy  resin.  This  leaves  a  %"  air  space  within  the  legs 
of  the  channel  To  the  other  outside  leg  of  the  channel  is 
attached  /s  Firestop  Gypsum  Wallboard  by  means  of  1" 
sheet  metal  screws  spaced  12"  on  center. 


Where  the  panel  j'oins,  the  joint  is  made  by  means  of 
Johns-Manville  Marinite  splines. 

INSPECTION  AND  TEST :  A  panel  constructed  as  here¬ 
in  described  was  tested  by  Ohio  State  University  in  ac- 
cordance  with  the  requirements  of  C26-591.0  and  C26-592.0 
Administrative  Building  Code  and  successfully  met  the  re¬ 
quirements  of  a  two-hour  fire  resistive  wall.  The  complete 
report  is  on  file  with  and  is  part  of  the  record. 

The  applicant  has  also  submitted  a  report  of  test  con- 
ducted  by.  R.  Duane  Monicac  &  Associates  and  signed  by 
ar  A?orSS10n,al  Ensineer>  which  showed  that  the  deflection 
of  0185  under  a  30  p.s.f.  was  a  ratio  of  L/584  which  is 
less  than  L/360.  The  complete  report  is  on  file  with  and  is 
part  of  the  record. 


RECOMMENDATION :  The  Committee  on  Test  recom- 
mends  the  approval  of  the  material  known  as  Mosaic  Panel 
Wall  for  voluntary  use  in  New  York  City  as  a  spandrel, 
panel  or  apron  wall,  when  constructed  as  herein  described' 
as  having  met  the  requirements  of  C26-446.0,  Administra¬ 
te  Building  .  Code.  The  Committee  further  recommends 
that  the  exterior  facing  materials,  as  manufactured  by  Mo- 
saic  Budding  Products,1^.,  that  are  used  in  conjunction 
with  this  panel  shall  be  installed  in  accordance  with  the  re- 
quirements  of  the  Exterior  Veneering  Rules  of  the  Board 
especially  Rule  3.0  of  said  rules,  and  the  bonding  of  such 
facing  material  shall  not  rely  on  the  use  of  a  resin  to  at¬ 
tach  the  facing  to  the  cement  asbestos  board.  All  plans  sub¬ 
mitted  to  the  Department  of  Buildings  showing  the  pro¬ 
posed  use  of  this  construction  shall  be  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
* ork  Clty  under  Cal.  No.  220-64-SM”.  The  Committee  fur¬ 
ther  recommends  that  the  use  of  this  material  shall  be 
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limited  to  curtain  walls  in  one  story  structures  and  to  span¬ 
drel  wall  construction. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


Adjourned  4:30  P.M. 

James  P.  Mulroy,  Secretary 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  of  the  Fire  Commissioner,  dated 
June  14,  1961  and  October  2,  1961,  acting  on  Violation 
Order  No.  427498,  Objection  No.  1,  and  the  decision  of  the 
Fire  Commissioner,  dated  May  13,  1965,  t>e  and  they  hereby 
are  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  “Received  June  14,  1965  ,  4 
sheets ;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar  only ;  and  that  an 
automatic  fire  alarm  system  with  central  office  connection 
shall  be  installed  in  the  cellar  and  first  floor. 

*  Correction— The  Calendar  Number  is  corrected  to  read 
as  shown  above  in  italics  1541-61-A — Vol.  II 


^CORRECTION 


That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  26,  1965,  as  they 
appeared  in  Bulletin  No.  44,  Vol.  50,  are  hereby  corrected 
to  read  as  follows  : 


1541-61-A— Vol.  II 

APPLICANT— Richard  Rethy  for  119  Company,  owner. 
SUBJECT — Application  reopened  July  7,  1965  as  Volume 
II — Appeal  from  an  order  of  the  Fire  Commissioner  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 119  Bowery,  east  side  100  feet 
2  inches  south  of  Grand  Street,  Block  304,  Lot  13,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  Rethy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative :  - - - ® 


THE  RESOLUTION— 

Whereas,  the  order  of  the  Fire  Commissioner,  dated 
June  14,  1961  and  October  2,  1961  on  Violation  Order  No. 
427498,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system  on 
floors  not  already  sprinklered. 

Chapt.  19,  Sect.  161.0  Adm.  Code.” 

and 

Whereas,  this  application  was  granted  July  7,  1964  on 
condition  that  the  building  shall  remain  vacant  (Volume  I)  ; 

and 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  13,  1965,  reads: 

“Please  be  advised  that  before  violation  Order  No.  427- 
498  dated  June  14,  1961  as  modified  by  Board  of  Stand¬ 
ards  and  Appeals,  Cal.  No.  1541-61-A  adopted  July  7, 
1964,  can  be  dismissed  you  must  comply  with  the  fol¬ 
lowing  : 

1.  Comply  with  Board  of  Standards  and  Appeals  Re¬ 
solution  1541-61-A,  which  states  that  the  building 
shall  remain  vacant. 

2.  Submit  an  affidavit  in  duplicate  to  this  Department 
signed  before  a  Notary  Public  stating  that  building 
is  vacant  and  will  remain  vacant  at  all  times.” 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  5,  1965,  as  they 
appeared  in  Bulletin  No.  41,  Vol.  50,  are  hereby  corrected 
to  read  as  follows : 

121-BZX— Vol.  II 

APPLICANT— Martin  Berk  for  Rose  Berk,  owner. 
PREMISES  AFFECTED— 1479-1481  McDonald  Avenue, 
Block  6537,  Lot  56,  Borough  of  Brooklyn.  ( Alt .  No.  3986- 
61,  Permit  No.  3662-63.) 

ACTION  OF  BOARD— Time  to  complete  work  extended. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - - -  ^ 

Negative:  - - -  ® 

THE  RESOLUTION— 

Whereas,  this  application  for  extension  of  time  to  per¬ 
mit  the  completion  of  construction  was  filed  and  accepted 
in  accordance  with  previous  decisions  of  the  Courts,  for 
consideration  under  the  provisions  of  Section  11-324  of 
the  Zoning  Resolution;  and 

Whereas,  the  Board  found  that  as  of  June  11,  1964  a 
substantial  portion  of  construction  had  been  completed  and 
substantial  expenditures  in  connection  with  such  construc¬ 
tion  had  been  made. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  extend  the  time  within  which  to  complete  construc¬ 
tion  for  a  term  of  one  year  from  the  date  of  this  resolution. 

*  Correction:  In  'he  above  resolution  the  Applicant  and 
Premises  Affected  Sections  have  been  added  to  correct. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  5,  1965,  as  they 
appeared  in  Bulletin  41,  Vol.  50,  are  hereby  corrected  to 
read  as  follows : 

253-BZX— Vol.  II 

APPLICANT— Irving  G.  Kay  for  Atlantic  Electric  Meter 
Corporation,  oumer. 

PREMISES  AFFECTED— 594  Third  Avenue,  Block  894. 
Lot  43,  Borough  of  Manhattan.  ( Alt .  No.  669-61,  Permit 
No.  2677-62 .) 
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ACTION  OF  BOARD — Time  to  complete  work  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  5 

Negative :  . . . . . . . . 0 

THE  RESOLUTION— 

Whereas,  this  application  for  extension  of  time  to  permit 
the  completion  of  construction  was  filed  and  accepted  in 
accordance  with  previous  decisions  of  the  Courts,  for  con¬ 


sideration  under  the  provisions  of  Section  11-324  of  the 
Zoning  Resolution ;  and 

Whereas,  the  Board  found  that  as  of  June  11,  1964  a 
substantial  portion  of  construction  had  been  completed  and 
substantial  expenditures  in  connection  with  such  construc¬ 
tion  had  been  made. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  extend  the  time  within  which  to  complete  construc¬ 
tion  for  a  term  of  one  year  from  the  date  of  this  resolution. 

*  Correction:  In  the  above  resolution  the  Applicant  and 
Premises  Affected  Sections  have  been  added  to  correct. 


CALENDAR 


(Continued  from  Page  1362) 

DECEMBER  14,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  December  14,  1965,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 

following  matters : 

553-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David 
Minkin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  two  story,  one  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  on  the  re¬ 
quired  front  yard. 

PREMISES  AFFECTED — 71-04  167th  Street,  south¬ 
west  corner  of  71st  Avenue,  Block  6954,  Lot  22, 
Flushing,  Borough  of  Queens. 

Laid  over  to  December  14,  1965,  at  the  request  of  the 
applicant. 


dence  to  a  Class  B  multiple  dwelling  that  will  be  non¬ 
complying  in  floor  area  ratio,  open  space  ratio  lot  area 
per  room,  encroaches  on  the  required  rear  yard  and  dis¬ 
tance  between  buildings  and  without  the  required  ac¬ 
cessory  parking. 

PREMISES  AFFECTED — 4 9  Howard  Avenue,  south¬ 
east  corner  of  Putnam  Avenue,  Block  1486,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 


968-65-A 

APPLICANT — Morris  Kweller  for  Bushwick  Nursing 
Home,  owner. 

SUBJECT— Application  September  22,  1965 — -Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variance  of  Section  26  sub  5b,  Section  28,  sub  2, 
Sec.  26,  sub  6,  and  Section  102,  sub  6j  of  the  Multiple 
Dwelling  Law  re-  rear  yard,,  minimum  area  side  yards 
and  rear  fire  stairs,  etc. 

PREMISES  AFFECTED — 49  Howard  Avenue,  south¬ 
east  corner  of  Putnam  Avenue,  Block  1486,  Lot  6, 
Borough  of  Brooklyn. 


554-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David 
Minkin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  one  family  dwelling  that  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 71-05  167th  Street,  south¬ 
east  corner  of  71st  Avenue,  Block  6955,  Lot  45,  Flush¬ 
ing,  Borough  of  Queens. 

Laid  over  from  November  16,  1965,  to  December  14, 
1965,  at  the  request  of  the  applicant. 


967-65-BZ 

APPLICANT — Morris  Kweller  for  Bushwick  Nursing 
Home,  owner. 

SUBJECT — Application  September  22,  1965 — decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
on  a  plot  presently  occupied  with  two  buildings,  the 
change  in  occupancy  of  one  building  from  Nurses  resi¬ 


975-65-BZ 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer 
for  Marmon  Enterprises,  Incorporated,  owner. 

SUBJECT — Application  September  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72.21 
of  the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R2  district,  on  a 
plot  presently  occupied  as  a  nursery  the  erection  of  a 
one  story  building  for  use  as  a  bank  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 46-08  Francis  Lewis  Boule¬ 
vard,  northwest  corner  of  46th  Road,  Block  5541,  Lots 
5  and  1,  Block  5554,  Lots  12,  6,  1  and  55,  Block  5555, 
Lot  19,  Bayside,  Borough  of  Queens. 


978-65-BZ 

APPLICANT — Millard  Bresin  for  M.  D.  Operating 
Company,  owner. 

SUBJECT — Application  September  23,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  at  an  existing  automotive  service  station  with 
accessory  uses  including  non-storage  garage  previous¬ 
ly  granted  by  the  Board,  the  enlargement  of  the  user 
to  include  accessory  parking. 
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PARKING  AFFECTED— 15-17  Bay  14th  Street,  1672- 
1680  86'th  Street,  southeast  corner,  Block  6365,  Lot  33, 
Borough  of  Brooklyn. 


1011-65-BZ 

APPLICANT— Burke  and  Groh  for  Anoroc  Rest  Cor¬ 
poration,  owner;  d/b/a!  Fiddle  and  Bow. 

SUBJECT— Application  October  4,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Cl-2  district,  in  an 
existing  two  story  building,  'the  enlargement  of  the  use 
of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 92-07  Roosevelt  Avenue, 
north  side,  60  feet  east  of  92nd  Street,  Block  1480,  Lot 
42,  Jackson  Heights,  Borough  of  Queens. 


1043-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Julius  Hoff¬ 
man,  Irving  Klein,  Michael  Hoffman  and  Pasquale 
Dario,  owners. 

SUBJECT— Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution  and  Section 
666  (7)  of  the  New  York  City  Charter,  to  permit  in  a 
RIO  district,  the  erection  of  a  24  story  multiple  dwell¬ 
ing  that  exceeds  the  permitted  floor  area  ratio  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 80  Central  Park  West  and 
1-13  West  68th  Street,  northwest  corner,  Block  1121, 
Lots  26,  27,  28,  29,  Borough  of  Manhattan. 


1047-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pen-Bru  Corporation,  owner. 

SUBJECT— Application  October  14,  1965 —  decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter  to  permit  in  an  R8  district,  in  an 
existing  three  story  building,  the  enlargement  of  the 
first  floor  restaurant  use  to  include  cabaret. 

PREMISES  AFFECTED— 227  East  67th  Street,  north 
side,  150  feet  west  of  Second  Avenue,  1422,  Lot  18, 
Borough  of  Manhattan. 


1086-65-BZ 

APPLICANT — Hurley,  Kearney  &  Lane  for  The  Ro¬ 
man  Catholic  Diocese  of  Brooklyn,  owner. 

SUBJECT— Application  October  22,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  under 
Sections  72.21  and  73.641  of  the  Zoning  Resolution,  to 
permit  in  a  R-5  district,  on  a  plot  presently  occupied 
with  a  parochial  school,  the  erection  of  an  accessory 
television  tower  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 500  19th  Street,  south  side 
from  Prospect  Park  West  to  10th  Avenue,  Block  889, 
Lot  1,  Borough  of  Brooklyn. 


1116-65-BZ 

APPLICANT— Kevin  B.  McGrath,  for  Jerome  Atler, 
owner. 


SUBJECT— Application  November  3,  1965,  A  decision 
of  the  Borough  Superintendent,  Section  72-21 
the  Zoning  Resolution  to  permit  in  a  Cl-4  district,  in 
an  existing  two  story  building,  the  change  in  occu¬ 
pancy  of  a  porton  of  the  second  floor  from  dance 
studio  to  a  teenage  cabaret. 

PREMISES  AFFECTED— 51-55  West  Burnside  Ave¬ 
nue,  north  side,  west  of  Grand  Avenue,  Block  3206, 
Lot  1,  Borough  of  The  Bronx. 


204-24-BZ — Vol.  Ill 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Michael  DeLaurenzo,  owner;  Sunrise  Waste  Ma¬ 
terial  Company,  lessee. 

SUBJECT— Application  reopened  November  16,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  29,  1965 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  use  of  a  building  for  a  junk  shop 
and  a  loading  platform  on  adjoining  lot  to  be  used  in 
conjunction  with  junk  shop. 

PREMISES  AFFECTED — 475-479  Hemlock  Street, 
east  side,  129.7V2  feet  south  of  Liberty  Avenue,  Block 
4200,  Lots  8  and  9,  Borough  of  Brooklyn. 


826-49-BZ 

APPLICANT— Samuel  Garnett  for  Martin  J.  Keating, 
owner. 

SUBJECT — Application  reopened  November  16,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expired  September  13,  1965 — decision  of  the.  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  cooperage  and  barrel  storage. 

PREMISES  AFFECTED— 118  Sullivan  Street,  west 
side,  125  feet  south  of  Price  Street,  Block  504,  Lot 
28,  Borough  of  Manhattan. 


995-54-BZ 

APPLICANT— Leonard.  F.  Rothkrug  for  327  East 
122nd  Street  Corporation,  owner. 

SUBJECT— Application  reopened  November  16,  .1965 
for  consideration  as  to  extension  of  term  of  variance, 
expired  October  11,  1965 — decision  of  the.  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  a  carpet  clearing  business. 

PREMISES  AFFECTED— 1801-1805  Park  Avenue  and 
107-109  East  124th  Street,  northeast  corner,  Block 
1773,  Lots  1,  2,  5  and  6,  Borough  of  Manhattan. 


642-54-BZ 

APPLICANT— Frederick  A.  Ketcher  for  the  Chevron 
Oil  Company,  owner. 

SUBJECT — Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  th  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district  the  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  storage  and  sale  of  accessories  and 
office. 

PREMISES  AFFECTED— 130-15  14th  Avenue  and  13- 
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32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


DECEMBER  14,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  14,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

1010-64-A 

APPLICANT — Swingline,  Inc.  for  Lenmur,  Incorpor¬ 
ated,  owner;  Swingline,  Inc.  lessee. 

SUBJECT — Application  October  9,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  installation 
of  Ransburg  Automatic  No.  2  electrostatic  spray. 
PREMISES  AFFECTED— 32-01  Queens  Boulevard, 
north  side,  32-00  Skillman  Avenue,  south  side,  entire 
Block  bounded  by  Queens  Boulevard,  Skillman  Ave¬ 
nue,  Van  Dam  Street  and  32nd  Place,  Block  245,  Lot 
9,  Long  Island  City,  Borough  of  Queens. 


1017-64-A 

APPLICANT — Neptune  Meter  Company,  owner. 

SUBJECT — Application  October  15,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  installa¬ 
tion  of  Ransburg  Automatic  No.  2  electrostatic  spray 
system. 

PREMISES  AFFECTED — 47-25  34th  Street,  northeast 
corner  of  48th  Avenue,  Block  250,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 


552-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Max 
Rosen,  owner;  Alert  Metal  Finishing  Company,  In- 
coropated,  lessee. 

SUBJECT  Application  May  22,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 841-847  Lexington  Avenue, 
north  side,  126  feet  west  of  Patchen  Avenue,  Block 
1623,  Lot  73,  Borough  of  Brooklyn. 


854-64-A 

APPLICANT — Jackson  Crackerbarrel,  Inc.,  for  Karen 
Holding  Company,  owner.  Jackson  Crackerbarrel,  Inc. 
lessee. 

SUBJECT — Application  August  13,  1964 — Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner — re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 19-21  Utopia  Parkway,  east 
side,  200.  feet  south  of  20th  Avenue,  Block  5784,  Lot 
100,  Whitestone,  Borough  of  Queens. 


er  re-  fire  watchman  and  approved  system  time  de¬ 
tectors. 

P?LA^SES  AFFECTED  5200  Second  Avenue,  150 
52nd  Street,  southwest  corner  of  52nd  Street,  Block 
804,  Lot  6,  Borough  of  Brooklyn. 


1173-64-A 

APPLICANT  Alan  Kessler  for  1635  Lexington  Ave¬ 
nue  Realty  Corporation,  owner;  Harlem  Meat  and 

^  Poultry  Supermarket  Incorporated,  lessee. 

SUBJECT — Application  November  24,  1964  —  Appeal 
fx om  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 1635  Lexington  Avenue 
east  side,  75  feet  north  of  East  103rd  Street,  Block 
1631,  Lot  20,  Borough  of  Manhattan. 


11 74-64- A 

APPLICANT— Herman  Horowitz  for  1500  Second 
Avenue  Corporation;  owner;  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

PISnoI^nE,S  AFFECTED-301-303  East  78th  Street, 
1498-1506  Second  Avenue,  northeast  corner,  Block 
1453,  Lot  1,  Borough  of  Manhattan. 


1193-64-A 

APPLICANT — Andrew  Di  Camille  for  Conrad  Le 
Fante,  owner. 

SUBJECT — Application  December  2,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 186  Spencer  Street,  west 
side,  75  feet  south  of  Willoughby  Avenue,  Block  1762, 
Lot  41,  Borough  of  Brooklyn. 


1194-64-A 

APPLICANT  Andrew  Di  Camillo  for  Amadeo  Vilar- 
di,  owner. 

SUBJECT — Application  December  2,  1964— Appeal  from 
an  .older  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 131 5  60th  Street,  north  side, 
100  feet  east  of  13th  Avenue,  1314  59th  Street,  Block 
5712,  Lot  6,  Borough  of  Brooklyn. 


1214-64-A 

APPLICANT — Max  Siegel  Associates  for  Henry  Lus¬ 
kin,  owner. 

SUBJECT — Application  December  8,  1964 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 1916  Williamsbridge  Road, 
northeast  corner  of  Rhinelander  Avenue,  Block  4274 
Lot  45,  Borough  of  The  Bronx. 


11 72-64- A 

APPLICANT — Golenbock  and  Bareli  for  Packbro 
Realty  Corporation,  owner;  Packer  Bros.,  Incorpor¬ 
ated,  lessee. 

SUBJECT — Application  November  19,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission- 


1215-64-A 

APPLICANT — A.  L.  Seiden  for  William  M.  Kahn, 
owner. 

SUBJECT — Application  December  8,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECT  ED-5302  Fifth  Avenue,  south- 
west  corner  of  53rd  Street,  Block  815,  Lot  38,  Borough 
of  Brooklyn. 


1220-64-A 

APPLICANT — Michael  Rabinowicz  for  A.  V.  L.  Wood¬ 
working  Corporation,  owner. 

SUBJECT — Application  December  9,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 34-16  11th  Street,  west  side, 
20  feet  south  of  34th  Avenue,  Block  325,  Lot  35,  Long 
Island  City,  Borough  of  Queens. 


1234-64-A 

APPLICANT— Samuel  Garnett  for  Master  Properties 
Incorporated,  owner. 

PREMISES  AFFECTED— 113-117  Cedar  Street,  north 
side,  32  feet  2 bit  inches  west  of  Trinity  Place,  112  Lib¬ 
erty  Street,  Block  52,  Lot  16,  Borough  of  Manhattan. 


1235-64-A 

APPLICANT — Andrew  Di  Camillo  for  Hassoll’s  Incor¬ 
porated,  owner. 

SUBJECT— Application  December  10,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 6715  Bay  Parkway,  south 
side,  95  feet  %  inch  west  of  West  8th  Street,  Block 
6576,  Yot  8,  Borough  of  Brooklyn. 


1236-64-A 

APPLICANT— Andrew  Di  Camillo  for  Hassoll’s  Inc., 


owner. 

SUBJECT— Application  December  10,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 


er  re-  sprinkler  system. 

’REMISES  AFFECTED— 2334-2336  86th  Street,  south 
side,  30  feet  west  of  Bay  34th  Street,  9  Bay  34th  Street, 
Block  6862,  Lot  38,  Borough  of  Brooklyn. 


1244-64- A 

APPLICANT — Louis  Lieberman  for  66-17  Grand  Ave¬ 
nue,  Corporation,  owner;  Times  Square  Store,  lessee. 

SUBJECT— Application  December  14.  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re  sprinkler  system. 

PREMISES  AFFECTED— 66-17  Grand  Avenue,  north 
side,  35.40  feet  east  of  66th  Street,  Block  2724,  Lot  70, 
Maspeth,  Borough  of  Queens. 


970-65-A 

APPLICANT— Halperin,  Shivitz,  Scholer  and  Steingut 
for  London  Realty  Company,  owner. 

SUBJECT— Application  September  22,  1965  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variance  of  Section  34  and  Section  216  of  the  Mul- 
tiple  Dwelling  Law  re-  cellar  apartment. 

PREMISES  AFFECTED— 332-340  East  51st  Street, 
south  sides  225  feet  west  of  First  Avenue,  Block  1343, 
Lot  36,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 
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NOTICE  OF  PETITIONS  AND  PETITIONS 
SERVED  ON  THE  BOARD  OF 
STANDARDS  AND  APPEALS. 

On  November  19,  1965,  Notice  of  Petition  and  Petition  was 
served  on  the  Board  by  Joel  Paul  Berger,  attorney  for  petitioner, 
Robjo,  Inc.,  owner,  seeking  a  review  of  the  Board's  denial  on 
October  13,  1965  on  the  appeal  from  an  order  and  decision  of  the 
Fire  Commissioner  in  regard  to  a  sprinkler  system  ;  Calendar  Num¬ 
ber  590-64-A  ;  Premises  122-01  to  122-15  New  York  Boulevard,  south¬ 
east  corner  of  122nd  Avenue,  Block  12380,  Lot  21,  Jamaica,  Borough 
of  Queens. 


William  A.  Nolan,  Director 
Solomon  Sheer,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


*  *  * 

On  November  19,  1965,  Notice  of  Petition  and  Petition  was 
served  on  the  Board  by  Joel  Paul  Berger,  attorney  for  petitioners. 
Curt  Blank,  owner,  and  York  Bay,  Incorporated,  Lessee,  seeking  a 
review  of  the  Board’s  denial  on  October  13,  1965  on  the  appeal  from 
an  order  and  decision  of  the  Fire  Commissioner  in  regard  to  a 
sprinkler  system:  Calendar  Number  591-64-A  ;  Premises  163-01-163- 
07  Baisley  Boulevard  and  122-17  to  122-25  New  York  Boulevard, 
northeast  corner.  Block  12380,  Lots  1  and  14,  Jamaica,  Jamaica, 
Borough  of  Queens. 


Office— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Telephone — 566-51 74. 
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65-BZ,  895-65-BZ,  921-65-BZ  958-65-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Noon,  November 
23,  1965,  Affecting  Calendar  Numbers— 87-63-A,  1419- 


61-A— Vol.  II,  482-58-BZ,  333-61-BZ,  947-61-BZ,  1746- 
61-BZ,  815-63-BZ,  933-65-BZ,  193-57-BZ— Vol.  II,  623- 
61-BZ— Vol.  II,  523-38-BZ— Vol.  II,  280-58-BZ,  385- 
60-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  No¬ 
vember  23,  1965,  Affecting  Calendar  Numbers — 697- 
28-SA— Vol.  Ill,  87-47-SM,  748-48-SA,  748-48-SA,  243- 
53-SM,  62-59-SA,  197-59-SA,  702-61-SA,  1446-61-SA, 
52-63-SM,  161-63-SM,  307-63-SA,  809-63-SA,  974-63- 
SA,  293-64-SA,  1169-64-SA,  1254-64-SA,  1255-64-SA, 
91-65-SM,  132-65-SA,  147-65-SM,  153-65-SM,  163-65- 
SA,  215-65-SM,  494-65-SM,  557-65-SA,  893-65-SA, 
1027-65-SM,  1048-65-SM,  1077-65-SM,  1090-62-SA,  302- 
64-SM,  14-65-SM,  15-65-SM,  183-61-A— Vol.  II,  993- 

64- A,  1047-64-A,  1093-64-A,  1094-64-A,  526-65-A,  573- 

65- A,  880-65-A,  913-65-A,  990-65-A,  722-64-A,  492-64- 
A,  493-64-A,  596-64-A,  597-64-A,  721-64-A,  751-64-A, 
1008-64- A,  1049-64- A,  1079-64-A,  1080-64-A,  1081-64- 
A,  1101-64-A,  657-65-A,  991-65-A,  992-65-A,  993-65-A. 

Notice. 
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DOCKET 

New  Cases  Filed  up  to  November  23,  1965 

Cal.  No.  ept.  Premises  Affected 

1158-65-SM — Trine  Manufacturing-  Corporation,  V25  — 
Security  Viewer  (Peep  Hole)  manufactured  by  Trine 
Manufacturing  Corporation,  Material. 


1159-65-SM — Beach  Architectural  Products,  Beach  Door 
Closers,  Various  Models,  Door  Closers  installed  on  wood, 
metal,  or  glass  doors,  manufactured  by  Beach  Archi¬ 
tectural  Products,  Material. 


1160-65-SM — White  Personnel  Material-Hoist  Company, 
Incorporated,  White  Personnel-Material  Hoist  and  Tri- 
Panel  Tower,  manufactured  by  White  Personnel-Material 
Hoist  Company,  Incorporated,  Material. 


1161-65-BZ — B.B. — 800-802  Bergen  Street,  south  side,  198 
feet  east  of  Grand  Avenue,  Block  1148,  Lots  20  and  21, 
Borough  of  Brooklyn,  Alt.  No.  1183-65  re  Public  Parking 
Lot,  Section  22-00  Zoning  Resolution. 


1162-65-SM — Firemark,  Division  of  Rixson  Incorporated, 
FM  999  Door  Release,  Various  Models,  Fire  Protective 
device  designed  to  hold  doors  open  magnetically  and 
release  the  door  under  fire  conditions,  manufactured  by 
Firemark,  Division  of  Rixson  Incorporated,  Material. 


1163-65-BZ — B.Q.  154-10  Rockaway  Boulevard,  north¬ 
west  corner  of  North  Conduit  Boulevard,  Block  12137, 
Lots  140  and  144,  Jamaica,  Borough  of  Queens,  N.B. 
1770-65  re  Automobile  Service  Station,  Section  32-22  Zon¬ 
ing  Resolution. 


1164-65-SM — Plasticreet  Corporation,  Dow  Chemical 
Company,  Threadline  Mortar,  R-100,  manufactured  by 
Plasticrete  Corporation,  Material. 


-65-SM — H.H.  Products  &  Finishing  Corporation, 
Solid  Core  Flush  Door  45”  Fire  Resistant  Flush 
Door  “C”  Label,  manufactured  by  H.  H.  Products  & 
Finishing  Corporation,  Material. 


1166-65-BZ — B.B. — 1732  East  13th  Street,  west  side,  221 

feet,  8%  inches  south  of  Kings  Highway,  Block  6795, 
Lot  21,  Borough  of  Brooklyn,  Alt.  No.  2326-65  re  Change 
in  occupancy,  Sections  22-00,  77-10,  52-22  and  52-40,  Zon¬ 
ing  Resolution. 


1167-65-A — B.Q. — 165-24  Clinton  Terrace,  south  side, 
179.21  feet  east  of  165th  Street,  Block  9837,  Lot  29, 
Jamaica,  Borough  of  Queens,  N.B.  328-65  re  Building  not 
facing  legal  street,  General  City  Law. 


1168-65A — B.Q. — 165-26  Clinton  Terrace,  south  side, 
206.71  feet  east  of  165th  Street,  Block  9837,  Lot  30, 
Jamaica,  Borough  of  Queens,  N.B.  329-65  re  Building  not 
facing  legal  street,  General  City  Law. 


1169-65-A — B.B. — 201-209  Ingraham  Street,  northeast  cor¬ 
ner  of  Stewart  Avenue,  Block  2995,  Lot  1,  Borough  of 
Brooklyn,  Alt.  No.  1872-64  re  Manufacturing  establish¬ 
ments,  Section  4.2.1.  Building  Code. 


1170-65-BZ — B.Bx. — 2036  Hone  Avenue,  east  side,  100 
feet  south  of  Lydig  Avenue,  Block  4303, Lot  39,  Borough 
of  The  Bronx,  Alt.  No.  437-65  re  Three  Family  Dwelling, 
Sections  54-31  and  23-222  Zoning  Resolution. 


1171-65-BZ— B.Bx.— 1600-1618  (1610  Official)  East- 

chester  Road  and  1490-1498  Williamsbridge  Road,  south- 
ast  corner,  Block  408k,  Lot  4,  Borough  of  The  Bronx, 
N.B.  1033-65  re  Store,  Parking,  more  than  five  cars,  Sec¬ 
tion  32-22  Zoning  Resolution. 


1172-65-BZ — B.Bx. — 126  Atkins  Avenue,  north  side,  Block 

bounded  by  Berriman  Street,  Glenmore  and  Liberty  Av¬ 
enues,  Block  3990,  Lots  1,  6,  14,  15,  33,  36  and  40,  Bor¬ 
ough  of  Brooklyn,  N.B.  931-65  re  Public  School,  Sec¬ 
tions  42-10  and  22-13  Zoning  Resolution. 


1173-65-BZ — B.Bx. — 1937  Prospect  Avenue,  west  side, 
100  feet  south  of  Tremont  Avenue,  Block  2951,  Lot  60, 
Boroug  of  The  Bronx,  Alt.  No.  268-65  re  Public  Parking, 
Section  22-104  Zoning  Resolution. 


1174-65-A — F.D. — 723-733  Lexington  Avenue,  and  135- 
155  East  58th  Street  northeast  corner,  142-160  East  59th 
Street,  974  Third  Avenue,  Block  1313,  Lots  20,  21,  22,  23, 
33,  34  and  43, Borough  of  Manhattan,  F.D.  Order  V-232- 
657,  re  Storage  of  ammunition. 


1175-65-A — B.Bx. — 2275-2285  Grand  Concourse,  west 
side,  93ifeet  south  of  East  183rd  Street,  Block  3163,  Lot 
26,  Borough  of  The  Bronx,  Alt.  No.  353-65  re  Exits,  Sec¬ 
tions  C26-373. 0,  C26-292.0  and  Adiru  Code. 


1176-65-A — F.D. — 102-106  East  125th  Street,  south  side, 
38  feet  east  of  Park  Avenue,  Block  1773,  Lot  Part  of  69, 
Borough  of  Manhattan,  F.D.  3099-5,  re:  sprinkler  system. 


1177-65-SM — Control  Laboratories,  Incorporated,  Flame 
Fire  Retardant  manufactured  by  Control  Laboratories, 
Incorporated,  Material. 


1178-65-SM — Purity  Paint  Products  Corporation,  Texure, 
manufactured  by  Purity  Paint  Products  Corporation,  Ma¬ 
terial. 


1179-65-BZ — B.Bx. — 3850  Boston  Road,  south  side,  from 
Palmer  Avenue  to  Boiler  Avenue,  Block  5259,  Lot  1, 
Borough  of  The  Bronx,  N.B.  1079-65,  re:  Warehouse, 
Section  43-304  Zoning  Resolution. 


1180-65-GR — Subject:  Reopening  and  amendment  of  reso¬ 
lution  pertaining  to  the  storage  of  liquid  oxygen,  nitrogen 
or  argon  as  to  clearances. 


1181-65-BZ — B.Q. — 23-19  120th  Street,  east  side,  181.5 
feet  south  of  23rd  Avenue,  Block  4224,  Lot  14,  College 
Point,  Borough  of  Queens,  N.B.  1965-65  re:  Class  4  build¬ 
ing  not  permitted  within  fire  limits. 


1182-65-A — B.Q. — 23-17  120th  Street,  easft  side,  150.5 
feet  south  of  23rd  Avenue,  Block  4224,  Lot  15,  College 
Point,  Borough  of  Queens,  N.B.  1966-65,  re:  Class  4 
building  not  permitted  within  fire  limits. 
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1183-65-A — B.Q. — 23-25  120th  Street,  east  side,  243  feet 
south  of  23rd  Avenue,  Block  4224,  Lot  13,  College  Point, 
Borough  of  Queens,  N.B.  2541-65,  re:  Class  4  building 
not  permitted  within  fire  limits. 


1184-65-A — B.Q. — 23-31  120th  Street,  east  side,  195  feet 
north  of  25th  Avenue,  Block  4224,  Lot  I'll,  College  Point, 
Borough  of  Queens,  N.B.  2542-65,  re:  Class  4  building 
not  permitted  within  fire  limits. 


4069-BZY  Vol.  Ill — B.Q. — 80-25  126th  Street,  N.B. 

4559-59. 


4071-BZY — Vol.  Ill — B.M. — 150-160  West  100th  Street, 
N.B.  36-57. 


4072-BZY— Vol.  Ill— B.Q.— 53-15  58th  Street,  Alt.  No. 
2080-61. 


1185-65-A — B.Q. — 23-29  120th  Street,  east  side,  22.55  feet 
north  of  25th  Avenue,  Block  4224,  Lot  112,  College  Point, 
Borough  of  Queens,  N.B.  2543-65,  re:  Class  4  building 
not  permitted  within  fire  limits. 


11 86-65- A — B.Q. — 23-23  120th  Street,  east  side,  211.82 
feet  south  of  23rd  Avenue,  Block  4224,  Lot  113,  College 
Point,  Borough  of  Queens,  N.B.  2544-65,  re:  Class  4 
building  not  permitted  within  fire  limits. 


1223-BZY— Vol.  Ill— B.B.— 2312-2318  65th  Street,  N.B. 
2278-61. 


119-BZY— Vol.  II — B.M. — 420-422  West  59th  Street, 

N.B.  89-59. 


120-BZY — Vol.  II — 420-422  West  59th  Street,  Alt.  No. 
90-59. 


1187-65-A  B.Q. — 38-55  242nd  Street,  east  side,  288.50 
feet  north  of  39th  Avenue,  Blcok  8162,  Lot  228,  Douglas- 
ton,  Borough  of  Queens.  N.B.  1686-65,  re:  erection  of  a 
building  not  facing  a  mapped  street  is  contrary  to  Article 
36  of  the  General  City  Code. 


1188-65-A — B.Q. — 38-61  242nd  Street,  east  side,  226.67 
feet  north  of  39th  Avenue,  Block  8162,  Lot  230,  Douglas- 
ton,  Borough  of  Queens,  N.B.  1687-65,  re:  erection  of  a 
building  not  facing  a  mapped  street  is  contrary  to  Article 
36  of  the  General  City  Code. 


1189-65-A — B.Q. — 38-69  242nd  Street,  east  side,  106.77 
feet  north  of  39th  Street,  Block  8162,  Lot  233,  Douglas- 
ton  Borough  of  Queens,  N.B.  1688-65,  re:erection  of  a 
building  not  facing  a  mapped  street  is  contrary  to  Article 
36  of  the  General  City  Code. 

Material. 


1190-65-A — F.D. — 136  Montague  Street,  south  side,  101 
feet  and  6  inches,  east  of  Henry  Street,  Block  249,  Bor¬ 
ough  of  Brooklyn,  F.D.  0967-5,  re:  sprinkler  system. 


121-BZY— Vol.  II— B.M.— 420-422  West  59th  Street, 

Alt.  No.  91-59. 


122-BZY— Vol.  II— B.M.— 421-423  West  58th  Street, 

Alt.  No.  1343-59. 


58-BZY— Vol.  II— B.M.— 318-32  East  23rd  Street,  N.B. 
348-61. 


59-BZY — Vol.  II — B.M. — 382-390  Second  Avenue,  N.B. 

349-61. 


4157-BZY — Vol.  Ill — B.M. — 325-335  East  49th  Street, 
N.B.  266-61. 


4312-BZY— Vol.  Ill— B.M.— 518-24  East  80th  Street, 
N.B.  2326-61. 


3968-BZY — Vol.  II — B.Q. — 145-69  226th  Street,  N.B. 
7563-61. 


ll91/6,5'5.M~Medart  Prc>ducts,  Incorporated,  Medart 
Model  #64,  Telescopic  Gym  Seats,  manufactured  by 
Medart  Products,  Incorporated,  Material 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION. 

( Filed  puruasnt  to  Section  11-324) 

3861-BZY — Vol.  Ill — B.B. — 275  Atlantic  Avenue,  N.B 
1108-48. 


3969-BZY— Vol.  II— B.Q.— 145-55  226th  Street,  N.B. 
3066-61. 


925-BZY — Vol.  II — B.Bx. — 3900  Bailey  Avenue,  N.B. 
20-61. 


926-BZY — Vol.  II — B.Q. — 45-25  &  45-35  Kissena  Blvd., 
N.B.  305-61. 


1159-BZY — Vol.  II — B.M. — 111  Amsterdam  Avenue,  N.B. 
175-61. 


3862-BZY— Vol.  Ill— B.B.  -318-336  Jay 
1015-49. 


Street,  N.B. 


1158-BZY — Vol.  II — B.M. — 80  Amsterdam  Avenue,  N.B. 
132-60. 


3863-BZY— Vol.  Ill— B.B, 
1711-59. 


181-185  Union  Street,  N.B. 


41-BZY— Vol.  II— B.Bx, 
917-61. 


3410  DeReimer  Avenue,  N.B. 


4076-BZY-Vol.  III-B  M.-1918  1st  Avenue,  N.B.  2345-BZY-Vol.  II-B.M.-835-51  Ave.  of  Americas,  Alt. 
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4019-BZY — Vol.  II— B.R.— 600  Hylan  Blvd.,  N.B.  1312- 
61. 


3855-BZY— Vol.  Ill— B.M.— 205-235  East  20th  Street, 
N.B.  53-1900. 

3858-BZY— Vol.  Ill— B.M.— 91-83  Lafayette  Street,  N.B. 
79-55. 


3973-BZY— Vol.  Ill— B.Q.— 53-15  58th  Street,  N.B.  5101, 
Alt.  No.  2230-59. 


-  t  .  •  r  >  -  •  ^  »  r  •  f  -  *  '*  •  ■  f  •  !• 

3864-BZY— Vol.  Ill— B.Bx.— Rikers  Island  Workhouse, 
N.B.  733-59. 


4160-BZY— Vol.  Ill— B.Bx.— 853  River  Avenue,  Alt.  No. 
383-59. 


3865-BZY— Vol.  B.Q.— 89-11  Merrick  Blvd.,  N.B.  344-61. 


1224-BZY— Vol.  Ill— B.B.— 300  Jay  Street,  N.B.  2823- 
61. 


4073-BZY— Vol.  Ill— B.M.— 455  1st  Avenue,  N.B.  163- 
60. 


4077-BZY— Vol.  Ill— B.M.— 295-301  Delancey  St.,  N.B. 
1948-59. 


1557-BZY— Vol.  II— B.R.— 18  Seaside  Blvd.,  N.B.  224- 
61. 


1556-BZY— Vol.  II— B.R.— 32  Seaside  Blvd.,  N.B.  2917- 
61. 


2876-BZY — Vol.  II — B.M. — 765-773  Amsterdam  Avenue, 
N.B.  259-61. 


1301-BZY— Vol.  II— B.Q.— 39-09  214th  Place,  Alt  No. 

2986-61. 


2364-BZY— Vol.  II— B.Q.— 212-30  23rd  Avenue,  N.B. 
2-61. 


1234-BZY— Vol.  Ill— B.M.— 60  West  13th  Street,  N.B. 
246-61. 


2365-BZY— Vol.  II— B.Q.— 23-20  Bell  Blvd.,  N.B.  3-61. 


879-BZY— Vol.  II— B.M.— 860-868-870  United  Nations 
Plaza,  N.B.  80-60. 


3835-BZY— Vol.  Ill— B.Bx.— 6015-6025  Riverdale  Ave¬ 
nue,  N.B.  2589-61. 


3316-BZY— Vol.  Ill— B.B.— 154-164  Parkside  Avenue, 
N.B.  3111-61. 


4323-BZY— Vol.  Ill— B.B.— 2121  Bragg  Street,  N.B. 
1216-61. 


1300-BZY— Vol.  Ill— B.Bx.— 3469  Cannon  Place,  N.B. 
413-61. 


1907-BZY — Vol.  II — B.Q. — 191  Beach  105th  Street,  N.B. 

1207-61. 


1908-BZY— Vol.  II— B.Q.— 190  Beach  105th  Street,  N.B. 

1208-61. 


1909-BZY— Vol.  II— B.Q.— 191  Beach  102nd  Street,  N.B. 

1209-61. 


1910-BZY — Vol.  II — B.Q. — 190  Beach  102nd  Street,  N.B. 

1210-61. 


4060-BZY— Vol.  II— B.Q.— 150  Beach  81st  Street,  N.B. 

1968-61. 


4061-BZY— Vol.  II— B.Q.— 151  Beach  77th  Street,  N.B. 
1969-61. 


4062-BZY— Vol.  II— B.Q.— 150  Beach  77th  Street,  N.B. 
1970-61. 


4063-BZY— Vol.  II— B.Q.— 151  Beach  74th  Street,  N.B. 
1971-61. 


4123-BZY— Vol.  II— <B.Q.— 32-50  Vernon  Blvd.,  N.B. 

5266-61. 


4156-BZY — Vol.  II — B.B. — 3080-3090  Voorhies  Avenue, 
N.B.  2098-61. 


2548-BZY— Vol.  II— B.B.— 3001  West  36th  Street,  N.B. 
6920-61,  Alt.  No.  4114-61. 


2549-A— BZY— Vol.  II— B.B.  3514  Surf  Avenue,  Alt.  No. 
4114-61. 


3347-BZY— Vol.  Ill— B.M.— 266-298  West  53rd  Street, 
N.B.  365-61. 


2830-BZY— Vol.  II— B.M. -620-54  West  168th  Street, 

N.B.  1486-58. 


1156-BZY — Vol.  II — B.M. — 100  Columbus  Avenue,  N.B. 

113-58. 


1157-BZY— Vol.  II— B.M.— 103-119  West  62nd  Street, 

N.B.  176-61. 


1160-BZY— Vol.  II— B.M.— 61-95  Amtserdam  Avenue, 

N.B.  114-58. 


Restored  to  Docket 

1419-61-A — Vol  II — F.D. — 8  to  14  Forrest  Street,  south 
side,  98  feet  east  of  Bushwick.  Avenue,  Block  3145,  Lot 
12,  Borough  of  Brooklyn,  reopened  for  consideration  as 
to  sprinkler  system. 
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385-60-BZ  B.M. — 65  Audubon  Avenue,  east  side,  30  feet 
.south  of  West  169th  Street,  Block  2125, Lots  30  and  31, 
Borough  of  Manhattan,  Alt.  1657-65,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  resi¬ 
dence  use  district. 


f3-38-BZ  Vol.  II — B.Q. — 23-24  31st  Street,  north  side, 
100  feet  east  of  23rd  Road,  Block  842,  Lot  80,  Astoria 
Borough  of  Queens,  Alt.  995-50,  reopened  for  considera¬ 
tion  as  to  extension  of  term  of  variance,  re-  parking  and 
storage  of  motor  vehicles,  residence  use  district. 


280-58-BZ— B.B.— I555-1581  Rockaway  Parkway,  east 
^de’  ,  fSet  south  of  Flatlands  Avenue  and  1162-1174 
ast  98th  Street,  Block  8205,  Lot  11,  Borough  of  Brook¬ 
lyn,  N.B.  26^-263-58,  reopened  for  consideration  as  to 
extension  of  time,  re-erection  of  two  one  story  buildings 
to  be  used  as  public  market  and  stores,  with  loading 
and  unloading  and  the  parking  of  patrons  cars  —  no  fee 
to  be  charged,  residence  use  district. 


RULES 

Arc  and  Gas  Welding  Oxygen 

OiiUing  . .  Nov.  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 

Cements,  Blended,  Rules  for  Test- 

VtSer>  °f  . .  Mar-  15*  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  - - -  Dec  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . . .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)_  Aug.  3,  1937— Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ....  Dec.  15,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  -  Dec.  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  - july  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  - Mar.  11,  1952— VoL  37,  No.  11A 

Factory  Exit  Rules  . . Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  _ May  1963 

Fire  Drill  Rules  - -  Dec.  31,  1964 — Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Feb.  4,  1965— Vol.  50,  No.  5 

Hatchways  Protection  - June  5,  1928— VoL  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . April  1(  1965_yol  50(  No  13 

Insulating  Fibre  Board  Rules - Mar.  25,  1952— Vol.  37,  No.  13A 

Oil  Burner  Rules  — . June  1,  1962 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . .  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . Mar.  20,  1960 

Procedure,  Rules  of  -  Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  . —  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  . . May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  . . June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946— Vol.  31,  No.  36 

m^IGNfAI5°^:  Department  of  Buildings;  B.B.— Depart- 

Manhstfin.  Bund/!?gs’r>  Brooklyn;  B.M.— Department  of  Buildings, 
Manhattan,  B.Q. — Department  of  Buildings,  Queens;  B  R 

Cnt  °fT_rBT^ildi,n,gs;,  Richmond;  B.Bx.— Department  of  Build¬ 
ings,  Bronx;  H.D.— Health  Department;  F.D.— Fire  Department. 


DECEMBER  7,  1965,  10  A.M. 

t  NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

7  ucsday  morning,  December  7,  1965,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.  on  the 

following  matters:  ’ 

692-65-BZ 

APPLICANT— -Henry  Nordheim  for  Nylon  Laundries, 
Inc.,  owner;  Industrial  Laundry,  Inc. 

SUBJECT— Application  June  15,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
.  Charter,  to  permit  in  a  R7-1  district,  the  construc- 
laundry  aCceSSory  Pa-rkin£  facility  for  an  existing 

PREMISES  AFFECTED — 1116  Intervale  Avenue,  east 
side,  141.43  feet  north  of  East  167th  Street,  1117  Kelly 
Stree.t  Block  2706,  Lot  10,  Borough  of  The  Bronx. 

836-65-BZ 

APPLICANT— Guerino  Salerni  for  Helen  Friedrich, 
owner;  The  Gihon  Corporation,  lessee. 

^y,®JNCT— Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station  accessory  building  and  the 
change  in  occupancy  to  motor  vehicle  repair  shop. 

P^E^.ISviS  AFFECTED— 72-28  Queens  Boulevard, 
south  side,  41.21  feet  west  of  73rd  Street,  72-23  47th 
Avenue,  Block  2446,  Lot  31,  Woodside,  Borough  of 


924-65-BZ 

APPLICANT  Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SVuBJ?CT~^pSlicati?n  August  16,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district  the 
enlargement  in  lot  area  and  floor  area  of  an  existing 
automotive  service  station  previously  granted  by  the 
Board  and  the  installation  of  additional  curb  cuts. 

PREMISES  AFFECTED— 105-04  to  105-24  Flatlands 
Avenue,  south  side,  from  East  105th  Street  to  East 
J96th  j?treet>  901-911  East  105th  Street,  902-912  East 
106th  Street,  Block  8213,  Lot  37,  Borough  of  Brooklyn. 

931-65-BZ 

APPLICANT  William  A.  Rose  for  National  Board  of 
Young  Men  s  Christian  Association,  owner. 

SUBJECT— Application  September  9,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  73-61  of 
the  Zoning  Resolution,  to  permit  in  a  C6-4  district  the 
erection  of  a  stair  tower  for  the  adjoining  building 
that  encroaches  on  the  required  rear  yard. 

Reade  Street,  north  side, 
98  feet,  IOY2  inches  west  of  Broadway,  Block  150  Lot 
1,  Borough  of  Manhattan. 


932-65-A 

APPLICANT— William  A.  Rose,  Rose,  Beaton,  Corabie, 
Dearden  and  Crowe,  for  National  Board  of  the  Young 
Men  s  Christian  Associates,  owner. 

SUBJECT— Application  September  9,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
wood  doors  and  windows. 

PREMISES  AFFECTED — 291  Broadway,  northwest 
corner  of  Reade  Street,  Block  150,  Lot  38,  Borough  of 
Manhattan. 
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942-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Brevoort  Sav¬ 
ings  Bank,  owner.  ...  , 

SUBJECT— Application  September  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  ot 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district  in 
conjunction  with  the  erection  of  a  one  story  bank,  the 
use  of  business  signs  within  75  feet  of  a  residence  dis¬ 
trict  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED — 9705-9713  Seaview  Avenue, 
northeast  corner  of  Rockaway  Parkway,  Block  8300. 
Lot  8,  Borough  of  Brooklyn. 


946-65-BZ 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer  for 
Queens  Syndicate  Company,  owner;  House  of  Bagels 
Incorporated,  lessee.  . 

SUBJECT— Application  September  13,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Cl-2  district,  at  an 
existing  bakery,  the  addition  of  incidental  delivery  ot 
surplus  baking  products. 

PREMISES  AFFECTED-64-01  to  64-23  108th  Street, 
northeast  corner  of  64th  Road,  Block  2170,  Lot  1, 
Borough  of  Queens. 


1044-65-BZ 

APPLICANT — William  Shuldiner  for  McCrory  Cor¬ 
poration,  owner;  McCrory-McLellan-Green  Stores 
Division  of  McCrory  Corporation,  lessee. 

SUBJECT— Application  October  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21 .of 
the  Zoning  Resolution,  to  permit  in  a  C2-4  and  Ml-1 
district,  in  an  existing  theatre  and  store  structure,  the 
change  in  occupancy  of  the  theatre  portion  to  a  ware¬ 
house  and  freight  consolidation  depot. 

PREMISES  AFFECTED— 1936  Boston  Road  1963 
West  Farms  Road,  southwest  corner,  Block  3016,  Lots 
42,  44  and  50,  Borough  of  The  Bronx. 


88-55-BZ 

APPLICANT — Henry  Nordheim  for  Ralph  Di  Girolamo, 
owner. 

SUBJECT— Application  reopened  November  3,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  1,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  m 
a  residence  and  retail  use  district,  the  use  of  existing 
structure  at  rear  of  site  as  a  garage  and  motor  vehicle 
repair  shop., 

PREMISES  AFFECTED— 3327  White  Plains  Road, 
west  side,  246.77  feet  north  of  Rosewood  Street,  Block 
4624,  Lot  49,  Borough  of  The  Bronx. 


a  business  use  district,  the  maintenance  of  business 
signs  on  an  existing  marquee. 

PREMISES  AFFECTED— 2182-2186  Broadway,  east 
side,  25.9  feet  north  of  West  77th  Street  and  227  West 
77th  Street,  Block  1169,  Lot  17,  Borough  of  Manhat- 


66-60-BZ 

APPLICANT— Victor  E.  Block  for  Louis  Rif  kin,  own¬ 


er. 


SUBJECT — Application  reopened  November  9,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  1,  1965  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  parking  lot 
for  the  parking  and  storage  of  more  than  five  (5; 
motor  vehicles. 

PREMISES  AFFECTED— 17  Bennett  Avenue,  east 
side,  178.9  feet  north  of  West  181st  Street,  Block  2180, 

T  ^4-  0 1  D  nr-mi  rrll  nf 


271-43-BZ 

APPLICANT — Irwin  Emerman  for  Carbel  Trading 
Corporation,  owner. 

SUBJECT— Application  reopened  November  9,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  March  13,  1955  —  decision  of  the  Borough  Sup¬ 
erintendent,  previously  granted  on  condition,  under 
Section  7c  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  maintenance  of  more  than 
five  individual  garages  and  amendment  of  resolution 
re-  reconstruction  of  a  garage. 

PREMISES  AFFECTED— 11-17  Schenectady  Avenue 
and  617-627  Herkimer  Street,  northeast  corner,  Block 
1701,  Lot  1,  Borough  of  Brooklyn. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

16-58-BZ 

APPLICANT— Ervin  Palmer  for  National  Parking  Sys¬ 
tem,  Incorporated,  owner. 

SUBJECT— Application  reopened  October  19,  1965  for 
consideration  as  to  extension  of  term  of  variance, 
expired  June  24,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  retail  and  residence  use  district,  the  extension 
of  the  present  parking  lot  from  the  retail  portion  into 
the  residence  portion  of  the  plot. 

PREMISES  AFFECTED— 443-447  3rd  Avenue  east 
side,  19.9  feet  south  of  East  31st  Street  and  206  East 
31st’ Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 


377-59-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Improved 
New  York  Properties,  Incorporated,  owner. 

SUBJECT— Application  reopened  November  9,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  March  29,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 


808-65-BZ 

APPLICANT — Charles  M.  Spindler  for  William  Mey¬ 
ers,  owner. 

SUBJECT— Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  73-42  of  the 
Zoning  Resolution  to  permit  in  a  Ml-2  and  R7-1  dis¬ 
trict,  the  erection  of  an  enclosed  berth  and  curb  cut 
for  an  existing  factory  that  extends  into  the  residence 
portion  of  the  premises. 
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PREMISES  AFFECTED — 60-82  Washington  Street 

T1^  im'76D Front,  StJe^t>  southwest  corner,  Block  45, 
Lot  101,  Borough  of  Brooklyn. 

Hearing  closed. 


837-65-BZ 

AwI;'iICANT“'Samuel  Kisseloff  for  Elizabeth  R. 
Weilamann,  owner;  Peter  Cooper  Corporation,  lessee. 

SUBJECT— Application  July  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-5  and  R5  dis- 
tnct,  the  erection  of  a  one  story  expansion  of  an 
existing  factory  extending  into  the  residence  portion 
ot  the  premises. 

P^MI,S,LS»  AFFECTED — 3240  Grace  Avenue,  east 

t  d?’  c3a4'48A<?  5,outh  of  Givaa  Avenue,  Block  4758, 
Lots  53  and  55,  Borough  of  The  Bronx. 

Hearing  closed. 


941-65-A 

ASi^NrT“R°bf-rt  Gottlieb  for  Del  Balso  Con- 
struction  Corporation,  owner. 

SVrnifCT7AppIicationLScptember  10’  1965  —  Appeal 
cia«  i  ™C,Si°n  4?f  the  ®orou8h  Superintendent  re- 
Cass  3  construction,  stud  partitions,  stair  enclosure 

PREMISES  AFFECTED — 2303  Lacombe  Avenue 
northeast  corner  of  Havemeyer  Avenue,  Block  3540,' 
•Cot  5,  Borough  of  The  Bronx. 


910-65-BZ 

A?PL^CA1NT-Lama,  Proskauer,  Prober  and  Vassalotti 
tor  Charles  Korobow,  owner. 

SUBJECT— AppHeation  September  3,  1965  —  decision 
SUg5h  Superintendent,  under  Sections  72-01 
xt  1  v  th,e  Z?mn%  Resolution  and  Section  666 
of  the  New  York  City  Charter,  to  permit  in  a  C2-3 
district,  the  change  in  occupancy  of  an  existing  garage 
with  open  sale  and  display  of  new  and  used  cars  to  an 
automobile  laundry. 

AFFECTED — 1506-1516  Myrtle  Avenue, 
336  Linden  Street,  southeast  corner,  1517-1519  Gates 
Avenue,  Block  3336,  Lot  10,  Borough  of  Brooklyn. 

Hearing  closed. 


966-65-BZ 

ACorLpIo?a1io„T^wnanrk  1  f°r  Roberta  0l>'rat'n* 

Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the 
enlargement  in  lot  area  of  an  existing  factory  to  pro- 

ZrltOT  anttCCeSf.°r.y.loadin^  platfor“  and  accessory 
parking  on  the  adjoining  lot.  y 

PREMISES  AFFECTED — 2323  Haviland  Avenue 

Bbck  3828  Stf  77  af  £aSt  °u  ^avemeyer  Avenue,' 
iUock  3828,  Lots  77-81,  Borough  of  The  Bronx. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


930-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Ethel  Latt  and 
.Herman  Kaplan,  owners. 

S^?^CJ~ApPuliCcation-Sept,ember  2-  1965  —  decision 
tih^?n0r°rug,h  Superintendent,  under  Sections  11-412 
and  73-50  of  the  Zoning  Resolution,  to  permit  in  a  C8 
district,  the  reconstruction  of  an  automotive  service 
station  previously  granted  by  the  Board  with  an  ac¬ 
cessory  building  that  encroaches  on  the  required  yard 
al°ng  the  district  boundary  and  with  a  sign  that  ex- 
Hrie  S  thC  permitted  Poriection  beyond  the  building 

PREMISES  AFFECTED — 2125-2131  Jerome  Avenue 
southwest  corner  of  West  181st  Street,  Block  3192,' 
Lots  42  and  46,  Borough  of  The  Bronx. 

Hearing  closed. 


DECEMBER  7,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  December  7,  1965,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor.  New  York  10013,  N.  Y.,  on 
the  following  matters: 

634-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner.  n 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
•,  j?ctlon  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

P^80E«  AfTCCTf ^ "  Scranton  Street,  south 
I  Icet  east  °f  Fingerboard  Road,  Block  5189 

Lot  56,  Grasmere,  Borough  of  Richmond. 


940-65-BZ 

APPLICANT— Robert  Gottlieb  for  Del  Balso  Construe- 
tion  Corporation,  owner. 

App[ic|tion  .SePtember  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district 
the  relocation  of  an  existing  two  story  building  to 

offfceslte  ^  the  cbange  ln  occupancy  to  business 

Pnnr^lSSS  AFFECTED-2303  Lacombe  Avenue, 
northeast  corner  of  Havameyer  Avenue,  Block  3540, 
Lot  5,  Borough  of  The  Bronx. 

Hearing  closed. 


635-65-A 

ALPrn!Cf5T~HeCt0r  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner.  ' 

SUBJECT— AppHeation  June  3,  1965  —  Filed  pursuant 
k°  .. Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED — 15  Scranton  Street,  north 

fnt’  1 }a6'7r  feCt  eastTJof  Fingerboard  Road,  Block  3188, 
Lot  18,  Grasmere,  Borough  of  Richmond. 


636-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner.  “ 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 18  Scranton  Street,  south 
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side,  149.58  feet  east  of  Fingerboard  Road,  Block  3189, 
Lot  53,  Grasmere,  Borough  of  Richmond. 


637-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED-22  Scranton  Street  south 
side  249,58  feet  east  of  Fingerboard  Road,  Block  3isy, 
Lot’  55,  Grasmere,  Borough  of  Richmond. 


638-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— -25  Scranton  Street  nor* 
side,  216.47  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot’ 16,  Grasmere,  Borough  of  Richmond. 


639-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 28  Scranton  Street,  south 
side,  289.58  feet  east  of  Fingerboard  Road,  Block  3l8y, 
Lot’ 57,  Grasmere,  Borough  of  Richmond. 


640-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 29  Scranton  Street  north 
side,  256.47  feet  east  of  Fingerboard  Road,  Block  3188, 
Lot’  12,  Grasmere,  Borough  of  Richmond. 


side,  221.37  feet  west  of  Providence  Street,  Block  3188, 
Lot  10,  Grasmere,  Borough  of  Richmond. 


643-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED-36  Scranton  Street  south 
side,  22.75  feet  west  of  Providence  Street,  Block  3189, 
Lot  61,  Grasmere,  Borough  of  Richmond. 


644-65 -A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED-37  Scranton  Street.  norlh 
side,  181.37  feet  west  of  Providence  Street,  Block  3188, 
Lot’ 8,  Grasmere,  Borough  of  Richmond. 


645 -65 -A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 43  Scranton  Street  north 
side,  85  feet  west  of  Providence  Street,  Block  3188, 
Lot  4,  Grasmere,  Borough  of  Richmond. 


646-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED-44  Scranton  Street  south 
side,  162.75  feet  west  of  Providence  Street,  Block  3189, 
Lot  65,  Grasmere,  Borough  of  Richmond. 


641-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 32  Scranton  Street,  south 
side,  277.75  feet  west  of  Providence  Street,  Block  3189, 
Lot’ 59,  Grasmere,  Borough  of  Richmond. 


647-65- A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AF FECT ED — 55  Scranton  Street,  north¬ 
west  corner  of  Providence  Street,  Block  3188,  Lot  1, 
Borough  of  Richmond. 


642-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  — -  Filed  PU™1")1 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 33  Scranton  Street,  north 


883-64-A 

APPLICANT— Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restau¬ 
rant  Incorporated,  lessee. 

SUBJECT— Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  50th  Street, 
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northside,  from  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26, 
Borough  of  Manhattan. 


739-63- A  - 

APPLICANT — William  S.  Shary  for  Cross  Roads 
Building  Co.,  owner. 

SUBJECT— Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 1465-1467  Broadway  and 
597-599  7th  Avenue,  southwest  corner,  and  158-162 
West  42nd  Street,  Block  5994,  Lot  58,  Borough  of 
Manhattan. 


1181-64-A 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bertram  F.  and  Corella  A.  Bonner,  owners. 

SUBJECT — Application  November  30,  196  4 —  Appeal 
from  an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 413-435  East  55th  Street, 
north  side,  145  feet  west  of  Sutton  Place,  South,  Block 
1367,  Lot  6,  Borough  of  Manhattan. 


1183-64-A 

APPLICANT — The  New  York  Association  For  The 
Blind,  owner. 

SUBJECT — Application  November  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 31-65  46th  Street,  east  side, 
90  feet  9  inches  south  of  Newtown  Road,  46-10  New¬ 
town  Road,  Block  724,  Lot  14,  Long  Island  City,  Bor¬ 
ough  of  Queens. 


913-65-A 

APPLICANT — Cullen  and  Dykman  for  The  Brooklyn 
Savings  Bank,  owner. 

SUBJECT— Application  September  7,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 328-338  Fulton  Street,  211 
Montague  Street,  northwest  corner,  162  Pierrepont 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 


657-65-A 

APPLICANT — Abraham  Grossman  for  A  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  4,  1965  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  exits. 

PREMISES  AFFECTED — 101  Prince  Street,  north 
side,  75  feet  east  of  Greene  Street,  Block  513,  Lot  36, 
Borough  of  Manhattan. 


SUBJECT— Application  October  23,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 60-05  Woodhaven  Boule¬ 
vard,  northeast  corner  of  Wetherole  Street,  Block  3088, 
Lot  1,  Elmhurst,  Borough  of  Queens 


961-64-A 

APPLICANT — Philip  P.  Agusta  for  Parsco  Realty 
Corporation,  owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 155-31  Jamaica  Avenue, 
northeast  corner  of  Parsons  Boulevard,  Block  9754, 
Lot  34,  Jamaica,  Borough  of  Queens. 


75 1-64- A 

APPLICANT — Yeshivas  Ahavas  Israel,  owner. 

SUBJECT — Application  July  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 6-8  Lee  Avenue,  west  side, 
46  feet  south  of  Clyner  Street,  Block  2173,  Lot  35, 
Borough  of  Brooklyn. 


1049-64-A 

APPLICANT — A.  L.  Seiden  for  Meyer  Fish,  owner. 

SUBJECT — Application  October  22,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commisisoner, 
re-  iron  shutters. 

PREMISES  AFFECTED — 145-147  Bowery,  east  side, 
60.6  feet  south  of  Broome  Street,  Block  423,  Lot  9, 
Borough  of  Manhattan. 


1101-64-A 

APPLICANT — Goldwater  and  Flynn  for  Carol  Man¬ 
agement  Corporation,  owner. 

SUBJECT — Application  November  5,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 86-98  Park  Avenue,  28-42 
40th  Street,  southwest  corner,  31-39  East  39th  Street, 
Block  869,  Lots  30,  31,  32,  34,  44,  and  48,  Borough 
of  Manhattan. 


435-64-A 

APPLICANT — Crinnion  and  Crinnion  for  Donald 
Steckler,  owner. 

SUBJECT — Application  April  17,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re  violation 
#10466-64,  re-  egress  skylight,  stairway  elevator  en¬ 
closure,  etc. 

PREMISES  AFFECTED — 36  East  23rd  Street,  south 
side,  250  feet  west  of  Park  Avenue,  Block  851,  Lot  51, 
Borough  of  Manhattan. 


1060-64-A  943-64-A 

Ap?LICANT— The  New  York  Association  for  the  APPLICANT— Joseph  Lau  for  Famous  Equities  In- 
Blind,  owner.  corporated,  owner. 
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SUBJECT— Application  September  18,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 40  West  8th  Street,  south 
side,  60  feet  5  inches  west  of  MacDougal  Street,  Block 
553,  Lot  21,  Borough  of  Manhattan. 


979-64-A 

APPLICANT— Joseph  Lau  for  Nabro  Terminail  Cor- 
poration,  owner. 

SUBJECT— Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 989  Brook  Avenue,  west 
side,  338  feet  2  inches  north  of  East  163rd  Street, 
Block  2391,  Lot  52,  Borough  of  The  Bronx. 


991-64-A 

APPLICANT— Elliot  Saltzman  for  Joseph  J.  Gluck- 
man,  trustee  for  M.E.,  S.M.,  and  C.M.  Shapiro,  own¬ 
er;  Chemical  Specialties  Company,  lessee. 

SUBJECT— Application  September  28,  1964  —  Appeal 
from  orders  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system,  and  screens  on  windows,  1st 
floor. 

PREMISES  AFFECTED— 51-55  Nassau  Avenue,  68- 
74  Guernsey  Street,  northeast  corner,  Block  2644,  Lot 
45,  Borough  of  Brooklyn. 


1108-64-A 

APPLICANT — Joseph  Lau  for  Peerless  Trading  Com¬ 
pany,  owner. 

SUBJECT — Application  November  6,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 306-308  West  117th  Street, 
south  side,  100  feet  west  of  Eighth  Avenue,  Block 
1943,  Lot  37,  Borough  of  Manhattan. 


11 36-64- A 

APPLICANT— Donald  D.  Fisher  for  85  Mercer  Street 
Incorporated,  owner. 

SUBJECT — Application  November  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 85-87  Mercer  Street,  west 
side,  151  feet  south  of  Spring  Street,  Block  485,  Lot 
25,  Borough  of  Manhattan. 


11 37-64- A 

APPLICANT — Larry  Meltzer  for  Louis  Solomon,  own¬ 
er. 

SUBJECT — Application  November  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 32-36  Lexington  Avenue, 
south  side,  300  feet  west  of  Classon  Avenue,  15-21 
Quincy  Street,  Block  1969,  Lot  33,  Borough  of  Brook¬ 
lyn. 


11 44-64- A 

APPLICANT— Hurley,  Kearney  and  Lane  for  St.  Nich¬ 
olas  of  Tolentine  Roman  Catholic  Church  of  Queens, 
owner. 

SUBJECT— Application  November  17,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Parapet  Walls  and  access  to  roof. 

PREMISES  AFFECTED— 150-69  to  150-75  Goethals 
Avenue,  80-14  Parsons  Boulevard,  northwest  corner, 
Block  6713,  Lot  41,  Jamaica,  Borough  of  Queens. 


1145-64- A 

APPLICANT— Ralph  Associates  Company,  owner. 

SUBJECT— Application  November  18,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 1930-1956  Ralph  Avenue, 
west  side,  325  feet  south  of  East  59th  Street,  Block 
7763,  Lot  1,  Borough  of  Brooklyn. 


1154-64-A 

APPLICANT— Randolph  J.  Seifert  for  The  Anderson 
Company,  owner. 

SUBJECT— Application  November  19,  1964  —  Packag¬ 
ing  of  Combustible  Mixture  known  as  ANCO  GLASS 
CLEANER  CONCENTRATE  in  6  oz.  glass  con¬ 
tainers  (not  in  accordance  with  Administrative  Code 
requirements.) 


11 59-64- A 

APPLICANT— Howard  N.  Stern  for  Gertrude  Choorst, 
owner;  Artel  Decorators,  Incorporated,  lessee. 

SUBJECT— Application  November  20,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 1000  East  35th  Street,  west 
side,  117.16  ft.  north  of  Avenue  I,  Block  7580,  Lot  69, 
Borough  of  Brooklyn. 


1160-64-A 

APPLICANT— Herman  E.  Horwood  for  215  West  29th 
Street  Corporation,  owner. 

SUBJECT— Application  November  19,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 215  West  29th  Street,  north 
side,  167  feet  west  of  7th  Avenue,  Block  779,  Lot  30, 
Borough  of  Manhattan. 


1163-64-A 

APPLICANT— Arthur  Paul  Hess  for  Lillian  F.  Schlein 
and  Edna  F.  Cohen,  owners. 

SUBJECT— Application  November  18,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  elevator  kept  in  readiness. 

PREMISES  AFFECTED— 252-254  West  38th  Street 
South  side,  275  feet  east  of  Eighth  Avenue,  Block 
787,  Lot  70,  Borough  of  Manhattan. 
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135-65-A 

APPLICANT — Sunbeam  Corporation  for  Rowenta  Me? 
tallwarenfabrik  GmbH,  (commonly  known  as  Rowen¬ 
ta),  owner. 

SUBJECT — Application  February  8,  1965  —  Packaging 
of  Flammable  Mixtures  known  as  ROWENTA  BU¬ 
TANE  products  in  plastic  containers  not  in  accord¬ 
ance  with  Administrative  Code  requirements. 


929-65-A 

APPLICANT — Samuel  J.  Kisseloff  for  Langen  and 
Wind  Properties,  Incorporated,  owner;  Langen  and 
Wind  Color  Laboratories,  lessee. 

SUBJECT — Application  September  11,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  construction — factory  and  egress. 

PREMISES  AFFECTED — 265  Madison  Avenue,  21 
East  39th  Street,  northeast  corner,  Block  869,  Lot  24, 
Borough  of  Manhattan. 


971-65-A 

APPLICANT — Harry  M.  Prince  for  755  Park  Avenue 
Corporation,  owner;  Gibbons-Hollyday  and  Ives,  In¬ 
corporated,  agents. 

SUBJECT — Application  September  22,  1965  —  Review 
of  decision  of  Borough  Superintendent  re-  Multiple 
Dwelling  —  Class  A  conversion. 

PREMISES  AFFECTED— 751-755  Park  Avenue,  102 
East  72nd  Street,  southeast  corner,  Block  1406,  Lot 
69,  Borough  of  Manhattan. 


1026-65-A 

APPLICANT — Diamond-Sanko  for  Dr.  John  K.  Kelly, 
owner. 

SUBJECT — Application  October  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building — business  use,  fire  escape  ,and  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 144  Vanderbilt  Avenue, 
southeast  corner  of  Tompkins  Avenue,  Block  2838, 
Lot  7,  Stapleton,  Borough  of  Richmond. 


998-65-A 

APPLICANT — Howard  H.  Snyder  for  The  Martin 
Foundation  Incorporated,  owner. 

SUBJECT — Application  September  28,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  construction  commercial  use. 

PREMISES  AFFECTED — 26  West  56th  Street,  south 
side,  394  feet  west  of  5th  Avenue,  Block  1271,  Lot  54, 
Borough  of  Manhattan. 


1079-65-A 

APPLICANT — Harry  Soled  for  Congregation  Kahal 
Jeshaye  of  Kerestur,  owner. 

SUBJECT — Application  October  22,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re 
Class  IV  cosntruction,  re-  synagogue. 


PREMISES  AFFECTED — 1455  48th  Street,  north  side, 
220  feet  west  of  13th  Avenue,  Block  5628,  Lot  52, 
Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


DECEMBER  10,  1965  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  December  10,  1965  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Philip  Morris  Incorporated,  owner. 
SUBJECT — Application  November  14,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Burma  Shaving  Lather.) 


893-63-A 

APPLICANT — The  Gillette  Company,  owner. 
SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products.  (Foamy  Saving  Cream,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray.) 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for 
Colgate-Palmolive  Company,  owners. 

SUBJECT — Application  November  15,  1963  —  Review 
of  Fire  Department  Regulations  covering  Pressurized 
Products  (Colgate-Palmolive  Various  Pressurized 
Products.) 

MAX  H.  FOLEY,  Chairman 


DECEMBER  14,  1965,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  14,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters: 

357-48-SA 

APPLICANT — Ransburg  Electro- Coating  Corp.,  owner 
— paint  spraying  equipmen  t. 


155-63-SA 

APPLICANT — Jensen,  Incorporated,  owner — paint  bak¬ 
ing  oven. 


740-63-SA 

APPLICANT — Haus  and  Breisin  for  Cleveland  Controls, 
Inc.,  owner — Cleveland  smoke  indicator. 


775-64-SA 

APPLICANT — A.  T.  Abromaitis  for  Thomas  A.  Edison 
Industries,  owner — flame  safegurad  controls. 


840-64-SA 

APPLICANT — Thermal  Engineering  Corp.,  owner — 
gas  heaters,  various  models. 
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948-64-SA 

APPLICANT— Automatic  Fire  Alarm  Company,  owner 
— automatic  fire  alarm  transmitter. 


983-64-SM 

APPLI CANT — -Haughton  Elevator  Company,  owner- 
interlock  for  hoistway  doors. 


1122-64-SA 

APPLICANT— George  D.  Roper,  owner— gas-fired 

built-in  oven  and  counter  top  unit. 


21-65-SA 

APPLICANT — A.  P.  Fischer,  Inc.,  owner — grease  filter. 


164-65-SM 

APPLICANT — George  Fuchs  for  Virginia  Glass  Prod¬ 
ucts  Corp.,  owner — incombustible  glass  panels. 


165-65-SM 

APPLICANT— Delbert  E.  Phillips  for  Seal  O  Wax, 


owner — wax  for  setting  and  sealing  of  closet  bowls. 


269-65-SM 

APPLICANT— Rey trim  Manufacturing  Co.  Inc.,  owner 
— decorative  display  paper. 


577-65-SM 

APPLICANT— .Formatron  Corp.,  owner— basin  for  use 
in  beauty  parlors. 


711-65-SM 

APPLICANT— The  E.  F.  Hauserman  Co.,  owner— in¬ 
combustible  acoustical  ceiling. 


774-65-SA 

APPLICANT — Webster  Engineering  Division  (Mid¬ 
land- Ross  Corp.)  for  Hastings  Industries,  Inc.,  ownei — 
gas-fired  burners,  various  models. 


1180-65-GR — General  Resolution— relative  to  liquid  gas 
storage  containers. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  NOVEMBER  23,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  November  9,  1965, 
were  approved  as  printed  in  the  Bulletin  of  November  18, 
1965,  Vol.  50,  No.  46. 

689-65-BZ 

APPLICANT — Lucio  F.  Russo,  owner. 

SUBJECT— Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Rl-1  district,  the  maintenance  of 
an  accessory  2  car  garage  to  a  one  family  dwelling  that 
encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 82  Romer  Road,  east  side,  299.5 
feet  north  of  Four  Corners  Road,  Block  870,  Lot  104, 
Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Lucio  F.  Russo. 
For  Opposition :  Matthew  J.  Giuffre. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


720-65-BZ 

APPLICANT — Joseph  A.  Brandt  for  the  Little  Carnegie 
Realty  Corporation,  owner;  Little  Carnegie  Theatre,  In¬ 
corporated,  lessee. 


SUBJECT— Application  June  21,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-3  district,  the  main¬ 
tenance  of  a  sign  banner  that  exceeds  the  permitted  pro¬ 
jection,  beyond  the  building  line  and  exceeds  the  permitted 
height  above  the  sidewalk. 

PREMISES  AFFECTED— 146  West  57  Street,  south  side, 
250  feet  east  of  7th  Avenue,  Block  1009,  Lot  Pt.  of  152, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Steven  R.  Frankel. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  11,  1966,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant.  Appli¬ 
cant  is  to  send  out  20-day  notices. 


808-65-BZ 

APPLICANT— Charles  M.  Spindler  for  William  Meyers, 
owner. 

SUBJECT— Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  73-42  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Ml-2  and  R7-1  district,  the 
erection  of  an  enclosed  loading  berth  and  curb  cut  for 
an  existing  factory  that  extends  into  the  residence  por¬ 
tion  of  the  premises. 

PREMISES  AFFECTED— 60-82  Washington  Street  and 
66-76  Front  Street,  southwest  corner,  Block  45,  Lot  101, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965.  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 
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837-65-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Elizabeth  R.  Weila- 
mann,  owner;  Peter  Cooper  Corporation,  lessee. 

SUBJECT — Application  July  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-5  and  R5  district,  the 
erection  of  a  one  story  expansion  of  an  existing  factory 
extending  into  the  residence  portion  of  the  premises. 

PREMISES  AFFECTED — 3240  Grace  Avenue,  east  side, 
134.48  feet  south  of  Givan  Avenue,  Block  4758,  Lot  53 
and  55,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Leo  Stillman  and 
John  E.  Hubbard. 

For  Opposition :  Mario  Merola,  Anthony  J.  Mercarella, 
Tony  Coleman,  James  P.  Murray,  Helen  Sims,  Ruth 
Von  Carson,  Doris  Wethington,  Maggie  Hardaway 
Elizabeth  Langley,  T.  V.  Robinson,  Julius  Hardaway, 
Albert  Coleman  Carolina,  Joseph  R.  Sims,  Jr.,  Rev. 
M.  L.  Von  Carson,  III,  James  W.  Harris  and  Sig- 
bert  C.  Myers  and  others. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


910-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Charles  Korobow,  owner. 

SUBJECT — Application  September  3,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
&  72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  C2-3  district,  the 
change  in  occupancy  of  an  existing  garage  with  open  sale 
and  display  of  new  and  used  cars  to  an  automobile 
laundry. 

PREMISES  AFFECTED — 1506-1516  Myrtle  Avenue,  336 
Linden  Street,  southeast  corner,  1517-1519  Gates  Avenue, 
Block  3336,  Lot  10,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Leopold  A.  Lupia. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


930-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Ethal  Latt  and 
Herman  Kaplan,  owners. 

SUBJECT — Application  September  2,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  11-412  and 
73-50  of  the  Zoning  Resolution,  to  permit  in  a  C8  district, 
the  reconstruction  of  an  automotive  service  station  pre¬ 
viously  granted  by  the  Board  with  an  accessory  building 
that  encroaches  on  the  required  yard  along  the  district 
boundary  and  with  a  sign  that  exceeds  the  permitted  pro¬ 
jection  beyond  the  building  line. 

PREMISES  AFFECTED — 2125-2131  Jerome  Avenue 
southwest  corner  of  West  181st  Street,  Block  3192  Lot 
42  and  46,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  7  1965 
at  1  0A.M.  for  decision;  hearing  closed.  Applicant  is  to 
submit  revised  drawing. 


940-65-BZ 

APPLICANT— Robert  Gottlieb  for  Del  Balso  Construe- 
tion  Corporation,  owner. 

SUBJECT-Application  September  10,  1965  -  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  reloca¬ 
tion  of  an  existing  two  story  building  to  this  site  and 
the  change  in  occupancy  to  business  offices. 

P^fftISES  A^FuCTED'_ ' 2303  Lacomt>e  Avenue,  north¬ 
east  corner  of  Havameyer  Avenue,  Block  3540,  Lot  5 
Borough  of  The  Bronx.  ’  ’ 

APPEARANCES— 

For  Applicant :  Robert  Gottlieb  &  Anthony  Del  Balso. 

For  Opposition:  None. 

A™  O  FBOARD— Laid  over  to  December  7,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  submit  an  addi¬ 
tional  statement.  Hearing  closed. 


941-65-A 

APpLICANT— Robert  Gottlieb  for  Del  Balso  Construe- 
tion  Corporation,  owner. 

SUBJECT-Application  September  10,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  Class 
3  construction,  stud  partitions,  stair  enclosure  etc. 
PREMISES  AFFECTED— 2303  Lacombe  Avenue,  north¬ 
east  corner  of  Havemeyer  Avenue,  Block  3540,  Lot  5 
Borough  of  The  Bronx.  ’  ’ 

APPEARANCES— 

For  Applicant :  Robert  Gottlieb  &  Anthony  Del  Balso. 
AETI1Cr?N.  2rF  BOARD— Laid  over  to  December  7,  1965, 

oio  «  Svu-  deoi1slon  m  conjunction  with  Cal.  No. 
94U-05-BZ.  Hearing  closed. 


966-65-BZ 

APPLICANT — Frank  J.  Ross  for  Roberta  Operating  Cor¬ 
poration,  owner.  6 

SUBJECT-Application  September  21,  1965  -  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R5  district,  the  enlargement  in  lot 
area  of  an  existing  factory  to  provide  for  an  accessory 
loading  platform  and  accessory  parking  on  the  adjoining 

P^ide%0^7  AFFE(rTFD— 2323  Haviland  Avenue,  north 

T  nf’77  °qi  i/eet  efst  ,°*  Havemeyer  Avenue,  Block  3828, 
Cot  77-81,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  A.  Walpole 

FOM°MOSltl0nTiVMrSAG\]^0rb?r’  Mrs*  H-  Mamara,  Mrs. 
M.  Mauro,  Miss  A.  M.  Piacentini,  Mrs.  J.  Colletti 

par,ii;j‘  TSchUSteo  ralvat^re  Versaci>  Frank  Lubelli,’ 
Pauline  Tanny,  Pauline  Noyes,  Gizello  Shrapits,  An- 

^  tomo  Dommiquez,  Stanley  Shapiro  and  others. 

A(fnT A°M  0F  B0ARD— La>d  over  to  December  7,  1965,  at 
1(1  A.M.  for  decision ;  hearing  closed. 


APPLICANT— Edward  Pincus  and  Ervin  Palmer  for  Pres- 
burn  Company,  owner;  1st  fl. :  Colonial  Tap  Room  Incor- 
poratea,  lessee. 

SUBJECT-Application  June  16,  1965  —  decision  of  the 
Corough  Superintendent  under  Section  72-01  (b)  of  the 
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Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Cl-5  district,  in  an  existing 
four  story  building,  the  extension  of  the  use  of  the  first 
floor  eating  and  drinking  establishment  to  include  cabaret. 
PREMISES  AFFECTED— 117  MacDougal  Street,  west 
side,  25  feet  north  of  Minetta  Lane,  Block  543,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ervin  Palmer  and  Edward  Pincus 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  — - ® 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - 5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  23,  1965;  hearing  closed, 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1965,  acting  on  Alt.  Applic.  899/1962,  reads : 
“The  proposed  use  of  an  eating  and  drinking  place  with¬ 
out  restriction  or  entertainment  and  dancing  as  per 
Use  Group  12  in  a  Cl-5  district  is  contrary  to  Sect. 
32-21  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  finds  that  the  last  legal  Certificate 
of  Occupancy  did  not  include  a  cabaret  and,  that  the  pro- 
posed  cabaret  use  would  be  deterimental  to  the  attempted 
upgrading  of  the  neighborhood ;  and 

Whereas,  the  Board  found  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Section  72-01  (b)  of  the  Zoning  Resolution;  and 
Section  666  of  the  New  York  City  Charter; 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  18,  1965,  acting  on  Alt.  Applic.  899/1962,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


483-65-A 

APPLICANT— Ervin  Palmer  for  Presburn  Company,  own¬ 
er. 

SUBJECT— Application  April  29,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  310  of  the  Multiple  Dwelling  Law  re-  minimum 
dimensions  of  yards. 

PREMISES  AFFECTED— 117  MacDougal  Street,  west 
side,  25  feet  north  of  Minetta  Lane,  Block  543,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ervin  Palmer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein - 4 

Negative:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1962  on  Alt.  Applic.  899-62,  reads: 

“A3— Provide  a  minimum  13'-0"  deep  yard  for  the  apart¬ 


ments  2nd  through  4th  floors.  Section  172  Multi. 
Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  26,  1962,  acting  on  Alt.  Applic.  899-62, 
Objection  No.  A-3,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  310  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  marked  Received  April  29, 
1965”,  8  sheets. 


759-63-BZ— Vol.  II 

APPLICANT— Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  Section  666  (7) 
of  the  New  York  City  Charter,  to  permit  in.  a  C2-1  and 
R3-2  district,  the  erection  of  a  six  story  multiple  dwelling 
that  encroaches  on  the  required  front  yard,  rear  yard  and 
rear  setback,  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  exceeds  the  permitted  height  and  width  of  street 
walls,  with  balconies  in  the  front  and  less  than  the  re¬ 
quired  distance  between  windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Ehrlich  &  Edward  J.  Clark. 

For  Opposition:  Betty  Schiffman,  Samuel  Bodian  For 
Park  Dept.,  Gerard  C.  Fallon,  Despina  Marhopoulas 
and  Socrates  Strongelis. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative: - ® 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,. Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commission¬ 
er  Klein _ _  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  8,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  5,  1965;  hearing  closed; 
then  to  October  26,  1965;  then  to  November  9,  1965  for 
continued  hearing;  then  to  November  23,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  1,  1965,  acting  on  N.B.  Applic.  5121/1961,  reads: 
“16-M  Required  windows  for  corner  portion  of  lot  to  open 
onto  min.  30'  yard  Sec.  26  Subd.  5  c  M.D.L. 

17- M  Provide  min.  30'  zoning  yard  for  interior  portion 

of  lot  Sec.  23-47  and  Sec.  12-10  Zoning  Res. 

18- M  Provide  minimum  distance  of  30'  between  required 

windows  and  lot  line  for  corner  portion  of  lot 
Sec.  23-661  and  Sec.  34-111  Amended  Zoning 
Resolution. 

19- M  Provide  setbacks  in  rear  of  building  opposite  223 

St.  as  per  Sec.  23-661  and  Sec.  34-111  Amended 
Zoning  Res. 

20- M  Floor  area  exceeds  that  permitted  under  Sec.  23- 

141  and  Sec.  34-111. 

21- M  Open  space  ratio  is  less  than  that  required  under 

Sec.  23-14  and  34-111  Amended  Zoning  Res. 
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22- M  Lot  area  per  zoning  room  is  less  than  that  re¬ 

quired  under  Sec.  23-222  and  Sec.  34-111  Amended 
Zoning  Res. 

23- M  Provide  15'  min.  front  yard  for  interior  portion 

of  lot  Sec.  23-45  and  Sec.  12-10  Amended  Zoning 
Res. 

24- M  Balconies  and  Fire  Escapes  are  not  a  permitted 

obstructions  in  required  front  yard  Sec.  23-44,  Sec. 
23-45  Amended  Zoning  Res. 

25- M  The  width  of  street  walls  exceeds  that  permitted 

under  Sec.  23-463  and  Sec.  34-111  Zoning  Reso¬ 
lution. 

26- M  Height  of  street  walls  on  both  223  St.  and  North¬ 

ern  Blvd.  exceeds  that  permitted  under  Sec.  23- 
631  &  Sec.  33-431  Amended  Zoning  Res.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  finds  that  the  granting  of  this 
variance  would  be  detrimental  to  the  neighborhood;  and 
Whereas,  the  Board  found  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Section  666,  Subdivision  7  of  the  New  York  City 
Charter;  and 


Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  April  1,  1965,  acting  on  N.B.  Applic.  5121/1961 
Nos.  16M,  17M,  18M(>  19M,  20M,  21M,  22m! 
23M,  24M,  25 M  and  26M,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


7 60-63- A — Vol.  II 

APPLICANT  Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner. 

SUBJECT— Application  reopened  May  18,  1965  as  Volume 
■tl  Appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent,  re  Balconies  and  Fire  Escapes. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jerrold  I.  Ehrlich,  Edward  J.  Clark. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative: -  n 


828-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Deermont  Manor 
Incorporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R4  district,  the  change  in  occu- 
pancy  of  a  one  family  dwelling  to  a  two  family  dwelling 
that  will  exceed  the  permitted  floor  area  ratio,  has  less 


than  the  required  open  space  ratio,  lot  area  per  room  and 
accessory  parking. 

PREMISES  AFFECTED — 137  Bay  8th  Street,  east  side, 
249  feet  6  inches  north  of  Bath  Avenue,  Block  6393,  Lot 
19,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _ _ _  3 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . . . . . . . .  .  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Aiovember  9,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  23,  1965;  hearing  closed; 


a  }^jHTRfASd  the  decisi°n  of  the  Borough  Superintendent, 
dated  July  8,  1965,  acting  o  nN.B.  Applic.  689/1964,  reads: 

1.  The  proposed  addition  of  a  dwelling  unit  on  the 
3rd  floor  causes  the  “Floor  Area  Ratio”  of  the 
proposed  2  family  dwelling  to  exceed  the  maximum 

permitted  and  is  contrary  to  Sect.  23-141  of  the 
Zoning  Resolution. 

2.  The  proposed  addition  of  a  dwelling  unit  on  the 
3rd  floor  causes  the  “Open  Space  Ratio”  of  the 
proposed  2  family  dwelling  to  be  less  than  the  mini¬ 
mum  required  and  is  contrary  to  Sect.  23-142  of 
the  Zoning  Resolution. 

3.  The  proposed  addition  of  a  dwelling  unit  on  the  3rd 
floor  causes  the  “Lot  Area  Per  Room”  of  the  pro¬ 
posed  2  family  dwelling  to  be  less  than  the  minimum 
required  and  is  contrary  to  Sect.  23-223  of  the  Zon¬ 
ing  Resolution. 

4>  Fj6  Proposed  addition  of  a  dwelling  unit  on  the 
3rd  floor  requires  that  an  addition  off  street  parking 
space  be  provided  as  per  Sect.  25-22  &  25-60  of  the 
Zoning  Resolution.” 


vvuh.ki5.as,  mis  application  has  been  inspected  by  a  com¬ 
mittee  of  the  Board  which  recommended  that  the  application 
be  granted  under  certain  conditions;  and 

Whereas  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district 
the  change  in  occupancy  of  a  one-family  dwelling  to  a  two- 
family  dwelling  that  will  exceed  the  permitted  floor  area 
ratio,  have  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  accessory  parking,  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  filed  with  this  application 

Receiyed  JuIy  26>  1965’’  4  sheets  and  ‘November 
b,  1965 ,  one  sheet;  on  further  condition  that  a  declaration 
of  restriction  restricting  the  use  of  this  building  to  two 
families  shall  be  filed  with  the  Registrar’s  Office,  Kings 
County  and  that  a  note  of  this  declaration  of  restriction 
shall  be  included  in  the  Certificate  of  Occupancy  •  that  all 
laws,  rules  and  regulations  applicable  shall  be  ’complied 
whh;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 
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829-65-BZ 

APPLICANT— Arnold  W.  Lederer  for  Samuel  Berger, 
owner. 

SUBJECT— Application  July  19,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  at  an  existing 
drive-in  refreshment  stand,  the  additional  use  of  automo¬ 
bile  sales  and  display. 

PREMISES  AFFECTED— 2240-2254  Flatbush  Avenue, 
south  side,  180  feet  west  of  Fillmore  Avenue,  Block  8486, 
Lot  61,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer  and  Samuel  Berger. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Commis- 

sioner  Klein  -  - 

Negative:  - - - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  23,  1965;  hearing  closed, 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  28,  1965,  acting  on  Alt.  Applic.  854/1965,  reads: 
“1.  Proposed  change  of  occupancy  from  frozen  custard 
stand  &  parking  space  for  patrons  in  cars  while 
being  served  to  auto  sales,  open  and  enclosed,  Use 
Group  16,  in  a  C2-2  in  R-3  district  is  contrary  to 
Section  32-25  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
W^hereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a 'basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  _  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  _  and  it  hereby  _  is 
granted  under  Section  72-21,  to  permit  in  a  C2-2  district, 
at  an  existing  drive-in  refreshment  stand,  the  storage  and 
parking  of  new  cars  in  connection  with  the  adjoining  Ply¬ 
mouth  Agency,  for  a  term  of  eight  years,  on  condition 
that  the  work  shall  conform  to  drawings  filed  with  this 
application  marked  ‘Received  September  29,  1965’,  one  sheet, 
‘October  15,  1965’,  one  sheet  and  ‘November  12,  1965’,  one 
sheet  revised;  on  further  condition  that  there  shall  be  no 
service  and  no  sales  on  this  lot ;  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with ;  and  that  permit 
shall  be  obtained,  work  completed  and  a  Certificate  of  Oc¬ 
cupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


830-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  knitting  mill. 


PREMISES  AFFECTED— 877  Wyckoff  Avenue  north 
side,  81.36  feet  west  of  Hancock  Street,  Block  3548,  Lot 
6,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant  Isaac  Allen. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  IHeinert, 
Commissioner  Fox,.  Commissioner  Becker  and  Com- 

misioner  Klein  — — - - — - - """ 

Negative - -  ■  ■  — - - - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  23,  1965;  hearing  closed; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1965,  acting  on  Alt.  Applic.  1274/1965,  reads: 
“1.  Proposed  enlargement  for  knitting  Mill  Factory  in 
an  R-6  District  is  Contrary  to  52-41  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
W^hereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  «  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  _  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district, 
the  erection  of  a  one-story  enlargement  to  an  existing 
knitting  mill,  on  condition  that  the  work  shall  conform 
to  drawings  filed  with  this  application  marked  ‘Received 
July  26,  1965’,  7  sheets;  on  further  condition  that  a  wet 
automatic  sprinkler  system  shall  be  installed  in  the  cellar 
and  first  floor  of  the  entire  building;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


831-65-BZ 

APPLICANT— Isaac  Allen  for  Mille  Knitting  Mill  Incor¬ 
porated,  owner. 

SUBJECT— Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R6  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  knitting  mill. 
PREMISES  AFFECTED— 879  Wyckoff  Avenue,  north 
side,  62.56  feet  west  of  Hancock  Street,  Block  3548,  Lot 
5,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Isaac  Allen. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — — - — — - 5 

Negative: - - — - 0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  23,  1965;  hearing  closed: 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1965,  acting  on  It.  Applic.  1273/65,  reads: 

“1.  Proposed  enlargement  for  knitting  mill  factory  in  an 
R-6  District  is  contrary  to  52-41  Z.R.” 

and 

W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district, 
the  erection  of  a  one-story  enlargement  to  an  existing 
knitting  mill,  on  condition  that  the  work  shall  conform  to 

application  marked  ‘Received  July 
26,  1965,  7  sheets;  on  further  condition  that  a  wet  auto¬ 
matic  sprinkler  system  shall  be  installed  in  the  cellar  and 
first  floor  of  the  entire  building;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that  per¬ 
mit  shall  be  obtained,  work  completed  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


832-65-BZ 


APPLICANT  Isaac  Allen  for  Mille  Knitting  Mill  In¬ 
corporated,  owner. 

SUBJECT  Application  July  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  knitting 


PREMISES  AFFECTED — 881  Wyckoff  Avenue,  north 
side ,  437a  feet  west  of  Hancock  Street,  Block  3548, 
Lot  4,  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Isaac  Allen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _ _ _ _ _  5 

Negative :  _ __ _ _ _  0 

THE  RESOLUTION— 

.  Whereas,  a  public  hearing  was  held  on  this  applica- 
tion  on  November  9,  1965,  after  due  notice  by  publication 
in  the  Bulletin;  laid  over  to  November  23,  1965;  hearing 
closed;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1965,  acting  on  Alt.  Applic.  1150/1965,  reads: 

“1.  Proposed  enlargement  for  knitting  mill  factory  in 
an  R-6  District  is  contrary  to  52-41  ZR” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 


that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas, the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  descretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution,  and 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district 
the  erection  of  a  one-story  enlargement  to  an  existing 
knitting  mill,  on  condition  that  the  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received 
July  26,  1965,”  7  sheets;  on  further  condition  that  a  wet- 
automatic  sprinkler  system  shall  be  installed  in  the  cellar 
and  first  floor  of  the  entire  building;  that  all  laws,  rules 
and  regulataions  applicable  shall  be  complied  with ;  and 
that  permit  shall  be  obtained,  work  completed  and  a  Cer¬ 
tificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  resolution. 


357-65-BZ 


^■PP^ICANT — Albert  Melniker  for  First  National  City 
Bank,  owner. 

SUBJECT  Application  August  6,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-52  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-2  district, 
the  enlargement  of  an  accessory  parking  facility  for  a 
bank  presently  under  construction  extending  into  the  R3-2 
district. 

PREMISES  AFFECTED — 1492  Hylan  Boulevard,  south- 
east  corner  of  Benton  Avenue,  Block  3358,  Lot  10,  Don- 
gan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker  and  David  V.  Rosenen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
TPIE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ c 

Negative: _ _ _  q 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1965;  hearing  closed; 
then  to  November  9,  1965 ;  then  to  November  23,  1965 ;  and 
,  Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  5,  1965,  acting  on  N.B.  Applic.  41/1965,  reads: 


“1.  Proposed  parking  for  motor  vehicles  in  R3-2  zone 
accessory  to  a  bank  building  (Use  Group  6)  in  a 
C2-1  ^zone  is  contrary  to  Section  22-10,  32-15  and 

I  . 


and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas  the  Board  found  that  the  applicant  had  sub- 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  73-52  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
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granted  under  Section  73-52,  to  permit  in  a  C2-1  and  R3-2 
district,  the  enlargement  of  an  accessory  parking  ,  facility 
for  a  bank  presently  under  construction  extending  into  the 
R3-2  district,  on  condition  the  work  be  done  in  accordance 
with  drawings  filed  with  this  application  marked  ‘Received 
August  6,  1965/  two  sheets,  ‘November  16,  1965’,  one.  sheet, 
‘Revised’  and  ‘November  16,  1965’,  one  sheet  Additional’; 
on  the  further  condition  that  the  four  foot  high  chain  link 
fence  be  extended  along  the  entire  Jerome  Road  front  with¬ 
out  any  opening;  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with ;  and  that  permit  be .  ob¬ 
tained,  work  done,  and  a  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  resolution. 


895-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  N.  Beny  Kraut, 
owner;  Sanpino  and  Waverly  Beauty  Products,  lessee. 
SUBJECT— Application  August  25,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Ml-2  district,  in  an  existing  cos¬ 
metics  and  soap  factory,  the  manufacture  of  final  prod¬ 
ucts  with  low  flash  point. 

PREMISES  AFFECTED— 234  North  9th  Street,  south¬ 
west  corner  of  Roebling  Street,  Block  2313,  Lot  15,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  . . . 0 

Not  Voting:  Commissioner  Fox  . - .  1 

THE  RESOLUTION — 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  November  23,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
■dated  July  29,  1965,  acting  on  Alt.  Applic.  695/1965,  reads: 
“1.  On  a  lot  located  in  an  Ml-2  district  and  approved 
for  manufacturing  of  soaps  cosmetics,  &  repackaging 
of  chemicals,  office  etc.  the  proposed  amendment  to 
eliminate  restriction  that  flash  points  be  not  less 
than  182°F.  is  contrary  to  Zone  Resolution  42-275 
a (3)  in  that  final  product  shall  have  a  flash  point 
rating  as  Class  I  material. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
666,  Subdivision  7  of  the  Ne  wYork  City  Charter. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  666,  Subdivision  7,  to  permit  in  a 
Ml-2  district,  in  an  existing  cosmetics  and  soap  factory,  the 
manufacture  of  final  products  with  flash  points  lower  than 
182°F,  on  condition  the  building  conform  to  drawings  filed 
with  this  application  marked  ‘Received  August  25,  1965’, 
three  sheets;  on  further  condition  that  the  present  sprinkler 
system  shall  be  maintained  throughout  the  building,  and  that 
any  additional  fire  fighting  equipment  shall  be  added  which 
the  Fire  Commissioner  may  require;  that  all  other  laws, 


rules  and  regulations  applicable  shall  be  complied  with ;  and 
that  permit  be  obtained,  work  done,  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


921-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Sackman-Gilliland  Corporation,  owner. 

SUBJECT— Application  August  26,  1965  —  decision  of  the 
Borough  Superintendent,  under  Seotions  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  R6  district,  the 
erection  of  a  two  story  and  basement  office  building  with 
accessory  parking  and  business  signs. 

PREMISES  AFFECTED— 260-266  68th  Street,  south  side, 
157  feet  8%  inches  west  of  Third  Avenue,  Block  5862, 
Lots  34,  128,  162,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - 5 

Negative:  - - - —  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1965;  hearing  closed; 
then  to  November  23,  1965  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  6,  1965,  acting  on  N.B.  Applic.  268/1965, 
reads : 

“1.  In  an  R-6  district  proposed  office  bldg,  with  acces¬ 
sory  cafeteria  kitchen,  3  car  garage  and  accessory 
parking  in  open  space,  curb  cuts  are  not  permitted 
as  of  right  and  are  contrary  to  Z.R.  22-10,  11-111. 

2.  In  an  R-6  district  proposed  business  signs  are  not 
permitted  as  of  right  and  are  contrary  to  Zone 
Resolution  22-30. 

3.  Since  there  are  no  bulk,  yard,  parking,  loading 
etc.  regulations  application  muslt  be  referred  to 
Board  of  Standards  and  Appeals  for  approval. 

4.  The  sub-division  of  a  zoning  lot  previously  subject 
to  Board  of  Standards  and  Appeals  Calendar  #125- 
19-BZ  Vol.  II  dated  11-29-1955  must  be  referred  to 
Board  for  approval. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions,  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  a  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution,  and 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Sedtion  72-21,  to  permit  in  an  R-6  district 
the  erection  of  a  one-story  and  basement  office  building  with 
accessory  parking  and  business  signs  for  a  term  of  twenty 
years,  on  condition  the  building  conforms  with  drawings 
filed  with  this  application  marked  “Received  August  26, 
1965,”  four  sheets,  and  “November  18,  1965,”  three  sheets 
“Revised;”  on  the  further  condition  that  the  area  of  the 
sign  be  limited  to  (that  shown  on  these  drawings;  that  all 
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other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with;  and  that  permit  be  obtained,  work  done,  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  resolution. 


958-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  R.  and  L.  Realty 
Corporation,  owner;  Rose  of  Latakia  Mfg.  Company  In¬ 
corporated,  lessee. 

SUBJECT — Application  September  21,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  666  (7)  of 
New  York  City  Charter  in  a  Ml -2  district,  the  manufac¬ 
ture  of  a  product  with  a  flash  point  less  than  182  F. 
PREMISES  AFFECTED — 204-208  25th  Street,  south  side, 
75  feet  east  of  4th  Avenue,  Block  655,  Lot  10,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ 5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  13,  1965, acting  on  Alt.  Applic.  1762/1963, 
reads : 

“1.  Proposed  manufacturing  of  products  having  flash  point 
less  than  182°F.  in  an  Ml-2  district  is  contrary  to 
Section  42-275  (a)  (3)  of  the  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  apprporiate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
666,  Subdivisino  7  of  the  New  York  City  Charter. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  666,  Subdivision  7  of  the  Charter,  to 
permit  in  an  Ml-2  district,  the  manufacture  of  a  product 
with  a  flash  point  less  than  182°F.,  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  marked 
“Received  September  21,  1965,”  three  sheets;  on  the  further 
condition  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied .  with;  and  that  permit  be  obtained,  work 
done,  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  Resolution. 


Adjourned  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  NOVEMBER  23,  1965,  NOON 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

87-63-A 

APPLICANT — Larry  Meltzer  for  Childs  Pulp  Color,  In¬ 
corporated,  owner. 


SUBJECT — .Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  October  14, 
1965  —  Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner  re-  sprinkler  system ;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 43-53  Summit  Street,  north  side, 
78  feet  1  inch  east  of  Hamilton  Avenue,  Block  352,  Lots 
53  and  55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer  and  Robert  M.  Osborne. 

ACTION  OF  BOARD — 'Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  14,  1964,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the  term 
of  variance. 

Resolved,  that  the  Beard  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  14,  1964, 
only  as  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  one  year  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Fire  Dept.  Order  No. 
3641-2) 


1419-61-A — Vol.  II 

APPLICANT — Arnold  W.  Lederer  for  Ferbush  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II  —  subject  to  regular  procedure  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  Sys¬ 
tem;  previously  denied. 

PREMISES  AFFECTED— 8-12-14  Forrest  Street,  south 
side,  98  feet  west  of  Bushwick  Avenue,  Block  3145,  Lot 
12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  Lederer  and  A.  Wachtel. 
ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinent, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  5 


432-58-BZ 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for 
Anthony  J.  Amato,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7e,  7h  and  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  erection  of  a  one  story  building 
for  use  as  a  warehouse  and  office  with  the  open  area  in 
front  used  for  the  parking  of  employees  cars,  the  pro¬ 
posed  structure  does  not  provide  a  rear  yard  and  exceeds 
the  permitted  area  coverage. 

PREMISES  AFFECTED— 156-08  107th  Avenue,  south  side, 


1404 


MINUTES 


50  feet  west  of  157th  Street,  Block  10135,  Lot  27,  South 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Wlarren  A.  Sambach. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

and  Commissioner  Becker  _  3 

Negative:  Commissioner  Fox  and  Commissioner  Klein...  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  3,  1959,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  25,  1965 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  or.  March  3,  1959,  as 
amended  through  October  25,  1960,  by  adding  thereto: 

“that  the  building  shall  be  arranged  and  used  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  October  14,  1965,’  one  sheet,  on  con¬ 
dition  that  other  than  as  herein  amettded  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Alt. 
336/65) 


333-61-BZ 

APPLICANT — East  Park  Realty  Company,  owner. 
SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  erection  of  a  one  story  masonry 
building,  to  be  used  as  a  retail  store  with  accessory 
patron  parking  on  open  area. 

PREMISES  AFFECTED — 2431-2441  Linden  Boulevard, 
528  Milford  Street,  northwest  corner,  Block  4479,  Lots 
28  and  29,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Kermit  Gitenstein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinent, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  11,  1961,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  June  12,  1962; 
and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  January  26,  1965;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1961,  as 
amended  through  January  26,  1965,  by  adding  thereto:’ 

“that  in  the  event  the  owner  desires  to  divide  the  build¬ 
ing  into  two  retail  stores,  such  change  shall  be  per¬ 
mitted  substantially  as  shown  on  revised  drawings  of 
proposed  conditions  marked  ‘Received  October  25,  1965,’ 
four  sheets,  on  condition  that  other  than  as  herein 


amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.B.  751/60) 


947-61-BZ 

APPLICANT — Seymour  Sperber  for  Soiuthmore  Reality 
Corporation,  owner ;  Hawthorne  Garage  Corporation, 
lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  Occupancy,  which 
expired  March  20,  1963  —  decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  restricted 
retail  use  district,  in  an  existing  12  story  and  penthouse 
multiple  dwelling  the  use  of  the  vacant  parking  space  in 
the  required  accessory  garage  for  transient  parking. 
PREMISES  AFFECTED— 209-223  (211  official)  East 
53rd  Street,  north  side,  100  feet  east  of  Third  Avenue, 
Block  1327,  Lots  5,  6,  7,  8,  814,  9,  and  10,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Jacob  R.  Heller  &  Seymour  Sperber. 
ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  5 

N egative  :  . . . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  20,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  20,  1962,  only 
as  to  the  time  to  obtain  a  Certificate  of  Occupancy,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  amended  resolution.”  (C.O.  Applic.  No. 
267/65) 


1746-61-BZ 

APPLICANT — 'Albert  Melniker  for  Glover-Hylan  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
7 A  of  the  Zoning  Resolution,  permitting  in  a  retail  use 
D  area  district,  the  construction  of  a  retail  store  building 
within  15  feet  of  a  residence  use  district. 

PREMISES  AFFECTED — 4126  Hylan  Boulevard  and  6 
Glover  Street,  southeast  corner,  Block  5310,  Lot  7,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley  Vice  Chairman  Kleinert, 

and  Commissioner  Becker  .._ _ _  3 

Negative:  Commissioner  Fox  and  Commissioner  Klein...  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
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May  22,  1962,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  February  9,  1965 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  22,  1962,  as 
amended  through  February  9,  1965,  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  redesign  and  re¬ 
arrange  the  building,  parking  area  and  curb  cuts,  such 
changes  shall  be  permitted,  on  condition  that  the  work 
shall  be  done  substantially  as  shown  on  revised  drawings 
of  proposed  condition  marked  ‘Recevied  October  11, 
1965,’  six  sheets,  and  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (N.B.  1284/61 ) 


815-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lena  Profta, 
owner;  R  and  A  Superette,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy,  which 
expired  January  1,  1965  —  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec¬ 
tions  72-21  and  73-63  of  the  Zoning  Resolution,  permitting 
in  a  C2-5  district,  the  erection  of  a  one  story  and  cellar 
enlargement  to  an  existing  five  story  building  occupied  as 
a  store  on  the  first  floor  with  dwellings  above  the  (en¬ 
largement  increases  the  degree  of  non-compliance  and  ex¬ 
ceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 51  First  Avenue,  west  side,  48 
feet  1  inch  north  of  East  3rd  Street,  Block  445,  Lot  36 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Ivleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . .  5 

Negative  :  . . . . .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  7,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  7,  1964, 
only  as  to  the  time  to  obtain  a  Certificate  of  Occupancy,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  1851/61) 


933-65-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  September  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-14  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erection 
of  a  one  story  central  telephone  exchange  building. 

PREMISES  AFFECTED — 60  Palma  Drive,  southeast  cor¬ 
ner  of  Britton  Avenue,  Block  2888,  Lot  38,  Fox  Hills, 
Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker _ 4 

Negative:  _ _ 0 

Absent:  Commissioner  Klein  _  1 


193-57-BZ — Vol.  II 

APPLICANT — Paul  Friedman  for  Pramak  Hotel  Com¬ 
pany,  Arnold  Praver,  Harry  Mallis,  David  Kogel  and 
George  Kogel,  co-partners,  doing  business  as  PKM. 

SUBJECT — -Application  reopened  September  26,  1961  as 
Volume  II  —  decision  of  the  Borough  Superintendent, 
under  Section  74,  9A  and  21,  of  the  Zoning  Resolution, 
permitting  .in  a  residence  use,  E-l  area,  Class  Vz  height 
district,  the  erection  of  a  five  story  extension  to  a  Class  B 
Multiple  Dwelling  with  non-flashing  illuminated  signs, 
and  to  permit  for  a  stated  term  of  years  the  uses  of 
restaurant,  coffee  shop,  meeting  rooms,  cabaret  and  ban¬ 
quet  rooms,  the  proposed  extension  exceeds  the  permitted 
height  within  2  miles  of  a  designated  airport. 

PREMISES  AFFECTED — 138-10  135th  Avenue,  south 
side  from  138th  Street  to  140th  Street,  Block  12093,  Lots 
20  and  34,  South  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  reopen  withdrawn 
at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ .... _ _ _ _ _  5 

Negative:  . . . . . . 0 


623-61-BZ— Vol.  II 

APPLICANT — Joseph  Lau  for  Park  Parlton  Housing 
Corporation,  owner. 

SUBJECT — Application  reopened  December  3,  1963  as 
Volume  II  —  decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  RIO  district,  in  an  existing  seven  story  building, 
the  change  in  occupancy  from  public  building  to  profes¬ 
sional  office. 

PREMISES  AFFECTED — 58  Park  Avenue,  west  side, 
73.3  feet  south  of  East  38th  Street,  Block  867, Lot  38, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker _ 4 

Negative :  0 

Absent :  Commissioner  Klein  _ 1 


523-38-BZ— Vol.  II 

APPLICANT — John  J.  Leonard  for  Ihnat  Holding  Corp., 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
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extension  of  term  of  variance,  which  expired  November 
22,  1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Sections  7c  and  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  and 
business  use  district,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 23-24  31st  Street,  north  side, 
100  feet  east  of  23rd  Road,  Block  842,  Lot  80,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Leonard  and  John  J.  Ennat. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  4,  1966,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  - - -  0 


280-58-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Sutton  Associates,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  28, 
1964  —  decision  of  the  Borough  Superintendent ;  previous¬ 
ly  granted  on  condition,  under  Sections  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  of  two  one-story  buildings  to  be  used  as  public 
market  and  stores,  with  loading  and  unloading  and  the 
parking  of  patrons’  cars  —  no  fee  to  be  charged. 

PREMISES  AFFECTED— 1555-1581  Rockaway  Parkway, 
east  side,  379  feet  south  of  Flatlands  Avenue  and  1162- 
1174  East  98th  Street,  Block  8205,  Lot  11,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  4,  1966  at  10  A.M.,  to  consider  ex¬ 
tension  of  time  to  obtain  permits  and  complete  the  work, 
which  had  expired  by  limitation,  requiring  a  new  decision 
of  the  Borough  Superntendent,  which  has  been  filed,  and 
two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox  _  1 


385-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  November 
22,  1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  of  the  pleasure  type 
for  a  stated  term  of  five  (5)  years. 

PREMISES  AFFECTED — 65  Audubon  Avenue,  east  side, 
30  feet  south  of  West  169th  Street,  Block  2125,  Lots  30 
and  31,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  4,  1966,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice.  J&A 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  -  0 


Adjourned  12:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  November  23,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

697-28-SA — Vol.  Ill 

APPLICANT — Acme  Fire  Alarm  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  William  J.  Plenge. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissionei  Becker  and  Com¬ 
missioner  Klein  - — - 5 

Negative:  . . . 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  697-28-SA — Vol.  Ill,  Acme  Fire  Alarm  Co.,  Inc., 
New  York,  N.  Y.  requested  that  the  resolution  adopted 
November  6,  1929  under  Cal.  No.  697-28-SA  be  reopened 
and  amended  so  as  to  include  the  Acme  Type  D  R1  to 
DR  10  Door  Releasing  Control  Panel  in  accordance  with 
the  Fire  Commissioner’s  Rules  for  Voluntary  Installation 
of  Electro-Magnetic  Door  Holders  filed  with  the  City  Clerk 
August  4,  1965. 

DESCRIPTION:  The  Acme  Type  DR1  to  DR10  control 
panel  uses  the  same  relays  and  milliammeter  as  originally 
approved  in  the  Acme  Fire  Alarm  System  and  is  designed 
to  operate  a  magnetic  door  holder  system  from  an  interior 
fire  alarm  or  an  automatic  fire  alarm  system. 

This  control  panel  was  tested  by  the  Fire  Department  in 
conjunction  with  a  fire  alarm  control  panel,  gongs,  fire 
alarm  signal  station  and  magnetic  door  holder  and  operated 
to  their  satisfaction.  A  report  dated  October  21,  1965  has 
been  received. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  6,  1929  under 
Cal.  No.  697-28-SA  be  reopened  and  amended  so  as  to  in¬ 
clude  the  Acme  Type  DR1  to  DR10  Door  Releasing  Con¬ 
trol  Panel  in  accordance  with  the  Fire  Commissioner’s 
Rules  for  Voluntary  Installation  of  Electro-Magnetic  Door 
Holders  filed  with  the  City  Clerk,  A  ugust  4,  1965  pro¬ 
vided  that  each  such  control  panel  shall  bear  a  label,  perm¬ 
anently  affixed,  reading :  “Approved  by  the  Board  of  Stand- 
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ards  and  Appeals  for  use  in  New  York  City,  under  Cal. 
No.  697-28-SA — Vol.  Ill” 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


87-47-SM 

APPLICANT — Imperia  Block  Manufacturing  Corp.,  own¬ 
er. 

APPEARANCES— 

For  Applicant:  Peter  Colacio. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _  5 

Negative:  _ _  _ _ _ q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
87-47-SM — Amendment  to  resolution  as  to  additional  sizes 
of  Masonry  units. 

Imperia  Block  Manufacturing  Corp.,  Pelham  Manor, 
New  York  requested  that  the  resolution  adopted  December 
16,  1947  and  amended  November  4,  1953  under  Cal.  No. 
87-47-SM  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  sizes  of  masonry  units. 

PROPOSED  USE:  Concrete  masonry  units  (load  bear¬ 
ing). 

DESCRIPTION :  The  additional  sizes  of  concrete  and 
cinder  blocks  are  manufactured  of  the  same  materials  and 
of  the  same  design  mix  as  the  presently  approved  blocks. 

The  design  mix  for  the  blocks  manufactured  of  Edicrete 
is  as  follows:  4  bags  of  cement,  2800  lbs.  of  Coarse  Edi¬ 
crete,  1900  lbs.  of  Fine  Edicrete  and  22  gallons  of  water. 
The  material  Edicrete  was  approved  by  the  Board  under 
Cal.  No.  786-63-SM,  as  an  aggregate. 

The  design  mix  for  the  Q-Block  is  2500  lbs.  Blue  Stone 
Screening,  1500  lbs.  sand,  4  bags  of  cement  and  20  gallons 
of  water. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  test  conducted  by  Westchester  Testing  Co.,  Inc., 
New  Rochelle,  New  York  and  all  blocks  subsequently  rec¬ 
ommended  for  approval  successfully  met  the  requirements 
of  C26-309.0  Administrative  Building  Code.  The  complete 
reports  are  on  file  with  and  are  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  16,  1947  and 
amended  November  4,  1953  under  Cal.  No.  87-47-SM  be 
reopened  and  amended  so  as  to  include  the  additional  sizes 
of  masonry  units. 

Concrete — 

Solid— 2"x8"xl6",  4"x8"xl8",  6"x8"xl8" 

6"x8"xl8"  Header,  8"x8"xl8"  Std.  Header. 
8"x8"xl6"  and  8"x8"xl6"  Column  Block 

Hollow— 3"x8"xl8",  8"x8"xl8"  Jumbo  Backer  and 
8"x9"xl8"  Header 


Cinder — 

Solid— 4"x8"xl8"  and  12"x8"xl8" 

Hollow — 4"x8"xl8" 

Edicrete —  : 

Solid— 2"x8"xl8",  4"x8"xl8",  6"x8"xl8" 

6"x8"xl8"  Header,  6"x8"xl8"  Jumbo  Header 
8"x8"xl8",  8"x8"xl8"  Header,  8"xl2"xl6" 
and  8"xl2"xl8" 

Hollow— 3"x8"xl8,  4"x8"xl8",  6"x8"xl8" 

8"x8"xl8",  8"x8"xl8"  Header 
8"x9"xl8"  Header  and  12"x8"xl8" 

Q-Bloc. — 

Solid— 2"x8"xl6",  2"x8"xl8",  4"x8"xl8" 

6"x8"xl8",  8"x8"xl8",  12"x8"xl6" 

12"x8"xl8",  8"x8"xl8"  Header 
8"x9"xl8"  Header  and  8"x8"xl8"  Jumbo 
Header 

Hollow — 3"x8"xl8",  4"x8"xl8"  6"x8"xl8" 

8"x8"xl8"  and  12"x8"xl8„ 

on  condition  that  the  requirements  of  the  resolution  adopted 
December  16,  1947  and  as  amended  November  4,  1953,  under 
Cal.  No.  87-47-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


748-48-SA 

APPLICANT — Sun-Ray  Burner  Manufacturing  Corp., 
owner. 

APPEARANCES— 

For  Applicant:  Henry  F.  Elias. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
748-48-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

Sun-Ray  Burner  Manufacturing  Corp.,  New  York,  re¬ 
quested  that  the  resolution  adopted  November  9,  1948  and 
amended  through  October  9,  1962  under  Cal.  No.  748-48-SA, 
be  reopened  and  amended  so  as  to  include  additional  trade 
name. 

PROPOSED  USE:  Gun  type  oil  burner. 

DESCRIPTION :  There  has  been  no  change  in  the  manu¬ 
facture  nor  in  the  controls  used  with  the  oil  burner. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  9,  1948  and 
amended  through  October  9,  1962  under  Cal.  No.  748-48- 
SA,  be  reopened  and  amended  so  as  to  permit  the  approved 


1408 


MINUTES 


burner  to  be  marketed  by  Petroleum  Heat  and  Power  Co., 
Inc.,  Stamford,  Connecticut,  under  the  trade  name  of  PHP 
Oil  Burner,  on  condition  that  the  requirements  of  the  re¬ 
solution  adopted  November  9,  1948  and  amended  through 
October  9,  1962  under  Cal.  No.  748-48-SA,  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


748-48-SA 

APPLICANT— Sun-Ray  Burner  Manufacturing  Corp., 
owner. 

APPEARANCES— 

For  Applicant:  Henry  F.  Elias. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . — - 5 

Negative: . . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
748-48-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

Sun-Ray  Burner  Manufacturing  Corp.,  New  York,  re¬ 
quested  that  the  resolution  adopted  November  9,  1948  and 
amended  through  November  9,  1965  under  Cal.  No.  748- 
48-SA,  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  trade  name. 

PROPOSED  USE:  Gun  type  oil  burner. 
DESCRIPTION :  There  has  been  no  change  in  the  manu¬ 
facture  nor  in  controls  used  with  the  oil  burner. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  9,  1948  and 
amended  through  November  9,  1965  under  Cal.  No.  748- 
48-SA,  be  reopened  and  amended  so  as  to  permit  the  ap¬ 
proved  burner  to  be  marketed  by  Gulf  Oil  Corp.,  under  the 
trade  name  of  Econojet  Model  EJ  on  condition  that  the 
requirements  of  the  resolution  adopted  November  9,  1948 
and  amended  through  November  9,  1965  under  Cal.  No. 
748-48-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


243-53-SM 

APPLICANT — Sonneborn  Building  Products,  Inc.,  Sub¬ 
sidiary  of  DeSoto  Chemical  Coatings,  Inc.,  owner. 


APPEARANCES— 

For  Applicant:  R.  E.  Pegg. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein - 4 

Negative:  Vice  Chairman  Kleinert - 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
243-53-SM— Amendment  to  resolution  as  to  additional  use, 
Sonneborn  Building  Products  Inc.,  Subsidiary  of  DeSoto 
Chemical  Coatings,  Inc.,  requested  that  the  resolution 
adopted  February  17,  1959,  under  Cal..  No.  243-53-SM,  be 
reopened  and  amended  so  as  to  permit  the  approved  ma¬ 
terial  Trimix  to  be  used  as  an  integral  water-proofing  agent. 
PROPOSED  USE:  Integral  water-proofing  agent: 
DESCRIPTION :  There  has  been  no  change  in  the  material 
from  that  presently  approved. 

INSPECTION  AND  TEST:  The  applicant  has  submit¬ 
ted  a  report  of  test  as  conducted  by  Jersey  Testing  Labora¬ 
tories  showing  that  a  control  concrete  with  out  the  admix¬ 
ture  withstood  a  pressure  of  30  p.s.i.  for  4  months  and  then 
allowed  4  mis.  per  day  to  permeate,  the  test  cylinder.  The 
same  design  concrete  with  the  admixture  Trimix  resisted 
the  30  p.s.i.  pressure  for  10  months  and  then  permitted  1 
ml.  per  day  to  permeate  the  cylinder.  The  complete  report 
is  on  file  with  and  is  part  of  the  record. 

The  material  has  been  approved  by  the  State  of  New 
York,  Department  of  Public  Works  as  an  integral  water¬ 
proofing  agent.  The  applicant  has  also  submitted  a  listing 
of  State  and  Federal  projects  on  which  the  material  was 
used. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  17,  1959,  under 
Cal.  No.  243-53-SM,  be  reopened,  and  amended  so  as  to 
permit  the  approved  material  “Trimix”  to  be  used  as.  an 
integral  water-proofing  agent,  oo  cnndition  that  the  require¬ 
ments  of  the  resolution  adopted  February  17,  1959,  under 
Cal.  No.  243-53-SM,  be  complied  with.  The  Committee 
further  recommends  that  the  use  of  this  material  be  limited 
to  pressures  not  exceeding  20  p.s.i. 

The  applicant  has  submitted  an  affidavit  showing  that 
DeSoto  Chemical  Coatings,  Inc.,  Des  Plaines,  Illinois,  have 
purchased  all  rights,  assets,  etc.,  of  L.  Sonneborn  Sons, 
Inc.,  and  the  owner-manufacturer  is  now  known  as  Sonne¬ 
born  Building  Products,  Inc.,  Subsidiary  of  DeSoto  Chemi¬ 
cal  Coatings,  Inc. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


62-59-SA 

APPLICANT— Master  Vibrator  Company,  owner. 
APPEARANCES— 

For  Applicant:  Fred  Carucci. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Ivleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ 5 

Negative:  _ _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  62-59-SA — Master  Vibrator  Company,  Dayton, 
Ohio,  requested  that  the  resolution  adopted  March  1,  1960 
and  amended  through  May  5,  1964  under  Cal.  No.  62-59- 
SA  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  Mastor  Space  Heater,  Model  B-500. 

DESCRIPTION :  The  new  Model  B-500  is  similar  to  the 
previously  approved  Model  B-320.  Its  heat  capacity  has 
been  increased  from  320,000  to  500,000  Btu  per  hour  and 
the  fuel  tank  capacity  has  been  increased  from  32  to  55 
gallons. 

The  B-500  heater  is  provided  with  a  photocell  flame  de¬ 
tector  circuit  to  stop  the  flow  of  oil  to  the  burner  in  case 
of  flame  failure. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  1,  1960  and 
amended  through  May  5,  1964  under  Cal.  No.  62-59-SA  be 
reopened  and  amended  so  as  to  include  the  additional  Mas¬ 
ter  Space  Heater,  Model  B-500,  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  March  1,  1960  and 
amended  through  May  5,  1964  under  Cal.  No.  62-59-SA  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


197-59-SA 

APPLICANT — Hupp  Corporation,  Perfection  Division, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

197-59-SA— Amendment  to  resolution  as  to  additional 
models  of  gas  fired  heaters. 

Perfection  Division  of  Hupp  Corp.,  Waynesboro,  Geor¬ 
gia,  requested  that  the  resolution  adopted  September  22 
1959  and  amended  through  December  6,  1960,  under  Cal.’ 
No.  197-59-SA,  be  reopened  and  amended  so  as  to  include 
additional  models  of  gas-fired  space  heaters. 

PROPOSED  USE:  Gas-fired  space  heaters. 
DESCRIPTION :  The  requested  models  are  similar  to  the 
models  approved  under  this  Cal.  No.  on  December  6,  1960, 
differing  only  as  to  styling  and,  therefore,  the  model ’desig¬ 
nation  has  been  changed.  The  requested  models  have  been 
approved  by  the  American  Gas  Association. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  22,  1959  and 
amended  through  December  6,  1960,  under  Cal.  No.  197- 
59-SA,  be  reopened  and  amended  so  as  to  include  the 
Models  VC  220  through  VC  270  and  VRC  35  through  VRC 
70,  on  condition  that  the  requirements  of  the  resolution 
adopted  September  22,  1959  and  amended  through  Dec.  6, 
1960  under  Cal.  No.  197-59-SA,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst  Engr., 
George  F.  Sklenarik, 
Asst  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


702-61-SA 

APPLICANT — H.  G.  Fischer  and  Company,  owner;  Ed¬ 
ward  Weiss,  agent. 

APPEARANCES— 

For  Applicant :  Lawrence  C.  Schoen. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE- 

Affirmativc :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _  5 

Negative:  _ _ _ _  q 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
702-61-SA — H.  G.  Fischer  and  Co.,  Franklin  Park,  Illinois, 
filed  for  approval  of  the  appliance  known  as  Fischer  Elec¬ 
trostatic  Painting  Apparatus  under  the  provisions  of  the 
Rules  of  the  Board  adopted  under  Cal.  No.  353-30-SR. 
PROPOSED  USE:  Paint  spray  gun. 

DESCRIPTION :  The  equipment  is  designed  to  provide 
a  method  of  applying  paint  to  articles.  The  coating  material 
is  atomized  and  electrostatically  charged  so  that  it  will  be 
attracted  to  the  particles  which  are  to  be  sprayed.  The  arti¬ 
cles  are  carried  through  the  field  on  grounded  conveyors 
so  that  they  are  of  opposite  polarity  to  the  charged  coating 
particles. 

The  component  parts  of  the  system  are  as  follows : 
Electrical  control  panel  which  is  installed  in  a  non-hazard- 
ous  Location  at  least  25'-0"  from  the  spray  booth.  Trans¬ 
former  which  has  a  maximum  output  of  3.0  milliampi  at 
100,000  volts  D.C.  The  High  Voltage  Cable  which  con¬ 
nects  the  electrostatic  transformer  to  the  spray  gun.  The 
spray  gun  which  charges  the  paint  in  the  head  of  the  gun. 
This  gun  has  an  insulated  gun  barrel  which  insulates  the 
head  of  the  gun  from  the  metal  gun  body.  The  paint  is 
atomized  with  compressed  air  in  the  conventional  manner. 
A  metal  needle  shut  off.  valve  to  shut  off  the  paint  flow 
behind  the  fluid  orifice  is  elongated  and  projects  through 
the  fluid  orifice  and  slightly  forward  of  the  gun  tip.  This 
projecting  tip  serves  as  an  ionizing  electrode  point  to  estab¬ 
lish  an  electrostatic  field,  between  the  tip  of  the  gun  and 
the  grounded  ,  metal  products  on  the  conveyor.  A  second 
type  of  gun  is  an  airless  spray  gun,  which  utilizes  paint 
under  pressure  to  atomize  the  paint  through  a  tungsten 
carbide  nozzle.  A  needle  tip  offset  to  one  side  of  this  nozzle 
establishes  the  electrostatic  field  between  the  head  of  the 
gun  and  the  object  to  be  painted.  The  head  of  the  gun  is 
connected  to  a  source  of  electrostatic  energy. 
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The  guns  may  be  mounted  on  a  hydraulic  reciprocating 
machine.  All  electrical  components  of  this  machine  are  of 
Gass  I,  Group  D,  Explosion-proof  rating. 

INSPECTION  AND  TEST:  Details  of  construction  were 
examined  by  Assistant  Engineer,  J.  A.  Darts.  The  appli¬ 
ance  has  been  approved  by  the  New  York  State  Board  of 
Standards  and  Appeals  and  has  been  tested  and  approved 
by  Factory  Mutual. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Fischer  Elec¬ 
trostatic  Painting  Apparatus,  for  use  in  New  York  City 
under  the  provisions  of  the  Rules  of  the  Board  adopted 
under  Cal.  No.  353-30-SR,  on  the  following  conditions: 

Electrostatic  hand  spray  apparatus  and  devices  used  in 
connection  with  paint  spraying  operations  shall  be  of  ap¬ 
proved  types.  The  equipment  should  be  so  designed  that  the 
maximum  surface  temperature  of  the  equipment  in  spray¬ 
ing  area  shall  not  exceed  150°  F.  under  any  condition..  The 
high  voltage  circuits  shall  be  designed  so  as.  to  be  intrinsic¬ 
ally  safe  and  not  produce  a  spark  of  sufficient  intensity  to 
ignite  any  vapor-air  mixtures  nor  result  in  appreciable 
shock  hazard  upon  coming  in  contact  with  a  grounded  ob¬ 
ject.  The  electrostatically  charged  exposed  elements  of  the 
hand  gun  shall  be  capable  of  being  energized  only  by  a 
switch  which  also  controls  the  paint  supply. 

Transformers,  power  packs,  control  apparatus,  and  all 
other  electrical  portions  of  the  equipment,,  with  the  excep¬ 
tion  of  the  hand  gun  itself  and  its  connections  to  the  power 
supply  shall  be  located  outside  of  the  spraying  area. 

The  handle  of  the  spraying  gun  shall  be  electrically  con¬ 
nected  to  ground  by  a  metallic  connection  and  be  so.  con¬ 
structed  that  the  operator  in  normal  operating  position  is 
in  intimate  electrical  contact  with  the  grounded  handle. 
This  requirement  is  to  prevent  buildup  of  a  static  charge 
on  the  operator’s  body. 

All  electrically  conductive  objects  in  the  spraying  area 
shall  be  adequately  grounded.  This  requirement  shall  apply 
to  paint  containers,  wash  cans  and  any  other  objects  or 
devices  in  the  area.  The  equipment  shall  carry  a  promin¬ 
ently  installed  warning  regarding  the  necessity  for  this 
grounding  feature. 

Objects  being  painted  shall  be  maintained  in  metallic 
contact  with  the  conveyor  or  other  grounded  support. 
Hooks  shall  be  regularly  cleaned  to  insure  this  contact  and 
areas  of  contact  shall  be  sharp  points  or  knife  edges  where 
possible.  Points  of  support  of  the  object  shall  be  concealed 
from  random  spray  where  feasible  and  where  the  objects 
being  sprayed  are  supported  from  a  conveyor,  the  point  of 
attachment  to  the  conveyor  shall  be  so  located  as  to  not 
collect  spray  material  during  normal  operation. 

The  electrical  equipment  shall  be  so  interlocked  with  the 
ventilation  of  spraying  area  that  the  equipment  cannot  be 
operated  unless  the  ventilation  fans  are  in  operation. 

The  spraying  operation  shall  take  place  within  a  spray 
area  which  is  adequately  ventilated  to  remove  solvent  vap¬ 
ors  released  from  the  operation. 

And  further  that  all  guns  and  power  supply  bear  a  label, 
permanently  affixed,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  702-61-SA.” 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenartk, 

Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1446-61-SA 


APPLICANT— Master  Vibrator  Company,  owner. 
APPEARANCES— 

For  Applicant:  Fred  Carucci. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - - - - - -  ^ 


NT  n  (V'1  ■ 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  1446-61-SA— Master  Vibrator  Company,  Dayton, 
Ohio,  requested  that  the  resolution  adopted  October  23, 
1962  and  amended  through  September  29,  1964  under  Cal. 
No.  1446-61-SA  be  reopened  and  amended  so  as  to  include 
additional  Master  Space  Heater,  Models  B-50  and  B-120. 
DESCRIPTION:  The  Model  B-50  and  B-120  oil  fired 
space  heaters  are  similar  to  the  previously  approved  Model 
B-99  that  has  a  capacity  of  75,000  Btu  per  hour  and  is 
equipped  with  a  9  gallon  fuel  tank. 

The  Model  B-50  has  a  rating  of  50,000  Btu  per  hour  and 
is  equipped  with  a  4%  gallon  fuel  'tank  and  the.  Model  B- 
120  has  a  rating  of  120,000  Btu  per  hour  and  is  equipped 
with  a  13!/2  gallon  fuel  tank. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  23,  1962  and 
amended  through  September  29,  1964  under  Cal.  No.  1446- 
61-SA  be  reopened  and  amended  so  as  to  include  additional 
Master  Space  Heaters,  Models  B-50  and  B-120  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Octo¬ 
ber  23,  1962  and  amended  through  September  29,  1964  under 
Cal.  No.  1446-61-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 


Resolved  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


52-63-SM 

APPLICANT— Drilling  Specialties  Co.,  a  subsidiary  of 
Phillips  Petroleum  Co.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  -  3 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 
Fox  _ — . - — - - _____  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
52-63-SM — Amendment  to  Resolution  as  to. change  of  own 
ership,  Drilling  Specialties  Co.,  A  Subsidiary  of  Phillips 
Petroleum  Co.,  Titusville,  Pa.,  requested  that  the  resolu- 
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tian  adopted  January  21,  1964  under  Cal.  No.  52-63-SM, 
be  reopened  and  amended  so  as  to  show  a  change  of  own¬ 
ership. 


PROPOSED  USE:  Plastic  pipe  and  fittings  for  acid  waste 
chemical  drain  system. 


DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terial  nor  in  the  method  of  manufacture. 

The  applicant  has  submitted  an  affidavit  which  states  that 
Skyline  Industries  Inc.,  a  wholly  owned  subsidiary  of 
Phillips  Petroleum  Co.,  acquired  all  rights  and  assets  of 
the  Skyline  Industrial  Sales  Inc.,  Titusville,  Pa.,  and  that 
Drilling  Specialties  Co.,  Pipe  and  Fittings,  on  condition 
that  the  requirements  of  the  resolution  adopted  January  21 
1964  under  Cal.  No.  52-63-SM  are  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
Iiereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


161-63-SM 


AP?LK-ANT — H.  K.  Porter  Company,  Inc.,  Connors  Steel 
Division,  owner. 

APPEARANCES— 

For  Applicant :  Gerald  N.  Greger. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Tests. 

THE  VOTE — 


Affirmative :  Chairman  Foley  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis- 
sioner  Klein _ _ 

Negative: _ _  q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

161-63-SM— Amendment  to  resolution  as  to  change  in  sec¬ 
tion  modulus  and  moment  of  inertia. 

Connors  Steel  Division,  H.  K.  Porter  Co.  Inc.,  Hunting- 
ton,  West  Virginia,  requested  that  the  resolution  adopted 
Apnl  6  1965,  under  Cal.  No.  161-63-SM,  be  reopened  and 
amended  so  as  to  show  a  change  in  the  moment  of  inertia 
and  section  modulus. 

DESCRIPTION :  There  has  been  no  change  in  the  steel 
used  in  the  manufacture  of  these  tees  nor  has  there  been 
a  change  in  the  tee  designation  nor  the  thickness.  The  new 
properties  are  as  follows : 


Section 


W-1120  HS 
W-  158  HS 
W-  168  HS 
W-  178  HS 
W  200  HS 
W-218  HS 
W-  228  HS 
W-  258  HS 


Moment  of  Inertia 

4 

0.106  in 
0.168 
0.245 
0.388 
0.497 
0.599 
0.879 
1.384 


Section  Modulus 
3 

0.109  in 

0.167 

0.252 

0.366 

0.473 

0.523 

0.737 

1.054 


INSPECTION  AND  TEST :  The  applicant  has  submitted 


a  report  of  test  conducted  by  Pittsburgh  Testing  Labora¬ 
tories  showing  the  properties. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
mends  that  the  resolution  adopted  April  6,  1965  under  Cal. 
JNo.  161-63-SM,  be  reopened  and  amended  so  as  to  show 
revised  properties,  on  condition  that  the  requirements  of  the 
resolution  adopted  April  6,  1965,  under  Cal.  No.  161-63- 
SM,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


307-63-SA 

APPLICANT — Olvany,  Eisner  &  Donnelly  for  Ransburg 
Electro- Coating  Corp.,  owner. 

APPEARANCES— 

For  Applicant :  Merwin  Lewis. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ 5 

Negative: - - -  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

307-63-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

Olvany,  Eisner  and  Donnelly  for  Ransburg  Electro-Coat¬ 
ing  Corp.,  Indianapolis,  Indiana  requested  that  the  resolu¬ 
tion  adopted  December  8,  1964  under  Cal.  No.  307-63-SA 
be  reopened  and  amended  so  as  to  permit  the  approved 
electrostatic  paint  spraying  equipment  to  be  marketed  under 
an  additional  trade  name. 

PROPOSED  USE:  Electrostatic  paint  spray  equipment. 

DESCRIPTION:  There  has  been  no  change  in  the  appli¬ 
ance  method  of  manufacture  nor  in  its  use.  The  request  is 
to  allow  the  equipment  to  be  marketed  under  an  additional 
trade  name. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964  under 
Cal.  .No.  307-63-SA  be  reopened  and  amended  so  as  to 
permit  the  approved  equipment  to  be  marketed  by  Binks 
Manufacturing  Co.,  Chicago,  Illinois  under  the  trade  name 
of  Binks  Model  48  Air  Electrostatic  Gun  and  Model  111- 
78  Power  Supply  on  condition  that  the  requirements  of  the 
resolution  adopted  December  8,  1964  under  Cal.  No.  307- 
63-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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809-63-SA 

APPLICANT — Technicon  Instruments,  Corporation,  own¬ 
er. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com 

missioner  Klein  — - - - - - —  ** 

Negative.  — - — - — — "  ” 

TFLE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
809-63-SA— TECHNICON  Instruments  Corp.  Chauncey, 
New  York,  filed  in  application  for  approvel  of  the  appli¬ 
ance  known  as  Technicon  Auto  Analyzer  Flame  Photometer 
Module  under  the  provisions  of  Article  17  Chapter  19  Ad- 
ministration  Code. 

PROPOSED  USE:  Appliance  used  to  perform  spectro¬ 
scopic  analyses. 

DESCRIPTION:  The  appliance  is  a  small _  burner  de¬ 
signed  to  burn  an  oxygen  and  natural  gas  mixture  along 
with  a  solution  sample  of  the  material  to  be  analyzed. 

The  burner  provides  a  small  but  high  temperature  flame 
and  consists  of  a  main  flame  and  pilot.  The  flow  of  fuel  in 
the  main  flame  is  at  a  high  velocity  in  order  to  atomize 
and  vaporize  the  sample.  The  three  point  auxiliary  flame 
acts  as  a  pilot  to  the  main  flame  to  keep  it  burning  and 
they  operate  at  a  much  slower  velocity.  The  mam  flame 
burns  automatically  above  the  capillary  tube  in  order  to 
avoid  injuring  the  tube. 

A  integrator,  which  is  centered  above  the  burner,  is  m3.de 
of  aluminized  glass  and  protected  by  a  circular  metal  light 
shield. 

As  the  flame  atomizes  the  sample,  the  emitted  light  is 
reflected  from  the  spherical  surface  of  the  integrator.  Thus 
the  major  portion  of  the  emission  of  the  whole  flame  rather 
than  a  small  portion  is  picked  up  by  the  detectors. 

The  detector  assembly  containing  three  light  sensitive  cells 
is  used  to  pick  up  the  proper  light. 

Both  the  integrator  and  detector  are  kept  at  lower  temp¬ 
erature  by  means  of  a  continuous  flow  of  air.  The  source  of 
this  air  is  a  small  fan  located  at  the  base  of  the  unit.  This 
fan  draws  outside  air,  through  a  filter. 

The  appliance  is  equipped  with  a  flame  out  alarm  which 
causes  an  alarm  to  sound  if,  for  any  reason,  the  flame  goes 
out. 

INSPECTION  AND  TEST:  The  data  submitted  on  the 
construction  of  the  device  was  examined  by  Asst.  Engr. 
J.  A.  Darts. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Technicon 
Auto  Analyzer  Flame  Photometer  Module  for  use  in  New 
York  City  in  accordance  witt  this  report  and  Article  17 
Chapter  19  Administrative  Code,  provided  that  all  contain¬ 
ers  for  the  oxygen  when  used  shall  be  stored  and  maintained 
in  places  approved  by  the  Fire  Commissioner  and  that  all 
connections  from  the  containers  to  the  device  shall  be  sat¬ 
isfactory  to  the  Fire  Commissioner  and  that  each  flame  de¬ 
vice  bear  a  label,  permanently  affixed,  reading :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  809-63-SA.” 

(Sgd.)  William  A.  Nolan, 
Director. 
John  A.  Darts, 

Asst.  Engr., 


George  F.  Sklenarik, 

Asst.  Engr. 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


974-63-SA 

APPLICANT — Olvany,  Eisner  &  Donnelly  for  Ransburg 
Electro-Coating  Corp.,  owner. 

APPEARANCES— 

For  Applicant :  Merwin  Lewis. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - - - -  5 

Negative: - -  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
974-63-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

Olvany,  Eisner  and  Donnelly  for  Ransburg  Electro-Coat¬ 
ing  Corp,  Indianapolis,  Indiana  requested  that  the  resolu¬ 
tion  adopted  December  8,  1964  under  Cal.  No.974-63-SA 
be  reopened  and  amended  so  as  to  permit  the  approved  elec¬ 
trostatic  paint  spraying  equipment  to  be  marketed  under 
an  additional  trade  name. 

PROPOSED  USE:  Electrostatic  paint  spray  equipment. 
DESCRIPTION:  There  has  been  no  change  in  the  appli¬ 
ance,  method  of  manufacture  nor  in  the  use.  The  request 
is  to  allow  the  equipment  to  be  marketed  under  an  addi¬ 
tional  trade  name. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964  under 
Cal.  No.  974-63-SA  be  reopened  and  amended  so  as  to  per¬ 
mit  the  approved  equipment  to  be  marketed  by  Binks  Man¬ 
ufacturing  Co,  Chicago,  Illinois  under  the  trade  name  of 
Binks  Model  49  Airless  Electrostatic  Gun  and  Model  111- 
547  Power  Supply  on  condition  that  the  requirements  of 
the  resolution  adopted  December  8,  1964  under  Cal.  No. 
974-63-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 
Assistant  Architect 

Committee  on  Test 

Resolved  that  the  Board  of  Standards .  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


293-64-SA 

APPLICANT— Floating  Floors  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Ronald  F.  Thalmayr. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox,.  Commissioner  Becker  and  Com- 
misioner  Klein  _  5 

Negative  _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

Cal.  No.  293-64-SA — Floating  Floors  Inc.,  Subsidiary  of 
National  Lead,  New  York,  N.Y.,  filed  for  approval  of  the 
Site  Environmental  System  (S.E.S.)  Models  6 A  and  8A 
under  the  provisions  of  C26. 101.0,  Administrative  Building 
Code  and  Article  18,  Chapter  19,  Administrative  Code. 

PROPOSED  USE:  Air  conditioning  equipment  used  in 
computer  rooms. 

DESCRIPTION :  These  packaged  air  conditioning  units 
are  designed  for  installation  on  a  floating  floor  in  a  com¬ 
puter  room  and  take  in  air  at  the  top  from  a  ceiling  plenum 
or  the  room  area  itself.  This  air  is  filtered  and  then  cooled 
by  refrigeration.  If  necessary,  humidification  and  reheat  can 
be  then  be  added  to  obtain  the  desired  temperature  and  hu¬ 
midity  conditions.  This  conditioned  air  is  delivered  to  the 
plenum  area  beneath  the  floating  floor  which  carries  the 
computer  equipment. 

The  Model  6A,  has  a  capacity  of  84,470  Btu  per  hour 
with  an  air  flow  of  3350  c.f.m.  It  consists  of  two  refriger¬ 
ating  systems,  each  with  a  3%  hp.  comprestor,  two  water 
cooled  condenser  receivers  each  equipped  with  a  pressure 
relief  valve  and  two  evaporator  circuits.  The  refrigerant 
charge  is  R-22,  8.5  lbs.  in  each  system. 

The  Model  8A  has  a  capacity  of  120050  Btu  per  hour 
with  an  air  flow  of  4,  450  c.f.m.  It  also  has  two  refrigerating 
systems,  each  with  a  5  hp  compressor,  water  cooled  con- 
denser-receiver  equipped  with  a  relief  valve  and  an  evapor¬ 
ator.  The  refrigerant  charge  in  each  system  is  R-22,  12.5 
lbs. 

Both  the  6A  and  8A  models  are  available  with  air  cooled 
condensers  if  desired.  Air  cooled  condensers  are  installed 
at  a  remote  location. 

INSPECTION  AND  TEST :  All  details  submitted  were 
examined  by  Assistant  Engineer,  G.  F.  Sklenarik. 

The  S.E.S.  Models  6 A  and  8A  has  been  approved  by 
Underwriters  Laboratories,  File  SA  3991. 

RECOMMENDATION;  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Floating  Floors  Inc.,  Site  En¬ 
vironmental  .  System  Models  6A  and  8A  for  use  in  New 
York  City,  in  accordance  with  this  report  and  the  require¬ 
ments  of  Article  18,  Chapter  19,  Administrative  Code,  pro¬ 
vided  that  each  air  conditioning  unit  shall  bear  a  label  per¬ 
manently  affixed,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  293-64-SA.” 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1169-64-SA 

APPLICANT — Eclipse  Air  Brush  Company,  owner. 
APPEARANCES— 

For  Applicant:  Edward  Majestic. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative  :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _  5 

Negative:  _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1169-64-SA— Eclipse  Air  Brush  Co.,  Newark,  New  Jersey, 
filed  for  approval  of  the  appliance  known  as  Eclipse  Rap- 
Rod  Electronstatic  Paint  Spray  System  Transformer  Model 
50-6000,  under  the  provisions  of  the  Rules  of  the  Board 
adopted  under  Cal.  No.  353-30-SR. 

PROPOSED  USE:  Paint  spray  gun. 

DESCRIPTION :  Basically,  the  equipment  charges  paint 
particles  electrostatically;  these,  in  turn  are  attracted  to 
electrically  grounded  work.  The  operator  is  grounded  by 
holding  the  gun  in  his  bare  hands. 

The  Rap-Rod  is  similar  to  a  conventional  air  atomizing 
type  paint  spray  gun  but  has,  in  addition,  an  electrode  at 
about  60KV.  for  paint  particle  charging  purposes.  This 
electrode  is  needle  like  and  is  located  close  to  the  center 
of  the  paint-air  stream. 

The  Model  50-6000  power  pack  has  a  built-in  air  flow 
actuated  switch  which  de-energizes  the  charging  electrode 
at  the  gun  until  the  atomizing  air  is  turned  on.  This  is  done 
by  manual  trigger  action  at  the  gun. 

The  power  pack’s  main  function  is  to  provide  the  high 
d-c  potential  used  for  electrostatically  charging  the  paint 
particles.  The  pack  consists  essentially  of  a  transformer 
constant  voltage  regulator,  dry  rectifiers  and  suitable  elec¬ 
trical  filtering.  As  the  power  pack  is  kept  away  from  the 
paint  spray  operation,  at  least  25'-0"  of  cable  is  supplied. 
INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts.  The  appli¬ 
ance  has  been  tested  and  approved  by  Factory  Mutual  In¬ 
surance  Co. 

RECOMMENDATION:  The  Committee  on  Test  recom- 
mends  the  approval  of  the  appliance  known  as  Eclipse  Rap- 
ml£eftroStat'<:  Paint  Spray  System  Transformer  Model 
5U-60(X),  for  use  in  New  York  City  under  the  provisions  of 
the  Rules  of  the  Board  adopted  under  Cal.  No.  353-30-SR 
on  the  following  conditions : 

Electrostatic  hand  spray  apparatus  and  devices  used  in 
connection  with  paint  spraying  operations  shall  be  of  ap¬ 
proved  types.  The  equipment  should  be  so  designed  that 
the  maximum  surface  temperature  of  the  equipment  in  the 
spraying  area  shall  not  exceed  150°F.  under  any  condition. 
1  he  high  voltage  circuits  shall  be  designed  so  as  to  be  in¬ 
trinsically  safe  and  not  produce  a  spark  of  sufficient  in¬ 
tensity  to  ignite  any  vapor-air  mixtures  nor  result  in  ap¬ 
preciable  shock  hazard  upon  coming  in  contact  with  a 
grounded  object.  The  electrostatically  charged  exposed  ele¬ 
ments  of  the  hand  gun  shall  be  capable  of  being  energized 
only  by  a  switch  which  also  controls  the  paint  supply. 

Transformers,  power  packs,  control  apparatus,  and  all 
other  electrical  portions  of  the  equipment,  with  the  excep¬ 
tion  of  the  hand  gun  itself  and  its  connections  to  the  power 
supply  shall  be  located  outside  of  the  spraying  area. 

The  handle  of  the  spraying  gun  shall  be  electrically  con¬ 
nected  to  ground  by  a  metallic  connection  and  be  so  con¬ 
structed  that  the  operator  in  normal  operating  position  is 
jF  .mtimate  electrical  contact  with  the  grounded  handle 
This  requirement  is  to  prevent  buildup  of  a  static  charge 
on  the  operator’s  body. 

All  electrically  conductive  objects  in  the  spraying  area 
shall  be  adequately  grounded.  This  requirement  shall  apply 
to  paint  containers,  wash  cans  and  any  other  objects  or  de¬ 
vices  in  the  area.  The  equipment  shall  carry  a  prominently 
installed  warning  regarding  the  necessity  for  this  grounding 
feature. 
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Objects  being  painted  shall  be  maintained  in  metallic  con¬ 
tact  with  the  conveyor  or  other  grounded  support.  Hooks 
shall  be  regularly  cleaned  to  insure  this  contact  and  area 
of  contact  shall  be  sharp  points  or  knife  edges  where  poss¬ 
ible.  Points  of  support  of  the  objects  shall  be  concealed  from 
random  spray  where  feasible  and  where  the  objects  being 
sprayed  are  supported  from  a  conveyor,  the  point  of  at¬ 
tachment  to  the  conveyor  shall  be  so  located  as  to  not  col¬ 
lect  spray  material  during  normal  operation. 

The  electrical  equipment  shall  be  so  interlocked  with  the 
ventilation  of  spraying  area  that  the  equipment  cannot  be 
operated  unless  the  ventilation  fans  are  in  operation. 

The  spraying  operation  shall  take  place  within  a  spray 
area  which  is  adequately  ventilated  to  remove  solvent  va¬ 
pors  released  from  the  operation. 

All  guns  and  power  supply  bear  a  label,  permanently  af¬ 
fixed,  reading :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City,  under  Cal.  No.  1169- 
64-SA.” 

(Sgd.)  William  A.  Nolan, 


John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1254-64-SA 

APPLICANT— Sigfried  Kellner  for  Electronics  Corpora¬ 
tion  of  America  Combustion  Control  Div.,  owner. 

APPEARANCES— 

For  Applicant:  Philip  Lord. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - - - -  5 

Negative - - - —  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  1254-64-SA— The  Electronics  Corporation  of 
America,  Cambridge,  Mass.,  filed  for  approval  of  the  Fireye 
FC-1,  FC-2,  FC-5,  and  TFC-2  Systems  with  24CJ5  Control 
and  45AM 1,  45CM1  and  69ND1  Flame  Scanners  under  the 
provisions  of  the  Oil  Burner  Rules  of  the  Board  and  Arti¬ 
cle  12,  Chap.  26,  Administrative  Building  Code. 
PROPOSED  USE:  Flame  safeguard  controls  for  burners. 
DESCRIPTION :  The  Fireye  FC-1  system  is  designed  for 
oil  burners  and  consists  of  a  24CJ5  control  and  either  a 
45AM1  or  45CM1  scanner. 

The  FC-2  system  is  designed  for  combination  oil/gas 
burners  and  consists  of  a  24CJ5  control,  a  69ND1  flame 
rod  and  a  45AM1  or  45CM1  scanner. 

The  FC-5  system  is  designed  for  gas  burners  and  con¬ 
sists  of  a  24CJ5  control  and  a  69ND1  flame  rod. 

The  TFC-2  system  is  similar  to  the  FC-2  system,  but 
has  a  transistorized  electronic  circuit. 

The  24CJ5  control  provides  electronic  flame  safeguard 
and  timing  sequence  for  the  burner  operation.  It  utilizes  the 
45AM1  or  45CM1  photo-cell  scanner  or  the  69ND1  flame 
rod  assembly  for  flame  detection  and  offers  a  complete  pro¬ 


gramming  of  burner  motor,  ignition  system  and  fuel  valve 
in  the  proper  sequence  of  operation,  including  a  purge 
period  before  ignition  and  also  after  burner  shutdown.  The 
control  recycles  automatically  each  time  the  operating  or 
limit  control  closes  or  following  a  power  failure,  but  locks 
out  following  flame  failure  and  must  then  be  reset  manu¬ 
ally.  A  line  voltage  alarm  circuit  is  standard  to  energize 
a  visible  or  audible  signal  calling  attention  to  the  lockout 
condition. 

The  45AM 1  scanner  is  designed  for  faceplate  mounting 
on  commercial  oil  burners.  It  includes  a  photocell,  a  light 
concentrating  lens,  a  slide-mounted  window,  and  a  ground¬ 
ing  cover  switch. 

The  45CM1  scanner  is  designed  for  mounting  inside  the 
blast  tube  of  pressure  atomizing  oil  burners. 

The  69ND1  flame  rod  assembly  is  designed  for  gas  burn¬ 
ers,  only,  and  is  used  in  proving  a  gas  pilot  flame,  the  main 
burner  flame  or  both. 

INSPECTION  AND  TEST :  All  data  submitted  was  ex¬ 
amined  by  Assistant  Engineer  G.  F.  Sklenarik. 

The  FC  systems  have  been  tested  and  approved  by  Un¬ 
derwriters’  Laboratories,  file  MP  1537A. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Fireye  FC-1,  FC-2,  FC-5,  and 
TFC-2  Systems  with  24CJ5  Control  and  45AM1,  45CM1 
and  69ND1  Flame  Scanners  for  use  in  New  York  City, 
as  described  and  when  installed  and  maintained  in  accord¬ 
ance  with  the  recommendation  of  the  manufacturer,  pro¬ 
vided  that  each  scanner  and  control  unit  shall  bear  a  label, 
permanently  affixed,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  1254-64-SA”. 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1255-64-SA 

APPLICANT — Sigfreid  Kellner  for  Electronics  Corpora¬ 
tion  of  America  Combustion  Control  Div.,  owner. 

APPEARANCES— 

For  pplicant:  Philip  Lord. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commission  Becker  and  Com¬ 
missioner  Klein - - - — - —  5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

Cal.  No.  1255-64-SA — Electronics  Corporation  of  America, 
Cambridge,  Mass.,  filed  for  approval  of  the  appliance  known 
as  Fireye  FE-3  Smoke  Density  Indicator  System  with  Type 
27VH6  Control  Unit,  47FV9  Scanner  and  44DY1  Light 
Source  under  the  provisions  of  C26-191.0,  Administrative 
Building  Code. 

PROPOSED  USE:  As  a  smoke  detector  for  installation 
at  the  breeching  or  stack  of  heavy  oil  burning  or  coal  burn¬ 
ing  boilers. 
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DESCRIPTION :  The  Fireye  FE13  system  consists  of  a 
type  44DY1  light  source  and  a  47FU9  photocell  scanner 
which  are  installed  in  openings  made  on  opposite  sides  of 
the  stack  or  breeching  so  that  the  light  beam  is  aimed  di¬ 
rectly  at  the  lens  of  the  scanner.  The  density  of  smoke  ob¬ 
scuring  the  light  beam  is  measured  and  shown  directly  on 
the  smoke  density  indicator  in  both  percent  and  Ringel- 
mann  number.  This  indicator  and  red  and  green  indicating 
lamps  are  istalled  on  the  face  of  the  27VH6  control  unit. 
An  alarm  relay  in  the  control  unit  provides  for  the  opera¬ 
tion  of  an  external  alarm  at  any  preset  value  of  smoke  dens¬ 
ity. 

The  light  source  and  the  scanner  are  equipped  with  mount¬ 
ing  flanges  designed  to  slip  fit  on  1%  inch  pipe  nipples  and 
lock  in  place  with  two  Allen  set  screws.  If  a  positive  pres¬ 
sure  should  exist  in  the  breeching  at  the  point  of  installa¬ 
tion,  pressure  tight  mounting  flanges,  which  screw  on  to 
the  1%  inch  pipe  nipples,  are  provided  for  both  light  source 
and  scanner. 

The  FE-3  system  is  primarily  designed  for  use  with 
smoke  recorders  and  three  types  of  electrical  recorders  are 
manufactured  by  the  applicant. 

The  type  55AK1  recorder  provides  a  record  of  periods 
of  excess  smoke  on  a  12  inch,  24  hour  chart.  In  addition 
to  recording  the  time  and  duration  of  each  period  of  excess 
smoke,  it  can  be  used  to  compute  the  total  accumulated 
duration  of  excess  smoke  within  the  24  hour  interval. 

.  The  type  55AL1  makes  two  or  more  continuous  inked 
lines  on  an  8  inch  chart  to  record  the  output  of  two  or  more 
Fireye  FE-3  systems.  It  may  be  used  to  record  smoke  con¬ 
ditions  in  separate  stacks. 

The  type  55AM 1  recorder  gives  a  continuous  permanent 
chart  record  of  percent  of  smoke  density  on  a  12  inch  cir¬ 
cular  chart. 

INSPECTION  AND  TEST :  All  data  submitted  was  exa¬ 
mined  by  Assistant  Engineer  G.  F.  Sklenarik. 

The  FE-3  system  has  been  tested  and  approved  by  Under¬ 
writers’  Laboratories,  File  E31389. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Fireye  FE-3  Smoke  Density  In¬ 
dicator  System  with  Type  27VH6  Control  Unit,  47FV9 
Sinner  and  44DY1  Light  Source  for  use  in  New  York 
City  when  installed  and  maintained  in  accordance  with  this 
report  and  the  recommendations  of  the  manufacturer.  Each 
installation  shall  be  made  satisfactory  to  the  Department 
of  Air  Pollution  Control  and  shall  not  interfere  with  any 
burner  safety  control  or  in  any  way  with  the  draft  or  pass¬ 
age  of  flue  gases  through  the  heating  device.  The  equipment 
shall  bear  a  label,  permanently  affixed  reading:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  1255-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


91-65-SM 

APPLICANT — Stanley  Englert  for  S.O.S.  Products  Co., 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Irving  Pryor. 


ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
91-65-SM — Stanley  Englert  for  S.O.S.  Products  Company, 
Inc.,  owner,  Brooklyn,  New  York,  filed  for  approval  of  the 
material  known  as  S.O.S.  Wax  Gasket  for  use  in  New  York 
City  under  the  provisions  of  Article  15,  C26-1250.0,  Ad¬ 
ministrative  Building  Code. 

PROPOSED  USE:  To  provide  a  ring  of  material  imper¬ 
vious  to  moisture  for  use  with  toilet  bowls. 

DESCRIPTION :  The  S.O.S.  Wax  Gasket  material  is 
made  of  microcrystalline  yellow  wax  which  does  not  con¬ 
tain  paraffin.  The  gasket  will  not  promote  the  growth  of 
bacteria  or  support  vermin  life.  The  melting  point  is  140°- 
150°F  and  is  compressible  at  32°  F.  The  gasket  is  adhesive 
and  makes  a  water-tight,  gas-tight,  odor  and  vermin  proof 
seal  between  bowl  and  flange.  The  inside  diameter  at  the 
top  is  3%  and  3Vs"  at  the  bottom.  The  outside  diameter 
at  the  top  is  5%"  and  5%"  at  the  bottom.  The  thickness 
of  the  ring  is  1  inch. 

The  material  is  impervious  to  moisture. 

INSPECTION  AND  TEST :  The  data  submitted  was 
examined  by  Asst.  Architect  T.  W.  Farricker,  Jr.  This  ring 
meets  the  requirements  of  Federal  Specification  HH-C- 
536a. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  S.O.S.  Wax 
Gasket  for  use  in  New  York  City  for  setting  toilet  bowls 
when  constructed  and  used  in  accordance  with  this  report 
and  the  provisions  of  Article  15,  C26-1250.0,  Administrative 
Building  Code.  Each  package  or  container  shall  be  tagged, 
stamped  or  labeled,  “Approved  by  the  Board  of  Standard 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  91-65-SM,”  and  further  that  all  plans  submitted  to 
the  Department  of  Buildings  showing  the  proposed  use  of 
this  material  shall  be  similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


132-65-SA 

APPLICANT— Ransburg  Electro- Coating  Corporation, 

owner. 

APPEARANCES— 

For  Applicant:  Merwin  Lewis. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _  5 

Negative:  -  _ _ _ I  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 


132-65-SA — Ransburg  Electro-Coating  Corp.,  Indianapolis 
Indiana  filed  for  approval  of  the  appliance  known  as  the 
No.  2  Process  Hand  Gun  and  Model  231  A  Power  Supply 
under  the  provisions  of  the  Rules  of  the  Board  adopted 
under  Cal.  No.  353-30-SR. 

PROPOSED  USE:  Paint  spray  gun. 

DESCRIPTION :  The  No.  2  Process  Hand  Gun  consists 
essentially  of  three  elements:  The  voltage  pack,  the  paint 
supply  and  the  electro  static  gun  itself.  The  gun  consists 
of  a  plastic  assembly  housing  _  to  which  is  attached  a 
grounded  metallic  handle,  very  similar  in  construction  to  an 
ordinary  air  spray  gun.  The  handle  houses  the  trigger  me¬ 
chanism  which  controls  the  paint  flow.  Mounted  at  the 
front  end  of  the  gun  is  a  plastic,  conductively  coated,  atom¬ 
izing  bell.  The  bell  is  so  mounted  that  it  is  rotated  on  its 
axis  by  virtue  of  being  mounted  on  a  shaft  that  is  driven 
by  an  explosion-proof  motor  mounted  in  the  handle  of  the 
crun.  This  motor  is  energized  from  a  source  in  the  power 


supply. 

Leaving  the  back  end  of  the  gun  and  extending  to  the 
voltage  supply  is  a  cable  consisting  of  the  high  voltage  line 
and  the  supply  line  for  the  motor.  Also  leaving  the  back 
end  of  the  gun  is  the  paint  supply  hose  which  goes  directly 
to  the  paint  supply  tank. 

The  power  pack’s  main  function  is  to  provide  the  high 
d-c  potential  used  for  electrostatically  charging  the  paint 
particles.  The  pack  consists  essentially  of  a  transformer, 
constant  voltage  regulator,  dry  rectifiers  and  sutiable  elec¬ 
trical  filters. 


In  operation,  no  air  or  high  pressure  is  used.  The  charged 
paint  particles  leave  the  spinning  bell  when  it  approaches 
the  grounded  work. 

INSPECTION  AND  TEST:  The  appliance  has  been  ap¬ 
proved  by  the  State  Board  of  Standards  and  Appeals  under 
Approval  No.  4722,  dated  March  23,  1964,  and  tested  and 
approved  by  Factory  Mutual. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  No.  2  Pro¬ 
cess  Hand  Gun  and  Model  231-A  Power  Supply  for  use  in 
New  York  City  under  the  provisions  of  the  Rules  of  the 
Board  adopted  under  Cal.  No.  353-30-SR,  on  the  following 
conditions : 


Electrostatic  hand  spray  apparatus  and  devices  used  in 
connection  with  paint  spraying  operations  shall  be  of  ap¬ 
proved  types.  The  equipment  should  be  so  designed  that 
the  maximum  surface  temperature  of  the  equipment  in  the 
spraying  area  shall  not  exceed  150°F.  under  any  condition. 
The  high  voltage  circuits  shall  be  designed  so  as  to  be  in¬ 
trinsically  safe  and  not  produce  a  spark  of  sufficient  intens¬ 
ity  to  ignite  any  vapor-air  mixtures  nor  result  in  appreci¬ 
able  shock  hazard  upon  coming  in  contact  with  a  grounded 
object.  The  electrostatically  charged  exposed  elements  of 
the  hand  gun  shall  be  capable  of  being  energized  only  by 
a  switch  which  also  controls  the  paint  supply. 

Transformers,  power  packs,  control  apparatus,  and  all 
other  electrical  portions  of  the  equipment,  with  the  excep¬ 
tion  of  the  hand  gun  itself  and  its  connections  to  the  power 
supply  shall  be  located  outside  of  the  spraying  area. 

The  handle  of  the  spraying  gun  shall  be  electrically  con¬ 
nected  to  ground  by  a  metallic  connection  and  be  so  con¬ 
structed  that  the  operator  in  .normal  operating  position  is 
in  intimate  electrical  contact  with  the  grounded  handle.  This 
requirement  is  to  prevent  buildup  of  a  static  charge  on  the 
operator’s  body. 

All  electrically  conductive  objects  in  the  spraying  area 
shall  be  adequately  grounded.  This  requirements  shall  apply 
to  paint  containers,  wash  cans  and  any  objects  or  devices 
in  the  area.  The  equipment  shall  carry  a  prominently  in¬ 


stalled  warning  regarding  the  necessity  for  this  grounding 
feature. 

Objects  being  painted  shall  be  maintained  in  metallic 
contact  with  the  conveyor  or  other  grounded  support.  Hooks 
shall  be  regularly  cleaned  to  insure  this  contact  and  areas 
of  contact  shall  be  sharp  points  or  knife  edges  where  poss¬ 
ible.  Points  of  support  of  the  object  shall  be  concealed  from 
random  spray  where  feasible  and  where  the  objects  being 
sprayed  are  supported  from  a  conveyor,  the  point  of  at¬ 
tachment  to  the  conveyor  shall  be  so  located  as  to  not  col¬ 
lect  spray  material  during  normal  operation. 

The  electrical  equipment  shall  be  so  interlocked  with  the 
ventilation  of  spraying  area  that  the  equipment  cannot  be 
operated  unless  the  ventilation  fans  are  in  operation. 

The  spraying  operation  shall  take  place  within  a  spray 
area  which  is  adequately  ventilated  to  remove  solvent  va¬ 
pors  released  from  the  operation. 

All  guns  and  power  supply  bear  a  label,  permanently  af¬ 
fixed,  reading:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  132-65- 
SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


147-65-SM 

APPLICANT— Anaconda  American  Brass  Company,  Ana¬ 
conda  Metal  Hose  D'iv.,  owner. 

APPEARANCES— 

For  Applicant:  John  E.  Traub  and  Richard  F.  Dowling. 
ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . — - -  *> 

Negative: - ______________  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
147-65-SM— Anaconda  American  Brass  Co.,  Anaconda  Me¬ 
tal  Hose  Div.,  owner,  Waterbury,  Connecticut,  filed  for 
approval  of  the  material  known  as  Anaconda  Gas  Appli¬ 
ance  Connector  Models  82753,  82754,  82927  and  82928,  for 
use  in  New  York  City  under  the  provisions  of  Article  12, 
Chap.  26,  Administrative  Building  Code. 

PROPOSED  USE:  To  provide  flexible  connection  between 
the  gas  inlet  supply  and  appliance. 

DESCRIPTION :  The  connector  is  made  of  flexible  inter¬ 
locked  galvanized  steel  tubing  with  a  teflon  lining  of  .425 
min.  ID  for  %"  tubing  and  .725  min.  ID  for  %  '  tubing, 
with  integral  flared  ends.  The  connector  ends  include  NPT 
male  fittings  and  female  unions,  zinc  plated  in  sizes  Vi" 
and  Length  of  connector  shall  not  exceed  6  feet. 
INSPECTION  AND  TEST :  All  data  submitted  was  exa¬ 
mined  by  Asst.  Architect  Thomas  W.  Farricker,  Jr.  The 
connectors  have  been  approved  by  the  American  Gas  Asso¬ 
ciation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Anaconda 
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Gas  Appliance  Connector,  Models  82753,  82754,  82927,  and 
82928  for  voluntary  use  in  New  York  City  under  the  provi¬ 
sions  of  C26-1327.0  Administrative  Building  Code,  on  Con¬ 
ditions  that  the  connector  be  stamped  or  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York- 
City  under  Calendar  Number  147-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker.  Tr. 

Asst.  Arch. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


153-65-SM 

APPLICANT — Allied  Compositions  Company,  Incorpor¬ 
ated,  owner. 

APPEARANCES— 

For  Applicant:  William  A.  Pulis. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ _ 5 

Negative: _ _  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
153-65-SM — Allied  Compositions  Co.  Inc.,  Maspeth,  Long 
Island,  New  York,  filed  for  approval  of  the  material  known 
as  Cementrol  Series  ATL  500  under  the  provisions  of  C26- 
191.0  Administrative  Building  Code. 

PROPOSED  USE:  Air  entraining  agent  for  concrete. 
DESCRIPTION :  The  material  is  a  vinsol  resin  in  a  neu¬ 
tralized  soluble  form  which  meets  the  requirements  of 
ASTMC  233. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  as  conducted  by  Froehling  and  Robertson 
Inc.  The  material  successfully  met  the  test  requirements  of 
ASTM  C260.  The  complete  report  is  on  file  with  and  is 
part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Cementrol 
Series  ATL  500  for  use  in  New  York  City,  as  an  air  en¬ 
training  agent,  on  condition  that  the  maximum  dosage  shall 
not  exceed  IV2  fluid  ounces  per  sack  of  cement.  All  con¬ 
tainers  in  which  the  material  is  marketed  shall  be  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  153-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


163-65-SA 

APPLICANT — Duo-Therm  Motor  Wheel  Corporation, 
owner;  Edward  C-rary,  agent. 

APPEARANCES— 

For  Applicant :  Edward  M.  Crary. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

Negative: _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
163-65-SA — DUOTHERM  Motor  Wheel  Corporation,  own¬ 
er,  LaGrange,  Indiana  filed  for  approval  of  the  appliance 
known  as  DUO-THERM  gas-fired  heaters,  Models  61001, 
61601,  72501,  74001,  74501,  75001,  76001,  76501  for  use  in 
New  York  City  under  the  provisions  of  Article  12,  Chap¬ 
ter  26,  Administrative  Building  Code. 

PROPOSED  USE:  Heater  using  propane  for  construction 
trailers  and  shanties. 

DESCRIPTION:  The  DUO-THERM  gas-fired  heater, 
models  61001  and  61601  are  recessed  on  the  inside  of  an  ex¬ 
terior  wall  of  construction  trailers  and  shanties  and  are 
vented  straight  through  to  the  outside  atmosphere.  The  heat¬ 
ers  are  the  gravity  type.  Both  units  are  for  use  with  L.P. 
gas  and  are  equipped  with  100%  safety  shut-off  controls, 
which  shut  off  the  burner  and  pilot  completely  in  case  of 
pilot  outage. 

The  heaters  have  a  sealed  combustion  chamber  and  saf- 
t-seal  draft-vent  system.  The  exhaust  flue  collar  is  6"  dia. 
and  the  air  intake  flue  collar  is  3"  dia. 

The  heat  input  for  Model  61001  is  10,000  Btu  per  hour  ; 
and  for  Model  61601,  16,000  Btu  per  hour. 

The  cabinet  dimensions  for  model  61001  are  26'  high  x  14" 
wide  x  8%"  deep. 

These  heaters  were  tested  and  approved  by  the  American 
Gas  Association. 

The  Model  72501  is  a  gas-fired  free  standing  or  recessed, 
sealed  combustion  heater  using  a  4  inch  flue  opening,  and 
a  direct  drive,  115  volt,  60  cycle  blower.  The  electric  wall 
thermostat  is  24  volt.  The  input  rating  is  35,000  Btu  per 
hour. 

The  cabinet  dimensions  are  55%"  high  x  14 Vs"  wide  x 
19  y4"  deep. 

Approved  by  U.L.  for  “0”  clearance  at  sides  and  back. 
The  Models  74001,  74501,  75001,  76001  and  76501  are  basic¬ 
ally  similar  except  the  models  74001  and  74501  employs  a 
fan  assembly  and  the  other  models  have  an  automatic 
blower. 

The  heater  consists  of  a  steel  cabinet  base  assembly  for 
combustion  and  fresh  air  intake,  sealed  combustion  chamber, 
100% .  safety  automatic  controls,  stainless  steel  flue  pipe, 
roof  jack  and  blower  or  fan  and  motor. 

The  input  rating  for  these  models  range  from  45,000 
through  75,000  Btu  per  hour. 

The  cabinet  dimensions  are  59% "  high  (including  base) 
x  18"  wide  x  22"  deep. 

INSPECTION  AND  TEST:  All  data  submitted  was  exa¬ 
mined  by  Assistant  Architect  T.  W.  Farricker. 

The  Models  61001  and  61601  were  tested  and  approved 
by  the  American  Gas  Association. 

The  Models  74001,  74501,  75001,  76001  and  76501  were 
testsed  and  approved  by  the  Underwriters’  Laboratories  and 
card  number  MH  5975  and  MH  6394. 
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RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  DUO- 
THERM  gas-fired  heaters,  Models  61001,  61601,  72501, 
74001,  74501,  75001  76001  and  76501  for  voluntary  use  m 
construction  trailers  and  shanties  in  New  York  City  with 
reduced  clearances  as  recommended  by  the  American  Gas 
Association  and  the  Underwriters’  Laboratories,  on  condi¬ 
tion  that  each  heater  bear  a  label  or  plate,  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  163-65-SA.” 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr. 

Asst.  Arch. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


215-65-SM 

APPLICANT — National  Gypsum  Company,  owner;  John 
K.  Hovind,  agent. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind  and  James  A.  Mullen- 
hoff. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Vice  Chairman  Kleinert  _ _ _ 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
215-65-SM — National  Gypsum  Co.,  Buffalo,  New  York, 
filed  for  approval  of  the  material  known  as  Gold  Bond  Mois¬ 
ture  Resistant  (MR)  Board  under  the  provisions  of  C26- 
191.0  Administrative  Building  Code. 

PROPOSED  USE:  Base  for  the  application  of  tile  in 
showers  or  other  wet  locations. 

DESCRIPTION :  The  material  is  designed  primarily  for 
use  as  a  base  for  the  direct  application  of  tile  or  other  non 
absorbent  wall  finish  materials  in  bath  and  shower  areas. 

The  board  is  the  same  as  the  board  presently  approved 
under  Cal.  No.  709-39-SM  except  that  it  is  waterproofed 
by  the  using  of  an  asphaltic  gypsum  core  and  that  the  paper 
surfaces  are  chemically  treated  to  render  the  material  water 
resistant. 

The  board  is  attached  to  wood  or  steel  studs  by  means 
of  nails  or  wood  screws  in  wood  joists  and  by  means  of 
self-drilling  screws  in  steel  studs.  The  spacing  of  the  fast¬ 
ener  shall  not  exceed  8"  on  centers  except  that  of  tile  in 
excess  of  5/16"  in  thickness  is  used  then  the  spacing  shall 
not  exceed  4"  on  centers.  The  board  may  also  be  laminated 
to  gypsum  block  or  other  solid  surfaces  by  approved  ad¬ 
hesives. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  tests  conducted  by  Pittsburgh  Testing  Labora¬ 
tories.  The  tests  were  to  show  the  water  resistance  of  the 
(MR)  Board  as  compared  with  regular  gypsum  board, 
Portland  cement  plaster  or  metal  lath,  gypsum-sand  plas¬ 
ter  on  metal  and  gypsum-sand  plaster  on  gypsum  lath.  The 


report  states  in  conclusion  that  “There  is  a  marked  su¬ 
periority  in  the  water  resistant  properties  of  the  M.R.  Gyp¬ 
sum  Boad  when  compared  to  Portland  cement  plaster  on 
metal  lath,  gypsum-sand  plaster  on  metal  lath  and  gyp¬ 
sum-sand  plaster  on  plain  gypsum  lath. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Gold  Bond 
Moisture  Resistant  (M.R.)  Board  for  voluntary  use  in  New 
York  City  as  a  incombustible  water  and  vapor  barrier  back¬ 
ing  for  adhesive  application  of  ceramic,  plastic,  metal  or 
other  wall  tile  where  a  fire  rating  is  not  required  and  for 
use  as  the  surface  panels  with  1  and  2  hour  fire  resistive 
partions  on  wet  location  on  condition  that  the  board  be  in¬ 
stalled  in  accordance  with  the  manufacturers  printed  in¬ 
structions,  that  all  openings  around  pipes,  fixtures  etc.,  shall 
be  treated  in  accordance  with  the  manufacturers  specifica¬ 
tion  and  that  the  board  bear  a  label:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  215-65-SM.” 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  ebove 
report. 


494-65-SM 

APPLICANT — West  Hills  Silica  Sand  Mining  Corpora¬ 
tion,  owner. 

APPEARANCES— 

For  Applicant:  Robert  H  .Reighter,  Jr.  and  Herny  Behr. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - — - —  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
494-65-SM — West  Hills  Silica  Sand  Mining  Corp.,  Farm 
ingdale,  New  York  filed  for  approval  of  the  material  known 
as  Concrete  Sand  under  the  provision  of  C26-131.0  Admin¬ 
istrative  Building  Code. 

PROPOSED  USE:  Sand  to  be  used  in  concrete  and  con¬ 
crete  products. 

DESCRIPTION :  The  sand  is  obtained  from  a  dry  bank 
located  in  Huntington,  New  York.  All  processing  equip¬ 
ment  is  adjacent  to  the  deposit. 

INSPECTION  AND  TEST:  The  applicant  has  submit¬ 
ted  a  report  of  test  conducted  by  Gulick-Henderson  Labora¬ 
tories  Inc.,  showing  that  the  sand  meets  the  requirement 
of  ASTM  C33-61.  The  complete  report  is  on  file  with  and 
is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Concrete  Sand 
a  quarried  by  West  Hills  Silica  Sand  Mining.  Corp.,  for 
use  in  New  York  City  as  having  met  the  requirements  of 
C26-1456.23  Administrative  Building  Code  as  a  sand  for 
concrete  and  concrete  products.  All  bills  of  lading  cover¬ 
ing  this  material  shall  be  stamped :  “Approved  by  the  Board 
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of  Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  494-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


557-65-SA 

APPLICANT — Lab-Line  Instruments,  Incorporated,  own¬ 
er. 

APPEARANCES— 

For  Applicant:  S.  M.  Sprafkin. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
557-65-SA — Lab-Line  Instruments  Inc.,  Melrose  Park,  Illi¬ 
nois,  filed  an  application  for  approved  of  the  appliance 
known  as  Lab-Line  Instruments  Explosion-Proof  Frigid- 
Cab,  Models  3559  and  3557,  under  the  provisions  of  Arti¬ 
cle  18,  Chapter,  19,  Administrative  Code. 

PROPOSED  USE:  Small  refrigerators  and  freezers  for 
use  in  laboatories  and  location  in  which  flammable  gases 
o  vapors  may  be  present. 

DESCRIPTION :  The  appliances  are  refrigerators  with 
small  freezer  compatments : 


Model — 

Total  Capacity 

Motor 

Refrigerant 


3559  Cab  13 _ 3557  Cab  5 

13  cu.  ft - 4.5  cu.  ft. 

1/6  H.P _ 1/12  H.P. 

R-12 _ R-12 


All  wiring  and  controls  are  outside  the  chamber  and  are 
fully  encased  in  UL  approved  conduit  or  cast  aluminum 
housings.  Control  thermostat  switches  and  compress  or  are 
explosion-proof. 

INSPECTION  AND  TEST :  All  data  was  examined  by 
Assistant  Engineer,  J.  A.  Darts.  The  appliances  have  been 
approved  by  the  Underwriters’  Laboratory,  for  use  in  haz¬ 
ardous  locations. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliances,  known  as  Lab-Line 
^struments  Explosion-Proof  Frigid-Cab  Models  3559  and 
3557,  for  use  in  New  York  City,  under  the  provisions  of 
Article  18,  Chapter  19,  Administrative  Code  and  in  accord¬ 
ance  with  this  report,  provided  that  the  appliance  bear  a 
label,  permanently  affixed,  reading  “Approved  by  the  Board 
of  Standards  and  Appeals,  for  use  in  New  York  City,  under 
Cal.  No.  557-65-SA." 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 


George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


893-65-SA 

APPLICANT — Irving  A.  Levine  for  Remington  Hardware 
Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Irving  A.  Levine. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
893-65-SA — Remington  Hardware  Co.,  Inc.,  New  York 
City,  filed  for  approval  of  the  material  known  as  Pre  Vu 
Door  Viewer,  under  the  provisions  of  Section  51-A,  of  the 
Multiple  Dwelling  Law. 

PROPOSED  USE:  Door  viewer  or  peep  hole. 
DESCRIPTION :  The  viewer  is  made  of  die  cast  zinc, 
that  is  either  brass,  chrome  or  gold  plated.  The  viewer  has 
two  plastic  lens,  one  in  each  end  of  the  male  part  of  the 
viewer.  The  lenses  are  so  arranged  that  nothing  can  be 
seen  when  looked  through  from  the  outside.  The  viewer  fits 
a  %"  diameter  hole  and  doors  up  to  l%"  in  thickness. 
INSPECTION  AND  TEST :  A  sample  of  the  viewer  was 
examined  by  the  Committee  on  Test. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Pre  Vu 
Door  Viewers,  DV-11,  22,  33,  for  use  in  New  York  City, 
under  the  provision  of  Section  51A  of  the  Multiple  Dwelling 
Law,  on  condition  that  all  cartons  in  which  the  material  is 
marketed  shall  be  labeled,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City,  under 
Cal.  No.  893-65-SA.” 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1027-65-SM 

APPLICANT — Baldwin  Hardware  Mfg.,  Corporation, 
owner. 

APPEARANCES— 

For  Applicant :  Ignatz  Fayerman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — — - ■■■  —  5 

Negative:  - — - ^ 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1027-65-SM — Baldwin  Hardware  Mfg.  Corp.,  Reading,  Pa., 
filed  for  approval  of  the  material  known  as  Baldwin  Door 
Viewer,  under  the  provisions  of  Section  51-A,  Multiple 
Dwelling  Law. 

PROPOSED  USE:  Door  viewer  or  peep  hole. 
DESCRIPTION:  The  viewer  is  made  of  brass  and  is 
finished  in  dull  brass  or  chrome.  The  viewer  is  made  with 
glass  camera  lens.  The  lenses  are  so  arranged  that  nothing 
can  be  seen  when  looked  through  from  the  outside.  The 
viewer  fits  a  Vi"  diameter  hole  and  is  available  in  lengths 
to  fit  doors  up  to  1%"  in  thickness. 

INSPECTION  AND  TEST :  A  sample  of  the  viewer  was 
examined  by  the  Committee  on  Test. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Baldwin  Door 
Viewer,  for  use  in  New  York  City,  under  the  provisions  of 
Section  51-A,  of  the  Multiple  Dwelling  Law  on  conditi&a 
that  all  cartons  in  which  the  material  is  marketed  shall  be 
labeled  “Approved  by  the  Boardr  of  Standards  and  Ap¬ 
peals,  for  use  in  New  York  City,  under  Cal.  No.  1027-65- 
SM.” 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr, 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1048-65-SM 

APPLICANT — Magic  Eye  Associates,  Incorporated,  own¬ 
er. 

APPEARANCES— 

For  Applicant:  Nicholas  Giardina  and  Melvin  Gervis. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Vice  Chairman  Kleinert  - - -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1048-65-SM — Magic  Eye  Associates  Inc.,  New  York  City, 
filed  for  approval  of  the  material  known  as  Magic  Eye 
Door  Interviewer  and  Combination  Door  Chime  and  Viewer 
under  the  provisions  of  Section  51-A,  Multiple  Dwelling 
Law. 

PROPOSED  USE:  Door  viewer  or  peep  hole. 
DESCRIPTION :  The  viewer  is  designed  to  fit  a  door  up 
to  2%"  in  thickness.  The  body  of  the  viewer  is  of  zinc 
aluminum  and  is  finished  in  either  a  brass,  bronze  or  chrome 
finish.  The  lens  are  optical  glass,  prism  lens.  As  it  is  poss¬ 
ible  to  look  through,  from  the  outside,  the  viewer  and  com¬ 
bination  viewer  and  chime  are  equipped  with  a  metal  flap¬ 
per  on  the  inside  of  the  viewer,  so  that  an  outsider  can  not 
peep  into  the  apartment. 


—  ~ 


The  viewer  needs  a  hole  1%"  in  diameter  to  be  cut  into 
the  door  for  installing  the  viewer. 

INSPECTION  AND  TEST:  A  sample  of  the  viewer  was 
examined  by  the  Committee  on  Test. 
RECOMMENDATION:  The  Committee  on  Test  recom- 
cends  the  approval  of  the  material  known  as  Magic  Eye 
Door  Interviewer  and  Combination  Door  Chime  and  View¬ 
er,  for  use  in  New  York  City,  under  the  provisions  of  Sec¬ 
tion  51-A,  Multiple  Dwelling  Law  on  Condition  that  all 
cartons  which  the  material  is  marketed  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals,  for 
use  in  New  York  City,  under  Cal.  No.  1048-65-SM.” 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst  Engr. 

George  F.  Sklenarik, 
Assistant  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1077-65-SM 


APPLICANT — The  H.  B.  Ives  Company,  owner. 
APPEARANCES— 

For  Applicant:  Chester  P.  Samber. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — - -  5 

Negative: - — . . 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1077-65-SM— The  H.  B.  Ives  Co.,  New  Haven,  Conn.,  filed 
for  approval  of  the  material  known  as  One  Way  Door 
Viewer  70OB  4  under  the  provisions  of  Section  51-A  of  the 
Multiple  Dwelling  Law. 

PROPOSED  USE:  Door  viewer  or  peep  hole. 
DESCRIPTION:  The  viewer  has  a  solid  brass  sleeve,  Vi" 
in  diameter.  The  viewer  has  ground  optical  lens.  The  mir¬ 
ror  is  a  one  way  mirror  so  that  nothing  can  be  seen  when 
looked  through  from  the  outside. 

The  viewer  fits  a  Vi"  diameter  hole  and  doors  up  to  2%" 
in  thickness. 

INSPECTION  AND  TEST:  A  sample  of  the  viewer  was 
examined  by  the  Committee  on  Test. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  One  Way 
Door  Viewer  700B  4  for  use  in  New  York  City  under  the 
provisions  of  Section  51-A  Multiple  Dwelling  Law,  on  con¬ 
dition  that  all  cartons  in  which  the  viewer  is  marketed  shall 
be  labeled :  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  No.  1077-65- 
SM”. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1090-62-SA 

APPLICANT — Prosperay  Distributors,  Incorporated  for 
Posperity  Co.,  Div.  Ward  Industries,  Incorporated,  own¬ 
er. 

SUBJECT — Application  December  4,  1962  —  Prosperity 
Dry  Cleaning  Machines,  models  PR40  and  PR55  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative: _ _ _ 0 


302-64-SM 

APPLICANT — Alliance  Wall  Corporation,  owner. 

SUBJECT — Application  March  16,  1964  —  Alliance  Wall 
Veneer  and  Insulated  Panels,  various  models,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.  Applicant  is  to  be  notified  to  be  present.  Appli¬ 
cant  is  to  submit  details  previously  requested. 


14-65-SM 

APPLICANT— Harold  Madden  for  McCormack  Sand  Di¬ 
vision  Penn  Industries,  Incorporated,  owner. 

SUBJECT— Application  January  7,  1965  —  McCormack 
Sand,  approval  of. 

APPEARANCES— 

For  Applicant:  Harold  F.  Madden. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.  M.  for  decision.  Applicant  is  to  submit  statement 
showing  compliance  with  ASTM  requirements. 


15-65-SM 

APPLICANT — McCormack  Sand  Division  Penn  Indus¬ 
tries,  Incorporated. 

SUBJECT — Application  January  7,  1965  —  McCormack 
gravel,  approval  of. 

APPEARANCES— 

For  Applicant:  Harold  F.  Madden. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.  for  decision.  Applicant  is  to  submit  statement 
showing  compliance  with  ASTM  requirements. 


183-61-A — Vol.  II 

APPLICANT — Abraham  Grossman,  for  Realty  Control 
Corporation,  owner. 

SUBJECT — Application  reopened  September  21,  1965  _ 

re  Appeal  from  an  order  and  a  decision  of  the  Fire  Com¬ 
missioner  re  sprinkler  system  and  a  decision  of  the  Bor¬ 
ough  Superintendent  re  egress. 


PREMISES  AFFECTED— 309-315  West  123rd  Street  and 
258-264  St.  Nicholas  Avenue,  northeast  corner,  Block 
1950,  Lot  24,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
missioner,  dated  March  1,  1960  and  July  2,  1965  on  Order 
No.  594-0,  reads : 

“1.  Provide  an  automatic  dry  sprinkler  system  through¬ 
out  building  arranged  as  per  Ch.  26,  Art.  16,  Adm. 
Code. 

C19-161.0  Admin.  Code.” 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1965  on  Alt.  Applic.  152-61,  reads: 

“C-7  The  proposed  enclosure  of  an  existing  winding  stair 
and  the  addition  of  a  N.Y.S.  Labor  Law  Sect.  273 
Fire  Escape  on  one  street  front  are  not  acceptable 
as  two  legal  means  of  egress.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  1,  1960,  and  July  2,  1965,  acting  on 
Order  No.  594-0,  Objection  No.  1,  and  the  decision  of  the 
Borough  Superintendent  dated  July  2,  1965,  on  Alt.  Applic. 
152-61,  Item  C-7,  be  and  they  hereby  are  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  the  build¬ 
ing  conforms  to  drawings  filed  with  this  application  marked 
Received  July  16,  1965,”  twelve  sheets;  on  the  further  con¬ 
dition  that  a  non-automatic  sprinkler  system  shall  be  in¬ 
stalled  .in  the  cellar,  that  an  automatic  fire  alarm  system 
with  _  central  office  connection  be  installed  throughout  the 
building,  that  a  partion  be  built  from  the  bottom  of  the 
winding  stair  on  the  first  floor  to  the  street,  and  that  the 
street  door  at  this  location  swing  out. 


993-64-A 

APPLICANT — Schuman  and  Lichtenstein  for  Brooklyn 
Hebrew  Home  and  Hospital  for  the  Aged,  owner. 
SUBJECT — Application  September  29,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  fireproof  swinging  doors. 
PREMISES  AFFECTED — 2811-2827  Riegelmann  Board¬ 
walk  and  3023-3047  West  29th  Street,  northeast  corner, 
Block  7068,  Lot  30,  33,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  Schuman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ 5 

Negative: _ 0 
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THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  2nd  and  September  29th,  1964  on  Order 
Nos.  3224-4  and  3225-4,  reads: 

(3224-4) 

“1.  Install  an  approved  automatic  wet  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chap¬ 
ter  26,  Article  16,  Administrative  Code.  In  addition 
to  required  sprinkler  alarms,  this  system  shall  also 
be  equipped  with  approved  water  flow  transmitter 
having  a  direct  connection  to  a  Central  Office  of 
one  of  the  authorized  operating  companies,  arranged 
and  equipped  in  accordance  with  the  applicable  Fire 
Department  Rules  and  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.  C19-161.0-a  Administrative  Code.” 

(3225-4) 

“1.  Install  fireproof  double  swinging  doors  in  corridors 
at  the  followin  glocations : 

a)  On  the  2nd,  3rd,  4th,  6th,  7th,  8th,  9th  and  10th 
floors  (3)  three  doors  to  be  installed  on  each 
floor  as  follows : 

1.  On  east  side  of  main  corridor,  approximately 
(10)  ten  feet  before  it  reaches  corridor  on  East 
side  of  building. 

2.  At  cente  of  main  corridor  adjacent  to  elevator 

#4. 

3.  On  West  side  of  main  corridor,  approximately 
(5)  five  ft.  before  it  reaches  corridor  on  West 
side  of  building. 

(B)  On  5th  floor. 

1.  On  door  at  end  of  main  corridor  on  east  side  of 
building  (5)  five  feet  before  it  reaches  corridor 
on  east  side  of  Building.  Ch.  19-161.0  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  condition. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  2,  1964,  and  September  29,  1964,  act¬ 
ing  on  Order  No.  3224-4,  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  an  automatic  fire  alarm  system  be  installed 
throughout  the  cellar  and  in  the  corridors  throughout  the 
building,  connected  to  the  existing  central  office  connection, 
and  that  the  present  sprinkler  system  in  the  cellar  be  ex¬ 
tended  to  include  the  kitchen  on  the  first  floor;  on  the  fur¬ 
ther  condition  that  Order  No.  3225-4  shall  be  complied  with, 
and  that  an  approved  type  automatic  magnetic  door  holder 
be  provided  at  the  double  swinging  doors,  connected  to  the 
automatic  fire  alarm  system  and  to  the  switchboard. 


1047-64-A 

APPLICANT — Charles  A.  Brown  of  Rogers  &  Butler  for 
The  Presbyterian  Hospital  in  the  City  of  New  York, 
owner. 

SUBJECT — Application  October  21,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  exhaust 
for  oxygen,  explosion  proof  electrical  appliances. 

PREMISES  AFFECTED— 710  West  168th  Street,  201 
Fort  Washington  Avenue,  southwest  corner,  Block  2139, 
Lot  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  A.  Brown. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . 5 

Negative:  -  ■■  ■■■ - -  ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  22,  1964  on  Order  No.  4580-4, 
reads : 

“1.  Liberated  oxygen  from  the  Vickers  High  Pressure 
oxygen  chamber  be  exhausted  to  the  outer  air. 

2.  All  lights,  switches  and  electrical  appliances  used 
in  the  room  where  oxygen  chamber  is  located  should 
be  of  the  explosion  proof  type. 

3.  Provide  a  label  on  oxygen  apparatus  bearing  the 
Board  of  Standards  and  Appeals  Approval  number. 
Sec.  09-11.0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  22,  1964,  acting  on  Order  No. 
4580-4,  Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  installation  shall  conform  to  drawings  filed 
with  this  appeal  marked  ‘‘Received  November  19,  1965,”  2 
sheets ;  on  further  condition  that  the  liberated  oxygen  from 
the  chamber  shall  be  exhausted  to  the  exterior  through 
tubing  as  shown  on  the  drawing;  that  the  number  of  elec¬ 
tric  outlets  in  the  room  shall  be  limited  to  those  essential 
for  the  operation ;  that  the  temperature,  both  in  the  room 
and  in  the  chamber  shall  be  controlled  so  that  it  will  be 
between  71  and  75  degrees  Fahrenheit;  and  that  the  pres¬ 
sure  in  the  chamber  shall  not  exceed  45  pounds  per  square 
inch. 


1093-64-A 

APPLICANT — White  Eagle  Hall  Company,  owner. 
SUBJECT— Application  November  4,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 261-273  Prospect  Avenue,  north 
side,  174  feet,  7  inches  east  of  Fifth  Avenue,  Block  1053, 
Lot  79,  27  and  85,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Stanley  Sworanczyk  and  Steven  L.  Mar- 
kowski. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein - 3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  _ ■■■- . — —  2 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  10,  1963  and  November  4,  1964  on 
Order  No.  214-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chapt. 
26-1336.0  Adm.  Code. 

C19-161.0a,  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 


1423 


MINUTES 


the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  10,  1963  and  November  4,  1964. 
acting  on  Order  No.  214-3,  Objection  No.  1,  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  marked  “Received  October 
29,  1964”,  7  sheets;  on  further  condition  that  the  present 
sprinkler  system  shall  be  extended  to  cover  the  kitchen  area 
in  the  cellar ;  and  that  an  automatic  fire  alarm  system  with 
central  office  connection  shall  be  installed  throughout  the 
building. 


1094-64-A 

APPLICANT — Harold  G.  Lederer  for  Phillips  Petroleum 
Company,  owner. 

SUBJECT — Application  November  5,  1964  —  Packaging  of 
inflammable  Mixture  known  as  PHILIPS  “66”  Glass 
Cleaner  Concentrate  in  1  quart  Plastic  containers  in  New 
\ork  City  (containers  not  in  accordance  with  Adminis¬ 
trative  Code  requirements.) 

APPEARANCES— 

For  Applicant:  Harold  G.  Lederer. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . _ _ _ 5 

Negative:  _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  28,  1964  on  Folder  No.  122-3012-I.M.,  reads: 

“Please  be  advised  that  your  application,  dated  Septem¬ 
ber  10,  1964,  for  approval  of  ‘PHILIPS  66  GLASS 
CLEANER  CONCENTRATE’  packaged  in  1  Quart 
plastic  bottles  is  disapproved. 

Acceptance  of  this  application  is  denied  on  the  grounds 
that  said  container  fails  to  conform  with  Section  C19.- 
59.0  (c)  of  the  Administrative  Code  of  the  City  of  New 
York. 

Such  section  specifies  that  Inflammable  Mixtures  shall 
be  packaged  in  glass  bottles  of  4  oz.  maximum  or 
metal  cans  of  1  gallon  maximum  for  household  use.” 

and 

Whereas,  this  appeal  has  been  considered  and  discussed 
by  the  Board. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  28,  1964,  acting  on  Folder  No.  122-3012-I.M., 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  containers  shall  be 
identical  with  the  sample  submitted  to  the  Board ;  that  these 
one-quart  containers  shall  be  packed  four  to  a  case  having 
a  bursting  test  strength  of  175  pounds  per  square  inch;  and 
that  the  use  of  the  containers  shall  be  limited  to  sale  to 
service  stations  of  the  Phillips  Petroleum  Company 


526-65-A 

APPLICANT— Vermiculite  Manufacturing,  Company 

owner.  ’ 

SUBJECT— Application  May  10,  1965— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  inflam¬ 
mable  mixtures  known  as  Z-Ment  Adhesive  in  aluminum 
lined  cartridge  containers  not  in  accordance  with  Ad¬ 
ministrative  Code  requirements. 


APPEARANCES— 

For  Applicant:  Robert  A.  Cunaro. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTEr- 


Affirmative:  _ _ _ _ _ _  q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

THE  RESOLUTION— 


ht^i?e^eas’  decision  of  the  Fire  Commissioner,  dated 
March  12,  1965  on  Folder  No.  122-2966  (I.M.)  reads: 

An  aluminum  LINED  cartridge  cannot  be  accepted  by 
this  Department  to  package  INFLAMMABLE  MIX¬ 
TURES  for  storage  and  sale  in  the  City  of  New  York. 
This  Department  will  approve  an  ALL  METAL 
CARTRIDGE,  that  must  have  a  replaceable  top,  cap 
or  other  device,  that  will  be  AIRTIGHT  when  closed.” 

Whereas,  this  appeal  has  been  considered  by  the  Board ; 
and 


.  Whereas,  the  Board  finds  that  because  of  the  flammabil¬ 
ity  of  the  mixture  there  would  be  no  justification  for  re¬ 
versing  the  decision  of  the  Fire  Commissioner. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  12,  1965,  acting  on  Folder  No.  122-2966  (I.M  ) 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


573-65-A 

APPLICANT — H.  B.  Fuller  Company,  owner. 

SUBJECT  Application  May  5,  1965 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  inflam¬ 
mable  mixtures  known  as  Ful-O-Mite  Black  Stuff  Con¬ 
struction  Adhesive  in  1/10  Gallon  and  %  gallon  paper 
and  Aluminum  foil  tubes  as  containers  not  in  conformity 
with  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Keith  Converse. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative: _ _ _ _ _ _ _ g 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein _ _ 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  5,  1965  on  Folder  No.  122-2880,  reads: 

“The  request  to  use  1/10  Gallon  and  %  Gallon  paper 
and  Aluminum  foil  tubes  as  containers  has  been  Dis¬ 
approved  as  violating  enclosed  Section  C-19-59.0c  of 
the  N.Y  .C.  Administrative  Code.  This  section  requires 
that  containers  for  packaging  Inflammable  Mixtures  be 
made  of  Glass  or  Metal.” 
and 

Whereas,  this  appeal  has  been  considered  by  the  Board; 
and 


WHEREAS,  the  Board  finds  that  because  of  the  flamma- 
bihty  of  the  mixture  there  would  be  no  justification  for  re- 
versing  the  decision  of  the  Fire  Commissioner. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  5,  1965,  acting  on  Folder  No.  122-2880,  be  and 

it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
dented. 
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880-65-A 

APPLICANT— Pierce  and  Stevens  Chemical  Corporation, 
owner. 

SUBJECT— Application  August  19,  1965  —  Packaging  of 
inflammable  mixture  known  as  HYBOND  PANEL  AD¬ 
HESIVE  in  cardboard  containers  not  in  accordance  with 
Administrative  Code  requirements. 

APPEARANCES— 

For  Applicant:  R.  R.  Miller. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  - - 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  -  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  16,  1965  on  Folder  No.  122-852-C  I.M.,  reads: 

“We  must  disapprove  your  application  for  the  following 
reason : 

The  foil-lined  cardboard  container  is  not  an  approved 
type  of  container  under  C.19-59.0  Subdiv.  c.  of  N.Y.C. 
Admin.  Code.” 

and 

Whereas,  this  appeal  has  been  considered  by  the  Board; 
and 

Whereas,  the  Board  finds  that  because  of  the  flamma¬ 
bility  of  the  mixture  there  would  be  no  justification  for  re¬ 
versing  the  decision  of  the  Fire  Commissioner. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  16,  1965,  acting  on  Folder  No.  122-852-C  I.M., 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


913-65-A 

APPLICANT — Cullen  and  Dykman  for  The  Brooklyn 
Savings  Bank,  owner. 

SUBJECT — Application  September  7,  1965— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 328-338  Fulton  Street,  211 
Montague  Street,  northwest  corner,  162  Pierrepont  Street, 
Block  244,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  M.  Lamberti. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  - 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 

August  9,  1965  on  Folder  No.  26004.01,  reads: 

“In  reply  to  your  letter  of  July  27,  1965  concerning  the 
proposed  installation  of  a  mezzanine  level  in  the  stor¬ 
age  area  of  the  basement  in  the  building  at  the  subject 
location,  please  be  advised  that  this  department  will  in¬ 
sist  upon  the  installation  of  an  approved  wet  automatic 
sprinkler  system  in  both  levels  of  such  storage  area 
pursuant  to  the  provisions  of  Section  C19-161.0.a  of 
the  Administrative  Code  of  the  City  of  New  York.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  lack  of  natural  ven¬ 
tilation  and  inaccessibility  for  the  Fire  Department. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  9,  1965,  acting  on  Folder  No.  26004.01,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


990-65-A 

APPLICANT — E.  S.  Swanson-Barcwood  Div.,  for  Bar¬ 
clay  Manufacturing  Company  Incorporated,  owner. 
SUBJECT — Application  September  27,  1965 — Appeal  from 
Decisions  of  the  Fire  Commissioner  re-  Packaging  of 
inflammable  mixture  known  as  BARCLAY  850  STUD 
&  FURRING  STRIP  ADHESIVE  in  a  fiberboard  cart¬ 
ridge — not  in  conformity  with  N.Y.C.  Administrative 
Code  requirements. 

APPEARANCES— 

For  Applicant:  E.  S.  Swanson. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . .  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - —  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  23  and  September  20,  1965  on  Folder  #122-1987 
(I.M.),  reads: 

“BARCLAY  #850  STUD  &  FURRING  STRIP  AD¬ 
HESIVE. 

Your  application,  dated  August  18,  1965,  is  DISAP¬ 
PROVED  ;  as  the  container  does  not  conform  to  stand¬ 
ards,  as  set  forth  in  C.19-59.0  subdivision  C,  of  the  ad¬ 
ministrative  code  of  the  City  of  New  York.” 

and 

Whereas,  this  appeal  has  been  considered  by  the  Board; 
and 

Whereas,  the  Board  finds  that  because  of  the  flamma¬ 
bility  of  the  mixture  there  would  be  no  justification  for  re¬ 
versing  the  decision  of  the  Fire  Commissioner. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  23,  1965  and  September  20,  1965,  acting  on 
Folder  No.  122-1987  (I.M.),  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


722-64-A 

APPLICANT — Lawrence  H.  King  for  Pelt  By-Prod¬ 
ucts,  lessee. 

SUBJECT — Application  June  19,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  Dis¬ 
continue  storage. 

PREMISES  AFFECTED— 114-120  West  26th  Street, 
south  side,  117  feet,  5  4/7  .inches  west  of  Avenue  of  the 
Americas,  Block  801,  Lot  51,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD :  Applicant  did  not  appear.  Appeal 
dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ i . . . . . . .  q 


492-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
ord^r  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — Foot  of  21st  Street,  950  feet 
west  of  3rd  Avenue,  Piers  B  and  C,  East  River,  Block 
635,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.,  for  decision.  Applicant  is  to  be  notified  to  be 
present. 


493-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT — Application  May  7,  1964  —  Appeal  from  an 
order  and.  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.,  for  decision.  Applicant  is  to  be  notified  to  be 
present. 


596-64-A 

APPLICANT — Abraham  Grossman  for  Deerealty  Corpora¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 131  West  24nd  Street,  north 
side,  399  feet,  3  inches  east  of  Seventh  Avenue,  Block 
800,  Lot  22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  14,  1965, 
at  2  P.M.,  for  inspection  and  decision. 


597-64-A 

APPLICANT — Abraham  Grossman  for  Deerealty  Corpora¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 133  West  24th  Street,  north 
side,  374  feet,  3  inches  east  of  Seventh  Avenue,  Block 
800,  Lot  21,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.,  for  inspection  and  decision. 


72 1-64- A 

APPLICANT — Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner;  Alexander’s  Department  Stores, 
Incorporated,  lessee. 

SUBJECT — Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2235  Webster  Avenue,  south¬ 
west  corner  of  East  182nd  Street,  Block  3143,  Lot  65, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.,  for  decision.  Revised  drawings  were  submitted 
by  applicant. 


75 1-64- A 

APPLICANT — Yeshivas  Ahavas  Israel,  owner. 

SUBJECT — Application  July  13,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-r 
sprinkler  system. 

PREMISES  AFFECTED — 6-8  Lee  Avenue,  west  side,  46 
feet  south  of  Clymer  Street,  Block  2173,  Lot  35,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Rabbi  Lichtenstein  and  Morton  Labon. 
For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  7,  1965,  at 
2  P.M.,  for  inspection  and  decision;  hearing  closed. 


1008-64- A 

APPLICANT — Bearnard  William  Krohn  for  Maco  Realty 
Corporation,  owner;  S check  Bros.,  lessee. 

SUBJECT — Application  October  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
sprinkler  system. 

PREMISES  AFFECTED— 886-904  Dahill  Road,  1-5  Av¬ 
enue  I,  northwest  corner,  Block  5457,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  H.  J.  Geiser. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  4,  1966,  at 
2  P.M.,  at  the  request  of  the  applicant  for  resubmission 
to  the  Fire  Department  and  for  filing  revised  drawings. 


1049-64-A 

APPLICANT — A.  L.  Seiden  for  Meyer  Fish,  owner. 

SUBJECT — Application  October  22,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re-  iron 
shutters. 

PREMISES  AFFECTED — 145-147  Bowery,  east  side,  60.6 
feet  south  of  Broome  Street,  Block  423,  Lot  9,  Borough 
of  Manhattan. 
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APPEARANCES— 

For  Applicant :  A.  L.  Seiden. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  December  7,  1965,  at 
2  P.M.,  for  inspection  and  decision.  Applicant  is  to  file 
additional  drawing.  Hearing  closed. 


1079-64-A 

APPLICANT — Reavis  and  McGrath  for  325  Church  Avenue 
Corporation,  owner  Waldbaum  62,  Incorporated,  lessee. 

SUBJECT— Application  October  29,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkle  system. 

PREMISES  AFFECTED— 305-309  Church  Avenue,  north 
side,  32  feet  east  of  East  3rd  Avenue,  Block  5336,  Lot 
40,  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.,  for  re-evaluation  by  the  Fire  Department  and 
for  decision. 


1080-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  A.M.R. 
Chemical  Company  Incorporated,  owner. 

SUBJECT — Application  October  29,  1964  —  Appeal  from 
an  order  and  a  (decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1013  East  35th  Street,  east  side, 
137.5  feet  north  of  Avenue  I,  Block  7581,  Lot  13,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.,  at  the  request  of  the  applicant  for  hearing  and 
for  re-evaluation  by  the  Fire  Department. 


1081-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  A.M.R. 
Chemical  Company  Incorporated,  owner. 

SUBJECT — Application  October  29,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1015  East  35th  Street,  east  side, 
97.5  feet  north  of  Avenue  I,  Block  7581,  Lot  11,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

For  Administration:  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965,  at 
2  P.M.,  at  the  request  of  the  applicant  for  hearing  and  for 
re-evaluation  by  the  Fire  Department. 


1101-64-A 

APPLICANT — Goldwater  and  Flynn  for  Carol  Manage¬ 
ment  Corporation,  owner. 


SUBJECT— Application  November  5,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 86-98  Park  Avenue,  28-42  East 
40th  Street,  southwest  corner,  31-39  East  39th  Street, 
Block  869,  Lots  30,  31,  32,  33,  44,  and  48  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Louis  R.  Coleman. 

For  Administration :  Lt.  J.  P.  Manfredi.  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1965,  at 
2  P.M.,  for  inspection  and  decision;  hearing  closed. 


657-65-A 

APPLICANT — Abraham  Grossman  for  A  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  June  4,  1965  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  exits. 

PREMISES  AFFECTED— 101  Prince  Street,  north  side, 
75  feet  east  of  Greene  Street,  Block  513,  Lot  36,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1965, 
at  2  P.M.,  for  inspection  and  decision. 


991-65-A 

APPLICANT— Albert  Melniker  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  September  27,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  retaining 
wall. 

PREMISES  AFFECTED— 1725  Richmond  Road,  west 
side,  1195.61  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  15,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.,  for  inspection  and  decision.  Applicant  is  to 
file  additional  drawings.  Hearing  closed. 


992-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  September  27,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  retaining 
wall. 

PREMISES  AFFECTED — 1729  Richmond  Road,  west  side, 
1241.61  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
17,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.,  for  inspection  and  decision.  Applicant  is  to  file 
additional  drawings.  Hearing  closed. 
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MINUTES 


993-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  retaining 
wall. 

AFFECTED — 1781  Richmond  Road,  west  side, 
1703^4  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
41,  Dongan  Hills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  ?  P-M.,  for  inspection  and  decision.  Applicant  is’to  file 
additional  drawings.  Hearing  closed. 


Adjourned  5:00  P.M. 

James  P.  Mulroy,  Secretary 


NOTICE 


Section  11-324  of  the  Zoning  Resolution  as  amended  on 
June  11,  1964  authorizes  the  Board  to  grant  an  additional 
extension  of  time  to  complete  construction  in  addition  to 
extensions  to  December  15,  1965  previously  granted  in 
accordance  with  Section  11-322  or  Section  11-323. 

A  new  ‘  BZY”  application  with  the  same  calendar  num¬ 
ber  but  designated  as  Volume  II  for  major  developments 
and  Volume  III  for  minor  developments  must  be  sub¬ 
mitted  to  the  Board  not  later  than  December  15,  1965. 

1 — Each  application  must  be  filed  in  five  (5)  copies 
indicating  in  appropriate  spaces  the  amount  of  work 
that  had  been  completed  by  December  15,  1964  and 
progress  of  work  to  date.  Explain  causes  for  delay  in 
proceeding  with  construction. 


2 — Submit  either  a  temporary  Certificate  of  Occu¬ 
pancy  or  an  8"  x  10"  photograph  clearly  showing 
present  status  of  work  on  site.  Indicate  date  of  photo¬ 
graph  and  sign  it. 

3 —  Filing  fee  is  $25.00  per  application.  Make  check 
payable  to  the  Board  of  Standards  and  Appeals. 

4 —  A  new  owner’s  authorization  is  required  when  the 
name  of  the  owner  or  applicant  is  changed. 

5 — All  applications  must  be  filed  in  person,  not 
through  mail  Two  copies  of  the  application  with  the 
Board’s  date  stamp  will  be  returned  to  the  applicant. 
One  of  these  two  copies  must  be  served  on  the  De¬ 
partment  of  Buildings.  The  other  copy  is  for  the  ap¬ 
plicant’s  records. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appera. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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COURT  DECISIONS. 

Matter  of  Isenburger  v.  Foley: — On  March  2,  1965,  the  Board 
granted  under  Section  11-324  of  the  Zoning  Resolution  for  minor 
development,  the  extension  of  time  to  complete  construction  to 
December  15,  1965  Calendar  Number  316-63-BZY — Vol.  II,  Prem¬ 
ises  208-14  Central  Park  South,  Block  1030,  Lots  39,  40,  51  and 
42,  Borough  of  Manhattan. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Chimers 
rendered  the  following  deciison : 

“This  is  a  proceeding  pursuant  to  Article  78  of  the  CPLR 
brought  by  certain  statutory  tenants  individually  and  in  a 
representative  capacity  wherein  they  seek  review  of  a  determi¬ 
nation  of  the  Board  of  Standards  and  Appeals  which  granted 
their  landlord  an  extension  of  time  for  the  construction  of  a 

multiple  dwelling  to  replace  the  existing  premises . 

Petitioners  lack  standing  to  sue  either  in  representative  or 
individual  capacities,  and  accordingly  the  petition  must  be 
dismissed - Accordingly,  petitioners’  applications  is  de¬ 

nied,  the  intervenor-respondent’s  cross-motion  is  granted  and 
the  petition  is  dismissed.” 

(N.C.  Law  Journal,  May  24,  1965,  page  16) 

The  First  Judicial  Department,  Appellate  Division,  By  Rabin, 
J.  P. ;  Valente,  Stevens,  Steuer  and  Witmer,  JJ.  in  Proceeding 
9274,  Matter  of  Isenburger,  pet-ap.  (Foley,  res.-res.)  rendered  the 
following  decision : 

“Order  and  judgment  unanimously  affirmed  with  $50  costs  to 
intervenor-respondent  respondent.  No  opinion.  Order  filed” 
(N.Y.  Law  Journal,  October  15,  1965,  page  16). 

The  First  Judicial  Department,  Appellate  Division,  By  Rabin,  J.P. ; 
Valente,  Stevens,  and  Witmer,  JJ.  denied  the  motion  for  leave  to 
appeal  to  the  Court  of  Appeals  with  $10  costs.  Order  filed. 

(N.Y.  Law  Journal,  November  19,  1965,  page  15). 


Ill,  109-53-BZ,  269-55-BZ,  162-63-BZ— Vol.  II,  819- 
65-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  No¬ 
vember  30,  1965,  Affecting  Calendar  Numbers — 492- 
64-A,  493-64- A,  721-64-A,  1015-64-A,  1021-64-A,  1025- 

64- A,  1107-64-A,  1123-64-A,  1126-64-A,  1128-64-A,  657- 

65- A,  796-65-A,  879-65-A,  902-65-A,  996-65-A,  1013-65- 
A,  1052-65-A,  1059-64- A,  315-62-A,  295-64-A,  742-64-A, 
932-64-A,  960-64-A,  987-64-A,  1022-64-A,  1066-64-A, 
1125-64-A,  1132-64-A,  1134-64-A,  650-65-A,  756-65-A, 
778-65-A,  779-65-A,  780-65-A,  781-65-A,  782-65-A,  783- 
65-A,  784-65-A,  785-65-A,  786-65-A,  787-65-A,  788-65- 
A,  789-65-A,  790-65-A,  791-65-A,  792-65-A,  793-65-A, 

,  909-65-A,  955-65-A,  1008-65-A,  1021-65-A,  1055-65-A, 
1056-65-A,  1071-65-A. 

Notice. 
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CALENDAR 


DOCKET 

New  Cases  Filed  Up  to  November  30,  1965 

Cal.  No.  Dept.  Premises  Affected 

1192-65- A — F.D. — 940-912  Morris  Avenue,  east  side,  50 
feet  north  of  East  163rd  Street,  Block  2423,  Lot  3,  Bor¬ 
ough  of  The  Bronx,  F.D.  Order  4491-5  re  Sprinkler  Sys¬ 
tem. 


1193-65-SM — Continental  Bidet  Company,  Continental 
Bidet,  Hygienic  Toilet  Seat,  631000,  Manufactured  by 
Continental  Bidet  Company,  Material. 


1194-65-BZ — B.Q. — 60-02  Northern  Boulevard,  south¬ 
east  corner  of  60th  Street,  Block  1183,  Lot  59,  Woodside, 
Borough  of  Queens,  Alt.  No.  987-65,  re  Used  Car  Lot, 
Section  22-10  Zoning  Resolution. 


1195-65-BZ — B.Bx. — 241  Graff  Avenue,  west  side,  136.4 
feet  north  of  Harding  Avenue,  Block  5597,  Lot  75,  Bor¬ 
ough  of  The  Bronx,  Alt.  No.  436-63  re  Two  family  dwell¬ 
ing,  Section  23-141  Zoning  Resolution. 


1196-65-SM — H.  L.  Blachford,  Incorporated,  Chemford 
#400  and  Chemford  #405,  %  inch  decorative  and  con¬ 
ductive  Epoxy  Terrazzo,  manufactured  by  H.  L.  Blach¬ 
ford,  Incorporated,  Material. 


1197-65-BZ — B.Bx. — 918-924  East  169th  Street,  south¬ 
west  corner  of  Fox  Street,  Block  2718,  Lots  17,  20,  39 
and  45,  Borough  of  The  Bronx,  Alt.  No.  724-65  re 
Wholesale  groceries  and  Storage,  Sections  22-00  and 
52-22  Zoning  Resolution. 


1198-65-A — B.Q. — 34-26  70th  Street,  west  side,  205  feet 
south  of  34th  Avenue,  Block  1256,  Lot  17,  Jackson 
Heights,  Borough  of  Queens,  B.N.  1131-64  re  Restora¬ 
tion  of  a  building,  Review  of  a  decision  of  the  Borough 
Superintendent,  Section  52-531  Zoning  Resolution. 


1199-65-A — B.B. — 61-02  Bay  Parkway,  southwest  corner 
of  61st  Street,  Block  5529,  Lot  34,  Borough  of  Brook¬ 
lyn,  N.B.  930-65-  re  Class  A  Building  Section  C26-254.0 
Administrative  Code. 


1200-65-SM — Dooroscope  Company,  Door  Chimes  and 
Viewers,  various  models,  manufactured  by  Dooroscope 
Company,  Material. 


1201-65-SM — The  Celotex  Corporation,  Sound  Deaden¬ 
ing  Board  Soundstop  and  Resistone,  manufactured  by 
The  Celotex  Corporation,  Material. 


1202-65-SM — National  Cincrete  Corporation,  Panel  and 
Curtain  wall  System,  manufactured  by  National  Cincrete 
Corporation,  Material. 


1203-65-BZ — B.Bx. — 1929  Bruckner  Boulevard,  northeast 
corner  of  Virginia  Avenue,  Block  3787,  Lot  1,  Borough 
of  The  Bronx,  N.B.  1151-65  re  Automotive  service  sta¬ 
tion,  Section  32-22  Zoning  Resolution. 


1204-65-A — F.D. — 1000-1008  Metropolitan  Avenue,  south 


side,  58.2  feet  west  of  Morgan  Avenue,  Block  2918,  Lot 
12,  Borough  of  Brooklyn,  F.D.  Order  1856-5  re  Sprinkler 

System. 


1205-65-A — F.D. — 1000-1020  Metropolitan  Avenue,  south 
side,  275  feet  east  of  Catherine  Street,  Block  2918,  Lot 
12,  Borough  of  Brooklyn,  F.D.  Order  1856-5  re  Sprink¬ 
ler  System. 


APPLICATION  FOR  EXTENSION  OF  THE  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION 

( Filed  pursuant  to  Section  11-324) 

4125-BZY — Vol.  Ill— B.B. —2090-94  Atlantic  Avenue, 
N.B.  1213-61. 


1500-BZY— Vol.  II— B.Q.— 32-71  71st  Street,  N.B.  8363- 
61. 


309-BZY— Vol.  Ill— B.Bx.— 4365  Third  Avenue,  Alt. 

No.  535-61. 


2184-BZY— Vol.  Ill— B.Q.— 158-11  Jewel  Avenue,  N.B. 

3560-60. 


2185-BZY— Vol. 

8592-61. 

II— B.Q.— 65-24 

162nd 

Street, 

N. 

B. 

2186-BZY— Vol. 

8593-61. 

II— B.Q.— d5-25 

160  th 

Street, 

N. 

B. 

1381-BZY — Vol.  Ill — B.Bx. — 130  Van  Cortlandt  Ave¬ 
nue  West,  N.B.  3018-61. 


Restored  to  Docket 

162-63-BZ — B.Bx. — 3801  Boston  Road,  northeast  corner 
of  Baychester  Avenue,  Block  4895,  Lot  6,  Borough  of 
The  Bronx,  Alt.  656-65,  proposed  extension  of  accessory 
use,  overflow  parking  on  adjacent  lot,  C-8-1  district. 


695-49-BZ— Vol.  Ill— B.Bx.— 298-306  East  140th  Street, 
south  side,  104.30  feet  east  of  3rd  Avenue,  Block  2314, 
Lot  58,  Borough  of  The  Bronx,  Alt.  196-60,  reopened 
for  consideration  as  to  extension  of  term  of  variance,  re¬ 
parking  and  storage  of  motor  vehicles,  residence  use 
district. 


269-55-BZ — B.Bx. — 2107-2109  Prospect  Avenue,  west 
side,  100.21  feet  north  of  East  180th  Street,  Block  3096, 
Lot  33,  Borough  of  The  Bronx,  Alt.  195-55,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  park¬ 
ing  and  storage  of  motor  vehicles  for  owner’s  small 
trucks,  employees’  cars  and  transient  cars,  residence  use 
district. 


109-53-BZ— B.B.— 2861-2871  West  28th  Street,  east  side, 
ISO  feet  north  of  Mermaid  Avenue,  Block  7012,  Lot  55, 
Borough  of  Brooklyn,  Alt.  75-53,  reopened  for  considera¬ 
tion  as  to  extension  of  term  of  variance,  re-  parking  and 
storage  of  pleasure  cars,  residence  use  district. 
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RULES 

Arc  and  Gas  Welding  Oxygen 

Cutting  - Nov.  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test- 

tog  and  Use  of  . .  Mar.  15,  1955— Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . . . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

„ Use  of  .  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)_  Aug.  3,  1937— Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ....  Dec.  15,  1964 
Dry  Cleaning  Establishments  Rules 

Covering  - -  Dec.  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  - July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  -  Mar.  11,  1952— Vol.  37,  No.  11A 

Factory  Exit  Rules  . .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  _  May  1963 

Fire  Drill  Rules  . —  Dec.  31,  1964— Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965— Vol.  50,  No.  5 

Hatchways  Protection  - June  5,  1928— VoL  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . .  April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  - Mar.  25,  1952— Vol.  37,  No.  13A 

Oil  Burner  Rules  - - -  November  17,  1965 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  _ _ ......  May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  - - - Mar.  20,  1960 

Procedure,  Rules  of  - Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  In  Factory,  Rules  for  . —  June  4,  1964 — Vol.  49,  No.  28 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  - November  17,  1965 

Sprinkler,  Rules  - June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946— Vol.  31,  No.  36 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings, 
Manhattan;  B.Q.— Department  of  Buildings,  Queens;  B.R.— 
Department  of  Buildings;  Richmond;  B.Bx.— Department  of  Build- 
mgs,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department. 


DECEMBER  14,  1965,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  December  14,  1965,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 

following  matters : 

553-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David 
Minkin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  two  story,  one  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  on  the  re¬ 
quired  front  yard. 

PREMISES  AFFECTED— 71-04  167th  Street,  south¬ 
west  corner  of  71st  Avenue,  Block  6954,  Lot  22, 
Flushing,  Borough  of  Queens. 

Laid  over  to  December  14,  1965,  at  the  request  of  the 
applicant. 


554-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David 
Minkin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the 
erection  of  a  one  family  dwelling  that  has  less  than 
the  required  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 71-05  167th  Street,  south¬ 
east  corner  of  71st  Avenue,  Block  6955,  Lot  45,  Flush¬ 
ing,  Borough  of  Queens. 

Laid  over  from  November  16,  1965,  to  December  14, 
1965,  at  the  request  of  the  applicant. 


967-65-BZ 

APPLICAN  r — Morris  Kweller  for  Bushwick  Nursing 
Home,  owner. 

SUBJECT — Application  September  22,  1965 — decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
on  a  plot  presently  occupied  with  two  buildings,  the 
change  in  occupancy  of  one  building  from  Nurses  resi¬ 
dence  to  a  Class  B  multiple  dwelling  that  will  be  non¬ 
complying  in  floor  area  ratio,  open  space  ratio  lot  area 
per  room,  encroaches  on  the  required  rear  yard  and  dis¬ 
tance  between  buildings  and  without  the  required  ac¬ 
cessory  parking. 

PREMISES  AFFECTED — 49  Howard  Avenue,  south¬ 
east  corner  of  Putnam  Avenue,  Block  1486,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 


968-65-A 

APPLICANT — Morris  Kweller  for  Bushwick  Nursing 
Home,  owner. 

SUBJECT — Application  September  22,  1965 — Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variance  of  Section  26  sub  5b,  Section  28,  sub  2, 
Sec.  26,  sub  6,  and  Section  102,  sub  6j  of  the  Multiple 
Dwelling  Law  re-  rear  yard,,  minimum  area  side  yards 
and  rear  fire  stairs,  etc. 

PREMISES  AFFECTED — 49  Howard  Avenue,  south¬ 
east  corner  of  Putnam  Avenue,  Block  1486,  Lot  6, 
Borough  of  Brooklyn. 


975-65-BZ 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer 
for  Marmon  Enterprises,  Incorporated,  owner. 

SUBJECT — Application  September  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72.21 
of  the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R2  district,  on  a 
plot  presently  occupied  as  a  nursery  the  erection  of  a 
one  story  building  for  use  as  a  bank  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 46-08  Francis  Lewis  Boule¬ 
vard,  northwest  corner  of  46th  Road,  Block  5541,  Lots 
5  and  1,  Block  5554,  Lots  12,  6,  1  and  55,  Block  5555, 
Lot  19,  Bayside,  Borough  of  Queens. 


978-65-BZ 

APPLICANT — Millard  Bresin  for  M.  D.  Operating 
Company,  owner. 

SUBJECT — Application  September  23,  1965  —  decision 
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of  the  Borough  Superintendent,  under  Section  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  at  an  existing  automotive  service  station  with 
accessory  uses  including  non-storage  garage  previous¬ 
ly  granted  by  the  Board,  the  enlargement  of  the  user 
to  include  accessory  parking. 

PARKING  AFFECTED— 15-17  Bay  14th  Street,  1672- 
1680  86th  Street,  southeast  corner,  Block  6365,  Lot  33, 
Borough  of  Brooklyn. 


1011-65-BZ 

APPLICANT— Burke  and  Groh  for  Anoroc  Rest  Cor¬ 
poration,  owner;  d/b/a!  Fiddle  and  Bow. 

SUBJECT— Application  October  4,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Cl-2  district,  in  an 
existing  two  story  building,  the  enlargement  of  the  use 
of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 92-07  Roosevelt  Avenue, 
north  side,  60  feet  east  of  92nd  Street,  Block  1480,  Lot 
42,  Jackson  Heights,  Borough  of  Queens. 


1043-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Julius  Hoff¬ 
man,  Irving  Klein,  Michael  Hoffman  and  Pasquale 
Dario,  owners. 

SUBJECT— Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution  and  Section 
666  (7)  of  the  New  York  City  Charter,  to  permit  in  a 
RIO  district,  the  erection  of  a  24  story  multiple  dwell¬ 
ing  that  exceeds  the  permitted  floor  area  ratio  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 80  Central  Park  West  and 
1-13  West  68th  Street,  northwest  corner,  Block  1121, 
Lots  26,  27,  28,  29,  Borough  of  Manhattan. 


1047-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pen-Bru  Corporation,  owner. 

SUBJECT— Application  October  14,  1965 —  decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
of  the  Zoning  Resolution  and  Section  666.  of  the  New 
York  City  Charter  to  permit  in  an  R8  district,  in  an 
existing  three  story  building,  the  enlargement  of  the 
first  floor  restaurant  use  to  include  cabaret. 

PREMISES  AFFECTED— 227  East  67th  Street,  north 
side,  150  feet  west  of  Second  Avenue,  1422,  Lot  18, 
Borough  of  Manhattan. 


1086-65-BZ 

APPLICANT— Hurley,  Kearney  &  Lane  for  The  Ro¬ 
man  Catholic  Diocese  of  Brooklyn,  owner. 

SUBJECT— Application  October  22,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  under 
Sections  72.21  and  73.641  of  the  Zoning  Resolution,  to 
permit  in  a  R-5  district,  on  a  plot  presently  occupied 
with  a  parochial  school,  the  erection  of  an  accessory 
television  tower  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 500  19th  Street,  south  side 
from  Prospect  Park  West  to  10th  Avenue,  Block  889, 
Lot  1,  Borough  of  Brooklyn. 


1116-65-BZ 

APPLICANT— Kevin  B.  McGrath,  for  Jerome  Atler, 
owner. 

SUBJECT— Application  November  3,  1965,  A  decision 
of  the  Borough  Superintendent,  Section  72-21  of 
the  Zoning  Resolution  to  permit  in  a  0-4  district,  in 
an  existing  two  story  building,  the  change  in  occu¬ 
pancy  of  a  porton  of  the  second  floor  from  dance 
studio  to  a  teenage  cabaret. 

PREMISES  AFFECTED— 51-55  West  Burnside  Ave¬ 
nue,  north  side,  west  of  Grand  Avenue,  Block  3206, 
Lot  1,  Borough  of  The  Bronx. 


204-24-BZ — Vol.  Ill 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Michael  DeLaurenzo,  owner;  Sunrise  Waste  Ma¬ 
terial  Company,  lessee. 

SUBJECT— Application  reopened  November  16,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  29,  1965 — decision  of  the.  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  use  of  a  building  for  a  junk  shop 
and  a  loading  platform  on  adjoining  lot  to  be  used  in 
conjunction  with  junk  shop. 

PREMISES  AFFECTED— 475-479  Hemlock  Street, 
east  side,  129.714  feet  south  of  Liberty  Avenue,  Block 
4200,  Lots  8  and  9,  Borough  of  Brooklyn. 


826-49-BZ 

APPLICANT— Samuel  Garnett  for  Martin  J.  Keating, 
owner. 

SUBJECT— Application  reopened  November  16,  1965 — 
for  consideration  as  to  extension  of  term  of  variance, 
expired  September  13,  1965 — decision  of  the.  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  cooperage  and  barrel  storage. 

PREMISES  AFFECTED— 118  Sullivan  Street,  west 
side,  125  feet  south  of  Price  Street,  Block  504,  Lot 
28,  Borough  of  Manhattan. 


995-54-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  327  East 
122nd  Street  Corporation,  owner. 

SUBJECT— Application  reopened  November  16,  1965 
for  consideration  as  to  extension,  of  term  of  variance, 
expired  October  11,  1965 — decision  of  the^  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  a  carpet  clearing  business. 

PREMISES  AFFECTED— 1801-1805  Park  Avenue  and 
107-109  East  124th  Street,  northeast  corner,  Block 
1773,  Lots  1,  2,  5  and  6,  Borough  of  Manhattan. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

642-54-BZ 

APPLICANT— Frederick  A.  Ketcher  for  the  Chevron 
Oil  Company,  owner. 

SUBJECT— Application  reopened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
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March  8,  1965  —  decision  of  th  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district  the  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  storage  and  sale  of  accessories  and 
office. 

PREMISES  AFFECTED — 130-15  14th  Avenue  and  13- 
32  131st  Street,  northwest  corner,  Block  4010,  Lot  1 
College  Point,  Borough  of  Queens. 

Hearing  closed. 


689-65-BZ 

APPLICANT — Lucio  F.  Russo,  owner. 

SUBJECT— Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Rl-1  district,  the 
maintenance  of  an  accessory  2  car  garage  to  a  on« 
family  dwelling  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 82  Romer  Road,  east  side 
299.5  feet  north  of  Four  Corners  Road,  Block  870  Lot 
104,  Dongan  Hills,  Borough  of  Richmond. 


713-65-BZ 

APPLICANT  Burke  and  Groh  for  Forest  Wood 
Homes,  Incorporated,  owner. 

SUBJECT  Application  June  17,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  and  Section  666  of  New  York 
City  Charter,  to  permit  in  a  R3-2  district,  the  erection 
of  retail  stores,  that  exceed  the  permited  floor  area 
ratio  has  less  than  the  required  open  space  ratio,  en¬ 
croaches  on  the  required  front  yard  and  with  acces¬ 
sory  parking. 

PREMISES  AFFECTED — 161-41  Baisley  Boulevard 
northeast  corner  of  161st  Place,  Block  12256,  Lots  1 
and  4,  Jamaica,  Borough  of  Queens. 

Hearing  closed. 


922-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT  Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  enlargement  in  area  of  an  existing  automotive 
service  station  accessory  building  previously  granted 
by  the  Board. 

PREMISES  AFFECTED— 72-10  Roosevelt  Avenue 
southeast  corner  of  72nd  Street,  Block  1304,  Lot  32 
and  part  of  Lot  25,  Jackson  Heights,  Borough  of 
Queens. 

Hearing  closed. 


934-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Cadillac  Leas¬ 
ing  Corporation,  owner;  Hawaiian  Tiki  Restaurant 
lessee.  ’ 

SUBJECT— Apphcation  September  10,  1965  —  decision 
ot  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the 


addition  of  cabaret  use  to  an  existing  restaurant  oc¬ 
cupying  one  store  in  an  existing  11  story  office,  store 
and  multiple  dwelling. 

PREMISES  AFFECTED — 126-10  Queens  Boulevard, 
southwest  corner  of  Lefferts  Boulevard,  Block  9631, 
Lot  241,  Kew  Gardens,  Borough  of  Queens. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


DECEMBER  14,  1965,  2  P.M. 

NOIICE  IS  HEREBY  GIVEN  of  a  public  hearing 
fuesday  afternoon,  December  14,  1965,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

1010-64-A 

APPLICANT — Swingline,  Inc.  for  Lenmur,  Incorpor¬ 
ated,  owner;  Swingline,  Inc.  lessee. 

SUBJECT — Application  October  9,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  installation 
of  Ransburg  Automatic  No.  2  electrostatic  spray. 
PREMISES  AFFECTED — 32-01  Queens  Boulevard, 
north  side,  32-00  Skillman  Avenue,  south  side,  entire 
Block  bounded  by  Queens  Boulevard,  Skillman  Ave¬ 
nue,  Van  Dam  Street  and  32nd  Place,  Block  245,  Lot 
9,  Long  Island  City,  Borough  of  Queens. 


1017-64-A 

APPLICANI — Neptune  Meter  Company,  owner. 

SUBJECT— Application  October  15,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  installa¬ 
tion  of  Ransburg  Automatic  No.  2  electrostatic  spray 
system. 

PREMISES  AFFECTED — 47-25  34th  Street,  northeast 
corner  of  48th  Avenue,  Block  250,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 


596-64-A 

APPLICANT — Abraham  Grossman  for  Deerealty  Cor¬ 
poration,  Incorporated,  owner. 

SUBJECT  Application  June  3,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 131  West  24th  Street,  north 

S!le’T399  feet’  3  inches  east  of  Seventh  Avenue,  Block 
800,  Lot  22,  Borough  of  Manhattan. 


597-64- A 

APPLICANT — Abraham  Grossman  for  Deerealty  Cor¬ 
poration,  Incorporated,  owner. 

SUBJECT  Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 133  West  24th  Street,  north 
side,  374  feet  3  inches  east  of  Seventh  Avenue,  Block 
800,  Lot  21,  Borough  of  Manhattan. 


1079-64-A 

APPLICANT— Reavis  and  McGrath  for  325  Church 
Avenue  Corporation,  owner,  Waldbaum  62,  Incorpor¬ 
ated,  lessee. 
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SUBJECT— Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 305-309  Church  Avenue, 
north  side,  32  feet  east  of  East  3rd  Avenue,  Block  5336, 
Lot  40,  Borough  of  Brooklyn. 


1080-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for 
A.M.R.  Chemical  Company  Incorporated,  owner. 

SUBJECT— Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1013  East  35th  Street  east 
side,  137.5  feet  north  of  Avenue  I,  Block  7581,  Lot  13, 
Borough  of  Brooklyn. 


1081-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  A.M.R. 
Chemical  Company  Incorporated,  owner. 

SUBJECT— Application  October  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 1015  East  35th  Street,  east 
side,  97.5  feet  north  of  Avenue  I,  Block  7581,  Lot  11, 
Borough  of  Brooklyn. 


991-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
retaining  wall. 

PREMISES  AFFECTED— 1725  Richmond  Road,  west 
side  1195.61  feet  south  of  Four  Corners  Road,  Block 
887  ’  Lot  15,  Dongan  Hills,  Borough  of  Richmond. 


992-65-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
retaining  wall. 

PREMISES  AFFECTED— 1729  Richmond  Road,  west 
side,  1241.61  feet  south  of  Four  Corners  Road,  Block 
887,’  Lot  17,  Dongan  Hills,  Borough  of  Richmond. 


993-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
retaining  wall. 

PREMISES  AFFECTED— 1781  Richmond  Road  west 
side,  1703.24  feet  south  of  Four  Corners  Road,  Block 
887  ’  Lot  41,  Dongan  Hills,  Borough  of  Richmond. 


742-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  E.  B. 
Realty  Corporation,  owner;  Mareth  Steel  Corporation, 
lessee. 


SUBJECT — Application  July  15,  1964 — Gas-drying  oven. 
PREMISES  AFFECTED— 110-118  50th  Street,  south¬ 
east  corner  of  1st  Avenue,  Block  788,  Lots  9  and  13, 


RrAnlrlvn 


1066-64-A 

APPLICANT— Janies  Whitford,  Jr.  for  Sailors’  Snug 
Harbor,  owner. 

SUBJECT— Application  October  23,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
swinging  fire  doors. 

PREMISES  AFFECTED— 888-914  Richmond  Terrace, 
southeast  corner,  Kissel  Avenue,  Block  / 6,  Lot  1,  New 
Brighton,  Borough  of  Richmond. 


1125-64- A 

APPLICANT — Tay  M.  Spinner  for  Alfred,  Irving  and 
Dora  Leberfeld,  (Chase  Manhattan  Bank)  rust 
owner. 

SUBJECT — Application  November  13,  1964  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 65-48  to  65-54  Grand  Av¬ 
enue,  south  west  corner  of  66th  Street,  Block  75,  Lots 
2  and  7,  Maspeth,  Borough  of  Queens. 


1132-64-A 

APPLICANT — Air  Reduction  Company,  Incorporated, 
owner. 

SUBJECT — Application  November  16,  1964  —  Transpor¬ 
tation,  storage  and  use  of  Hydrogen  in  Trailer  in  New 
York  City  (Contrary  to  F.  P.  Directive  5-63). 


1 134-64-A 

APPLICANT— Max  Siegel  Associates  for  A.  F.  and  G 
Realty  Corporation,  owner. 

SUBJECT — Application  November  16,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2992-2996  Third  Avenue, 
east  side.  175.03  feet  north  of  East  153rd  Street,  Bloc* 
23,  63,  Lot  20,  Borough  of  The  Bronx. 


650-65-A 

APPLICANT — Burke  and  Groh  for  1301  Cornaga 
Avenue,  Incorporated,  owner. 

SUBJECT — Application  June  4,  1965  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame 
structure,  change  in  use  to  medical  offices. 

PREMISES  AFFECTED— 1301  Cornaga  Avenue,  south¬ 
west  corner  of  mapped  Neilson  Street,  Block  1556Z, 
t  RncVawjv  Boroueh  of  Queens. 


756-65-A 

APPLICANT— Burke  and  Groh  for  Pineville  Develop¬ 


ment,  owner. 

SUBJECT— Application  July  7,  1695  —  Filmed  pur¬ 
suant  to  Section  35  of  the  General  City  Law  re-  con¬ 
struction  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 124-25  Lucas  Street,  north 
side  237.94  feet  east  of  Williamson  Avenue.  Block 
12727,  Lot  7,  Springfield  Gardens,  Borough  of  Queens. 
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Hill  Estates, 


778-65-A 

A.I  1  LICAN  1 — Albert  Melniker  tor  Pine 
Incorporated,  owner. 

SVPcE<:-T~^P5Iicalion,  Ju!y  13-  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 20  Windemere  Avenue 

46?fih  T  fCf  caSt  of  RledeI  Avenue,  Block 

4656,  Lot  26,  Oakland,  Borough  of  Richmond. 


784-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates 
incorporated,  owner. 

J,uly  13’  1965  “Filed  Pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 38  Windemere  Avenue 

46?6hTS,dtei73°n9?  feet.  eist  of  Riedel  Avenue,  Block 
4656,  Lot  17,  Oakwood,  Borough  of  Richmond 


779-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates 
Incorporated,  owner.  ’ 

SUBJECT— Application  July  13,  1965— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street.  s 

P1E^IS5S  AFTE,CTED-24  Windemere  Avenue 

4656h  Lo  A  n  feen  Tl  °f  Pe<lcl  Avenue,  Block 
4656,  Lot  25,  Oakwood,  Borough  of  Richmond. 


785-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SV,BiEE-T-^PPAlicati0n  Jply  13>  1965  —  Filed  Pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  facing  legal  street. 

PRE^.IS?S  AFFECTED-42  Windemere  Avenue 
south  side  28M  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  16,  Oakwood,  Borough  of  Richmond. 


780-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates 

Incorporated,  owner.  crates, 

SUBJECT— ADplication  July  13,  1965— Filed  pursuant  to 

Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street.  ouiming 

PREMISES  AFFECTED — 26  Windemere  Avenue 

4656hLo?e23402l8  ^  RSt  of  Riedel  Avenue,  Block 
4656,  Lot  23,  Oakwood,  Borough  of  Richmond. 


786-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates 
Incorporated,  owner.  stales, 

SVr?JE<r-T~^P?Iicatoionr  July  13’  1965  —  F»Rd  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED-44  Windemere  Avenue 

465?'  Ln  'iTTf  feet,  erSt  of,Riedel  Avenue.  Block 

4656,  Lot  14,  Oakwood,  Borough  of  Richmond. 


78 1-65- A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates 
Incorporated,  owner.  crates, 

S  toBsfcS73^PArCtatTnf /l,UlT1:3’  ««  -Filed  pursuant 
o  section  56,  Art.  3  of  the  General  City  Law  re-  build 

mg  not  fronting  legal  street.  d‘ 

PREMISES  AFFECTED — 30  Windemere  Avenue 

4656h  CpSt  °f  Riedel  A^nue,  Block 

4656,  Lot  22,  Oakwood,  Borough  of  Richmond. 


Pine  Hill  Estates, 


787-65-A 

APPLICANT — Albert  Melniker  for 
Incorporated,  owner. 

SUB JECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3,  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 48  Windemere  Avenue 

4656hISm en2n‘t7  feea  ??st  °f  Riedel  Avenue,  Block 
46.i6,  Lot  13,  Oakwood,  Borough  of  Richmond 


782-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates 
Incorporated,  owner.  estates, 

SUBJEICT— Application  July  13,  1965  —  Filed  pursuant 
o  Section  36,  Art  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 32  Windemere  Avp„„p 

4656  LotVo'f  ^d  T*  of  Riedel  Avenue,  Block 
4656,  Lot  20,  Oakwood,  Borough  of  Richmond. 


783-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates 
Incorporated,  owner.  estates, 

SVBiE<r.T— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

P^E^.IS5S  AFFECTED-36  Windemere  Avenue 

4«56h  LnT'lOWo2u  "l  %Sl  of  ,Ricdd  Avenue,  Blork 
4656,  Lot  19,  Oakwood,  Borough  of  Richmond 


788-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates 
Incorporated,  owner.  r 

SUBJFCT-Application  July  13,  1965  -  Filed  pursuant 
to  Section  36,  Art.3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 50  Windemere  Avenue 

46q6hTS1feii2°n'6i4  feei  e^St  °f  Riedel  Avenue,  Block' 
4656,  Lot  11,  Oakwood,  Borough  of  Richmond 


789-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates 
Incorporated,  owner. 

SUBJEICT— AppHcation  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 54  Windemere  Avenue 
south  sMe,1?^.^1  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  10,  Oakwood,  Borough  of  Richmond. 
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790-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 56  Windemere  Avenue, 
south  side,  145.98  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  8,  Oakwood,  Borough  of  Richmond. 


854-64-A 

APPLICANT — Jackson  Crackerbarrel,  Inc.,  for  Karen 
Holding  Company,  owner.  Jackson  Crackerbarrel,  Inc. 
lessee. 

SUBJECT — Application  August  13,  1964 — Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 19-21  Utopia  Parkway,  east 
side,  200  feet  south  of  20th  Avenue,  Block  5784,  Lot 
100,’  Whitestone,  Borough  of  Queens. 


791-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 60  Windemere  Avenue, 
south  side,  118.65  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  7,  Oakwood,  Borough  of  Richmond. 


792-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 62  Windemere  Avenue, 
south  side,  91.32  feet  east  of  Riedel  Avenue  Block 
4656,  Lot  5,  Oakwood,  Borough  of  Richmond. 


793-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 66  Windemere  Avenue, 
south  side,  63.99  feet  east  of  Riedel  Avenue,  Block 
4656,  Lot  4,  Oakwood,  Borough  of  Richmond. 


1172-64-A 

APPLICANT— Golenbock  and  Bareli  for  Packbro 
Realty  Corporation,  owner;  Packer  Bros.,  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  November  19,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fire  watchman  and  approved  system  time  de¬ 
tectors. 

PREMISES  AFFECTED— 5200  Second  Avenue  150 
52nd  Street,  southwest  corner  of  52nd  Street,  Block 
804,  Lot  6,  Borough  of  Brooklyn. 


1173-64-A 

APPLICANT — Alan  Kessler  for  1635  Lexington  Ave¬ 
nue  Realty  Corporation,  owner;  Harlem  Meat  and 
Poultry  Supermarket  Incorporated,  lessee. 

SUBJECT — Application  November  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 1635  Lexington  Avenue, 
east  side,  75  feet  north  of  East  103rd  Street,  Block 


11 74-64- A 

APPLICANT — Herman  Horowitz  for  1500  Second 
Avenue  Corporation;  owner;  F.  W.  Woolworth  Com¬ 
pany,  lessee. 

PREMISES  AFFECTED— 301-303  East  78th  Street 
1498-1506  Second  Avenue,  northeast  corner,  Block 
1453,  Lot  1,  Borough  of  Manhattan. 


1008-65-A 

APPLICANT — Montefiore  Hospital  and  Medical  Center, 
owner. 

SUBJECT— Application  October  5,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Central  Piped 
Oxygen  System. 

PREMISES  AFFECTED— 170  East  Gunhill  Road, 
south  side,  90  feet  west  of  Bainbridge  Avenue,  Block 
3343,  Lot  283,  Borough  of  The  Bronx. 


1193-64-A 

APPLICANT— Andrew  Di  Camille  for  Conrad  Le 
Fante,  owner. 

SUBJECT— Application  December  2,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 186  Spencer  Street  west 
side,  75  feet  south  of  Willoughby  Avenue,  Block  1762, 
Lot’  41,  Borough  of  Brooklyn. 


552-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  Max 
Rosen,  owner;  Alert  Metal  Finishing  Company,  In- 
coropated,  lessee. 

SUBJECT— Application  May  22,  1964— Appeal,  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 841-847  Lexington  Avenue, 
north  side,  126  feet  west  of  Patchen  Avenue,  Block 
1623,  Lot  73,  Borough  of  Brooklyn. 


1194-64-A 

APPLICANT — Andrew  Di  Camillo  for  Amadeo  Vilar- 
di,  owner. 

SUBJECT — Application  December  2,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1315  60th  Street,  north  side, 
100  feet  east  of  13th  Avenue,  1314  59th  Street,  Block 
5712,  Lot  6,  Borough  of  Brooklyn. 
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12 14-64- A 

APPLICANT — Max  Siegel  Associates  for  Henry  Lus¬ 
kin,  owner. 

SUBJECT — Application  December  8,  1964 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 1916  Williamsbridge  Road, 
northeast  corner  of  Rhinelander  Avenue,  Block  4274 
Lot  45,  Borough  of  The  Bronx. 


1215-64-A 

APPLICANT — A.  L.  Seiden  for  William  M.  Kahn, 
owner. 

SUBJECT — Application  December  8,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 5302  Fifth  Avenue,  south¬ 
west  corner  of  53rd  Street,  Block  815,  Lot  38,  Borough 
of  Brooklyn. 


1220-64-A 

APPLICANT — Michael  Rabinowicz  for  A.  V.  L.  Wood¬ 
working  Corporation,  owner. 

SUBJECT — Application  December  9,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 34-16  11th  Street,  west  side, 
20  feet  south  of  34th  Avenue,  Block  325,  Lot  35,  Long 
Island  City,  Borough  of  Queens. 


SUBJECT — Application  December  14.  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re  sprinkler  system. 

PREMISES  AFFECTED — 66-17  Grand  Avenue,  north 
side,  35.40  feet  east  of  66th  Street,  Block  2724,  Lot  70, 
Maspeth,  Borough  of  Queens. 


970-65-A 

APPLICANT  Halperin,  Shivitz,  Scholer  and  Steingut 
for  London  Realty  Company,  owner. 

SUBJECT — Application  September  22,  1965  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variance  of  Section  34  and  Section  216  of  the  Mul¬ 
tiple  Dwelling  Law  re-  cellar  apartment. 

PREMISES  AFFECTED— 332-340  East  51st  Street, 
south  sides  225  feet  west  of  First  Avenue,  Block  1343, 
Lot  36,  Borough  of  Manhattan. 


1122 -65-A 

APPLICANT — 'Leonard  F.  Rothkrug  for  New  York 
University  School  of  Engineering  and  Science,  owner. 

SUBJECT — Application  November  3,  1965,  An  appeal 
from  a  decision  of  the  Fire  Commissioner  re:  sprink¬ 
ler  system. 

PREMISES  AFFECTED — Building  “A”  (no  street  ad¬ 
dress),  west  of  Private  Right  of  Way,  north  of  West 
177th  St.  (West  Tremont  Avenue)  and  Harlem  River, 
Block  3231,  Part  of  Lot  125,  Borough  of  The  Bronx. 

MAX  H.  FOLEY.  Chairman 


1234-64-A 

APPLICANT  Samuel  Garnett  for  Master  Properties 
Incorporated,  owner. 

PREMISES  AFFECTED — 113-117  Cedar  Street,  north 
side,  32  feet  2%  inches  west  of  Trinity  Place,  112  Lib- 
erty  Street,  Block  52,  Lot  16,  Borough  of  Manhattan. 


JANUARY  4,  1966,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  4,  1966,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

716-65-BZ 


1235-64-A 


APPLICANT — Andrew  Di  Camillo  for  HassolTs  Incor¬ 
porated,  owner. 


SUBJECT— Application  December  10,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 


PREMISES  AFFECTED — 6715  Bay  Parkway,  soutl 
9,5r  feet  %  inch  west  of  West  8th  Street,  Blocl 
6576,  Yot  8,  Borough  of  Brooklyn. 


APPLICANT  Albert  Rader  for  John  R.  Elges,  owner. 

SUBJECT — Application  June  18,  1965 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 69-12  Bayfield  Avenue, 
north  side,  64  feet  west  of  Beach  69th  Street,  Block 
16043,  Lot  27,  Arverne,  Borough  of  Queens. 


1236-64-A 


APPLICANT — Andrew  Di  Camillo  for  HassolTs  Inc. 
owner.  ’ 


SUBJECT — Application  December  10,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 


PREMISES  AFFECTED — 2334-2336  86th  Street,  soutl 
side,  30  feet  west  of  Bay  34th  Street,  9  Bay  34th  Streel 
Block  6862,  Lot  38,  Borough  of  Brooklyn. 


717-65-BZ 

APPLICANT — Albert  Rader  for  John  R.  Elges,  owner. 

SUBJECT — Application  June  18,  1965 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED  —  69-16  Bayfield  Avenue 
"ojth  side,  104  feet  west  of  Beach  69th  Street,  Block 
16043,  Lot  25,  Arverne,  Borough  of  Queens. 


1244-64-A 

APPLICANT — Louis  Lieberman  for  66-17  Grand  Ave¬ 
nue,  Corporation,  owner;  Times  Square  Store,  lessee. 


936-65-BZ 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron 
owner. 
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SUBJECT— Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R3-1  district, 
the  erection  of  a  one  story  dry  cleaning  establishment 
with  accessory  parking  without  the  required  screen¬ 
ing  and  with  a  curb  cut  within  50  fet  of  intersecting 
streets. 

PREMISES  AFFECTED— 1450  Clove  Road,  northwest 
corner  of  Tioga  Street,  Block  658,  Lot  22,  Sunnyside, 
Borough  of  Richmond. 


937-65-A 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 
owner. 

SUBJECT — Application  September  10,  1965  - —  Filed 
pursuant  to  Section  35  of  the  General  City  Law  re¬ 
parking  space  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 1450  Clove  Road,  northwest 
corner  of  Tioga  Street,  Block  658,  Lot  22,  Sunnyside, 
Borough  of  Richmond. 


988-65-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Harry  Trach¬ 
tenberg,  owner. 

SUBJECT — Application  September  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R6  district,  the  con¬ 
struction  and  maintenance  of  a  public  parking  lot. 

PREMISES  A F FE CT E D — 456  East  145th  Street,  south 
side,  317.5  feet  west  of  Brook  Avenue,  Block  2289,  Lots 
28  and  30,  Borough  of  The  Bronx. 


989-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  Amato 
and  S.  Mantinband,  owners;  Anchor  Associates,  In¬ 
corporated,  under  contract. 

SUBJECT — Application  September  28,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72- 21 
of  the  Zoning  Resolution,  to  permit  in  a  R3-2  district, 
the  erection  and  maintenance  of  a  retail  dry  cleaning 
establishment  with  accessory  tailoring,  hand  laundry 
and  parking. 

PREMISES  AFFECTED— 72-17  Parsons  Boulevard, 
northeast  corner  of  73rd  Avenue,  Block  6821,  Lots  20, 
24  and  26,  Jamaica,  Borough  of  Queens. 


1002-65-BZ 

APPLICANT — Victor  G.  Madonia  for  Sebastian  Di- 
Salvo,  owner. 

SUBJECT — Application  October  1,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED — 66-19  Clinton  Avenue,  north 
side,  138.72  feet  east  of  Queens  Midtown  Expressway, 
Block  2396,  Lot  24,  Maspeth,  Borough  of  Queens. 


1014-65-BZ 

APPLICANT — Hyland  Dinion  for  Thomas  C.  Rice, 
owner. 


SUBJECT— Application  October  5,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  construction  and  maintenance  of  a  used  car  sales 
lot. 

PREMISES  AFFECTED— 1086-1090  Broadway,  south 
side,  95  feet  5  inches  east  of  Pulaski  Street,  Block  1600, 
Lots  10,  11  and  12,  Borough  of  Brooklyn. 


825-65-BZ 

APPLICANT— Walter  E.  Blum  for  Dr.  Ralph  Mishkin 
and  Dr.  Paul  Miller,  owners. 

SUBJECT— Application  July  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  one  story  and  basement  medical  office 
building  that  encroaches  on  the  front,  rear  and  side 
yards,  with  a  ramp  and  accessory  parking  in  the  front 
yard  and  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED  —  238-25  Hillside  Avenue, 
northwest  corner  of  240th  Street,  Block  7907,  Lot  1, 
Bellrose,  Borough  of  Queens. 

Continued  hearing. 


385-60-BZ 

APPLICANT— Frederick  A.  Ketch er  for  Louis  Fayne, 
owner. 

SUBJECT — Application  reopened  November  23,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  November  22,  1965  —  decision  of  the.  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution  permitting  in  a 
residence  use  district,  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 65  Audubon  Avenue,  east 
side,  30  feet  south  of  West  169th  Street,  Block  2125, 
Lots  30  and  31,  Borough  of  Manhattan. 


523-38-BZ — V ol.  II 

APPLICANT— John  J.  Leonard  for  Ihnat  Holding 
Corporation,  owner. 

SUBJECT — Application  reopened  November  23,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  22,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Sections  7c  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  business  use  district,  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 23-24  31st  Street,  north  side, 
100  feet  east  of  23rd  Road,  Block  842,  Lot  8*0,  Astoria, 
Borough  of  Queens. 


280-58-BZ 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti 
for  Sutton  Associates,  owner.  — 

SUBJECT — Application  reopened  November  23,  1965 
for  consideration  as  to  extension  of  time  to  complete 
expired  May  28,  1964  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7e  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  erection  of  two  one- 
story  buildings  to  be  used  as  public  markets  and  stores, 
with  loading  and  unloading  and  the  parking  of  patrons 
cars  —  no  fee  to  be  charged. 
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PREMISES  AFFECTED — 1555-1581  Rockaway  Park¬ 
way,  east  side,  379  feet  south  of  Flatlands  Avenue  and 
1162-1174  East  98th  Street,  Block  8205,  Lot  11,  Bor¬ 
ough  of  Brooklyn. 


327-63-BZ 


from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 886-904  Dahill  Road,  1-5 
Avenue  I,  northwest  corner,  Block  5457,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 


APPLICANT— Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT — Application  April  16,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  11-412 
and  72-01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place, 
south  side,  333  feet  8  inches  cast  of  Classon  Avenue, 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 

Laid  over  to  November  30,  1965,  for  hearing  at  the  re¬ 
quest  of  the  applicant;  applicant  to  file  revised  plans. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


JANUARY  4,  1966,  2  P.M. 


960-64-A 

APPLICANT — Benjamin  Gordon,  owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-sprinkler  system. 

PREMISES  AFFECTED — 14  West  23rd  Street,  south 

side,  133.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot 
47,  Borough  of  Manhattan. 


3 15-62- A 

APPLICANT— Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 

SUBJECT — Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  4,  1966,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

888-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT  Application  August  27,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED — 399-401  First  Avenue  (Front 
Building)  west  side,  74.0%  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


889-64-A 

APPLICANT — 399  Wine  &  Liquor  Store-,  Inc.,  owner. 

SUBJECT— Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 

PREMISES  AFFECTED  —  399  First  Avenue,  (Rear 
Building)  west  side,  74.10/4  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


890-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT— Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system 

PREMISES  AFFECTED  -  401  First  Avenue,  (Rear 
Building)  west  side,  74.0%  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


857-64-A 

APPLICANT — Anita  Holding  Corporation,  owner. 

SUBJECT— Application  filed  August  14,  1964 — Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 147-34  to  147-50  Northern 
Boulevard,  southwest  corner  of  149th  Street,  Block 
5016,  Lot  39,  Flushing,  Borough  of  Queens. 


11 70-64- A 

APPLICANT — E.  Richard  Crino  for  Nole  Development 
Corporation,  owner;  Honigs-Parkway  Incorporated, 
lessee. 

SUBJECT — Application  November  24,  1964  —  Appeal 
from  an  order  and  a  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 2717  to  2725  White  Plains 
Road,  west  side,  100  feet  north  of  Allerton  Avenue, 
Block  4508,  Lot  27,  Borough  of  The  Bronx. 


1259-64-A 

APPLICANT — F.  W.  Woolworth  Company  for  Judith 
Shklar,  Estate  of  Joseph  Goodman  c/o  The  Bank  of 
New  York,  owner. 

SUBJECT — Application  December  15,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 31-01  to  31-05  Steinway 
Street,  40-10  31st  Avenue,  southeast  corner,  Block  678, 
Lots  39,  40  and  42,  Long  Island  City,  Borough  of 
Queens. 


1008-64-A 

APPLICANT— Bernard  William  Krohn  for  Maco  Real¬ 
ty  Corporation,  owner;  Scheck  Bros.,  lessee. 
SUBJECT — Application  October  13,  1964  —  Appeal 


1260-64-A 

APPLICANT — Joseph  E.  Schober  for  The  Trustees  of 
the  Sailors  Snug  Harbor,  owner;  New  York  University, 
lessee. 
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SUBJECT— Application  December  17,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
business  use. 

PREMISES  AFFECTED— 6  Washington  Sq.  North, 
north  side,  137  feet  west  of  University  Place,  Block 
550,  Lot  6,  Borough  of  Manhattan. 


38-65-A 

APPLICANT— Joseph  E.  Schober  for  Trustees,  Sailors’ 
Snug  Harbor,  owner;  New  York  University,  lessee. 

SUBJECT— Application  January  14,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  —  re¬ 
view  of  a  decision  of  the  Borough  Superintendent,  re- 
zoning  matter. 

PREMISES  AFFECTED — 4  Washington  Square 

North,  north  side,  82  feet  west  of  University  Place, 
Block  550,  Lot  4,  Borough  of  Manhattan. 


1262-64-A 

APPLICANT — Arthur  Paul  Hess  for  Estate  of  Kather¬ 
ine  Geddes  Benedict;  Robert  L.  Graham,  Executor, 
owner. 

SUBJECT — Application  December  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 189  Washington  Street,  east 
side,  22  feet  8  inches  south  of  Fulton  Street,  Block  82, 
Lot  ’ 30,  Borough  of  Manhattan. 


1264-64-A 

APPLICANT— Rockaway  Beach  Hotel  Incorporated, 
lessee  for  Triess  Realty  Corporation,  owner. 

SUBJECT— Application  December  17,  1964  — -  Appeal 
from  orders  and  decisions  of  Fire  Commissioner  re¬ 
sprinkler  system  and  Fire  Alarm. 

PREMISES  AFFECTED— 318  Beach  85th  Street,  east 
side,  267.40  feet  north  of  Beach  Channel  Drive,  Block 
16116,  Lot  10,  Rockaway  Beach,  Borough  of  Queens. 


1283-64-A 

APPLICANT— Williamsbridge  Manor  Nursing  Home, 
lessee;  Fairlawn  Properties,  Incorporated,  owner. 

SUBJECT— Application  December  17,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  installation  of  fireproof  doors. 

PREMISES  AFFECTED— 1540  Tomlinson  Avenue, 
1201  Sacket  Avenue,  northeast  corner,  Block  4087,  Lot 
1,  Borough  of  The  Bronx. 


1290-64-A 

APPLICANT — A.  L.  Seiden  for  Loujen  Management 
Company,  owner. 

SUBJECT — Application  December  22,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED— 43-02  43-12  Greenpoint  Av¬ 
enue,  southeast  corner  of  43rd  Street,  Block  173,  Lot 
16,  Sunnyside,  Borough  of  Queens. 


848-65-A 

APPLICANT — Corwin,  Atkin  and  Associates  for  W.  & 
Z.  Realty  Corporation,  owner. 


SUBJECT— Application  August  3,  1965  —Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  van- 
ance  of  Section  34,  sub  6  and  Sections  213  and  216  subd 
7  of  the  Multiple  Dwelling  Law  re-  minimum  dimen¬ 
sions  of  yard  or  courts. 

PREMISES  AFFECTED— 1585  Washington  Avenue, 
west  side,  150.59  feet  north  of  Claremont  Parkway, 
Block  2904,  Lot  40,  Borough  of  The  Bronx. 


849-65-A 

APPLICANT — 'Corwin,  Atkin  and  Associates  for  W  & 
Z  Realty  Corporation,  owner. 

SUBJECT— Application  August  3,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  subd  6  and  Sections  213  and  216 
subd  7  of  the  Multiple  Dwelling  Law  re-  minimum  Di¬ 
mensions  of  Yard  or  Courts. 

PREMISES  AFFECTED— 1587  Washington  Avenue, 
west  side,  175.39  feet  north  of  Claremont  Parkway, 
Block  2904,  Lot  39,  Borough  of  The  Bronx. 


1133-65-A 

APPLICANT— Burke  and  Groh  for  Sarah  Aptowitz, 
owner. 

SUBJECT— Application  November  8,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
proposed  extension  to  rear  of  existing  frame  building. 

PREMISES  AFFECTED— 136-17  38th  Avenue,  north 
side,  150  feet  east  of  Main  Street,  Block  4978,  Lot  75, 
Flushing,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


JANUARY  11,  1966,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  11,  1966,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters : 

720-65-BZ 

APPLICANT— Joseph  A.  Brandt  for  the  Little  Carne- 
fie  Realty  Corporation,  owner;  Little  Carnegie  Thea¬ 
tre,  Incorporated,  lessee. 

SUBJECT— Application  June  21,  1965  —  Decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district, 
the  maintenance  of  a  sign  banner  that  exceeds  the 
permitted  projetion,  beyond  the  building  line  and  ex¬ 
ceeds  the  permitted  height  above  the  sidewalk. 
PREMISES  AFFECTED— 146  West  57  Street,  south 
side,  250  feet  east  of  7th  Avenue,  Block  1009,  part  of 
Lot  152,  Borough  of  Manhattan. 

Laid  over  to  January  11,  1966  for  hearing  at  the  request 
of  the  applicant.  Applicant  is  to  send  out  20-day  no¬ 
tices. 


725-65-BZ 

APPLICANT— Joseph  A.  Brandt  for  the  110  West  57 
Street  Corporation,  owner;  The  First  Theatre  Cor¬ 
poration,  lessee. 

SUBJECT — Application  June  21,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b) 

of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district, 
the  maintenance  of  an  existing  sign  that  exceeds  the 
permitted  height. 
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PREMISES  AFFECTED — 110  West  57  Street,  south 
side,  175  feet  west  of  Avenue  of  the  Americas,  Block 
1009,  Lot  40,  Borough  of  Manhattan. 

Laid  over  to  January  11,  1966,  for  hearing  at  request 
of  applicant;  applicant  to  send  out  20-day  notices. 


747-65-BZ 

APPLICANT — Luis  M.  Neco  for  Jose  M.  Neco  Ar¬ 
royo,  owner. 

SUBJECT— Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  two  family  dwelling  that  encroaches  on 
the  required  lot  area,  lot  width  and  side  yards. 

PREMISES  AFFECTED — 1940  Gleason  Avenue,  south 
side,  171  feet  east  of  Virginia  Avenue,  Block  3792, 
Lot  13,  Borough  of  The  Bronx. 

Laid  over  to  January  11,  1966,  for  applicant  to  be 
notified. 


367-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Arob  Incor¬ 
porated,  owner. 

SUBJECT— Application  March  29,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  erection  and  maintenance'  of  an  automotive  service 
station  with  accessory  uses. 

AFFECTED — 154-08  Northern  Boulevard, 
39-01  154th  Street,  southeast  corner,  154-01  Roosevelt 
Ave.,  Block  5268,  Lots  19,  21,  Flushing,  Borough  of 
Queens. 


675-65-BZ 

APPLICANT— ^Frederick  A.  Keteher  for  Jovel  Realty 
Corporation,  owner. 

SUBJECT— Application  June  9,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  en- 
largement  in  area  of  four  existing  garages  into  one 
building  and  the.  change  in  occupancy  to  retail  stores 
with  accessory  signs. 

PREMISES  AFFECTED— 164-166  West  Kingsbridge 
Dti’  Kingsbridge  Terrace,  northwest  corner, 

Block  3240,  Lot  59,  Borough  of  The  Bronx. 


999-65-BZ 

APPLICANT— George  J.  Vassilev  for  Sarah  Londa 
owner. 

SUBJECT— Application  October  1,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
erection  of  a  one  family  dwelling  without  the  required 
side  yards. 

P?£MrISES  AEFECTED-21-32  72nd  Street,  west  side, 
280  feet  north  of  Ditmars  Boulevard,  Block  967  Lot 
16,  Jackson  Heights,  Borough  of  Queens. 


101 7-65-BZ— Burke  and  Groh  for  Filomena  Valerio 
owner.  ’ 

SU-BJ  »CT— ’AppIication  October  4,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-211  of 


the  Zoning  Resolution,  to  permit  in  a  C2-1  district 
the  erection  and  maintenance  of  a  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 240-10  Merrick  Boulevard 
southwest  corner  of  241st  Street,  Block  13204,  Lot  107 
and  part  of  Lot  97,  Rosedale,  Borough  of  Queens. 


1018-65-BZ 

A^LIfCAST^LaT,ma>,  Broskauer,  Prober  and  Vassa- 
lotti  tor  b.A.S.  Realty  Corporation,  owner;  Shell  Oil 
Company,  lessee. 

SUBJECT— AppHcation  October  5,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district 
a  automotive  service  station  previously 

granted  by  the  Board,  the  enlargement  in  area  of  the 
accessory  building. 

PREMISES  AFFECTED — 159-04  Cross  Bay  Boule- 

UAn  t?  9?~}a  w9th  Avenue>  southwest  corner, 
Block  14013,  Lot  64,  Woodhaven,  Borough  of  Queens. 


1061-65-BZ 

APPLICANT  Lama,  Proskauer,  Prober  and  Vassalotti 
tor  Mary  Ferrari,  owner. 

SUBJECT— Application  October  15,  1965— Appeal  from 
a  decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  11-412  and  73-212  of  the  Zoning  Resolution,  to 
permit  in  a  C2-2  district,  the  enlargement  in  area  of 
an  existing  automotive  service  station  with  accessory 
uses  previously  granted  by  the  Board  and  with  a  pro¬ 
jecting  business  sign. 

PREMISES  AFFECTED — 219-16  to  219-20  Horace 
Harding  Expressway,  and  61-02  to  61-10  220th  Street 
southwest  corner,  Block  7609,  Lot  8,  Fresh  Meadows’, 
Borough  of  Queens. 


1100-65-BZ 

APPLICANT — Albert  H.  Morgan  for  Board  of  Edu¬ 
cation,  owner. 

SUBJECT— AppHcation  October  29,  1965  —  decision  of 
7iio  rr°¥1  Superintendent  under  Sections  72-21  and 
Vr~  .  of  *he  Zoning  Resolution,  to  permit  in  a  Ml-2 
district,  the  erection  of  a  public  school  that  will  en¬ 
croach  on  the  required  front  yard 

PRE,M,ISES  AFFECTED — 144-176  East  128th  Street 

l;171.PSl-127,.hnoStrec.et'  entire  bio<:k'  East 

27th  Street  to  East  128th  Street,  east  side  of  Lexing- 

77*  A_venue  and  west  side  of  Third  Avenue,  Block 
1776,  Lots  20  to  51,  Borough  of  Manhattan. 


695-49-BZ — Vol.  Ill 

APPLICANT— David  Kraus  for  Pauline  Schulson 
owner.  1 

SUBJECT— Application  reopened  November  30  1965 
for  consideration  as  to  extension  of  term  of  variance 
expired  October  4,  1965  —  decision  of  the  Borough 
Superintendent  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
vehicles^  ^  dlStrict  the  Parking  and  storage  of  motor 

PREMISES  AFFECTED— 298-306  East  140th  Street 
south  side,  104.30  feet  east  of  3rd  Avenue,  Block  2314’ 
Lot  58,  Borough  of  The  Bronx.  ’ 
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269-55-BZ 

APPLICANT— Robert  Gottlieb  for  Leon  Goldstein, 
owner. 

SUBJECT — Application  reopened  November  30,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  December  6,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7 h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of  motor 
vehicles  for  owner’s  small  trucks,  for  his  employees’ 
cars  and  transients’  cars. 

PREMISES  AFFECTED — 2107-2109  Prospect  Avenue, 
west  side,  100.21  feet  north  of  East  180th  Street,  Block 
3096,  Lot  33,  Borough  of  The  Bronx. 


109-53-BZ 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  Mur¬ 
ray  Kohn  and  Benzion  Treiber,  owners. 

SUBJECT — Application  reopened  November  30,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expired  April  22,  1963— decision  of  the  Borough  Su¬ 
perintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of  pleas¬ 
ure  cars. 

PREMISES  AFFECTED— 2861-2871  West  28th  Street, 
east  side,  150  feet  north  of  Mermaid  Avenue,  Block 
7012,  Lot  55,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


JANUARY  11,  1966,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  11,  1966,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters : 

932-64- A 

APPLICANT — Robert  F.  Roseborne,  for  Barney  Zirlin, 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and 
Finishing  Corporation,  lessee. 

SUBJECT — Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 111  Third  Street,  north 
side,  40  feet  west  of  Bond  Street,  Block  441,  Borough 
of  Brooklyn. 


295-64-A 

APPLICANT — Harry  Soled  for  Louis  Le  Winter,  own¬ 
er. 

SUBJECT — Application  March  16,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  a  decision  of  the  Borough  Sup¬ 
erintendent,  re-  live  load  class,  egress,  etc. 

PREMISES  AFFECTED— 829  Broadway,  north  side, 
50  ft.  west  of  Park  Street,  13  Park  Street,  Block  3133, 
Lots  3,  and  46,  Borough  of  Brooklyn. 


987-64-A 

APPLICANT — Irwin  Emerman  for  Israel  Lefkowitz, 
owner. 

SUBJECT — Application  September  30,  1964  —  Appeal 


from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 5602-5606  15th  Avenue, 
southwest  corner  of  56th  Street,  Block  5692,  Lot  33, 
Borough  of  Brooklyn. 


955-65-A 

APPLICANT — Seren  Lefkovitz,  Isaac  B.  Lefkovits  and 
Israel  Lefkovits  d/b/a  Palm  Tree  Nursing  Home, 
owner. 

SUBJECT — Application  September  16,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fireproof  double  swinging  doors. 

PREMISES  AFFECTED— 5606  15th  Avenue,  south¬ 
west  corner  of  56th  Street,  Block  5692,  Lot  33,  Bor¬ 
ough  of  Brooklyn. 


108-64- A — Vol.  II 

APPLICANT — Harry  Mandell  for  Paper-Town  U.S.A., 
Incorporated,  owner;  Kaymar  Paper  Company,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  October  19,  1965  as 
Volume  II  —  Appeal  from  an  order  and  a  decision 
of  the  Fire  Commissioner,  re  Sprinkler  System. 

PREMISES  AFFECTED— 543-551  East  150th  Street, 
north  side,  325  feet  east  of  Brook  Avenue,  Block  2276, 
Lot  95,  Borough  of  The  Bronx. 


704-64-A— Vol.  II 

APPLICANT — Larry  Meltzer  for  Fortunoff’s  House 
and  Garden,  Incorporated,  owner. 

SUBJECT — Application  reopened  October  19,  1965  — 
Appeal  from  an  order  and  a  decision  of  the  Fire  Com¬ 
missioner,  re  Sprinkler  System. 

PREMISES  AFFECTED— 586-600  Livonia  Avenue 
and  502-512  Sheffield  Avenue,  Block  3821,  Lots  25 
and  28,  Borough  of  Brooklyn. 


1180-64-A 

APPLICANT — Clearview  Nursing  Home,  owner. 

SUBJECT — Application  November  30,  1964  —  Appeal 
from  orders  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system  and  Fireproof  double  swinging 
doors. 

PREMISES  AFFECTED — 157-12  18th  Avenue,  south 
side,  72.27  feet  east  of  157th  Street,  157-15  19th  Ave¬ 
nue,  Block  4748,  Lot  5,  Whitestone,  Borough  of 
Queens. 


1291-64-A 

APPLICANT — Resort  Nursing  Home,  lessee  for  Mi¬ 
chael  Tennenbaum  and  Sidney  A.  Greenwald,  owners. 

SUBJECT — Application  December  22,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fireproof  double  swinging  doors. 

PREMISES  AFFECTED— 425  Beach  67th  Street,  west 
side,  180  feet  north  of  Beach  Channel  Drive,  Block 
16041,  Lot  54,  Rockaway  Beach,  Borough  of  Queens. 


1296-64-A 

APPLICANT — Sidney  Goldhammer  for  Sub-Gar  Real- 
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ty  Corporation,  owner;  Gotham  Wood  Products  In¬ 
corporated,  lessee. 

SUBJECT— Application  December  24,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 698  Second  Avenue,  east 
side,  300.0%  feet  south  of  East  38th  Street,  Block  943 
Dot  60,  Borough  of  Manhattan. 


1297-64-A 

APPLICANT— Max  Siegel  Associates,  for  Beach-Law- 
rence  Realty  Corporation,  owner. 

SUBJECT— Application  December  23,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED  — 1791-1799  Westchester 

w£np’  ?°r}h^S\  C£rner  of  Beach  Avenue,  Block 
3786,  Part  of  Lot  1,  Borough  of  The  Bronx. 


1298-64-A 

APPLICANT— Max  Siegel  Associates  for  Beach-Law- 
rence  Realty  Corporation,  owner. 

SUBJECT— Application  December  23,  1964  —  Anneal 

system"  °f  the  Fire  Commissioner,  re-  sprinkler 

PREMISES  AFFECTED  1 779-1789  Westchester  Ave- 

?786  p0rt,  eafStT  cor1neiD  St  Lawrence  Avenue,  Block 
3786,  Part  of  Lot  1,  Borough  of  The  Bronx. 


1299-64-A 

APPLICANT— David  Balzam  for  Estate  of  Herman 
Spring,  owner.  man 

SUBJECT— Application  December  23,  1964  —  Apnea! 

er°  rl  ""snr^S  a“d  *  decisri.on  of  the  Fire  Commission¬ 
er  re-  sprinkler  system,  fire  alarm 

^  Avenue, 

428R  r  nnd  AJenu«.  southwest  corner.  Block 

4288,  Lot  35,  Borough  of  The  Bronx. 


1300-64-A 

APPLICANT— David  Balzom  for  735  East  180th  Street 
CpTp0^10"’  owner:  Melbert  Supermarket,  lessee. 

BU  EJECT— Application  December  24,  1964  —  Anneal 

°f  'he  Fir'  C°mmissL- 

PfideM  3S1  07  HFEC?EP7?3'5  EaS.1  180th  Street,  north 
T  in  e^st  of  Clinton  Avenue,  Block  3006 

Lots  10  and  11,  Borough  of  The  Bronx. 


1308-64- A 

AIncoJpomeTd7oCwJenS  M'  Spindler  f°r  Hawaiian  Room 

re-  sprinkler  system,  and  use  of  Bamboo  splits  in  decor! 


PREMISES  AFFECTED — 509-515  Lexington  Avenue 
and  134-140  East  48th  Street,  Block  1302,  Lot  51, 
Borough  of  Manhattan. 


1314-64-A 

APPLICANT— 903-11  Realty  Corporation,  owner;  Jack 
Jacoby  Company,  Incorporated,  lessee. 

SUBJECT— Application  December  30,  1964  —  Appeal 
from  a  decision  and  order  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

P'??7VI^E*  AFFEfFED— 9'09  Broadway,  west  side, 
59.7/2  feet  north  of  East  20th  Street,  Block  849,  part 
of  Lot  10,  Borough  of  Manhattan. 


Fire  Service  Corporation, 


1315-64-A 

APPLI  CANT— Brooklyn 
owner. 

SUBJECT— Application  December  21,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 445-457  Sutter  Avenue,  231- 

f  B™.  St,r<gt-  northeast  corner.  Block  3747 A,  Lot 
1,  Borough  of  Brooklyn. 


1318-64-A 

Aow^ARNr^‘„aF&sst  J°SePh  AngelSlr°’ 

SUBJECT— Application  December  30,  1964  —  Appeal 

^^Xdec““ ot  ,he  Fire 

PvaErt  56? 5„.AFFECTEp-2372-2382  Linden  Boule- 
45<K>;  Lo,‘SL  Bto^rof ‘Brook, 0yU„theaSt  C°rner’  Bted< 


809-65-A 

APPLICANT— Arnold  W.  Lederer  for  M  and  Z  Trad¬ 
es  Corporation,  owner. 

SUBJECT—Application  July  16,  1965  _  Review  of  a 
dectston  of  the  Borough  Superintendent  re-  "olg 

East  17th  Street,  east 
Borough  of  BrooMy°n  '  B'°ck  5821’  Lot  27°- 


1124-65-A 

A?BE|I  CAN T— Ernest  Alicandri  and  Philip  P.  Agusta 
^  for  Joseph  Gilbert,  owner.  s  sia’ 

SUBJECT—Application  November  4,  1965;  review  deci¬ 
sion  of  Borough  Superintendent  on  Zoning  matter 

P?ideM257ELtAmrdE5:TEhD~61  BartIett  PIace-  north 

C°Urt'  B,OCk 

MAX  H.  FOLEY,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  30,  1965,  10  A.M. 

Present;  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  November  16,  1965, 
were  approved  as  printed  in  the  Bulletin  of  November  25, 
1965,  Vol.  50,  No.  47. 

327-63-BZ 

APPLICANT— Reavis  and  McGrath  for  Pilot  Associates, 
Incorporated,  owner. 

SUBJECT— Application  April  16,  1963  —  decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72- 
01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1  dis¬ 
trict,  the  change  in  occupancy  of  an  existing  one  story 
building  previously  granted  by  the  Board  from  warehouse, 
parking  and  storage  to  the  assembling  of  mirrors. 
PREMISES  AFFECTED— 564-592  St.  John’s  Place,  south 
side,  333  feet  8  inches  east  of  Classon  Avenue,  Block 
1178,  Lot  26,  Boough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  January  4,  1966,  at 
10  A.M.  for  decision ;  applicant  to  obtain  new  _  decision 
from  Borough  Superintendent,  file  revised  drawings  and 
submit  substantiation  for  the  findings  under  Section  72- 
21. 


713-65-BZ 

APPLICANT— Burke  and  Groh,  for  Forest  Wood  Homes, 
Incorporated,  owner. 

SUBJECT— Application  June  17,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  erection  of  re¬ 
tail  stores,  that  exceed  the  permitted  floor  area  ratio  has 
less  than  the  required  open  space  ratio,  encroaches  on 
the  required  front  yard  and  with  accessory  parking. 

PREMISES  AFFECTED— 161-41  Baisley  Boulevard, 
northeast  corner  of  161st  Place,  Block  12256,  Lots  1 
and  4,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh,  Joseph  S.  Amnirati,  An¬ 
thony  J.  Cusumano  and  Robert  R.  McCleave. 

For  Opposition :  Edward  Tymon. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


725-65-BZ 

APPLICANT— Joseph  A.  Brandt  for  the  110  West  57 
Street  Corporation,  owner ;  The  First  Theatre  Corpora¬ 
tion,  lessee. 

SUBJECT— Application  June  21,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-3  district,  the  main¬ 
tenance  of  an  existing  sign  that  exceeds  the  permitted 
projection  beyond  the  building  line  and  the  permitted 
height. 

PREMISES  AFFECTED— 110  West  57  Street,  south  side, 
175  feet  west  of  Avenue  of  the  Americas,  Block  1009, 
Lot  40,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  David  C  .Reback. 

For  Opposition :  Michael  B.  Grosso. 

ACTION  OF  BOARD— Laid  over  to  January  11,  1966, 
at  10  A.M.  for  hearing  at  request  of  applicant.  Applicant 
is  to  send  out  20-day  notices. 


747-65-BZ 

APPLICANT— Luis  M.  Neco  for  Jose  M.  Neco  Arroyo, 
owner. 

SUBJECT— Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  erection 
of  a  two  family  dwelling  that  encroaches  on  the  required 
lot  area,  lot  width  and  side  yards. 

PREMISES  AFFECTED— 1940  Gleason  Avenue,  south 
side,  171  feet  east  of  Virginia  Avenue,  Block  3792,  Lot  13, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  January  11,  1966,  at 
10  A.M. ;  for  hearing  at  request  of  applicant.  Applicant 
is  to  be  notified. 


922-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT— Application  August  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  en¬ 
largement  in  area  of  an  existing  automotive  service  sta¬ 
tion  accessory  building  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 72-10  Roosevelt  Avenue,  south¬ 
east  corner  of  72nd  Street,  Block  1304,  Lot  32  and  part 
of  25,  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  14,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


923-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Harry  Noren, 
owner. 

SUBJECT— Application  August  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  en¬ 
largement  in  area  and  rearrangement  of  an  existing  auto¬ 
motive  service  station  with  accessory  uses  including  the 
parking  of  nine  cars  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 634-640  86th  Street,  south¬ 
west  corner  of  Battery  Avenue,  Block  6055,  Lots  21,  22, 
23.  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  Armand  J.  Strace,  Mabel  Erikson,  Mi¬ 
chael  Avramides,  Rocco  C.  Bambina,  Elizabeth,  Thorn- 
sea,  Andrio  Thomsea,  Teodora  Mariani,  Lisa  W.  Jor¬ 
gensen,  Mary  A.  Ryan,  Mildred  J.  Bergman,  Frank 
Guistivo  and  Edward  J.  McCormack. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1965, 
at  10  A.M.  for  decision;  hearing  closed. 
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934-65-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Cadillac  Leas¬ 
ing  Corporation,  owner;  Hawaiian  Tiki  Restaurant,  les¬ 
see. 

SUBJECT — Application  September  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  tire 
Zoning  Resolution  and  Section  666  of  the  New  York 
Charter,  to  permit  in  a  R5  district,  the  addition  of  ca¬ 
baret  use  to  an  existing  restaurant  occupying  one  store 
in  an  existing  11  story  office,  store  and  multiple  dwell¬ 
ing. 

PREMISES  AFFECTED — 126-10  Queens  Boulevard, 

southwest  corner  of  Lefferts  Boulevard,  Block  9631,  Lot 
241,  Kew  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Gloria  Stern  and 
Norman  Zolkind. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


943-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Karl  Kraus,  own 
er. 

SUBJECT — Application  September  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-211  and 
73-212  Of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
and  R5  district,  the  erection  and  maintenance  of  an  auto¬ 
motive  service  station  with  accessory  uses  and  accessory 
signs. 

PREMISES  AFFECTED— 4104  White  Plains  Road 
northeast  corner  of  East  229th  Street,  Block  4843,  Lot  39 
and  34,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Howard  Zimmerman  and  Saverio  An- 
torucci. 

For  Opposition:  Mario  Merola,  Gennaro  Girardi,  Al- 
phonsina  Gerardi,  Teresa  Paoletta,  Maria  Mohr,  Patsy 
De  Salvo,  Oreste  Cipollaro,  Vincenzo  Creco  and  An¬ 
thony  Di  Pietroactonio. 

ACTION  OF  BOARD— Laid  over  to  January  18,  1966, 
at  10  A.M.  for  hearing  Applicant  is  to  send  new  20-day 
notices,  show  new  owner  and  amend  application,  and 
submit  new  drawings. 


954-55-BZ 

APPLICANT— Charles  M.  Spindler  for  2112  Knapp  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  reopened  November  3,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  July  15,  1963  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  parking  and  storage  of  motor  vehicles 
PREMISES  AFFECTED -2133-2145  Brigham  Street 
east  side,  113.11  feet  south  of  Avenue  U,  Block  7370, 
Lot  58,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleiner 
Commissioner  I*  ox,  Commissioner  Becker  and  Con 

missioner  Klein  _ _ 

Negative: _ ~  . . 


THE  RESOLUTION— 

Whereas,  on  July  10,  1956,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1965,  acting  on  Alt.  Applic.  No.  4093/ 
1955,  reads: 

“On  a  lot  formerly  in  a  Residence  Zone  and  now  par¬ 
tially  in  a  C 2-2,  partially  in  an  R-4  and  partially  in  an 
R-5  zone  the  proposed  extension  of  time  is  referred  back 
to  the  board  of  Standards  and  Appeals.  Parking  & 
Storage  of  motor  vehicles  etc.  (previously  subject  to 
Cal.  No.  954-55-BZ).”  *  1 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  10,  1956,  as 
amended  through  July  15,  1958,  only  as  to  the  term  of ’the 
variance,  so  that  as  amended  it  shall  read: 

granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
implied  with  in  all  respects;  that  parking  shall  be 
limited  to  pleasure-type  cars  only;  and  that  a  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.” 


338-65-BZ 


A  o1 ! L f  A N T— Rene  C.  Brugnoni  for  Columbia  Grammar 
School,  owner. 

SUBJECT— Application  March  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-63 
and  73-641  of  the  Zoning  Resolution,  to  permit  in  a  R7-2 
district,  the  reconstruction  of  a  private  school  that  en¬ 
croaches  on  the  required  rear  yard  and  rear  yard  equival¬ 
ent  and  exceeds  the  permitted  lot  coverage 

PREMISES  AFFECTED-5  West  93rd  Street,  north  side, 
173  feet  4%  inches  west  of  Central  Park  West,  20-28 
West  94th  Street,  Block  1207,  Lots  23,  40,  41,  141,  42 
142,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Rene  Brugnoni  and  James  W.  Stern. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . . . . .  5 

Negative: _ _ _  q 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  October  5,  1965 ;  hearing  closed ; 
then  to  November  16,  1965;  then  to  November  30,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  22,  1965,  acting  on  Alt.  Applic.  584/1964,’ 
reads : 


“1.  Provide  rear  yard  as  req’d  by  Sec.  24-36  &/or  rear 
yard  equivalent  for  that  portion  of  lot  that  is  a 
through  lot  as  per  Sec.  24-382  of  Z.R. 

2.  Proposed  rear  yard  yard  equivalent  does  not  com¬ 
ply  with  Sec.  24-382  of  Z.R. 

3.  Coverage  exceeds  65%  of  zoning  lot  contrary  to 

Sec.  24-11  of  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in- 
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spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec¬ 
tions  73-63  and  73-641  of  the  Zoning  Resolution,  and  that 
the  applicant  had  substantiated  a  basis  to  warrant  exercise 
of  discretion  to  grant  under  Section  72-21,  and  is  therefore 
entitled  to  relief,  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
72-21,  73-63  and  73-641,  to  permit  in  an  R7-2  district,  the 
reconstruction  of  a  private  school  that  encroaches  on  the 
required  rear  yard  and  rear  yard  equivalent  and  exceeds 
the  permitted  lot  coverage,  on  condition  that  the  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  March  23,  1965”,  21  sheets  and  “May  24,  1965”, 
one  sheet;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with ;  and  that  permit  shall  be  obtained, 
work  completed  and  a  Certificate  of  Occupancy  obtained 
within  two  years  from  the  date  of  this  resolution. 


766-65-BZ 

APPLICANT — Ernest  De  Luca  for  Michael  Di  Stefano, 
owner. 

SUBJECT — Application  July  12,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  district,  in  an  exist¬ 
ing  two  story  building  the  erection  of  a  one  story  build¬ 
ing  enlargement  to  the  existing  store  that  increases  the  de¬ 
gree  of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 2367  86th  Street,  .north  side, 
138  feet  west  of  24th  Avenue,  Block  6859,  Lot  49,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ernest  De  Luca. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

Negative : _ _ _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1 965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1965,  acting  on  Alt.  Applic.  50/1965,  reads : 
“1.  Proposed  building  extension  increases  the  degree 
of  non-compliance  in  req’d  floor  area  and  req’d  lot 
area  and  is  not  permissible  according  to  Sect.  33- 
121  and  35-411  of  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 


granted  under  Section  72-21,  to  permit  in  a  Cl-3  district, 
in  an  existing  two  story  building,  the  erection  of  a  one 
story  enlargement  to  the  existing  store  that  increases  the 
degree  of  non-compliance  floor  area  ratio  on  condition  the 
building  conforms  to  drawings  with  this  application  marked 
“Received  July  12,  1965”,  four  sheets,  and  “October  14, 
1965”,  one  sheet,  and  on  condition  that  the  remaining  rear 
yard  shall  be  paved  with  cement  and  properly  drained;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with;  and  that  permit  be  obtained,  work  done,  and 
on  Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  resolution. 


839-65-BZ 


APPLICANT— Michael  Alfano  for  Joseph  Airo,  owner. 

SUBJECT— Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R-5  district,  the  change 
in  occupancy  of  an  existing  two  family  dwelling  to  a 
three  family  dwelling  that  increases  the  degree  of  non- 
compliance  in  open  space  ratio  and  lot  area.  per  room 
and  with  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED— 3132  Kingsland  Avenue,  east 
side,  226.35  feet  south  of  Burke  Avenue,  Block  4765,  Lot 
56,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frank  Domiano. 

For  Opposition :  None. 

ACTION  OF  BOARI>— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley, 
Commissioner  Klein  . . 


Commissioner  Becker  and 

. . . . . . 3 


Negative:  Vice 
Fox  . . 


Chairman  Kleinert  and  Commissioner 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication,  in 
the  Bulletin ;  laid  over  to  November  30,  1965 ;  hearing 

closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  23,  1965,  acting  on  Alt.  Applic.  306/1965,  reads: 

“A-3  Show  parking  for  3  cars  to  comply  with  Sec.  25- 
23  Zoning  Resolution. 

A-9  Zoning  computations  shows  non-compliance  for  open 
space  ratio  and  excess  in  rooms  for  lot  area  per 
room  Sec.  23-142  and  23-223  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-5  district, 
the  change  in  occupancy  of  an  existing  two-family  dwell¬ 
ing,  to  a  three-family  dwelling  that  increases  the  degree  of 
non-compliance  in  open  space  ratio  and  lot  area  per  room, 
and  with  less  than  the  required  accessory  parking,  on  con¬ 
dition  that  the  building  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  July  27,  1965”,  2  sheets, 
“November  24,  1965”,  2  sheets  revised  and  “November  24, 


1447 


MINUTES 


1965”,  one  sheet  additional ;  on  further  condition  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


861-65-B2 

APPLICANT — Larry  Meltzer  for  Wesley  A.  Roche,  Wil¬ 
liam  A.  Lande,  Nettie  Match,  Estate  of  Samuel  Match 
owners. 

SUBJECT  Application  August  9,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  (7)  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl-2  district,  in  an  existing  one  story 
restaurant  and  store  building,  the  change  in  occupancy 
of  a  restaurant  to  a  catering  establishment. 

PREMISES  AFFECTED — 3612-3622  Nostrand  Avenue 
and  2912-2924  Avenue  W,  southwest  corner,  Block  7405, 
Lot  907,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _  5 

Negative:  - - - - - 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  November  30,  1965;  hearing 
closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  5,  1965,  acting  on  Alt.  Applic.  706/1965 
reads : 

“1-  Jhe  proposed  change  of  use  of  a  portion  of  the 
first  floor  from  Restaurant  (Use  Group  #6A)  to 
^tenng  establishment  and  banquet  hall  (Use  Group 
#9A),  in  a  Cl-2  (within  R-4)  District  is  contrary 
to  Section  32-18  of  the  Zoning  Resolution  ” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions' 
and  ’ 


SUBJECT. — Application  August  9,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R3-2  district,  the  construction  of 
an  accessory  swimming  pool  for  a  multiple  dwelling  under 
construction  that  encroaches  on  the  required  distance  to 
lot  lines  with  an  accessory  building  that  will  make  the 
floor  area  ratio  excessive. 

PREMISES  AFFECTED — 1160  Richmond  Road,  south¬ 
east  corner  of  Urbana  Street,  Block  3191,  Lot  61,  Old 
Town,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ q 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein  _ „ _ 5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  November  30,  1965 ;  hearing 
closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  August  4,  1965,  acting  on  N.B.  Applic.  2114/1965, 
reads : 

“1.  Proposed  swimming  pool,  accessory  to  a  Class  A 
multiple  Dwelling,  being  less  than  100'  from  lot 
lines  is  not  permitted  in  an  R3-2  district.” 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  September  22,  1965,  acting  N.B.  Applic.  2114/1965, 
reads : 

“2.  Proposed  filter  house  w/Men’s  and  women’s  rooms 
increases  degree  of  non-compliance  of  Floor  Area 
Ratio  &  Open  Space  Ratio  Requirements  —  Par. 
23-141  of  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied,  and 

Whereas,  the  Board  finds  that  the  construction  of  the 
proposed  poo!  would  be  detrimental  to  the  neighborhood, 
and 


Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  make  a  variation  in  the  application  of  the  Zonii 
Resolution  and  that  the  application  be  and  it  hereby 
granted  under  Section  72-21,  to  permit  in  a  Cl-2  distri. 
m  an  existing  one-story  restaurant  and  store  building  t 
change  in  occupancy  of  one  restaurant  to  a  catering  esta 
lishment  and  banquet  hall,  on  condition  that  the  buildii 
shaH  conform  to  drawings  filed  with  this  application  mark( 
Received  August  8,  1965”,  4  sheets  and  “October  21,  1965 
\  s1,®ts :  tha*  a11  |aws>  rules  and  regulations  applicab 
shall  be  complied  with;  and  that  permit  shall  be  obtain* 
work  completed  and  a  Certificate  of  Occupancy  obtain* 
within  one  year  from  the  date  of  this  resolution 


865-65-BZ 

APPLICANT— Diamond-Sanko  for  Fairview  Towers  In¬ 
corporated,  owner. 


Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  or  unnecessary  hardship. 

Resolved ,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  August  4,  1965,  acting  on  N.B.  Applic.  2114/1965, 
Objection  No.  1,  and  the  decision  dated  September  22, 
1965,  Objection  .No.  2  be  and  they  hereby  are  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


907-65-BZ 

APPLICANT  Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965  —  decision  of 
die  Borough  Superintendent,  under  Section  73-63  of  the 
Zoning  Resolution,  to  permit  in  a  C7  district,  the  en¬ 
largement  of  an  existing  factory  that  increases  the  degree 
of  non-conformity. 

PREMISES  AFFECTED — 3052-3072  West  21st  Street 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071  * 
Lot  130,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 


For  Opposition:  None.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  .  4 

Negative:  Commissioner  Fox  — .  * 


THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  m 
the  Bulletin ;  laid  over  to  November  30,  1965 ,  hearing 
closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1965,  acting  on  Alt.  Applic.  741/1965, 


reacls  * 

“1  On  a  lot  formerly  in  a  business  use  district  and  now 
located  in  a  C-7  zone  and  in  which  factory  use  was 
limited  to  100%  the  area  of  the  lot,  proposed  addi¬ 
tional  mezzanine  and  cold  room  roof  for  non-con¬ 
forming  manufacturing  use  is  contrary  to  last  C.O., 
Z.R.  32-10,  and  Z.R.  52-40— a  non-conforming  en¬ 
largement. 

2.  Structural  alteration  for  non-conforming  use  is  con¬ 
trary  to  Z.R.  52-22. 

3.  Since  there  are  no  bulk,  loading  berth, .  etc.  regula¬ 
tions  for  non-conforming  uses  application  must  be 
referred  to  Board  of  Standards  and  Appeals. 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-63  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  73-63, 
to  permit  in  a  C-7  district,  the  enlargement  of  an  existing 
factory  that  increases  the  degree  of  non-conformity,  on  con¬ 
dition  that  the  building  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  September  2,  1965  ,  5 
sheets ;  on  further  condition  that  an  aisle  shall  be  created 
by  installing  rails  with  suitable  openings  from  the  bottom 
of  the  stair  from  the  mezzanine  to  the  street  exit  on  the 
east  side  of  the  building ;  that  all  other  laws,  rules  and  reg¬ 
ulations  applicable  shall  be  complied  with ;  and  that  permit 
shall  be  obtained,  work  completed  and  a  Certificate  of  Oc¬ 
cupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


908-65-A 

APPLICANT— Charles  M.  Spindler  for  Tell  Chocolate 
Company,  owner. 

SUBJECT— Application  September  2,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress  and 
conveys,  etc. 

PREMISES  AFFECTED— 3052-3078  West  21st  Street, 
northwest  corner  of  Reigelman  Boardwalk,  Block  7071, 
Lot  130,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox  — . — . - - -  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1965  on  Alt.  Applic.  741-65,  reads . 

“4  Provide  2  legal  means  of  egress  from  both  areas 
leading  directly  to  the  street  in  accordance  with 
270  L.L. 

5  Enclose  new  manufacturing  area  over  cold  room 
which  exceeds  2,500  square  feet  and  is  arranged  as 
a  2nd  floor. 

6  Enclose  conveys  in  all  floors  in  accordance  with 
270  L.L.” 

and 

Whereas,  the  premises  were  inspected  by  a.  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  August  20,  1965,  acting  on  Alt.  Applic.  741-64, 
Objection  Nos.  4,  5  and  6,  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  and  that  the  appea 
be  and  it  hereby  is  granted,  on  condition  that  all  of  the  re¬ 
quirements  in  the  resolution  adopted  by  the  Board  this  da\ 
under  Calendar  Number  907-65-BZ  shall  be  complied  with. 


1033-65-BZ 

APPLICANT— Anthony  J.  Pace  for  Rt.  Rev.  Msgr.  Mario 
J.  Ponsiglione,  owner. 

SUBJECT— Application  October  11,  1965  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-452  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  a  R7-1  district, 
the  erection  of  a.  church  with  less  than  the  required  ac- 
cessory  parking  and  with  18  off-site  parking  spaces. 
PREMISES  AFFECTED -2855  Morris  Park  Avenue, 
1911  Pilgrim  Avenue,  northwest  corner,  Block  4232,  Lots 
1,  58,  59  and  60,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Anthony  J.  De  Pace,  Rt.  Rev.  Mario  J. 

Ponsiglione  and  Joseph  Mishure. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - -  5 

Negative :  . . — - - ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  11,  1965,  acting  on  N.B.  Applic.  791/1965, 
reads : 

“1.  Provide  parking  as  per  Sec.  25-31  Zon.  Res.’’ 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  73-452  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  and  is  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  73-452  and  Section  72-21,  to  permit  in 
an  R7-1  district,  the  erection  of  a  church  with  less  than  the 
required  accessory  parking  and  with  18  off-site  parking 
spaces,  on  condition  the  work  be  done  in  accordance  with 
drawings  filed  with  this  application  marked  “Received  Oc¬ 
tober  20,  1965”,  one  sheet,  and  “October  11,  1965”,  four 
sheets;  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with ;  and  that  permit  be  obtained,  work 
done,  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  resolution. 


Adjourned  11:50  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  NOVEMBER  30,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

438-53-A 

APPLICANT — T.  E.  Willoughby  for  Union  Carbide  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner  relating  to  the  manufacture,  storage 
and  sale  of  an  inflammable  mixture  known  as  “VOLKS¬ 
WAGEN  Gas  Line  Anti-Freeze”  in  non-refillable  12  oz. 
metal  containers  having  caps  not  in  conformity  with  the 
requirements  of  the  Administrative  Code ;  previously 
granted  on  condition. 

APPEARANCES— 

For  Applicant:  T.  E.  Willoughby. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative : _ _ _ q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1953,  on  certain  conditions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  7,  1953,  by 
adding  thereto : 

“that  this  product  may  also  be  packaged,  stored  and  sold 
under  ^  the  trade  name  ‘Volkswagon  Gas  Line  Anti- 
Freeze’,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Fire  Dept.  Folder  122-322) 


604-55-A 

APPLICANT — Leonard  F.  Rothkrug  for  George  Cooke, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  December 
11,  1965 — Appeal  from  a  decision  of  the  Borough  Super¬ 
intendent  —  re  trailer  camp,  construction,  height  of  floor, 
sanitary  drain,  etc.,  previously  granted  on  condition. 


PREMISES  AFFECTED — 134-26  157th  Street,  west  side, 
230  feet  south  of  134th  Avenue,  Block  12295,  Lot  19,  Ja¬ 
maica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative :  Vice  Chairman  Kleinert  _  „  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  27,  1956,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  21,  1958;  and 

Whereas,  the  term  of  variance  was  last  extended  on  De¬ 
cember  11,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  27,  1956 
as  amended  through  December  11,  1962,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  re¬ 
solution  shall  read: 

granted  for  a  term  of  three  (3)  years  from  the  date 
of  this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained”.  (Alt.  1043/55) 


708-63-A 

APPLICANT— Joseph  Lau  for  224  East  92nd  Street  Real¬ 
ty  Corporation,  owner;  Dariy  Corporation  of  America 
lessee. 

SUBJECT  Application  for  consideration  —  reopening  for 
amendment  of  resolution— Appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 1759-1763  2nd  Avenue,  south¬ 
west  corner  of  East  92nd  Street,  Block  1537,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE — 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ _ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  26,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  26  1965 
by  adding  thereto: 

“that  in  lieu  of  the  fire  alarm  system  heretofore  required, 
an  automatic  fire  alarm  system  with  central  office  con¬ 
nection  shall  be  installed  throughout  the  paper  goods 
storage  room  located  on  the  top  floor  of  the  building, 
on  condition  that  other  than  as  herein  amended  the  re¬ 
solution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Fire  Dept.  Order  3012-3) 
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158-23-BZ — Vol.  II 


APPLICANT — Leonard  F.  Rothkrug  for  Empire  State 
Warehouse  Corp.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expires  December 
15,  1965  —  decision  of  the  Borough  Superintendent ,  pre¬ 
viously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  change  of  occupancy.  of  an  existing  y 
story  building  together  with  the  adjoining  8  story  and 
penthouse  building  and  1  story  garage  from  warehousing 
and  garage  to  warehouse  in  the  basement  and  1st  floor 
without  accessory  garage  and  the  use  of  the  upper  floors 
for  light  manufacturing. 

PREMISES  AFFECTED — 372-390  Gates  Avenue  and  390 
Nostrand  Avenue,  southwest  corner,  Block  1812,  Lx»t  4Z, 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE—  , 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - - ~ — —  « 

Negative: - — - — — — - 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  July  1,  1958,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  December  15,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  1,  1958,  as 
amended  through  December  15,  1964,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution^, 
and  that  a  Certificate  of  Occupancy  shall  be  obtained’ . 


(Alt.  297/57) 


106-30-BZ— Vol.  II 

APPLICANT— John  E.  Paggioli  for  Salvatore  D’Aleo, 
owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  September 
22,  1965  —  decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  7a  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  local  retail  use  district, 
the  reconstruction  of  an  existing  automotive  service  sta¬ 
tion,  lubritorium,  non-automatic  car  wash,  minor  auto 
repairs,  with  hand  tools  only,  and  the  parking  of  motor 
vehicles  awaiting  service  for  a  term  of  25  years. 

PREMISES  AFFECTED— 337  Arbutus  Avenue  and  5205 
Hylan  Boulevard,  northeast  corner,  Block  6499,  Lot  1, 
Huguenot,  Borough  of  Richmond. 

APPEARANCES— 


For  Applicant:  John  E.  Paggioli. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - — — . . —  5 

Negative:  - — - ■  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  11,  1963,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  22,  1964 ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  11,  1963,  as 
amended  through  September  22,  1964,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution’’.  (N.B.  2834/61) 


1637-61-BZ 


APPLICANT— Selig  Whinston  for  Endeavor  Press,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  19, 
1965 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  7c  of  the  Zoning 
Resolution,  permitting  in  a  restricted  retail  and  residence 
use  district,  the  change  in  use  of  the  cellar  and  first  floor 
apartment  to  include  professional  offices,  art  studios  and 
art  gallery. 

PREMISES  AFF ECTED — 33  East  74th  Street,  north  side, 
91  feet  6  inches  east  of  Madison  Avenue,  Block  1389,  Lot 
25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  E.  Grossmann. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - ■■■— —  5 


Negative :  - 

THR  RR.^OT.TTTTON- 
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Whereas,  this  application  was  granted  by  the  Board  on 
February  13,  1963,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  19,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  13,  1963, 
as  amended  through  May  19,  1964,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 


“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this 
amended  resolution”.  (Alt.  1456/61) 


223-63-BZ 

APPLICANT— Frank  J.  Ross  for  Charles  Mottola,  own¬ 
er. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  November 
17,  1965— decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  73 -211  of  the 
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Zoning  Resolution,  permitting  in  a  C 2-2  district,  the  re¬ 
location  and  reconstruction  of  an  automotive  service  sta¬ 
tion  with  accessory  uses  including  automatic  car  wash¬ 
ing. 

PREMISES  AFFECTED  — 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4594,  Lots  42, 
44,  46,  and  48,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  P.  Walpole. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  26,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  17,  1964;  and 

Whereas,  the  resolution  was  last  amended  on  June  15. 
1965;  and 

Whereas,  the  applciant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  26,  1963, 
as  amended  through  June  15,  1965,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  Applic.  122/63) 


867-63-BZ 

APPLICANT — John  E.  Paggioli  for  Henry  and  Elizabeth 
Hamm,  owners. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  October  27, 
1965 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  automotive  service  sta¬ 
tion  and  motor  vehicle  repair  shop  previously  granted  by 
the  Board. 

PREMISES  AFFECTED — 2415  Richmond  Road,  north 
side,  542.95  feet  east  of  Odin  Street,  Block  942,  Lot  11, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES 
For  Applicant :  John  E.  Paggioli. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  5 

Negative:  _  .  _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  27,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amettd  the  resolution  adopted  on  October  27,  1964, 


only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution: 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(Alt.  443/61) 


695-49-BZ — Vol.  Ill 

APPLICANT  David  Kraus  for  Pauline  Schulson,  owner. 

SUBJECT — Application  for  consideration  — -  reopening  for 
extension  of  term  of  variance,  which  expired  October  4, 
1965  decision  of  the  Borough  Superintendent ;  previous¬ 
ly  granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 298-306  East  140th  Street 
south  side,  104.30  feet  east  of  3rd  Avenue,  Block  2314 
Lot  58,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  11,  1966,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  5 

Negative :  _ _ _ _ _  a 


109-53-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Murray 
Kohn  and  Benzion  Treiber,  owners. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  April  22, 
1963 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  pleasure  cars  for  a  term  of  10  years. 
PREMISES  AFFECTED— 2861-2871  West  28th  Street, 
east  side,  150  feet  north  of  Mermaid  Avenue,  Block  7012, 
Lot  55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  11,  1966,  at  10  A.M.,  to  consider  exten¬ 
sion  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative :  Commissioner  Fox  _ 1 


269-55-BZ 

APPLICANT — Robert  Gottlieb  for  Leon  Goldstein,  owner. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  December 
6,  1965  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  7h  of  the  Zon- 
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ing  Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles  for  owner’s  small 
trucks,  for  his  employees’  cars  and  transients  cars. 

PREMISES  AFFECTED— 2107-2109  Prospect  Avenue, 
west  side,  100.21  feet  north  of  East  180th  Street,  Block 
3096,  Lot  33,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  January  11,  1966,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - — —  5 

Negative: - — — -  ® 


162-63-BZ — Vol  II 

APPLICANT— Corwin,  Atkin  and  Associates  for  Michael 
Shore,  owner. 

SUBJECT— Application  for  consideration  —  reopening  as 
Volume  II— subject  to  regular  procedure— decision  of  the 
Borough  Superintendent ;  previously  denied,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  a  C8-1 
and  R4  district,  the  use  of  accessory  parking  for  a  pro¬ 
posed  motel  and  restaurant  to  extend  into  the  R4  district. 

PREMISES  AFFECTED— 3801  Boston  Road,  northeast 
corner  of  Baychester  Avenue,  Block  4895,  Lots  6  and  16, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative:  - 0 


819-65-BZ 

APPLICANT— Burke  and  Groh  for  Sarah  Aptowitz,  own¬ 
er. 

SUBJECT— Application  July  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  two  story  building, _  in 
a  C4-2  district,  the  enlargement  in  area  of  the  existing 
first  story  store. 

PREMISES  AFFECTED— 136-17  38th  Avenue,  north  side, 
150  feet  east  of  Main  Street,  Block  4978,  Lot  75,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  Groh. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein _ 5 

Negative - 0 


Adjourned  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 
TUESDAY  AFTERNOON 
NOVEMBER  30,  1965,  2  P.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

492-64-A 

APPLICANT— Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  950  feet 
west  of  3rd  Avenue,  Piers  B  and  C,  East  River,  Block 
635,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frank  P.  Broz. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 


Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commis- 
missioner  Klein  - - - - 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  17,  1965  on  Order  No.  4626-5  reads: 
“1.  Install  an  approved  automatic  dry  sprinkler  system 
combined  with  a  rate  of  rise  actuating  system 
throughout  Piers  B  and  C  having  at  least  one  source 
of  water  supply. 

C26  1365.1  and  C  19.  161.0a  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load  and 
hazardous  condition. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  17,  1965,  acting  on  Order  No. 
4626-5,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


493-64-A 

APPLICANT — Dafton  Realty  Corporation,  owner;  Tur¬ 
ner  and  Blanchard,  Incorporated,  lessee. 

SUBJECT— Application  May  7,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— Foot  of  21st  Street,  250  feet 
west  of  Third  Avenue,  Pier  A,  East  River,  Block  635, 
Lot  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  P.  Broz. 

For  dministration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT: 

Affirmative :  - - - - - - —  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

THE  RESOLUTION: 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
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sioner,  dated  September  17,  1965  on  Order  No.  4627-5, 
reads : 

“1.  Install  an  approved  automatic  dry  sprinkler  system 
combined  with  a  rate  of  rise  actuating  system 
throughout  the  pier  having  at  least  one  source  of 
water  supply. 

C  26-1365.1  and  C19-161.0A  Adm.  Code.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load  and 
hazardous  conditions. 

.  Rsolved,  that  the  order  and  decision  of  the  Fire  Commis- 
sioner,  dated  September  17,  1965,  acting  on  Order  No.  4627- 
5,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


721-64-A 


APPLICANT — Reavis  and  McGrath  for  Daso  Realities, 
Incorporated,  owner ;  Alexander’s  Department  Stores, 
Incorporated,  lessee. 

SUBJECT  Application  July  6,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — -2235  Webster  Avenue,  south¬ 
west  corner  of  East  182nd  Street,  Block  3143,  Lot  65,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ _ 

THE  RESOLUTION— 

.  Whereas,  the  ordrer  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  10,  and  June  16,  1964  on  Order  No 
1295-4,  reads: 

1.  Provide  an  approved  automatic  dry  , sprinkler  sys¬ 
tem  throughout  the  building  arranged  and  equipped 
as  per  Chapt.  26  -  1339.2.a  Adm.  Code. 

As  per  Ch.  19.161.0a  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  ordrer  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  10  and  June  16,  1964,  acting  on 
°r<ler  No.  1295-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the.  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  November  23,  1965”, 
2  sheets;  that  an  automatic  fire  alarm  with  central  office 
connection  is  to  be  installed  on  the  first  and  second  floors 

a"' ,,1  a11  other  laws>  ruIes  and  regulations  applicable 

shall  be  complied  with. 


1015-64-A 

APPLICANT  Larry  Meltzer  for  Sarah  Sanft,  owner; 

B  &  D  Supermarket  Incorporated,  lessee. 

SUBJECT— Application  October  14,  1964  —  Appeal  from 
an  ordrer  and  decision  of  the  Fire  Commissioner,  re- 
sprmkler  system. 


PREMISES  AFFECTED — 3514-3516  Avenue  S,  south 
side,  65  feet  west  of  East  36th  Street,  Block  8521,  Lot 
43,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ . _  5 

Negative: _ _ _ q 

THE  RESOLUTION— 

.  ^Vhereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  dated  June  25,  1964  and  October  9,  1964  on  Order 
No.  3145-4,  reads: 

1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapt.  26- 
1372.0b.  Admin.  Code. 

Ch.  19-161.0a  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  25,  1964  and  October  9,  1964,  acting 
on  Order  No.  3145-4,  Objection  No.  1,  be  and  it  hereby 
modified  and  that  the.  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  October  14,  1964”,  2 
sheets  except  that  that  the  boiler  room  enclosure  shown  on 
the  drawings  shall  be  omitted;  and  that  a  non-automatic 
sprinkler  system  and  automatic  fire  alarm  system  with  cen¬ 
tral  office  connection  shall  be  installed  in  the  cellar  of  the 
bmlding. 


102 1-64- A 


APPLICANT — Haus  &  Bresin  for  L  &  M  Development 
Corporation,  owner ;  Big  Apple  Supermarkets  Incorpor¬ 
ated,  lessee. 

SUBJECT— Application  October  16,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re- 
sprmkler  system. 

PREMISES  AFFECTED — 2245  Gerritsen  Avenue,  east 
side,  100  feet  south  of  Avenue  U,  Block  752,  Lot  59.  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative : _ _ q 

Negative:  .Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  21,  1963  and  October  9,  1964  on  Order 
No.  2511-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  cellar,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Chaot 
26- 1372.0b,  C19-161.0a  Admin.  Code.” 
and 


1454 


MINUTES 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load, 
Lack  of  ventilation  and  inaccessibility  for  fire-fighting. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  21,  1963  and  October  9,  1964,  acting 
on  Order  No.  2511-3,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1025-64-A 

APPLICANT — Larry  Meltzer  for  Tremont  Land  Corpora¬ 
tion,  owner. 

SUBJECT— Application  October  16,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 4941  -495 1  Broadway,  615-621 
West  207th  Street,  northwest  corner,  Block  2242,  Lot  61, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein - 4 

Negative: _ 0 

Absent:  Commissioner  Becker - 1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commission¬ 
er,  dated  July  8  and  September  28,  1964  on  Order  No.  3888- 
4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch. 19. 161.0a  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  8  and  September  28,  1964,  acting  on 
Order  No.  3888-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  marked  “Received  October  16,  1964”,  2 
sheets  and  “November  29,  1965”,  2  sheets ;  on  further  con¬ 
dition  that  a  non-automatic  sprinkler  system  shall  be  in¬ 
stalled  in  the  cellar ;  and  that  an  automatic  fire  alarm 
system  with  central  office  connection  shall  be  installed  in 
the  cellar  and  first  floor. 


1107-64- A 

APPLICANT — John  J.  McNamara  for  Henry  Lange, 
owner. 

SUBJECT — Application  November  6,  1964  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class  4  con¬ 
struction,  frame  building,  change  in  use. 

PREMISES  AFFECTED — 131-21  14th  Avenue,  northwest 
corner  of  West  132nd  Street,  Block  4011,  Lot  1,  College 
Point,  Borough  of’  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  McNamara  and  A.  R.  Lange. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — — - — — -  ^ 

Negative:  — - - — - - - - 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  5,  1964  on  Alt.  Applic.  1060-64,  reads .  . 
“1.  It  is  unlawful  to  make  any  change  of  occupancy  in 
a  structure  unless  such  structure  conforms  to  the 
provisions  of  the  laws  governing  building  construc¬ 
tion  for  the  proposed  new  occupancy  and  use. 
C26-185  A.C. 

2.  Commercial  use  in  a  frame  (class  4)  suture  is 
not  permitted  except  as  provided  m  C26-248.U  Loud. 
4).” 
and 

Whereas,  this  application  has  been  considered  and  dis¬ 
cussed  by  the  Board. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  November  5,  1964,  acting  on  Alt.  Applic.  1060- 
64,  Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  November  6,  1964  ,  2  sheets  and 
“July  13,  1965”,  one  sheet;  and  on  further  condition  that 
the  building  shall  have  a  wet  automatic  sprinkler  system 


1123-64-A 

APPLICANT— Richard  Rethy  for  John  Elliot  Corpora¬ 
tion,  owner. 

SUBJECT— Application  November  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 208-210  Eighth  Avenue^  east 
side,  25  feet  south  of  West  21st  Street,  Block  770,  Lot 
76,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  H.  Muldavin  and  Richard  Rethy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - — - -  * 

Negative :  — — — — - — - ® 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commission¬ 
er,  dated  May  13,  1964  and  October  22,  1964  on  Order  No. 
2755-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161 ,0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  13,  1964  and  October  22,  1964,  acting 
on  Order  No.  2755-4,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  “Received  November  13, 
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1964”,  4  sheets ;  on  further  condition  that  a  wet  automatic 
sprinkler  system  shall  be  installed  throughout  the  cellar 
only. 


11 26-64- A 


APPLICANT— Aaron  N.  Kiff  of  Kiff,  Voss  and  Franklin 
tor  The  Society  of  the  Home  for  Incurables,  owner. 

SUBJECT— Application  November  13,  1964  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re-  fire¬ 
proof  doors,  sprinkler  system. 


PREMISES  AFFECTED — 4422  3rd  Avenue,  entire  block, 
bounded  by  East  184th  Street,  Quarry  Road,  and  181st 
btreet,  Block  3064,  Lot  1,  Borough  of  The  Bronx. 


APPEARANCES— 


For  Applicant:  A.  H.  Shupsis.  G.  T.  Emmet  and  John 
T.  Kolody. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis- 

S4oner  Klein  _ _ _ _ _  5 

Negative: _  ’  n 

THE  RESOLUTION—  ~ 

Whereas,  the  orders  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  14,  1965,  reads: 

(Order  No.  5328-4) 

Provide  an  install  fireproof  doors  in  Corridors  mid¬ 
way  between  North  and  South  ends  of  building  on 
the  2nd,  3rd  and  4th  floors. 

Ch. 19.161.0a  Adm.  Code.” 


(Order  No.  5329-4) 

'T.  Install  an  approved  automatic  wet  sprinkler  sys¬ 
tem  throughout  the  building  and  at  top  of  Dumb¬ 
waiter  Shaft  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Chapter  26, 
Article  16,  Adm.  Code.  In  addition  to  required 
sprinkler  alarms,  this  system  shall  also  be  equipped 
with  an  approved  water  flow  transmitter  having  a 
direct  connection  to  a  Central  Office  of  one  of  the 
authorized  operating  companies,  arranged  and  equip¬ 
ped  in  accordance  with  applicable  Fire  Department 
Rules  and  Rules  of  the  Board  of  Standards  and 
Appeals. 

Cl 9-1 61.0a  Admin.  Code.” 


Whereas  the  premises  were  inspected  by  a  committee  of 
the  board  which  recommended  that  the  appeal  be  graanted 
under  certain  conditions. 


Resolved,  that  the  orders  and  decision  of  the  Fire  Com- 
missioner  dated  October  14,  1965,  acting  on  Order  No. 
5328-4  and  Objection  No.  1  and  Order  No.  5329-4,  Objec¬ 
tion'  No.  1  be  and  it  hereby  is  modified  and  that  the  appeal 
DC  and  it  hereby  is  granted  on  condition  that  the  building 
sluH  conform  to  drawings  filed  with  this  appeal  marked 
Received  November  13,  1964”,  6  sheets;  on  further  con - 
dttxon  that  a  sprinkler  system  shall  be  installed  in  the  kit- 
chen  and  storage  rooms  in  the  cellar  and  in  the  pantry  on 
the  first  floor,  including  a  sprinkler  head  in  the  dumbwaiter 
pantry;  and  that  a  fireproof  self-closing  door 
shall  be  installed  at  the  head  of  the  stairs  from  the  cellar  to 
the  first  floor  pantry. 


1 128-64- A 

APPLICANT— Reavis  and  McGrath  for  Adda  Real  Es 
tate  Corp.,  owner;  Bond’s  Clothing  Store,  lessee. 


SUBJECT— Application  November  12,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re  sprinkler  system. 

PREMISES  AFFECTED — 1530  Broadway,  southeast  cor¬ 
ner  of  West  45th  Street,  Block  997,  Lot  Part  of  Lot  1, 
borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT: 

Affirmative:  _ _ q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

THE  RESOLUTION— 

W hereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  13,  1964  on  Order  No.  5318-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Administrative  Code.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load, 
lack  of  accssibility  for  fire-fighting,  open  stairs  and  lack 
of  natural  ventilation. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  13,  1964,  acting  on  Order  No. 
5318-4,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


657-65-A 

APPLICANT — Abraham  Grossman  for  A  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  4,  1965  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  exits. 

PREMISES  AFFECTED — 101  Prince  Street,  north  side, 
75  feet  east  of  Greene  Street,  Block  513,  Lot  36,  Borough 
of  Manhattan. 

APPEARANCES  — 

For  Applicant :  Abraham  Grossman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  from  the  order  and  deci¬ 
sion  of  the  Fire  Commissioner,  dated  October  5,  1960  and 
May  7,  1965,  acting  on  Order  No.  4717-0,  Objection  No. 
1,  withdrawn  at  the  request  of  the  applicant.  Applicant 
is  to  comply  with  order. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ 5 

Negative:  -  0 

ACTION  OF  BOARD — Appeal  granted  on  condition  on 
Borough  Superintendent  decision  dated  May  27,  1965  act¬ 
ing  on  Alt.  Applic.  2055-64  Objection  No.  C-l. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _  5 

Negative:  _ _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
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sioner,  dated  October  5,  I960  and  May  7,  1965,  on  Order 
No.  4717-0,  reads: 


‘1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
per  Chapt.  26-1336.0  Adm.  Code.  Sec.  19-161.0  sub. 
div.  a  and  b,  Admin.  Code.” 


and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1965  on  Alt.  Applic.  2055-64,  reads: 

“C-l  Indicate  compliance  with  section  270  of  the  Labor 
Law.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Boardr,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Boardr  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  May  27,  1965,  acting  on  Alt.  Applic.  2055-64,  Objec¬ 
tion  No.  C-l,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  occupancy  on  any  one  floor  in  the 
building  shall  not  exceed  the  capacity  of  the  primary  means 
of  egress. 


796-65-A 

APPLICANT — Dr.  Martin  Steinberg  for  Mt.  Sinai  Hos¬ 
pital,  owner. 

SUBJECT— Application  July  14,  1965  —  Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Central  Oxygen 
System. 

PREMISES  AFFECTED— 1190-1198,  5th  Avenue,  1021 
East  100th  Street,  southeast  corner,  Block  1604,  Lot  6, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Halevi  and  Charles  P.  Keutmann. 
For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein - — -  4 

Negative :  _ ® 

Absent:  Commissioner  Becker  -  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  13,  1965,  reads: 

“1.  “On  Deceber  1,  1959,  a  plan  was  approved  for  use 
of  two  pony  oxygen  trailers. 

Approval  was  never  granted  by  this  Department  for 
permission  to  install  the  present  full  length  oxygen 
trailers  (2).  Said  trailers  are  not  acceptable  to  this 
Department.” 

and 

Whereas,  the  appeal  has  been  considered  by  the  Board 
which  has  decided  that  the  appeal  should  be  granted  under 
certain  conditions : 

Resolved,  that  the  decision  of  the  Commissioner,  dated 
July  13,  1965,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  disposition  of  the  oxygen  trailers  and  the  construction 
of  the  barrier  shall  be  in  accordance  with  drawings  sub¬ 
mitted  with  this  appeal  marked  “Received  November  29, 
1965”,  8  sheets;  and  that  all  other  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with. 


879-65-A 

APPLICANT— Max  Siegel  Associates  for  Jack  Parker, 
owner. 

SUBJECT— Application  August  19,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  Zoning  Mat¬ 
ter. 

PREMISES  AFFECTED— 104-60  Queens  Boulevard, 
south  side,  from  68th  Drive  to  Yellowstone  Boulevard, 
Block  3175,  Lot  1,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox  and 

Commissioner  Becker  — - - 

Negative :  Vice  Chairman  Kleinert  - - — - 

Not  Voting:  Commissioner  Klein - - —  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1965  on  Alt.  Applic.  1198-65,  reads: 

“M-l  Proposed  separation  of  office  portion  of  building 
from  the  multiple  dwelling  portion  is  contrary  to 
reconsideration  granted  by  the  Commissioner  ot 
Buildings  under  Alt.  2397-60. 

NOTE:  As  office  building  if  considered  as  a  sep¬ 
arate  structure  would  have  been  contrary 
to  zoning  coverage  requirements,  recon¬ 
sideration  was  granted  by  the  Commission¬ 
er  of  Buildings  to  accept  as  an  extension 
to  existing  multiple  dwelling  provided  that 
a  physical  connection  be  provided  between 
the  two  units.  See  Alt.  2397-60. 

M-2  As  existing  buildings  on  lot  are  non-complying  and 
non-conforming,  proposed  sub-dividing  of  existing 
lot  is  contrary  to  Sec.  12-10  Zoning  Res.  (Defini¬ 
tion  of  Zoning  Lot). 

NOTE :  A  zoning  lot  may  be  sub-divided  provided 
that  the  resulting  lots  and  buildings  there¬ 
on  comply  with  all  the  applicable  provisions 
of  the  zoning  resolution. 

M-3  Loading  berth,  store  egress  and  areaway  of  office 
building  encroaches  upon  that  portion  of.  sub-di¬ 
vided  plot  to  be  occupied  by  multiple  dwelling.  Sec. 
4  subd.  3,  M.D.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  July  20,  1965,  acting  on  Alt.  Applic.  1198-65,  Ob¬ 
jection  No.  M-l,  M-2,  M-3  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
buildings  conform  to  drawings  filed  with  this  application 
marked  Received  Aug.  19,  1965,  one  sheet ;  on  further  con¬ 
dition  that  an  easement  agreement  covering  the  use  of  vari¬ 
ous  facilities  between  Jack  Parker  and  Rogmin  Inc.  be 
executed  and  filed  with  the  Board,  with  the  Department  of 
Buildings  and  with  the  City  Registers  Office,  and  that  this 
easement  be  noted  in  the  certificate  of  occupancy;  on  fur¬ 
ther  condition  that  a  certificate  of  occupancy  be  obtained 
within  one  year  from  the  date  of  this  resolution;  and  on 
further  condition  that  the  zoning  lot  established  under  Alt. 
Applic.  2397  of  1960  shall  be  maintained  as  a  single  zoning 
lot. 


902-65-A 

APPLICANT — Max  Siegel  Associates  for  Rogmin.  In¬ 
corporated,  owner. 
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SUBJECT — Application  August  31,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Adjoin¬ 
ing  premises-separated,  ventilation  and  egress,  Tax  Lots, 
Lot  line,  windows,  etc. 

PREMISES  AFFECTED — 104-70  Queens  Boulevard, 
southwest  corner  of  Yellowston  Boulevard,  Block  3175, 
Lot  70,  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox  and 

Commissioner  Becker  _ 3 

Negative:  Vice  Chairman  Kleinert _ 1 

Not  Voting:  Commissioner  Klein _ 1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  27,  1965  on  Alt.  Applic.  1199-65,  reads: 

“1.  Comply  with  objections  M-l,  M-2  and  M-3  raised 
on  Alt.  1198-65  for  proposed  adjoining  premises  to 
be  separated  from  these  premises  as  new  tax  lots 
are  being  created. 

3.  Separation  of  this  structure  into  separate  Tax  lots 
creates  individual  bldgs,  on  the  lot  lines — All  lot 
line  windows  to  be  fire  protected  per  C26-649.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  Aug.  27,  1965,  acting  on  Alt.  Applic. 
1199-65,  Objection  No.  -1  and  3  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received  Aug.  31,  1965”,  3  sheets ; 
on  further  condition  that  the  commercial  building  be  limited 
to  stores  on  the  ground  floor  and  offices  on  the  floors  above 
and  that  all  of  the  requirements  of  the  resolution  adopted 
by  the  Board  this  day  under  Cal.  No.  879-65-A  be  complied 
with. 


996-65-A 

APPLICANT — Westinghouse  Electric  Corporation  for 
Elota  Realty  Company,  owner;  Times  Square  Stores 
Corporation,  lessee. 

SUBJECT— Application  September  30,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  use  of  elec¬ 
tric  walks  for  transportation  of  carts. 

PREMISES  AFFECTED — 2770  Linden  Boulevard,  south¬ 
east  corner  of  Elderts  Lane,  Block  4492,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  A.  Schneider  and  F.  Rup. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ _  _ _ q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein.  _ _ _ _ _ _ 5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  June  9  and  September  20,  1965  on  B.N.  Applic.  490- 
65,  reads: 

“1.  Proposed  use  of  electric  walks  for  the  transporta¬ 
tion  of  carts  as  well  as  passengers  is  not  provided 
for  in  the  Administrative  Building  Code.  Use  of 


electric  walks  for  passengers  only  has  been  approved 
as  in  compliance  with  the  provisions  of  the  Safety 
Code  Rules  for  Moving  Walk,  A.S.A.  A17.1.13-1962. 
The  use  of  carts  in  connection  therewith  together 
with  all  necessary  safety  measures  that  may  be  re¬ 
quired  should  be  referred  to  the  Board  of  Stand¬ 
ards  and  Appeals  under  Sec.  C26-191.0  of  the  Ad¬ 
ministrative  Building  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied;  and 

Whereas,  the  Board  finds  that  the  use  of  the  carts  in 
connection  with  the  moving  floor  would  create  an  unsafe 
condition. 

Resolved,  that  the  decision  of  the  Borough  Superintend 
ent,  dated  June  9  and  September  20,  1965,  acting  on  B.N. 
Applic.  490-65,  Objection  No.  1,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


1013-65-A 

APPLICANT— Henry  George  Greene  for  Raymoy  Realty 
Company,  owner. 

SUBJECT  Application  October  4,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress  and 
a  Review  of  a  decision  of  the  Borough  Superintendent 
re-  Section  53  of  Multiple  Dwelling  Law. 

PREMISES  AFFECTED— 12-14  East  37th  Street,  south 
side,  143  feet  west  of  Madison  Avenue,  Block  866,  Lots  67 
and  68,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _  4 

Negative :  _ _ _ _  q 

Absent :  Commissioner  Becker  _  1 

THE  RESOLUTION— 

IFhereas,  the  decision  of  the  Borough  Superintendent 
dated  September  20,  1965  on  Alt.  Applic.  1757-56,  reads: 

A-5  Provide  a  legal  means  of  egress  from  the  rear  fire- 
escape  as  per  section  53  of  the  M.D.L. 

A-9  Provide  2  req’d  means  of  egress  as  per  Section  C- 
26-273.0  (b)  (3).” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  Sept.  20,  1965,  acting  on  Alt.  Applic. 
1757-56,  Objection  No.  A-5  and  C-9  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  with  drawings  filed  with  ap¬ 
plication  marked  “Received  October  4,  1965,”  7  sheets. 


1052-65-A 

APPLICANT — Edward  V.  Crinnion  for  G.  W.  Millar  and 
Company  Incorporated,  owner;  Wolf  Sales  Incorporated, 
lessee. 

SUBJECT — Application  October  14,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class  3 
building,  non-fire  proof  building — motor  vehicle  repair 
shop. 
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PREMISES  AFFECTED— 280-282  Lafayette  Street,  west 
side,  83.88  feet  south  of  Jersey  Street,  115-119  Crosby 
Street,  Block  510,  Lot  6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  V.  Crinnion. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  .  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox  . . - - -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  1,  1965  on  Alt.  Applic.  1642-65,  reads . 

“C-l  Unlawful  for  non-fireproof  building  with  motor  ve¬ 
hicle  repair  shope  to  exceed  one  story.  C26-254.0 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  1,  1965,  acting  on  Alt.  Applic.  164-2-65,  Ob¬ 
jection  No.  C-l,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawing  filed  with  this  appeal 
marked  “Received  November  29,  1965”,  one .  sheet  and  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


1059-64-A 

APPLICANT— Murray  L.  White  for  Werlex  Realty  Cor¬ 
poration,  owner;  Buckingham  Wax  Company,  lessee. 

SUBJECT— Application  October  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 51-03  Van  Dam  Street,  south¬ 
east  corner  of  Borden  Avenue,  Block  305,  Lot  17,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD— Appeal  zvithdrazvn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein - 5 

Negative:  - - - 0 


315-62-A 

APPLICANT— Joseph  B.  Hirschfield  for  215  Fulton  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  April  5,  1962  —  Appeal  frotn  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED— 215  Fulton  Street,  south  side, 
1105  feet,  7  inches  east  of  Greenwich  Street,  Block  85, 
Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  Jan.  4,  1966,  at  2 
P.M.  awaiting  action  by  the  Port  Authority. 


295-64-A 

APPLICANT— Harry  Soled  for  Louis  Le  Winter,  owner. 

SUBJECT— Application  March  16,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 829  Broadway,  north  side,  50 
ft.  west  of  Park  Street,  13  Park  Street,  Block  3133,  Lots 
3,  and  46,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled  and  Louis  Le  Winter. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  Jan.  11,  1966,  at  2 
P.M.  Applicant  is  to  file  amended  appeal. 


742-64-A 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  E.  B. 
Realty  Corporation,  owner ;  Mareth  Steel  Corporation, 
lessee. 

SUBJECT— Application  July  15,  1964— Gas-drying  oven. 

PREMISES  AFFECTED— 110-118  50th  Street,  southeast 
corner  of  1st  Avenue,  Block  788,  Lot  9  and  13,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Cnieco. 

For  Administration:  L  t.J.  P.  Manfredi,  Lire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  14,  1965, 
at  2  P.M.  to  await  report  from  Fire  Department. 


932-64-A 

APPLICANT— Robert  F.  Rosebome,  for  Barney  Zirlin, 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and 
Finishing  Corporation,  lessee. 

SUBJECT— Application  September  11,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 111  Third  Street,  north  side, 
40  feet  west  of  Bond  Street,  Block  441,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  F.  Roseborne. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  January  11,  1966,  at 
2  P.M.  at  request  of  applicant. 


960-64-A 

APPLICANT — Benjamin  Gordon,  owner. 

SUBJECT— Application  September  24,  1964— Appeal  from 
an  ordrer  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 14  West  23rd  Street,  south 
side,  133.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot  47, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harvey  Tropp. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  January  4,  1966,  at 
2  P.M.  awaiting  report  on  rescindment  from  Fire  De¬ 
partment. 


987-64-A 

APPLICANT — Irwin  Emerman  for  Israel  Lefkowitz, 
owner. 
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SUBJECT— Application  September  30,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFF ECTED — 5602-5606  15th  Avenue,  south¬ 
west  corner  of  56th  Street,  Block  5692,  Lot  33,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman  and  Lester  H.  Prensky. 
For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

BOARD — Laid  over  to  January  11,  1966,  at 
2  P.M.  at  the  request  of  the  applicant. 


1022-64-A 

APPLICANT— David  Balzam  for  Golnat  Realty  Company, 
incorporated,  owner. 

SUBJECT— Application  October  16,  1964  —  Appeal  from 
an  .  order  and  decision  of  the  Fire  Commissioner,  re- 
sprinkler  system. 

PREMISES  AFFECTED — 4015-4027  Queens  Boulevard 
northeast  corner  of  41st  Street,  Block  189,  Lot  45,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  December  7,  1965, 
-M.  for  decision  at  the  request  of  the  applicant. 
Applicant  is  to  be  notified  to  be  present. 

Hearing  previously  closed. 


1056-64-A 


APPLICANT— James  Whitford,  Jr.  for  Sailors’  Snug 
Harbor,  owner. 


SUBJECT— Application  October  23,  1964  —  Appeal  from 
an .  order  and  a  decision  of  the  Fire  Commissioner  re- 
swinging  fire  doors. 


PREMISES  AFFECTED — 888-914  Richmond  Terrace 
southeast  corner,  Kissel  Avenue,  Block  76,  Lot  1,  New 
Brighton,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  James  Whitford  and  Donald  Rowe. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

Of  BOARD— Laid  over  to  December  14,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1 125-64-A 


APPLKTANT— Jay  M.  Spinner  for  Alfred,  Irving  and 
Dora  Leberfeld,  (Chase  Man.  Bank)  Trust);  owner. 

SUBJECT — Application  _  November  13,  1964— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 65-48  to  65-54  Grand  Avenue 
south  west  corner  of  66th  Street,  Block  2775,  Lots  2  and 
7,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 


For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept 

ACTION  OF  BOARD — Laid  over  to  Dec.  14,  1965  at  2 
P.M.  for  hearing  at  request  of  applicant. 


1132-64-A 

APPLICANT— Air  Reduction  Company,  Incorporated 
owner. 


SUBJECT— Application  November  16,  1964  —  Transpor  ■ 
tation  storage  and  use  of  Hydrogen  in  Trailer  in  New 
lork  City  (Contrary  to  F.  P.  Directive  5-63). 
APPEARANCES— 

For  Applicant:  W.  T.  Brennen  and  L.  Wolpert. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
F:jr.  *or,  reP°rt  of  Fire  Department  and  submission  of 
additional  drawings  by  the  applicant. 


1134-64-A 

APPLICANT— Max  Siegel  Associates  for  A.  F.  and  G 
Realty  Corporation,  owner. 


^ ^  JLCT  Application  November  16,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 2992-2996  Third  Avenue,  east 
side  175.03  feet  north  of  East  153rd  Street,  Blocks  23, 
63,  Lot  20,  Borough  of  The  Bronx. 

APPEARANCES— 


For  Applicant:  Max  Siegel. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965 
at  2  P.M.  for  inspection  and  decision. 


650-65-A 


APPLICANT — Burke  and  Groh  for 
nue,  Incorporated,  owner. 


1301  Cornaga  Ave- 


SUBJECT— Application  June  4,  1965  —  Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  frame  struc¬ 
ture,  change  in  use  to  medical  offices. 


PREMISES  AFFECTED — 1301  Cornago  Avenue,  south¬ 
west  corner  of  mapped  Neilson  Street,  Block  15562  Lot 
35,  bar  Rockaway,  Borough  of  Queens 

appearances— 


For  Applicant:  Jerrold  I.  Ehrlich. 

°rF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.  for  inspection  and  decision. 


756-65-A 

APPLICANT— Burke  and  Groh  for  Pineville  Develop¬ 
ment,  owner.  v 

SUBJECT-Application  July  7,  1965  -  Filed  pursuant  to 
Section  3o  of  the  General  City  Law  re-  construction  in 
bed  of  mapped  street. 

P  2I7A94SfE^  AFFECTED— 1 24-25  Lucas  Street,  north  side, 
237  94  feet  east  of  Williamson  Avenue,  Block  12727,  Lot 
7,  Springfield  Gardens,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  Jerrold  I.  Ehrlich  and  Dbvid  Massimilla. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14  1965,  at  2 
P.M.  for  inspection  and  decision. 


778-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates  In¬ 
corporated,  owner.  ’ 

SUBJECT— Application  July  13,  1965  -  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street.  * 

F™ES  AFFECTED— 20  Windemere  Avenue,  south 

Xdeh4?'94nfen  CaSt  t°f  ?’^e!  Avenue,  Block  4656,  Lot 
^6,  Oakwood,  Borough  of  Richmond. 
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appearances— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


779-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 24  Windemere  Avenue,  south 
side,  446.61  ft.  east  of  Riedel  Avenue,  Block  4656,  Lot 
25,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


780-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 26  Windemere  Avenue,  south 
side,  419.28  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
23,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


781-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art  3  of  the  General  City  Law  re-  build¬ 
ing  .not  fronting  legal  street. 

PREMISES  AFFECTED— 30  Windemere  Avenue,  south 
side,  391.95  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
22,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


782-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 32  Windemere  Avenue,  south 
side,  364.62  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
20,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


783-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 36  Windemere  Avenue,  south 
side,  337.29  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
19,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


784-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 38  Windemere  Avenue,  south 
side,  309.96  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
17,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


785-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED— 42  Windemere  Avenue,  south 
side,  282.63  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
16,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


786-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 44  Windemere  Avenue,  south 
side,  255.30  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
14,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


787-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art  3,  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 
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PREMISES  AFFECTED — 48  Windemere  Avenue,  south 
side,  227.S>7  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
13,  Oak  wood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

A^£UN  UF  BOARD — Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


788-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 50  Windemere  Avenue,  south 
side,  200.64  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
11,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

A^^-UN  °.F  bOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


789-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  -  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 54  Windemere  Avenue,  south 
side  i 73.3 i  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
10,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

^F  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


790-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 56  Windemere  Avenue,  south 
side^  145.98  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
8,  Oakwood,  Borough  of  Richmond 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

AoTo<?t^  ,OF.  BOARD— Laid  over  to  Dec.  14,  1965,  at 
£  P.M.  for  inspection  and  decision. 


791-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 60  Windemere  Avenue,  south 
sid^  118.65  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
7,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 


ACTION  OF  BOARD — Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


792-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 62  Windemere  Avenue,  south 
sid<^  91.32  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
5,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  Dec.  14,  1965,  at  2 
P .M.  for  inspection  and  decision. 


793-65-A 


APPLICANT — Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art  3,  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 


PKPMISPS  AFF ECT ED — 66  Windemere  Avenue,  south 
side^  6o.99  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
4,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 


For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  Dec.  14,  1965,  at  2 
P.M.  for  inspection  and  decision. 


909-65-A 


APPLICANT— Edwardr  J.  Mathews  for  Skidmore,  Ow- 
mgs  3.nd  Merrill  for  140  Broadway  Company,  owner, 
SUBJECT— Application  September  2,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  exit  pass¬ 
ageway. 


PREMISES  AFFECTED — 31-37  Nassau  Street,  77-83 
Cedar  Street,  128-146  Broadway,  56-70  Liberty  Street, 
Entire  Block,  Block  48,  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  H.  M.  Cole,  E.  J.  Mathews  and  A.  Labie. 
ACTION  OF  BOARD— Laid  over  to  December  7,  1965,  at 
P.M.  foi  decision;  applicant  to  file  revised  drawings; 
hearing  closed. 


955-65-A 

APPLICANT— Seren  Lefkovits,  Isaac  B.  Lefkovits  and 
Israel  Lefkovits  d/b/a  Palm  Tree  Nursing  Home, 
owner. 

SUBJECT— Application  September  16,  1965— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
fireproof  double  swinging  doors. 

PREMISES  AFFECTED — 5606  15th  Avenue,  southwest 
corner  of  56th  Street,  Block  5692,  Lot  33,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Lester  H.  Prensky. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
2  P.M.  at  the  request  of  the  applicant. 
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1008-65- A 

APPLICANT— Montefiore  Hospital  and  Medical  Center, 
owner. 

SUBJECT — Application  October  5,  1965  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Central  Piped 
Oxygen  System. 

PREMISES  AFFECTED— 170  East  Gunhill  Road,  south 
side,  90  feet  west  of  Bainbridge  Avenue,  Block  3343,  Lot 
283,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Peter  Perdoncin,  Marvin  Caretsky  and 
Walter  Olszewski. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  14,  1965,  at 
2  P.M.  for  decision.  Applicant  is  to  submit  statement. 
Hearing  closed. 


1021-65-A 

APPLICANT — Harry  Soled  for  Congregation  Anshei 
Ujhely,  owner. 

SUBJECT — Application  October  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class  4  con¬ 
struction  —  proposed  synagogue. 

PREMISES  AFFECTED— 1346  45th  Street,  south  side, 
300  feet  west  of  14th  Avenue,  Block  5617,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Laid  over  to  Dec.  7,  1965,  at  2 
P.M.  for  decision.  Applicant  is  to  submit  revised  draw¬ 
ings. 


1055-65-A 

APPLICANT — Saul  Goldsmith,  for  Albert  Pipe  Supply 
Co.,  Inc.,  owner. 

SUBJECT — Application  October  15,  1965  —  filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re  premises 
located  in  bed  of  a  mapped  street  (waterproof  property). 

PREMISES  AFFECTED— 123-135  Varick  Avenue,  west 
side,  475.  feet,  7%  inches  north  of  Johnson  Avenue,  Block 
2974,  Lot  51,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

ACTION  OF  BOARD— Laid  over  to  Dec.  7,  1965,  at  2 
P.M.  for  decision.  Applicant  is  to  submit  additional  draw¬ 
ing. 


1056-65-A 

APPLICANT— Saul  Goldsmith,  for  Meserole  Trucking 
Corporation,  owner. 

SUBJECT— Application  October  15,  1965  —  filed  pursuant 
to  Section  35  of  the  General  City  Law  re  premises  lo¬ 
cated  in  bed  of  a  mapped  street (  waterfront  property). 

PREMISES  AFFECTED— 137-155  Varick  Avenue,  west 
side,  530  feet.  7%  inches  north  of  Johnson  Avenue,  Block 
2968,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

ACTION  OF  BOARD— Laid  over  to  Dec.  7,  1965,  at  2 
P.M.  for  decision.  Applicant  is  to  submit  additional  draw¬ 
ing. 


1071-65-A 

APPLICANT— Henry  A.  Weinstein,  for  Max  Schling, 
Inc.,  lessee. 

OWNER  OF  RECORD:  Savoy  Fifth  Avenue  Corpora¬ 
tion. 

SUBJECT— Application  October  19,  1965  —  re  request  for 
Revocation  of  Appeal  from  a  decision  of  the  Borough 
Supt.  Permit  1696,  issued  re  Alt.  505-65. 

PREMISES  AFFECTED— 761-771  Fifth  Avenue,  east 
side,  from  East  58th  to  East  59th  Streets,  Block  1295, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  A.  Weinstein. 

For  Opposition:  Julian  Roth. 

For  Administration:  Pat  A.  Iacobazzo,  Dept,  of  Build¬ 
ings. 

ACTION  OF  BOARD— Laid  over  to  Dec.  7,  1965,  at  2 
P.M.  for  decision.  Hearing  closed. 


Adjourned  5:20  P.M. 

James  P.  Mulroy,  Secretary 
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New  York,  N.  Y. 
Permit  No.  4875 


University  of  Illinois,  J 
Serial  Dopt,  TabrarV 

Urbana,  Illinois.  61803 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result 
Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appera. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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ONTENTS 


Court  Decisions. 

Docket 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning  Decem¬ 
ber  7,  1965,  Affecting  Calendar  Numbers — 377-59-BZ, 
692-65-BZ,  836-65-BZ,  837-65-BZ,  910-65-BZ,  924-65- 
BZ,  931-65-BZ,  932-65-A,  942-65-BZ,  966-65-BZ,  1044- 
65-BZ,  271-43-BZ,  88-55-BZ,  16-58-BZ,  66-60-BZ,  808- 
65-BZ,  923-65-BZ,  930-65-BZ,  940-65-BZ,  941-65-A 
and  946-65-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Noon,  December 
7,  1965,  Affecting  Calendar  Numbers  —  855-25-BZ— 
Vol.  Ill,  429-29-BZ — VoL  II,  625-53-BZ— Vol.  II, 


COURT  DECISIONS 

Matter  of  N.  Y.  City  Housing:  and  Redevelopment  Board  ve.  Foley: 

— On  November  6,  1963,  the  Board  granted  a  variance,  based  on  a 
decision  of  the  Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the  erection  of  a 
two  story  building  for  use  as  an  electric  utility  sub-station :  Calendar 
Number  519-63-BZ :  Premises  1001-1015  Amsterdam  Avenue,  east 
side  from  Cathedral  Parkway  to  West  109th  Street  165-175  West 
109th  Street,  Block  1864,  Lot  1  and  Part  of  Lot  9,  Borough  of 
Manhattan. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Helman 
rendered  the  following  decision  : 

“The  matter  will  therefore  be  remanded  to  the  Board  for  further 
proceedings,  including  a  further  hearing  if  the  board  determines 
such  hearing  necessary,  at  the  conclusion  of  which,  the  board 
shall  state  its  finding  of  fact  and  set  forth  in  its  determination, 
the  section  or  sections  and  subdivision  or  subdivisions  of  the 
zoning  resolution  or  other  statutory  authority  upon  which  it 
predicates  its  action. 

Settle  order  on  notice.” 

(N.  Y.  Law  Journal,  July  15,  1964,  pages  7  and  8 

The  Appellate  Division,  First  Judicial  Department,  by  Breitel, 
P.J. ;  Breitel,  Rabin,  Valente  and  McNally,  JJ.  ruled: 

°lr17+  Y‘  Housing  and  Redevolopment  Board 
•  121.  Matter  of  Betanzos  (Foley — Motions  granted  to 
the  following  extent:  granting  leave  to  petitioners  to  appeal 
a" \TreS1^n<^en.’  ®oar^  Standards  and  Appeals  of  the  City 
of  New  York,  is  granted  permission  to  cross-appeal  on  the  issue 
refened  to  in  its  affidavit  on  the  motion  ;  staying  the  execution 
and  enforcement  of  the  order  of  the  Supreme  Court,  New  York 
County,  entered  on  September  14,  1964,  pending  the  hearing 
and  determination  of  the  appeal,  on  condition  that  the  ap¬ 
pellants  procure  the  record  on  appeal  and  appellants’  points 
to  be  served  and  filed  on  or  before  December  8,  1964,  with  notice 
of  argument  for  the  January,  1965,  term  of  this  court;  con¬ 
solidating,  for  purposes  or  argument  only,  the  instant  appeal 
with  the  appeal  from  the  order  granting  the  motion  to  strike 
petitioner’s  replies ;  and  dispensing  with  the  printing  of  all 
original  exhibits  in  so  far  as  they  consist  of  photographs,  draw¬ 
ings,  plans,  diagrams  and  renderings  on  conditions  that  the 

( Continued  on  page  1496) 


1141-61-BZ,  1865-61-BZ,  528-64-BZ,  689-64-BZ,  394- 
60-BZ,  471-60-BZ,  477-60-BZ,  683-60-BZ  and  7-52-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  De¬ 
cember  7,  1965,  Affecting  Calendar  Numbers — 751-64- 
A,  943-64-A,  961-64-A,  991-64-A,  1022-64-A,  1049-64-A, 
1101-64-A,  1136-64-A,  1144-64-A,  1145-64-A,  1154-64- 
A,  11 60-64- A,  11 63-64- A,  135-65-A,  634-65-A,  635-65-A, 
636-65-A,  637-65-A,  638-65-A,  639-65-A,  640-65-A,  641- 
65-A,  642-65-A,  643-65-A,  644-65-A,  645-65-A,  646-65- 
A,  647-65-A,  909-65-A,  929-65-A,  971-65-A,  998-65-A, 
102 1-65 -A,  1071-65-A,  1159-64-A,  739-63-A,  435-64-A, 
883-64-A,  979-64- A,  1060-64-A,  1108-64-A,  1137-64-A, 
1181-64-A,  1183-64-A,  1026-65-A,  1055-65-A,  1056-65- 
A  and  1079-65-A. 

Correction  Affecting  Calendar  Numbers  —  272-52-BZ 
and  931-64-A. 


1465 


CALENDAR 


DOCKET 

New  Cases  Filed  Up  to  December  7,  1965 

Cal.  No.  Dept.  Premises  Affected 

1206-65-A — F.D. — 1294-1330  Metropolitan  Avenue  and 
175-217  Scott  Avenue,  southwest  corner,  Block  2953,  Lot 
1,  Borough  of  Brooklyn,  F.D.  Order  3831-5  re  Sprinkler 
System. 


1207-65-BZ — B.B. — 1823  Haring  Street,  east  side,  183 
feet  south  of  Avenue  R,  Block  6837,  Lot  73,  Borough  of 
Brooklyn,  Alt.  No.  1658-5  re  One  Family  Residence, 
Sections  23-141,  23-49,  54-31  Zoning  Resolution. 


1208-65-A — B.B. — 1823  Haring  Street,  east  side,  183  feet 
south  of  Avenue  R,  Block  6837,  Lot  73,  Borough  of 
Brooklyn,  Alt.  No.  1658-5  re  Ventilation,  first  floor,  Sec¬ 
tion  5.1.4.3c  Administrative  Code. 


1209-65-BZ — B.Bx. — 3512-3516  Baychester  Avenue,  east 
side,  100.15  feet  north  of  Boston  Road,  Block  4895,  Lot 
16,  Borough  of  The  Bronx,  Alt.  No.  655-65  re  Class  A 
Multiple  Dwelling  and  Accessory  parking,  Sections  11- 
112,  21-00  and  36-44  Zoning  Resolution. 


1210-65-BZ — B.Bx. — 2884  Middletown  Road,  south  side, 
71.27  feet  west  of  Edison  Avenue,  Block  5389,  Lot  24, 
Borough  of  The  Bronx,  Alt.  No.  740-65  re  Three  Family 
Dwelling,  Sections  11-112  and  54-31  Zoning  Resolution. 


1211-65-A — B.Bx. — 2884  Middletown  Road,  south  side, 
71.27  feet  west  of  Edison  Avenue,  Block  5389,  Lot  24, 
Borough  of  The  Bronx,  Alt.  740-65  re  Three  Family 
Dwelling,  Section  9  Multiple  Dwelling  Law. 


1212-65-SM — Safe  Hardware,  Division  of  Ernhart  Cor¬ 
poration,  Safe  Wide-Angle  Door  Viewer  #2149,  manu¬ 
factured  by  Safe  Hardware,  Material. 


1213-65-BZ — B.B. — 975-997  Atlantic  Avenue,  north  side, 
238  feet,  8  inches  west  of  Classon  Avenue,  114-126  Lef- 
ferts  Place,  Block  2019,  Lot  65,  Borough  of  Brooklyn, 
Alt.  No.  215-65  re  One  story  enlargement,  Sections  22- 
00,  44-11,  44-581  Zoning  Resolution. 


1214-65-A — B.B. — 975-997  Atlantic  Avenue,  north  side, 
238  feet,  8  inches  west  of  Classon  Avenue,  114-126  Lef- 
ferts  Place,  Block  2019,  Lot  65,  Borough  of  Brooklyn, 
Alt.  215-65,  re  Enclosure  wralls,  Section  C26-422  and 
C26-241.0  Administrative  Code. 


1215-65-BZ — B.B. — 516  Bay  Ridge  Parkway,  south  side, 
103.8  feet  east  of  Fifth  Avenue,  Block  5942,  Lot  13,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  2079-65  re  Law  Office  and 
Library,  Sections  33-26  and  33-121  Zoning  Resolution. 


1216-65-A — B.B. — 516  Bay  Ridge  Parkway,  south  side, 
103.8  feet  east  of  Fifth  Avenue,  Block  3942,  Lot  13,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  2079-65  re  2  legal  means  of 
egress,  C26-273.0  Administrative  Code. 


1217-65-A — F.D. — 19  Murray  Street,  north  side,  125  feet 
11  inches  east  of  Church  Street,  Block  134,  Lot  6,  Bor¬ 


ough  of  Manhattan,  F.D.  Order  169-5  re  Sprinkler  Sys¬ 
tem. 


1218-65-BZ — B.Bx. — 2173  Grand  Concourse,  west  side, 
180.73  feet,  north  of  East  181st  Street,  Block  3162,  Lot 
40,  Borough  of  The  Bronx,  Alt.  No.  750-65  re  Store  and 
Public  restaurant,  Sections  11-112,  22-00,  etc.,  Zoning 
Resolution. 


1219-65-A — B.M. — 902-904  Third  Avenue,  west  side,  49.7 

feet  south  of  East  55th  Street,  Block  1309,  Lots  37  and 
38  Borough  of  Manhattan,  Alt.  No.  1465-60,  re  Change 
of  use,  Sections  C26-185.0  (a)  and  C26-254.0  Adminis¬ 
trative  Code. 


1220-65-A — F.D. — 106-110  Seventh  Avenue,  west  side,  52 
feet,  11%  inches  south  of  17th  Street,  206  West  17th 
Street,  Block  766,  Lot  12,  Borough  of  Manhattan,  F.D. 
Order  4182-5  re  Sprinkler  System. 


1221-65-BZ— B.Bx. — 867  Concourse  Village,  west  side, 
49.1  feet,  south  of  East  161st  Street,  Block  2459,  Lot  50, 
Borough  of  The  Bronx,  N.B.  1166-65  re  One  Story  and 
Mezzanine  Store,  Section  22-10  Zoning  Resolution. 


1222-65-BZ — B.Q. — 71-02  113th  Street,  south  west  corner 
of  71st  Avenue,  Block  2246,  Lot  41,  Forest  Hills,  Borough 
of  Queens,  Alt.  No.  1663-65,  re  School,  Sections  24-11, 
24-50  and  24-30  Zoning  Resolution. 


1223-65-A— F.D. — 118  Hudson  Street,  east  side,  22  feet 
south  of  North  Moore  Street,  Block  189,  Lot  20,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  3150-5  re  Sprinkler  Sys¬ 
tem. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION. 

(Filed  pursuant  to  Section  11-324) 

1738-BZY — Vol.  II— B.M.— 2850  Eighth  Avenue,  N.B. 
69-61. 


997-BZY— Vol.  II— B.M.^115,  417,  421  East  93rd  St., 
N.B  80-61. 


998-BZY— Vol.  II— B.M.— 1834  Eighth  Avenue,  N.B.  81- 
61. 


999-BZY— Vol.  II— B.M.-^H)3,  407  East  93rd  Street,  N.B. 
82-61. 


3002-BZY — VoL  II— B.M.— 2654-60  Eighth  Avenue,  N.B. 
230-59. 


3003-BZY— Vol.  II— B.M. -2674-80  Eighth  Avenue,  N.B. 
231-59. 


3004-BZY — VoL  II— B.M.— 2692-2700  Eighth  Avenue, 
N.B.  232-59. 
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1163-BZY— Vol. 

2057-61. 

II — B.Q. — 39-60  S.W.  54th  Street 

,  N.B. 

3919-BZY — Vol.  II — B.Q. — 148-54  231st  Street, 
7880-61. 

N.B. 

2798-BZY— Vol. 

6752-61. 

III — B.B. — 415  Stratford  Road, 

N.B. 

3931-BZY — VoL  II — B.Q. — 148-41  231st  Street, 
7871-61. 

N.B. 

3609-BZY— Vol. 

7580-61. 

III— B.Q.— 157-17 

129th 

Avenue, 

N.B. 

1247-BZY — Vol.  Ill — B.B. — 77-95  Livingston  Street,  N.B. 
3934-61. 

3920-BZY — VoL 

7861-61. 

II— B.Q.— 148-11 

231st 

Street, 

N.B. 

312-BZY — Vol.  Ill — B.Q. — 110-17  Queens  Blvd., 
8877-61. 

N.B. 

3921-BZY— Vol. 
7862-61. 

II— B.Q.— 148-15 

231  st 

Street, 

N.B. 

316-BZY — Vol.  Ill — B.M. — 208-14  Central  Park 
N.B.  32-61. 

So., 

392a-BZY— VoL 

7863-61. 

II-hB.Q.— 148-17 

231st 

Street, 

N.B. 

313-BZY — Vol.  Ill — B.M. — 341-343  East  75th  Street, 
N.B.  237-61. 

3923-BZY — VoL 

7864-61. 

II— B.Q.— 148-21 

231st 

Street, 

N.B. 

2579-BZY — Vol.  Ill — B.Bx. — 33  East  233rd  Street., 
2411-61. 

N.B. 

3924-BYZ— Vol. 

7865-61. 

II— B.Q.— 148-23 

231st 

Street, 

N.B. 

1547-BZY — Vol.  II — B.B. — 1166  East  54th  Street, 
3916-61. 

N.B. 

3925-BZY— Vol. 

7866-61. 

II— B.Q. -148-27 

231st 

Street, 

N.B. 

1548-BZY — Vol.  II — B.B. — 1199  East  53rd  Street, 
3915-61. 

N.B. 

3926-BZY — VoL 

7867-61. 

II— B.Q.— 148-29 

231st 

Street, 

N.B. 

1549-BZY— Vol.  II— B.B.— 1200  East  53rd  Street, 
3914-61. 

N.B. 

3927-BZY— Vol. 

7868-61. 

II— B.Q.— 148-23 

231st 

Street, 

N.B. 

1550-BZY— Vol.  II— B.B.— 1275  East  51st  Street, 
3913-61. 

N.B. 

3912-BZY— Vol. 

7876-61. 

II— B.Q.— 148-34 

231st 

Street, 

N.B. 

1551-BZY— Vol.  II— B.B.— 1270  East  51st  Street, 
3912-61. 

N.B. 

3928— BZY— Vol. 

7869-61. 

II— B.Q.— 148-35 

231st 

Street, 

N.B. 

1552-BZY— Vol.  II— B.B.— 1805  Utica  Avenue, 

6043-61. 

N.B. 

3939-BZY— Vol. 

7870-61. 

II— B.Q.— 148-39 

231st 

Street, 

N.B. 

1553-BZY— Vol.  II— B.B.— 1728-1782  Utica  Avenue, 
3917-61. 

N.B. 

3913-BZY— Vol. 

7875-61. 

II— B.Q.— 148-36 

231st 

Street, 

N.B. 

946-BZY— Vol.  II— B.B.— 2102-2128  Ralph  Avenue, 

3914-BZY— Vol. 

7874-61. 

II— B.Q.— 148-40 

231st 

Street, 

N.B. 

32-BZY— Vol.  Ill— B.M.— 1533-47  York  Avenue, 
10-61. 

N.B. 

3915-BZY — Vol.  II — B.Q. — 148-42  231st  Street.  N.B. 
7873-61. 


31-BZY— Vol.  Ill— B.M.— 1511-1517  York  Avenue,  N.B. 
11-61. 


3916-BZY — Vol.  II — B.Q. — 148-46  231st  Street,  N.B. 
NONE. 


60-BZY— Vol.  Ill— B.R.— 640  Willowbrook,  N.B.  1408- 
61. 


3917-BZY— Vol.  II— B.Q -148-48  231st  Street  NB  1590-BZY— Vol.  Ill— B.R.— 2375  Richmond  Road,  N.B. 

7878-61.  ’  '  '  1716-61. 


3918-BZY— Vol.  II— B.Q. -148-52  231st  Street,  N.B.  3771-BZY— Vol.  Ill— B.R.— 132  Flagg  Place,  N.B. 
7879-61.  2423-61. 
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3775-BZY— Vol. 
2431-61. 

Ill— B.R.— 148 

Flagg 

Place, 

N.B. 

3777-BZY— Vol. 

2435-61. 

III— B.R.— 156 

Flagg 

Place, 

N.B. 

3994-BZY— Vol. 

2470-61. 

III— B.R.— 2107 

Richmond  Road, 

N.B. 

795t-BZY — Vol. 

2220-61. 

III— B.R.— 2160 

Hylan 

Blvd.,. 

N.B 

3692-BZY— Vol. 

III— B.R.-^150 

Hylan 

Blvd., 

N.B. 

2251-61. 


67-BZY — Vol.  Ill— B.R.— 20  Cliff  Street,  N.B.  2294-61. 


4277-BZY— Vol. 

19-61. 

Ill— B.R.- 

—67  Olympia 

Blvd.,  ALT. 

3694-BZY— Vol. 

2123-61. 

III— B.R.- 

-3090 

Hylan 

Blvd.,  N.B. 

3695-BZY— Vol. 

2124-61. 

III— B.R.- 

-3100 

Hylan 

Blvd.,  N.B. 

3859-BZY — Vol.  Ill — B.M. — 516-520  First  Avenue,  N.B. 
25-27. 


3860-BZY— Vol.  Ill— B.M.— 145-151  West  100th  Street, 
N.B.  69-57. 


3970-BZY — Vol.  Ill — B.Bx. — Bronx  Municipal  Hospital 
Center,  N.B.  1649-59. 


3972-BZY— Vol.  Ill— B.Q.— 125-01  Queens  Blvd.,  N.B. 
441-54. 


3974-BZY— Vol.  Ill— B.Q.^102  Beach  169th  Street, 
N.B.  2588-59. 


1845-BZY— Vol.  II— B.M.— 1505  Park  Avenue,  N.B. 
240-60. 


1846-BZY — Vol.  II — B.M. — 1760  Lexington  Avenue,  N.B. 
241-60. 


1851-BZY — VoL  II— B.M.— 1405  Park  Avenue,  N.B. 
245-60. 


3061-BZY— Vol.  Ill— B.M.— 201  West  102nd  Street, 
N.B. -227-61. 


2990-BZY— Vol.  II— B.B.— 3040  West  24th  Street,  N.B. 

2589-61. 


2991-BZY— Vol.  II— B.B.— 2410  Surf  Avenue,  N.B. 
2587-61. 


2992-BZY— Vol.  II— B.B.— 3021  West  25th  Street,  N.B. 

2588-61. 


2458-BZY— Vol.  Ill— B.Bx.— 724  East  140th  Street,  N.B. 
154-55. 


1867-BZY— Vol.  Ill— B.M. —201 -207  East  25th  Street, 
N.B.  181-61. 


1212-BZY — Vol.  II — B.Bx. — 775  Morris  Avenue,  N.B. 

1644-61. 


1213-BZY — Vol.  II — B.Bx. — 779  Morris  Avenue,  N.B. 

1645-61. 


1214-BZY — Vol.  II — B.Bx. — 800  Sheridan  Avenue,  N.B. 

1646-61. 


1215-BZY — Vol.  II — B.Bx. — 890  Sheridan  Avenue,  N.B. 

1647-61. 


1216-BZY — Vol.  II — B.Bx. — 780  Sheridan  Avenue.  N.B. 

1648-61. 


1217-BZY — Vol.  II — B.Bx. — 773  Morris  Avenue,  N.B. 

1649-61. 


1218-BZY — Vol.  II — B.Bx. — 777  Morris  Avenue,  N.B. 
1651-61. 


973-BZY — Vol.  II — B.Bx. — 1270  Webster  Avenue,  N.B. 
1178-61. 


974-BZY — VoL  II— B.Bx.— 420  East  169th  Street,  N.B. 
1279-61. 


1847-BZY— Vol. 

N.B.  242-60. 


1848-BZY— Vol. 

243-60. 


1849-BZY— Vol. 

N.B.  246-60. 


1850-BZY— Vol. 

244-60. 


II— B.M.— 1740 


II— B.M.— 1485 


II— B.M.— 120 


II— B.M. —1405 


Lexington  Avenue, 

Park  Avenue,  N.B. 

East  110th  Street, 

Park  Avenue,  N.B. 


2969-BZY — Vol.  II — B.M. — 830  Amsterdam  Avenue,  N.B. 
161-61. 


142-BZY— Vol.  II— B.M.— 111-117  West  90th  Street, 
N.B.  203-61. 


143-BZY— Vol.  II— B.M.— 133  West  90th  Street,  N.B. 
204-61. 


144-BZY— Vol.  II— B.M.— 141  West  90th  Street,  N.B. 
205-61. 
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2976-BZ  Y — V ol.  II— B.R.— 159  Alaska  Street,  N.B.  1637- 


2977-BZY — VoL  II — B.R. — 155  Alaska  Street,  N.B. 


2978-BZY — Vol.  II  B.R. — 153  Alaska  Street,  N.B. 

1639-59. 


2979-BZY  Vol.  II — B.R. — 1095  Castleton  Avenue,  N.B. 

1640-59. 


29SO-BZY — Vol.  II — B.R. — 175  Alaska  Avenue,  N.B. 

1641-59. 


2981-BZY — Vol.  II — B.R. — 1111  Castleton  Avenue,  N.B. 

1642-59. 


2982-BZY — Vol.  II — B.R. — 1109  Castleton  Avenue,  N.B. 

1643-59. 


2983-BZY — VoL  II — B.R. — 1097  Castleton  Avenue,  N.B. 

1644-59. 


4257-BZY— Vol. 

N.B.  3002-61. 

Ill— B.R.— 181 

LaGuardia 

Avenue, 

4258-BZY— Vol. 

N.B.  3000-61. 

III— B.R.— 171 

LaGuardia 

Avenue, 

4259-BZY— Vol. 
N.B.  3001-61. 

III— B.R.— 175 

LaGuardia 

Avenue, 

4332-BZY— Vol. 

126-61. 

II— B.M.— 247  East  87th  Street,  N.B. 

3281-BZY— Vol. 

N.B.  512-61. 

II  B.Q. — 448 

Beach 

63rd 

Street, 

3282-BZY— Vol. 

N.B.  511-61. 

II— B.Q.— 450 

Beach 

63rd 

Street, 

3283-BZY— Vol. 
N.B.  510-61. 

II— B.Q.— 454 

Beach 

63rd 

Street, 

3284-BZY— Vol. 

N.B.  509-61. 

II— B.Q.— 456 

Beach 

63rd 

Street, 

3285-BZY— Vol. 

N.B.  508-61. 

II— B.Q. —460 

Beach 

63  rd 

Street, 

3286-BZY— Vol. 

N.B.  507-61. 

II— B.Q.-^62 

Beach 

63rd 

Street, 

3287-BZY— Vol. 

506-61. 

II — B.Q. — 464  Beach  63rd  Street,  N.B. 

3288-BZY— Vol. 

N.B.  505-61. 

II — B.Q. — 468 

Beach 

63rd 

Street, 

3289-BZY— Vol. 

N.B.  2347-63. 

II— B.Q. —433 

Beach 

62nd 

Street, 

3290-BZY— Vol. 

N.B.  2348-63. 

II—B.Q.— 435 

Beach 

62nd 

Street, 

3291-BZY— Vol. 

N.B.  2349-63. 

II — B.Q. — 439 

Beach 

62nd 

Street, 

3292-BZY— Vol. 

N.B.  2350-63. 

II— B.Q.— 441 

Beach 

62nd 

Street, 

3293-BZY— Vol. 

N.B.  2351-63. 

II— B.Q. —445 

Beach 

62nd 

Street, 

3294-BZY— Vol. 

N.B.  2352-63. 

II— B.Q.— 447 

Beach 

62nd 

Street, 

3295-BZY— Vol. 

N.B.  2353-63. 

II— B.Q.— 451 

Beach 

62nd 

Street, 

3296-BZY— Vol. 

N.B.  2354-63. 

II— B.Q.— 453 

Beach 

62nd 

Street, 

3297-BZY— Vol. 

N.B.  2355-63. 

II— B.Q.-^157 

Beach 

62nd 

Street, 

3298-BZY— Vol. 

N.B.  2356-63. 

II— B.Q. —459 

Beach 

62nd 

Street, 

3299-BZY— Vol. 

N.B.  2357-63. 

II— B.Q.— 463 

Beach 

62nd 

Street, 

3300-BZY— Vol. 

N.B.  2358-63. 

II— B.Q.— 465 

Beach 

62nd 

Street, 

3301-BZY— Vol. 

N.B.  2359-63. 

II—B.Q.— 496 

Beach 

62nd 

Street, 

3302- BZY— Vol. 

N.B.  2360-63. 

II— B.Q.— 471 

Beach 

62nd 

Street, 

2756-BZY— Vol.  II— B.Q.— 142-02  84th  Drive,  N.B. 
4761-61. 


Restored  to  Docket 

477-60-BZ — B.Bx. — 1559  Undercliff  Avenue  and  1536- 
1540  Sedgwick  Avenue,  east  side,  1068.43  feet  south 
of  West  176th  Street,  Block  2880,  Lots  29,  43  and  45, 
Borough  of  The  Bronx,  Alt.  190-65,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re¬ 
parking  and  storage  of  motor  vehicles,  residence  use 
district. 


394-60-BZ — B.Bx. — 2903-2907  Valentine  Avenue,  west 
side,  81.15  feet  south  of  East  199th  Street,  Block  3305, 
Lots  45  and  47,  Borough  of  The  Bronx,  Alt.  305-60, 
reopened  for  consideration  as  to  extension  of  term 
of  variance,  re-  parking  and  storage  of  motor  vehicles, 
residence  use  district. 


1469 


CALENDAR 


683-60-BZ— B.Bx.— 2013-2017  Prospect  Avenue,  west 
side,  20  feet  south  of  East  179th  Street,  Block  3093, 
Lots  24,  25  and  26,  Borough  of  The  Bronx,  Alt.  767- 
65,  reopened  for  consideration  as  to  extension  of  term 
of’ variance,  re-  parking  and  storage  of  motor  vehicles, 
residence  use  district. 


471-60-BZ— B.Bx.— 1668  Bryant  Avenue,  east  side,  24.75 
feet  north  of  East  173rd  Street,  Block  3002,  Lot  2, 
Borough  of  The  Bronx,  Alt.  79-60,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  park¬ 
ing  and  storage  of  motor  vehicles,  residence  use  dis¬ 
trict. 


829-64-SM 

APPLICANT— Theodore  T.  Toole  &  Sons  for  AA 
Wire  Products  Co.,  owner  —  lock  or  tee. 


Q01-64-SM 

APPLICANT — R.  E.  Ashley  for  Bethlehem  Steel  Co., 
owner  —  high  strength  alloy  steel  bolt. 


1111-64-SM 

APPLICANT— J.  K.  Hovind  for  National  Gypsum  Co. 
owner  —  gold  bond  fire-shield  gymsum  wallboard. 


RULES 


Arc  and  Gas  Welding  Oxygen 

Cutting  . — • — ••• — 

Cements,  Air  Entrainting  Portland, 
Rules  for  Approval  and  Use  of- 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . . — . 

Certificate  of  Occupancy,  approved 

form  . — 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . . . - 

Concrete  Rules  (Hydrated  Lime)- 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  _.. 
Dry  Cleaning  Establishments  Rules 

Covering  . . — — . — — . - 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings 

Exterior  Veneering  Materials, 

Rules  for  ... — - - 

Factory  Exit  Rules 


Nov.  27,  1956 
April  12,  1955 

Mar.  15,  1955— Vol.  40,  No.  11 
Dec.  28,  1943— Vol.  28,  No.  52A 

Dec.  10,  1962 

Aug.  3,  1937— Vol.  22,  No.  31 
Dec.  15,  1964 
Dec.  15,  1964 


UiOU  Ui 

_ July  20,  1962 


Fire  Alarm  Rules  (Interior) - 

Fire  Drill  Rules  .......... . ............ 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of 

Hatchways  Protection  ............... - 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . . . . 

Insulating  Fibre  Board  Rules  ....... . 

Oil  Burner  Rules  . — 

Opening  Protective  Assemblies, 
Rules  for  Inspection  of  .......... — 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . — - — - 

Procedure,  Rules  of  — 

Smoking  in  Factory,  Rules  for  . — 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  . . 

Sprinkler,  Rules  ........... — . — 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  .... 


Mar.  11,  1952— Vol.  37,  No.  11A 
Feb.  22,  1955 
May  1963 

Dec.  31,  1964 — Vol.  49,  No.53 

Feb.  4,  1965— Vol.  50,  No.  5 
June  5,  1928— Vol.  13,  No.  23 

April  1,  1965— Vol.  50,  No.  13 
Mar.  25,  1952— VoL  37,  No.  13 A 
November  17,  1965 


May  27,  1954 


Mar.  20,  1960 

Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 
June  4,  1964 — Vol.  49,  No.  28 

November  17,  1965 

June  29,  1937— Vol.  22,  No.  26 

Sept.  3,  1946 — VoL  31,  No.  36 


DESIGNATIONS:  D — Department  of  Buildings;  B.B.— Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M.— Department  of  Buildmgs, 
Manhattan;  B.Q.— Department  of  Buildmgs,  Queens;  B-K-— 
Department  of  Buildings;  Richmond;  B.Bx.— Department  of  Build¬ 
ings  Bronx;  H.D.— Health  Department;  F.D.— Fire  Department. 


JANUARY  11,  1966,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  11,  1966,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters; 


1113-64-SM 

APPLICANT— The  Cleveland  Cap  Screw  Company, 
owner  —  cap  screw  high  strength  bolts  with  suitable 
nuts  and  washers. 


179-65-SM 

APPLICANT— Miralon  Plastic  Fabrics  for  Fields 
Plastics  and  Chemicals,  Inc.,  owner  —  flashing  ma¬ 
terial. 


342-65-SM 

APPLICANT — Star  Expansion  Company,  owner  — 
shield  for  anchoring  device. 


343-65-SM 

APPLICANT — Star  Expansion  Company,  owner  — 
compounded  anchor  for  anchoring  device. 


344-65-SM 

APPLICANT— Star  Expansion  Company,  owner  — 
— allow  expansion  shield  for  anchoring  device. 


374-65-SM 

APPLICANT— John  Boyle  &  Company,  Inc.,  owner 
—  flameproofed  canvas. 


454-65-SA 

APPLICANT— Energy  Control  Co.  Inc.,  for  Photo- 
mation,  Inc.,  owner  —  boiler  smoke  detector. 


683-65-SM 

APPLICANT— United  States  Plywood  Corp.,  owner 
—  exterior  veneer  and  siding. 


1158-65-SM 

APPLICANT— Trine  Manufacturing  Corp.,  owner  — 
door  interviewer  or  peephole. 


1200-65-SM 

APPLICANT— The  Dooroscope  Company,  owner  — 
doorviewer  or  peephole. 


586-63-SA 

APPLICANT— Hotpoint,  Division  of  General  Electric 
Company,  owner  —  clothes  washers. 
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971-64-A 

■APPLICANT  Chemical  Specialties  Manufacturers  As¬ 
sociation,  Incorporated,  owner. 

SUBJECT— Application  September  28,  1964  —  Review 
of  Decision  of  Fire  Commissioner  re-  Packaging  and 
transportation  of  Ethylene  Glycol  Base  Anti-Freeze 

^  7°7  (Caps  not  in  accordance  with 

Adm.  Code  Requirements). 

MAX  H.  FOLEY,  Chairmen 


JANUARY  18,  1966,  10  A.M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  January  18,  1966,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.  on 
the  following  matters: 


943-65-BZ 


APPLICANT— Herbst  and  Rusciano  for  Saverio  An- 
tonucci  Maria  Antonucci,  owners. 

SUBJECT— Applicati°n  September  9,  1965  —  decision 
°f  A^0URh  SuPerintendent,  under  Sections  73-211 
^V3 j  2  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  and  R5  district,  the  erection  and  maintenance  of 
an  automotive  service  station  with  accessory  uses  and 
accessory  signs. 


PREMISES  AFFECTED — 4104  White  Plains  Road 
northeast  corner  of  East  229th  Street,  Block  4843,’ 
Lots  39  and  34.  Borough  of  The  Bronx. 


Laid  over  to  January  18,  1966,  for  hearing;  applicant 
to  send  out  new  20-day  notices;  new  owner  on  appli¬ 
cation;  new  drawings. 


931-65-BZ 


APPLICANT  William  A.  Rose  for  National  Board  of 
Young  Mens  Christian  Association,  owner. 

SUBJECT— Application  September  9,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  73-61  of 
the  Zoning  Resolution,  to  permit  in  a  C6-4  district  the 
erection  of  a  stair  tower  for  the  adjoining  building 
that  encroaches  on  the  required  rear  vard. 


P^77I.SIi'ni7-FFuECTED — 56  Reade  Street,  north  side, 
98  feet,  10%  inches  west  of  Broadway,  Block  150,  Lot 
1,  Borough  of  Manhattan. 


Laid 
cants  to 


OVer  Jt(LJ*nuary  18>  1966-  for  hearing;  appli- 
send  20  days  notices. 


932-65-A 

APPLICANT-William  A.  Rose,  Rose,  Beaton,  Corabie 
Dearden  and  Crowe,  for  National  Board  of  the  Young 
Men  s  Christian  Associates,  owner. 

SUBJECT — Application  September  9,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
wood  doors  and  windows. 

PREMISES  AFFECTED — 291  Broadway,  northwest 
corner  of  Reade  Street,  Block  150,  Lot  38,  B  orough  of 
Manhattan. 


812-65-BZ 

APPLICANT — Hector  Ferreras  for  Jens  Petersen 

nwnpr  ’ 


SUBJECT  Application  July  20,  1965  —  decision  of 
u  ®orou8h  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Rl-1  district, 
the  erection  of  a  one  family  dwelling  on  a  corner  lot 
that  encroaches  on  the  required  front  yards. 

PREMISES  AFFECTED — 7  Edgar  Place,  northwest 
corner  of  Richmond  Road,  Block  835,  Lot  200  Gras¬ 
mere,  Borough  of  Richmond. 


954-65-BZ 

APPLICANT  Michael  Alfano  for  Armando  Belfiore 
owner.  ’ 

SUBECT— Application  September  16,  1965  —  decision 
°t  the  Borough  Superintendent,  under  Section  72-21 
ot  the  Zoning  Resolution,  to  permit  in  a  R3-2  dis- 
tnct  the  change  in  occupancy  of  an  existing  two 
family  dwelling  to  a  three  family  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  lot  area  per  room 

PREMISES  AFFECTED — 3250B  Lucerne  Street 
south  side  331  34  feet  east  of  Stadium  Avenue,  Block 
^414,  Lot  19,  Borough  of  The  Bronx. 


995-65-BZ 

APPLICANT— St.  Kevin’s  Roman  Catholic  Church 
owner. 

SUBJECT— Application  September  29,  1965  —  decision 
°f  jth Bor°ugh  Superintendent,  under  Sections  72-21 
and  73-641  of  the  Zoning  Resolution,  and  Section 
ri  fhe  New  York  City  Charter,  to  permit  in  a 
K.5-2  district,  the  enlargement  in  area  of  an  existing 
paiochial  school  that  penetrates  the  sky  exposure 
plane  and  encroaches  on  the  minimum  distance  be¬ 
tween  buildings. 

PREMISES  AFFECTED — 45-40  195th  Street,  north- 

west  corner  of  _  46th  Avenue,  Block  5536,  Lots  1  15 

and  41,  Flushing,  Borough  of  Queens. 


1035-65-BZ 


APPLICANT— Ingram  S.  Carner  for  Carmine  Tulino 
owner. 


SUBJECT— Apphcation  October  13,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
tne  change  in  occupancy  on  an  existing  accessory 
parking  lot  to  a  public  parking  lot. 

PREMISES  AFFECTED — 1549-1551  Dean  Street 
north  side,  99  feet  614  inches  west  of  Troy  Avenue. 
Block  1340,  Lots  49  and  50,  Borough  of  Brooklyn. 


1037-65-BZ 

A  F  7EIfCA  NT— Lama,  Proskauer,  Prober  &  Vassa- 
lotti  for  Kissena  Properties,  Incorporated,  owner. 

SUBJECT— Application  October  13,  1965  —  Appeal 
,orn  a  decision  of  the  Borough  Superintendent,  un- 
uer  Sections  72-21  and  73-42  of  the  Zoning  Resolu- 
tion  to  permit  in  a  Cl-4  and  R4  district,  on  a  plot 
presendy  occupied  with  a  one  story  bank  and  store 
budding,  the  use  of  the  open  area  for  accessory 
parking  extending  into  the  R4  district 

pREMISES  EFFECTED — 71-02  to  71-22  Kissena 
_ouIevard,  150-66  71st  Avenue,  southwest  corner 
Block  6698,  part  of  Lot  1,  Flushing,  Borough  of 
Queens. 
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1108-65-BZ 

APPLICANT — Hurley,  Kearney  &  Lane  for  Sisters  of 
Saint  Joseph,  owner. 

SUBJECT— Application  October  29,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  72- 
21  and  73-641  of  the  Zoning  Resolution  ,and  Section 
666  of  the  City  Charter,  to  permit  in  a  R5  district, 
on  a  plot  presently  occupied  with  a  parochial  school 
the  erection  of  an  accessory  television  tower  that 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 177-21  Wexford  Terrace, 
northwest  corner  of  Edgerton  Boulevard,  Block  9885, 
Lot  8,  Jamaica,  Borough  of  Queens. 


1172-65-BZ 

APPLICANT — Percival  Goodman  for  Board  of  Edu¬ 
cation,  City  of  New  York,  owner. 

SUBJECT — Application  November  19,  1965  ^  —  de¬ 

cision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  73-19  and  73-64  of  the  Zoning  Resolution,  to 
permit  in  a  Id  1-1  district,  the  erection  of  a  three  story 
and  basement  public  school. 

PREMISES  AFFECTED— 126  Atkins  Avenue,  north 
side,  Block  bounded  by  Berriman  Street,  Glenmore 
and  Liberty  Avenues,  Block  3990,  Lots  1,  6,  14,  15, 
33,  36,  1  and  40,  Borough  of  Brooklyn. 


477-60-BZ 

APPLICANT— Fred  R.  Manfredi  for  Cliffsedge 
Realty  Incorporated,  owner. 

SUBJECT— Application  reopened  December  7,  1965 

for  consideration  as  to  extension  of  term  of  variance, 
expired  November  29,  1965  —  decision  of  the  Bor¬ 
ough  Superintendent,  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  to  per¬ 
mit  in  a  residence  use  district,  the  maintenance  of  a 
non  transient  parking  lot  for  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1559  Undercliff  Avenue 
and  1536-1540  Sedgewick  Avenue,  east  side,  1068.43 
feet  south  of  West  176th  Street,  Block  2880,  Lots 
29,  43  and  45,  Borough  of  The  Bronx. 


394-60-BZ 

APPLICANT— DeRose  and  Cavalieri  for  Jack  Rotner, 
ov/ner;  Valentine  Parking  Corporation,  lessee. 

SUBJECT— Application  reopened  December  7,  1965 

for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  expired  October  18,  1965  —  decision  of  the 
Borough  Superintendent,  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution, 
to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 2903-2907  Valentine  Av¬ 
enue,  west  side,  81.15  feet  south  of  East  199th  Street, 
Block  3305,  Lots  45  and  47,  Borough  of  The  Bronx. 


683-60-BZ 

APPLICANT— Harry  Appleman,  owner. 

SUBJECT — Application  reopened  December  7,  1965  for 
consideration  as  to  extension  of  term  of  variante,  ex¬ 
pires  December  13,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 2013-2017  Prospect  Av¬ 
enue,  west  side,  20  feet  south  of  East  179th  Street, 
Block  3093,  Lots  24,  25  and  26,  Borough  of  The 
Bronx. 


471-60-BZ 

APPLICANT— Harry  Kobrin  for  Sidjack  Realty 
Corporation,  owner. 

SUBJECT — Application  reopened  December  7,  1965  — 
for  consideration  as  to  extension  of  tenn  of  vari¬ 
ance,  expired  December  6,  1965  —  decision  of  the 
Borough’  Superintendent,  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 1668  Bryant  Avenue,  east 
side,  24.75  feet  north  of  East  173rd  Street,  Block 
3002,  Lot  2,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  DECEMBER  7,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  November  23,  1965, 
were  approved  as  printed  in  the  Bulletin  of  December  2, 
1965,  Vol.  50,  No.  48. 

377-59-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Improved  New 
York  Properties,  Incorporated,  owner. 


SUBJECT— Application  reopened  November  9,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expired 
March  29,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  maintenance  of  business  signs  on  an  existing 
marquee. 

PREMISES  AFFECTED— 2182-2186  Broadway,  east  side, 
25.9  feet  north  of  West  77th  Street  and  227  West  77th 
Street,  Block  1169,  Lot  17,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  4,  1966,  at 
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10  A.M.  for  decision  as  to  the  term  of  variance.  Applicant 
is  to  file  engineering  report  on  marquee. 


692-65-BZ 

APPLICANT — Henry  Nordheim  for  Nylon  Laundries, 
Inc.,  owner;  Industrial  Laundry,  Inc. 

SUBJECT — Application  June  15,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R7-1  district,  the  construction  of 
an  accessory  parking  facility  for  an  existing  laundry. 

PREMISES  AFFECTED — 1116  Intervale  Avenue,  east 
side,  141.43  feet  north  of  East  167  Street,  1117  Kelly 
Street,  Block  2706,  Lot  10,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition :  Marc  Hermelin  and  Rev.  Ernest  Johnson. 
ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


836-65-BZ 

APPLICANT — Guerino  Salerni  for  Helen  Friedrich,  own¬ 
er  ;  The  Gihon  Corporation,  lessee. 

SUBJECT — Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive  ser¬ 
vice  station  accessory  building  and  the  change  in  occu¬ 
pancy  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 72-28  Queens  Boulevard,  south 
side,  41.21.  feet  west  of  73rd  Street,  72-23  47th  Avenue, 
Block  2446,  Lot  31,  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Guerino  Salerni,  Irwin  Kropf,  Robert  W. 

Maher,  John  C.  Parr  and  Helen  Friedrich. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10.  A.M.  for  decision.  Applicant  is  to  file  revised  plan. 
Hearing  closed. 


837-65-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Elizabeth  R. 

Weilaman,  owner;  Peter  Cooper  Corporation,  lessee. 
SUBJECT  Application  July  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml -5  and  R5  district,  the 
erection  of  a  one  story  expansion  of  an  existing  factory 
extending  into  the  residence  portion  of  the  premises. 
PREMISES  AFFECTED — 3240  Grace  Avenue,  east  side, 
134.48  feet  south  of  Givan  Avenue,  Block  4758,  Lots  53 
and  55,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Leo  Stillman. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  file  revised  draw¬ 
ing.  Hearing  previously  closed. 


910-65-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Charles  Korobow,  owner. 

SUBJECT— Application  September  3,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 


&  72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  C2-3  district,  the 
change  in  occupancy  of  an  existing  garage  with  open  sale 
and  display  of  new  and  used  cars  to  an  automobile  laundry. 

PREMISES  AFFECTED— 1506-1516  Myrtle  Avenue,  336 
Linden  Street,  southeast  corner,  1517-1519  Gates  Avenue, 
Block  3336,  Lot  10,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  decision.  Applicant  to  file  revised  drawing 
and  submit  letter.  Hearing  previously  closed. 


924-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  August  16,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district,  the  enlarge¬ 
ment  in  lot  area  and  floor  area  of  an  existing  automotive 
service  station  previously  granted  by  the  Board  and 
the  installation  of  additional  curb  cuts. 

PREMISES  AFFECTED— 105-04  to  105-24  Flatlands  Ave¬ 
nue,  south  side,  from  East  105th  Street  to  East  106th 
Street,  901-911  East  105th  Street,  902-912  East  106th 
Street,  Block  8213,  Lot  37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  Herbert  Z.  Knobcer  and  Jacob  Green¬ 
berg. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  file  revised  plan ; 
Hearing  closed. 


931-65-BZ 

APPLICANT — William  A.  Rose  for  National  Board  of 
Young  Men’s  Christian  Association,  owner. 

SUBJECT — Application  September  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-61  of  the 
Zoning  Resolution,  to  permit  in  a  C6-4  district  the  erec¬ 
tion  of  a  stair  tower  for  the  adjoining  building  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 56  Reade  Street,  north  side, 
98  feet  10%  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  Vanecek  and  Wolcott  G.  Ely. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1966,  at 
10  .A.M.  for  hearing.  Applicant  is  to  send  twenty-day 
notices. 


932-65-A 

APPLICANT — William  A.  Rose  for  National  Board  of 
the  Young  Men’s  Christian  Associates,  owner. 
SUBJECT — Application  September  9,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Wood  doors 
and  windows. 

PREMISES  AFFECTED — 291  Broadway,  northwest  cor¬ 
ner  of  Reade  Street,  Block  150,  Lot  38,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Robert  Vanecek  and  Wolcott  G.  Ely. 
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ACTION  OF  BOARD — Laid  over  to  January  18,  1966, 
at  10  A.M.  for  hearing  in  conjunction  with  Cal.  No.  931- 
65-BZ. 


942-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Brevoort  Savings 
Bank,  owner. 

SUBJECT — Application  September  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -2  district  in  con¬ 
junction  with  the  erection  of  a  one  story  bank,  the  use 
of  business  signs  within  75  feet  of  a  residence  district 
that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED— 9705-9713  Seaview  Avenue, 
northeast  corner  of  Rockaway  Parkway,  Block  8300,  Lot 
8,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  10  A.M.  for  decision.  Applicant  is  to  file  revised  plan. 
Hearing  closed. 


966-65-BZ 

APPLICANT — Frank  J.  Ross  for  Roberta  Operating  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  21,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R5  district,  the  enlargement  in 
lot  area  of  an  existing  factory  to  provide  for  an  accessory 
loading  platform  and  accessory  parking  on  the  adjoining 
lot. 

PREMISES  AFFECTED — 2323  Haviland  Avenue,  north 
side,  90.37  feet  east  of  Havemeyer  Avenue,  Block  3828, 
Lots  77-81,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  P.  Walpole. 

For  Opposition:  Frank  Lubelli,  Hana  Mamara  and  Sal¬ 
vatore  Versaci. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
10  A.M.  for  decision.  Applicant  is  to  file  drawing  and 
statement  on  five  findings  under  Section  72-21.  Hearing 
previously  closed. 


1044-65-BZ 

APPLICANT — William  Shuldiner  for  McCrory  Corpora¬ 
tion,  owner ;  McCrory-McLellan-Green  Stores  Division  of 
McCrory  Corporation,  lessee. 

SUBJECT — Application  October  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-4  and  Ml-1 
district,  in  an  existing  theatre  and  store  structure,  the 
change  in  occupancy  of  the  theatre  portion  to  a  warehouse 
and  freight  construction  depot. 

PREMISES  AFFECTED — 1936  Boston  Road,  1963  West 
Farms  Road,  southwest  corner,  Block  3016,  Lots  42,  44 
and  50,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  Shuldiner. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965,  at 
10  A.M.  for  inspection  and  decision.  Applicant  is  to  file 
revised  plan.  Hearing  closed. 


271-43-BZ 

APPLICANT — Irwin  Emerman  for  Carbel  Trading  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  November  9,  1965  —  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  March  13,  1955  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Section 
7c  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district  the  maintenance  of  more  than  five  individual 
garages  and  amendment  of  resolution  re  reconstruction 
of  a  garage. 

PREMISES  AFFECTED — 11-17  Schenectady  Avenue  and 
617-627  Herkimer  Street,  northeast  corner,  Block  1701, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - - - 0 

THE  RESOLUTION— 

Whereas,  on  March  13,  1945,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1965,  acting  on  Alt.  Applic.  No.  1429/ 
1965,  reads : 

“2.  On  a  lot  formerly  in  Business  Use  District,  now 
located  in  R-6  district,  and  on  which  the  term  of 
variance  has  expired,  proposed  application  for  exten¬ 
sion  of  term  of  variance  under  Cal.  No.  271-43-BZ 
must  be  referred  to  the  Board  of  Standards  and 
Appeals  for  approval. 

“3.  Arrangement  of  garages  show  on  submitted  plan 
differs  from  arrangement  approved  by  the  Board 
under  Cal.  No.  271-43-BZ.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  13,  1945, 
only  as  to  the  term  of  the  variance,  so  that  as  amended 
it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date,  of 
this  resolution,  and  to  further  amend  the  resolution 
to  permit  the  arrangement  shown  on  drawings  submit¬ 
ted  with  this  application  marked  “Received  August  31, 
1965”,  two  sheets;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.” 


88-55-BZ 

APPLICANT — Henry  Nordheim  for  Ralph  Di  Girolamo, 
owner. 

SUBJECT — Application  reopened  November  3,  1965  —  for 
consideration  as  to  extension  of  term  of  variance,  expired 
November  1,  1965  —  decision  of  the  Borough  Superintend¬ 
ent  .previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  and 
retail  use  district,  the  use  of  existig  structure  at  rear  of 
site  as  a  garage  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 3327  White  Plains  Road,  west 
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side,  246.77  feet  north  of  Rosewood  Street,  Block  4624, 
Lot  49,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein _ 5 

Negative : _ 0 


THE  RESOLUTION— 

Whereas,  on  July  26,  1955,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1965,  acting  on  Alt.  Applic.  No.  11/ 
1955,  reads: 

“1.  Proposed  extension  of  term  of  variance  for  above 
premises  is  contrary  to  B.S.&A.  Cal.  #88-55-BZ 
and  must  be  referred  to  the  Board  for  its  determi¬ 
nation  as  per  Sect.  11-411  of  the  Zoning  Resolution 
(premises  presently  zoned  C-2  in  R-6). 

3.  The  proposed  vehicle  repair  shop  and  garage  in  a 
frame  building  is  contrary  to  C26-254.0  A.C.  and 
B.S.&A.  Cal.  #89-S5-A.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  26,  1955,  as 
amended  through  November  1,  1960,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
resolution,  to  permit  .  .  .  ;  that  other  than  asherein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained.” 


16-58-BZ 

APPLICANT — Ervin  Palmer  for  National  Parking  Sys¬ 
tem,  Incorporated,  owner. 

SUBJECT— Application  reopened  October  19,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  24, _  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  retail  and 
residence  use  district,  the  extension  of  the  present  parking 
lot  from  the  retail  portion  into  the  residence  portion  of 
the  plot. 

PREMISES;  AFFECTED — 443-447  3rd  Avenue,  east  side, 
19.9  feet  south  of  East  31st  Street  and  206  East  31st 
Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Ervin  Palmer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ 5 

Negative: _ _ _  0 

THE  RESOLUTION— 

Whereas,  on  June  24,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions ; 

Whereas,  a  public  hearing  was  held  on  this  application 


on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  7,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  27,  1965,  acting  on  Alt.  Applic.  No.  1499/ 
1965,  reads : 

“Proposed  use  contrary  to  Zoning  Resolution.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  24,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  resolution,  on  condition  that  the  arrangement  of 
the  lot  shall  be  as  shown  on  drawing  filed  with  this 
application  marked  “Received  November  23,  1965”,  one 
sheet ;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained.” 


66-60-BZ 

APPLICANT — Victor  E.  Block  for  Louis  Rifkin,  owner. 
SUBJECT— Application  reopened  November  9,  1965  for 
consideration  as  to  extension  of  term  of  variance,  expired 
June  1,  1965  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  maintenance  of  a  parkig  lot  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 17  Bennett  Avenue,  east  side, 
178.9  feet  north  of  West  181st  Street,  Block  2180,  Lot 
91,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Victor  E.  Block. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . .  5 

Negative:  . . . . . . . . . .  o 

THE  RESOLUTION— 

Whereas,  on  July  1,  I960,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  21,  1965,  acting  on  Alt.  Applic.  No.  1702/ 
1965,  reads : 

“1.  Proposed  public  parking  lot  for  the  parking  &  stor¬ 
age  of  20  motor  vehicles  passenger  type  located  in 
an  R7-2  use  District  is  contrary  to  Sect.  22-10  of 
the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  1,  1960,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


808-65-BZ 

APPLICANT — Charles  M.  Spindler  for  William  Meyers, 
owner. 


1475 


MINUTES 


SUBJECT— Application  July  16,  1965  —  decision  of  the 
Borough  Superintendent  under  Section  73-42  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Ml-2  and  R7-1  district,  the 
erection  of  an  enclosed  berth  and  curb  cut  for  an  existing 
factory  that  extends  into  the  residence  portion  of  the 
premises. 

PREMISES  AFFECTED— 60-82  Washington  Street  and 
66-76  Front  Street,  southwest  corner,  Block  45,  Lot  101, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative _ _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  December  7,  1965 ;  hearing  closed ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  7,  1965,  acting  on  B.N.  Application  962/1965, 
reads : 

“1.  The  proposed  enclosed  loading  platform  constitutes 
an  enlargement  and  as  such  increases  the  degree  of 
non-compliance  of  the  bldg,  with  respect  to  floor 
area  and  is  contrary  to  Sect.  54-31  of  Z.R.  and  43- 
12  Z.R. 

2.  The  portion  of  the  proposed  enclosed  loading  plat¬ 
form  which  extends  into  the  residence  portion  of 
the  lot  is  contrary  to  Sect.  77-12  and  22-00  of  the 
Z.R. 

3.  The  proposed  open  loading  berths  within  the  resi¬ 
dence  portion  of  the  lot  and  within  60  ft.  of  the 
residence  district  boundary,  and  the  proposed  curb- 
cuts  within  the  residence  portion  of  the  lot  and 
within  30  feet  of  the  residence  district  boundary  is 
contrary  to  Sect.  77-12,  44-583  and  22-00  of  the  Z.R. 

4.  The  proposed  structural  alteration  to  a  non-conform¬ 
ing  use,  is  contrary  to  Sect.  52-22  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-42  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be.  and  it  hereby  is  granted  under  Section  73-42,  to 
permit  in  an  Ml-2  and  R7-1  district,  the  construction  of  a 
loading  berth  and  curb  cut  for  an  existing  factory  that  ex¬ 
tends  into  the  residence  portion  of  the  premises,  on  condition 
that  the  work  shall  conform  to  drawings  filed  with  this 
application  marked  ‘‘Received  July  16,  1965”,  4  sheets;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with ;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


923-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Harry  Noren, 
owner. 


SUBJECT— Application  August  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  Cl -2  district,  the 
enlargement  in  area  and  rearrangement  of  an  .  existing 
automotive  service  station  with  accessory  uses  including 
the  parking  of  none  cars  previously  granted  by  the  Board. 
PREMISES  AFFECTED— 634-640  86th  Street,  southwest 
corner  of  Battery  Avenue,  Block  6055,  Lots  21,  22,  23, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  - - - - - - - ; —  3 

Negative:  Commissioner  Fox  and  Commissioner  Klein  ..  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  7,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1965,  acting  on  Alt.  Applic.  1633-1965, 
reads : 

“1.  The  proposed  enlargement  within  a  Cl -2  district  of 
the  existing  non-conforming  gasoline  station,  and 
the  proposed  enlargement  of  the  lot,  to  be  used  for 
automotive  service  station,  washing,  minor  repairs 
within  bldg,  and  parking  for  9  cars,  is  contrary  to 
Sect.  52-40  of  the  Zoning  Resolution. 

2.  The  proposed  use  of  Parking  for  9  cars  in  conjunc¬ 
tion  with  an  automotive  service  station  is  contrary 
to  the  definition  of  an  automotive  service  station 
and  is  contrary  to  Sect.  12-10  of  the  Zoning  Resolu¬ 
tion. 

3.  The  proposed  structural  alteration  to  an  existing 
non-conforming  use  is  contrary  to  Sect.  52-22  of  the 
Zoning  Resolution. 

4.  The  proposed  rearrangement  of  exist,  curb  cuts  and 
the  addition  of  curb  cuts  on  86th  Street,  and  the 
rearrangement  of  the  exist,  gasol.  pumps  and  the 
addition  of  2  more  gasol.  pumps  and  the  relocation  of 
the  post  standard  and  sign  is  contrary  to  Article  V 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  11-412,  to 
permit  in  a  Cl-2  district,  the  enlargement  in  area  and  re¬ 
arrangement  of  an  existing  automotive  service  station  with 
accessory  uses,  including  the  parking  of  nine  cars  previ¬ 
ously  granted  by  the  Board,  on  condition  that  the  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  August  13,  1965”,  4  sheets;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


930-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Ethel  Latt  and 
Herman  Kaplan,  owners. 
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SUBJECT — Application  September  2,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  11-412 
and  73-50  of  the  Zoning  Resolution,  to  permit  in  a  C8 
district,  the  reconstruction  of  an  automotive  service 
station  previously  granted  by  the  Board  with  an  acces¬ 
sory  budding  that  encroaches  on  the  required  yard  along 
the  district  boundary  and  with  a  sign  that  exceeds  the 
permitted  projection  beyond  the  building  line. 
PREMISES  AFFECTED — 2125-2131  Jerome  Avenue, 
southwest  corner  of  West  181st  Street,  Block  3192,  Lots 
42  and  46,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  5 

Negative:  . . .  0 

THE  RESOLUTION: 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  December  7,  1965 ;  hearing  closed ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1965,  acting  on  N.B.  Applic.  717/1965, 
reads : 

“4.  Proposed  new  sign  and  existing  sign  which  project 
more  than  18"  beyond  the  street  line  are  contrary 
to  Sect.  32-652  of  the  Zoning  Resolution. 

5.  Proposed  new  building  without  the  required  30  foot 
rear  yard  along  the  coincident  Residence  District 
boundary  at  the  rear  lot  line  is  contrary  to  Sect. 
33-292  of  the  Zoning  Relosution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
11-412  and  73-50  of  the  Zoning  Resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Sections  11-412  and 
73-50,  to  permit  in  a  C-8  district,  the  reconstruction  of  an 
automotive  service  station,  previously  granted  by  the  Board, 
with  an  accessory  building  that  encroaches  on  the  required 
yard  along  the  district  boundary  and  with  a  sign  that  ex¬ 
ceeds  the  permitted  projection  beyond  the  building  line, 
on  condition  that  the  work  shall  conform  to  drawings  filed 
with  this  application  marked  "Received  September  2,  1965," 

3  sheets  and  "November  30,  1965",  one  sheet  revised ;  on 
further  condition  that  a  brick  wall  5  feet  6  inches  high  shall 
be  constructed  along  the  West  181st  Street  building  line  to  a 
point  10  feet  east  from  the  west  lot  line;  that  the  vent 
lines  shall  be  located  on  the  south  wall  of  the  accessory 
building;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


940-65-BZ 

APPLICANT— Robert  Gottlieb  for  Del  Balso  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 


the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
relocation  of  an  existing  two  story  building  to  this  site 
and  the  change  in  occupancy  to  business  offices. 
PREMISES  AFFECTED — 2303  Lacombe  Avenue,  north¬ 
east  corner  of  Havameyer  Avenue,  Block  3540,  Lot  5, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  Gottlieb  and  Anthony  Del  Balso. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative,:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative :  Commissioner  Fox  _ i 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
°n  November  23,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  7,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1965,  acting  on  Alt.  Aplic.  581/1965 
reads :  ’ 


!•  Proposed  office  building  Use  Group  6  with  acces- 
sory  parking  for  4  motor  cars  in  yard,  in  an  R-5 
zone  is  contrary  to  Sects.  11-111  &  22-00  of  the  Z.R. 

2.  There  are  no  bulk  regulations,  nor  regulations  for 
accessory  parking  or  loading  &  unloading  berths  for 
a  non-conforming  use  of  the  Z.R.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there- 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/ or  unnecessary  hardship. 


nc  solve  a,  mat  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-5  district 
the  relocation  of  an  existing  two-story  building  to  this  site 
and  the  change  in  occupancy  to  business  offices,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  September  10,  1965",  7  sheets 

and4-PecePber,  2’  1965”,  one  sheet  additional;  on  further 
condition  that  there  shall  be  no  signs  shown  on  the  build¬ 
ing  ;  that  all  laws,  rules  and  regulations  applicable  shall  be 
comp hed  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


941-65-A 

APPLICANT— Robert  Gottlieb  for  Del  Balso  Construe- 
tion  Corporation,  owner. 

SUBJEPJ— Application  September  10,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction,  stud  partitions,  stair  enclosure  etc. 

PREMISES  AFFECTED — 2303  Lacombe  Avenue,  north¬ 
east  corner  of  Havemeyer  Avenue,  Block  3540,  Lot  5 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  Gottlieb  and  Anthony  Del  Balso. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative :  Commissioner  Fox  - - -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1965  on  Alt.  Applic.  581-65,  reads : 

3.  Proposed  use  of  stud  brg.  partitions  in  a  commercial 
bldg,  is  contrary  to  Sect.  8.7.1. 1. 

4.  Provide  1  hr.  stair  enclosure  and  terminate  at 
street  Sections  6.4. 1.8.1.  &  6.4.1.11.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  August  26,  1965,  acting  on  Alt.  Applic.  581-65, 
Objection  Nos.  3  and  4,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  all  of  the  requirements  in  the  resolution  adopted  by 
the  Board  this  day  under  Calendar  Number  940-65-BZ  shall 
be  complied  with. 


946-65-BZ 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer  for 
Queens  Syndicate  Company,  owner ;  House  of  Bagels 
Incorporated,  lessee. 

SUBJECT — Application  September  13,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Cl-2  district,  at  an  existing  bak¬ 
ery,  the  addition  of  incidental  delivery  of  surplus  baking 
products. 

PREMISES  AFFECTED— 64-01  to  64-23  108th  Street, 
northeast  corner  of  64th  Road,  Block  2170,  Lot  1,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  J.  Meltzer. 

For  Opposition :  Philip  Kaplan. 

ACTION  OF  BOARD — Aplication  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox  - - - - — - - -  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1965,  acting  on  Alt.  Applic.  472/1964, 
reads : 

“1.  Proposed  incidental  delivery  of  stale  baked  goods 
constitutes  a  wholesale  establishment,  Use  Group  7 C, 
and  is  not  permitted  as  of  right  in  a  Cl-2  district 
and  is  contrary  to  Section  32-15  of  the  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  Cl-2  district, 


at  an  existing  bakery,  the  addition  of  incidental  delivery 
of  surplus  baked  products,  on  condition  the  building  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  September  13,  1965,"  nine  sheets ;  on  the  further  con¬ 
dition  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with;  and  that  a  Certificate  of  Occupancy 
be  obtained  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  11:50  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 
TUESDAY,  DECEMBER  7,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

855-25-BZ — Vol.  Ill 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  November 
4,  1965  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7 a  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  dis¬ 
trict,  the  reconstruction  of  an  existing  gasoline  service 
station  and  the  extension  of  the  uses  to  include  lubritor- 
ium,  office,  minor  auto  repairs  with  hand  tools  only,  and 
the  parking  and  storage  of  cars  awaiting  service. 
PREMISES  AFFECTED— 6778  to  6782  (6782  official) 
Hylan  Boulevard,  southeast  corner  of  Page  Avenue, 
Block  7734,  Lots  13  and  19,  Tottenville,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  5 

Negative :  _ _ _ _ _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  November  8,  1961,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  January  22, 
1963;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  4,  1964;  and 
Whereas,  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  8,  1961, 
as  amended  through  November  4,  1964,  only  as  to  the  time 
to  complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1459/61) 


429-29-BZ— Vol.  II 

APPLICANT — Irwin  Emerman  for  4801  Kings  Highway 
Corporation,  owner ;  Texaco,  Incorporated,  lessee. 
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SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  November 
17,  1965  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7c  and  21 
of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  lubritorium,  sales  and  storage  and 
accessory  uses,  the  proposed  work  will  provide  an  addi¬ 
tional  gas  pump  and  relocate  the  curb  cuts. 

PREMISES  AFFECTED— 4801-4809  Kings  Highway, 
northwest  corner  of  Avenue  H,  Block  7732,  Lot  8,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 

Commissioner  Fox  and  Commissioner  Becker  . .  4 

Negative:  Commissioner  Klein  . . . . . .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  bzy  the  Board  on 
November  21,  1961,  on  certain  conditions  ;and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  17,  1964;  and 

Whereas,  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  21,  1961, 
as  amended  through  November  17,  1964,  only  as  to  the  time 
to  complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  1481/61) 


625-53-BZ — Vol.  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Vellodrome  Gas  Station,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expires  December 
8,  1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7f,  7e  and  7i, 
of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  car  wash,  minor  auto  repairs, 
office,  parking  and  storage  of  motor  vehicles  for  a  stated 
term  of  fifteen  (15)  years. 

PREMISES  AFFECTED — 1043-1059  McDonald  Avenue 
and  101-111  Foster  Avenue,  northwest  corner,  Block  5246, 
Lots  1  and  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . . . . . .  5 

Negative:  - - - - - - - - - - -  _  o 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  28,  1958,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  December  8,  1964 ;  and 


Whereas  the  applicant  requested  a  further  extension 
ot  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  amend  the  resolution  adopted  on  October  28  1958 
as  amended  through  December  8,  1964,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu- 

taine;d”  (N  B.  M86/56f ''  °f  °CCUpancy  sW1  b<=  <*- 


1141-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Bernard  Siegel 
owner.  8  ’ 

SUBJECT  Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  October  14 
1"  ,  ~  decision  of  the  Borough  Superintendent;  previ- 
ously  granted  on  condition,  under  Sections  7f,  7i  and  7A 
ot  the  Zoning  Resolution,  permitting  in  a  business  use 
hstrict,  the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  minor  auto  repairs,  non-auto¬ 
matic  car  wash  and  the  parking  and  storage  of  motor 
vehicles,  with  business  signs  and  entrances  within  75  feet 
ot  the  residence  use  district 

PREMISES  AFFECTED — 2375-2387  (2377  official)  Jer- 

northwest  corner  of  West  184th  Street 
Block  3199,  Lot  118,  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  - 

Negative: _ _ _ _  n 

THE  RESOLUTION— 

N^emWAS28th1SQA1PPHCati0^  -VaS  gr^ed  the  Board  on 
iNovember  28,  1961,  on  certain  conditions;  and 

andVHEREAS'  ^  resolution  was  amended  on  June  23,  1964; 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  14,  1964;  and 

of^ff,A\.the  requested  ’a  further  extension 

ot  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  adopted  on  November  28  1961 
as  amended  through  October  14,  1964,  only  as  to  the  time 
to  complete  the  work  and  obtain  a  Certificate  of  Occupancy 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  776/61) 


1865-61-BZ 

APPLICANT— Albert  Melniker  for  Catherine  Costa,  own¬ 
er. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  November 
4,  l  ob  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7c  and  21  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis- 
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trict,  the  maintenance  of  the  premises  for  accessory  patron 
parking,  to  the  proposed  retail  stores  located  in  the  retail 
district. 

PREMISES  AFFECTED— 2160  Hylan  Boulevard,  east 
side,  block  front  between  Midland  Avenue  and  Zwicky 
Avenue,  Block  3691,  Lot  1,  Grant  City,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Dorothy  Melniker. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  _ —  4 

Negative :  Commissioner  Fox  - - -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  24,  1962,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  4,  1964;  and 
Whereas,  the  resolution  was  amended  on  November  4, 
1964;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolutio  nadopted  on  July  24,  1962,  as 
amended  through  November  4,  1964,  only  as  to  the  time 
to  complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B. 2220/61) 


528-64-BZ 

APPLICANT — Burke  and  Groh  for  C.B.S.  Realty  Cor¬ 
poration,  owner ;  Bay  Chevrolet,  Incorporated,  lessee. 
SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Sup¬ 
erintendent;  previously  granted  on  condition,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  Rl-2 
district,  the  erection  of  a  two  story  enlargement  to  an 
existing  auto  showroom  and  service  station,  previously 
granted  by  the  Board. 

PREMISES  AFFECTED— 234-04  to  240-02,  Northern 
Boulevard,  southwest  corner  of  Alameda  Avenue,  Block 
8167,  Lots  1,  286  and  293,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh  and  Herbert  H.  Warman. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _ 5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  this  aplication  was  granted  by  the  Board  on 
July  21,  1964,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  11,  1965;  and 

Whereas,  the  resolution  was  amended  on  November  17, 
1964 ;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  21,  1964,  as 
amended  through  May  11,  1965,  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  redesign  and 
rearrange  the  building,  including  a  reduction  in  the 
floor  area  heretofore  permitted,  such  changes  shall  be 
permitted  on  condition  that  the  work  shall  be  done  in 
accordance  with  revised  drawings  of  proposed  condi¬ 
tions  filed  with  this  application  dated  November  8,  1965, 
five  sheets,  and  December  3,  1965,  three  sheets ;  and  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  775/64) 


689-64-BZ 

APPLICANT — H.  I.  Feldman  for  Marvin  S.  Winter,  Ber¬ 
nard  Greenberg  and  Jerome  L.  Green,  owners. 
SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Sup¬ 
erintendent;  previously  granted  on  condition,  under  Sec¬ 
tions  73-63  and  72-21  of  the  Zoning  Resolution,  permitting 
in  a  C6-3  district,  the  extension  of  an  existing  factory 
building  by  the  addition  of  floor  area  within  an  existing 
building  that  increases  the  degree  of  non-compliance. 
PREMISES  AFFECTED— 141-155  East  25th  Street,  north 
side,  109  feet  west  of  Third  Avenue,  140-156  East  26th 
Street,  Block  881,  Lot  31,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  H.  I.  Feldman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  ..... _ _ _ 3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  27,  1964,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  5,  1965 ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  27,  1964, 
as  amended  through  October  5,  1965,  by  adding  thereto: 
“that  the  requirement  to  obtain  a  Certificate  of  Occu¬ 
pancy  is  hereby  deleted  from  the  resolution  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Alt. 
727/64) 


394-60-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Jack  Rotner, 
owner ;  Valentine  Parking  Corporation,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  October  18, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  of  the  passenger 
type  on  a  non-transient  basis  for  a  period  of  five  (5) 
years. 

PREMISES  AFFECTED — 2903-2907  Valentine  Avenue, 
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west  side,  81.15  feet  south  of  East  199th  Street,  Block 
3305,  Lots  45  and  47,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  18,  1966,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ ___ _ _ _  5 

Negative: . .  .  0 


471-60-BZ 

APPLICANT — Harry  Kobrin  for  Sidjack  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  December 
6,  1965  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1668  Bryant  Avenue,  east  side, 
24.75  feet  north  of  East  173rd  Street,  Block  3002,  Lot 
2,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Kobrin. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  18,  1966,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 


477-60-BZ 

APPLICANT — Fred  R.  Manfredi  for  Cliffsedge  Realty 
Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expired  November 
29,  1965  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district 
the  maintenance  of  a  non  transient  parking  lot  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1559  Undercliff  Avenue  and 
1536-1540  Sedgwick  Avenue,  east  side,  1068.43  feet  south 
of  West  176th  Street,  Block  2880,  Lots  29,  43  and  45, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Fred  R.  Manfredi. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  18,  1966,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative  :  _ _ ~ _  a 


683-60-BZ 

APPLICANT — Harry  Appleman,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance,  which  expires  December 
13,  1965  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  parking1  lot  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  pleasure 
cars  only. 

PREMISES  AFFECTED — 2013-2017  Prospect  Avenue, 
west  side,  20  feet  south  of  East  179th  Street,  Block  3093’ 
Lots  24,  25  and  26,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harry  Appleman. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  18,  1966,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  __  5 

Negative:  -  - - -  n 


7-52-A 

APPLICANT — Glamorene,  Incorporated,  owner. 

SUBJECT — Application,  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  a  decision  of 
the  Fire  Commissioner  re-  Packaging  of  combustible 
mixture  known  as  Ulamorene”  (Cleaner  for  floor  cover¬ 
ing)  in  glass  containers  of  one  gallon  and  one-half  gallon 
capacity,  in  .New  York  City  (containers  not  in  conformity 
with  Administrative  Code  requirements) ;  previously 
granted  on  condition. 

APPEARANCES— 

For  Applicant:  Clayton  Hulsh. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE — 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . . .  __  5 

Negative:  . . . . . . . . .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  11,  1952,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  January  26, 
1954;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  11,  1952  as 
amended  through  January  26,  1954,  by  adding  thereto :  ’ 
“that  in  view  of  the  statement  by  the  applicant  that 
there  has.  been  no  significant  change  in  the  product, 
the  containers,  the  method  of  packaging,  or  the  con- 
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struction  of  the  cartons,  the  trade  name  of  the  product 
may  be  changed  to  *Glamorene  Dry  Cleaner  For  Rugs  , 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Fire  Dept.  Folder  No.  122-1607) 


Adjourned:  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  DECEMBER  7,  1965,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

751-64-A 

APPLICANT— Yeshivas  Ahavas  Israel,  owner. 
SUBJECT— Application  July  13,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 6-8  Lee  Avenue,  west  side,  46 
feet  south  of  Clyner  Street,  Block  2173,  Lot  35,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Rabbi  Juda  Lichtenstein. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - — — — . . — - -  5 

Negative: - - - — — - -  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  16,  1964  and  June  15,  1964  on  Order 
No.  0296-4,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  stairs  and  halls  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
per  Chapt.  26-1336.0  Admin.  Code 
OR 

discontinue  use  of  Rooms  #1  and  2  on  third  floor 
(which  have  no  secondary  means  of  Egress). 

C19-161.0a  Admin.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  16,  1964,  and  June  15,  1964,  acting 
on  Order  No.  0296-4  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  a  drawing  filed 
with  this  application  marked  “Received  June  28,  1965,” 
one  sheet;  on  the  further  condition  that  a  fire  escape  bal¬ 
cony  shall  be  constructed  at  the  second  floor  level  from 
Room  #2  to  Room  #1  at  the  west. 


943-64-A 

APPLICANT — Joseph  Lau  for  Famous  Equities  Incor¬ 
porated,  owner. 

SUBJECT — Application  September  18,  1964  —  Appeal 


from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 40  West  8th  Street,  south  side, 
60  feet  5  inches  west  of  MacDougal  Street,  Block  553, 
Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  J.  Hyman. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - — - — —  5 


Negative: 


0 


TtTP  RF^nT.TTTTON- 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  23  and  September  11,  1964  on  Order  No. 
4135-4,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar  arranged  and  equipped  as  per 
Chapt.  26,  Art.  16,  Adm.  Code. 


Ch.  19.161,0a  Adm.  Code. 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  23,  1964,  and  _  September  11,  1964, 
acting  on  Order  No.  4135-4,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  co-ndition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  September  18, 
1964,”  four  sheets;  on  the  further  condition  that  an  auto¬ 
matic  fire  alarm  with  central  office  connection  be  installed 
throughout  the  cellar,  and  that  sprinkler  heads  be  installed 
in  the  kitchen  and  dressing  room,  fed  from  the  domestic 
water  supply. 


961-64-A 

APPLICANT— Philip  P.  Agusta  for  Parsco  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 155-31  Jamaica  Avenue,  north¬ 
west  comer  of  Parsons  Boulevard,  Block  9754,  Lot  34, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - 5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  25,  1962  and  August  24,  1964  on 
Order  No.  4840-2,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
in  cellar  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Ch.  26-1372.0b,  09- 
161.0a  Admin.  Code.” 

and 
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Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  25,  1962,  and  August  24,  1964, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  the  building  conforms  to 
drawings  filed  with  this  application  marked  “Received  Sep¬ 
tember  24,  1964,”  five  sheets. 


991-64-A 

APPLICANT — Elliot  Saltzman  for  Joseph  J.  Gluckman, 
trustee  for  M.E.,  S.M.,  and  C.M.  Shapiro,  owner ;  Chemi¬ 
cal  Specialties  Company,  lessee. 

SUBJECT — Application  September  28,  1964  —  Appeal 
from  orders  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  screens  on  windows  1st  floor. 

PREMISES  AFFECTED — 51-55  Nassau  Avenue,  68-74 
Guernsey  Street,  northeast  corner,  Block  2644,  Lot  45, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Elliot  Saltzman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition  on 
Order  No.  1078-4,  Objection  No.  1. 

THE  VOTE  TO  GRANT  on  Order  No.  1078-4,  Objec- 
tional  No.  1. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _  5 

Negative: _ _ _ _  q 


THE  RESOLUTION— 

_  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  26,  1964  and  August  28,  1964  on 
Order  No.  1078-4  reads: 

(Order  No.  1078-4) 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chapt. 
26-1336.0  Admin  Code.  Section  280  Labor  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  26,  1964,  and  August  28,  1964, 
acting  on  Order  No.  1078-4,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings  filed 
with  this  application  marked  ‘Received  September  28,  1965,’ 
seven  sheets ;  on  the  further  condition  that  a  sprinkler  sys¬ 
tem  shall  be  installed  in  the  three  storage  valuts  in  the  cel¬ 
lar,  fed  from  the  domestic  water  supply;  that  an  automatic 
alarm  with  central  office  connection  shall  be  installed 
throughout  the  building. 

ACTION  OF  BOARD — Appeal  denied  on  Order  No.  0785- 
5,  Objection  No.  2. 

THE  VOTE  TO  GRANT  On  Order  No.  0785-5,  Objection 
No.  2. 

Affirmative: _ „ _ _ _ 0 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein _ 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 


sioner,  dated  January  28,  1965,  on  Order  No.  0785-5  reads: 

(Order  No.  0785-5) 

“2.  Arrange  screen  on  windows  on  1st  floor  so  as  to 
be  readily  movable  or  removable  from  the  inside 
in  such  a  manner  as  to  afford  the  free  and  unob¬ 
structed  use  of  such  windows  for  purpose  of  egress. 
Section  272,  Labor  Law.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  free  egress  through  the 
windows  in  question  is  necessary. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  28,  1965,  acting  on  Order  No.  0785-5,  Objec¬ 
tion  No.  2,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


1022-64-A 

APPLICANT — David  Balzam  for  Golnat  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  October  16,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 4015-4027  Queens  Boulevard, 
northwest  corner  of  41st  Street,  Block  189,  Lot  45,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  David  Balzam. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

Negative:  _ _ _  o 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  22,  1962  and  October  15,  1964  on 
Order  No.  1678-2,  reads : 

“1-  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  cellar,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Ch. 
26-1372.3b  C19-161.0a  Admin.  Code, 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  22,  1962,  and  October  15,  1964, 
acting  on  Order  No.  1678-2,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings  filed 
with  this  application  marked  ‘Received  October  16,  1964,’ 
five  sheets;  on  the  further  condition  that  a  non-automatic 
sprinkler  system  and  an  automatic  fire  alarm  with  central 
office  connection  be  installed  throughout  the  cellar  of  the 
building. 


1049-64-A 

APPLICANT — A.  L.  Seiden  for  Meyer  Fish,  owner. 

SUBJECT — Application  October  22,  1964  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re-  iron 
shutters. 

PREMISES  AFFECTED — 145-147  Bowery,  east  side, 
60.6  feet  south  of  Broome  Street,  Block  423,  Lot  9,  Bor¬ 
ough  of  Manhattan. 
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appearances— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative :  -  ® 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  2,  1964  and  October  20,  1964  on  Order 
No.  3783-4,  reads: 

“1.  Repair  or  replace  the  defective  shutters  with  proper 
iron  shutters  at  all  openings  in  the  exterior  wall 
which  are  distant  in  a  direct  line  less  than  30  feet 
from  any  opening  in  any  other  building  and  not  in 
the  same  plane  with  said  openings  or  which  are  not 
more  than  50  feet  above  a  neighboring  roof  at  East 
side  of  building  or  other  approved  protection,  as 
per  Chapter  26-649.0  Administrative  Code,  Ch.  19- 
161.0a  Admin.  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  2,  1964,  and  October  20,  1964,  acting 
on  Order  No.  3783-4,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conform  to  drawings  filed  with  this 
application  marked  ‘Received  October  22,  1964’,  six  sheets, 
and  ‘November  30,  1965’,  one  sheet,  except  that  the  windows 
in  the  rear  wall  shall  not  be  sealed;  that  all  other  laws, 
rules  and  regulations  shall  be  complied  with. 


1101-64-A 

APPLICANT — Goldwater  and  Flynn  for  Carol  Manage¬ 
ment  Corporation,  owner. 

SUBJECT — Application  November  5,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 86-98  Park  Avenue,  28-42 
40th  Street,  southwest  corner,  31-39  East  39th  Street, 
Block  869,  Lots  30,  31,  32,  34,  44,  and  48,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  L.  R.  Colman. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  - - - 5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  4  and  October  26,  1964  on  Order  No. 
2193-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system  in 
cellar  and  sub-cellar  Or  extend  sprinkler  system 
to  cover  entire  cellar  and  sub-cellar,  having  at  least 
one  source  of  water  supply,  arranged  and  equipped 
as  per  Chapt.  26-1372.3b. 

Ch.  19.161.0a  Adm.  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  4,  1964,  and  October  26,  1964,  acting 
on  Order  No.  2193-3,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
cm  condition  the  building  conform  to  drawings  filed  with 
this  application  marked  ‘Received  January  8,  1965,”  three 
sheets ;  on  the  further  condition  that  the  wet  automatic 
sprinkler  system  shall  be  extended  from  the  garage  to  cover 
the  halls  in  the  cellar  and  sub-cellar. 


1136-64-A 


APPLICANT — Donald  D.  Fisher  for  85  Mercer  Street 
Incorporated,  owner. 

SUBJECT — Application  November  17,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 85-87  Mercer  Street,  west  side, 
151  feet  south  of  Spring  Street,  Block  485,  Lot  25,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher  and  Frank  Needed. 
For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _ _ _ _ _ 3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 


THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  14  and  October  20,  1964  on  Order 
No.  4825-4,  reads: 


“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19.161.0a  Adm.  Code.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  14,  1964,  and  October  20,  1964, 
acting  on  Order  No.  4825-4,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  ‘Received  November  17, 
1964,’  four  sheets ;  on  the  further  condition  that  a  non¬ 
automatic  sprinkler  system  shall  be  installed  in  the  cellar, 
and  an  automatic  fire  alarm  system  with  central  office  con¬ 
nection  be  installed  throughout  the  building,  and  that  the 
boiler  shall  be  enclosed  with  masonry  walls  and  a  fireproof 
self-closing  door. 


1144-64-A 

APPLICANT — Hurley,  Kearney  and  Lane  for  St.  Nicho¬ 
las  of  Tolentine  Roman  Catholic  Church  of  Queens, 
owner. 

SUBJECT — Application  November  17,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  Para¬ 
pet  Walls  and  access  to  roof. 

PREMISES  AFFECTED — 150-69  to  150-75  Goethals  Ave- 
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nue,  80-14  Parsons  Boulevard,  northwest  corner,  Block 
6713,  Lot  41,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  E.  Murphy,  Reverend  John  Touhey 
and  Robert  Stickle. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ _ 5 

Negative: _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  13,  1964  on  N.B.  Applic.  214-62,  reads : 

“3.  Provide  a  parapet  wall  at  least  3'-6"  high  same 
thickness  of  wall  immediately  below  for  church  area 
required  under  Sect.  ch.  26-444.0  Ad.  Code. 

4.  Provide  access  to  roof  as  per  Sec.  10.12.8— Ch.  26- 
667.0  of  the  Ad.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  13,  1964,  acting  on  N.B. 
Applic.  214-62,  Objection  No.  3  and  4,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conform  to  drawings  filed  with  this 
application  marked  ‘Received  November  17,  1964,’  seven 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


1145-64-A 

APPLICANT — Ralph  Associates  Company,  owner. 
SUBJECT — Application  November  18,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 1930-1956  Ralph  Avenue,  west 
side,  164  feet  south  of  Flatlands  Ave.,  Block  7763,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _ 4 

Negative:  Commissioner  Fox  ... _  ] 

THE  RESOLUTION— 

.  W hereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  24  and  November  2,  1964  on  Order 
No.  475-4,  reads : 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chapt. 
26-1336.0  Administrative  Code. 

C19-161.0a  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  24,  1964,  and  November  2,  1964, 


acting  on  Order  No.  475-4,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conform  to  drawings  filed 
with  the  application  marked  ‘Received  November  18,  1964/ 
four  sheets ;  on  the  further  condition  that  a  wet  automatic 
sprinkler  system  shall  be  installed  throughout  the  cellar 
of  the  building. 


1154-64-A 

APPLICANT — Randolph  J.  Seifert  for  The  Anderson 
Company,  owner. 

SUBJECT — Application  November  19,  1964  —  Packaging 
of  Inflammable  Mixture  known  as  ANCO  GLASS 
CLEANER  CONCENTRATE  in  6  oz.  glass  containers 
(not  in  accordance  with  Administrative  Code  requirements.) 
APPEARANCES— 

For  Applicant:  Louis  P.  Jacobs. 

For  Administration:  Lt.  J.  P.  Manfredi;  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _  5 

Negative: _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  22,  1964  on  Folder  No.  122-2881,  reads: 

“This  application  has  been  disapproved  as  you  are  re¬ 
questing  to  market  this  Flammable  Mixture  product 
in  a  six  (6)  ounce  glass  container.  Please  note  that 
Sec.  C19-59.0  of  the  Administrative  Code,  City  of  New 
York  clearly  limits  the  packaging  of  Flammable  Mix¬ 
tures  in  glass  containers  to  four  (4)  ounce  bottles.” 
and 

Whereas,  the  appeal  has  been  considered  and  the  con¬ 
tainer  examined  by  Board. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  22,  1964,  actin  gon  Folder  No.  122-2881,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  containers  shall  be 
identical  with  the  sample  submitted  to  the  Board ;  that  these 
containers  shall  be  packed  six  to  a  corrugated  carton ;  that 
the  cartons  shall  have  a  bursting  strength  of  200  pounds ; 
and  that  each  container  shall  be  labeled  to  the  satisfaction 
of  the  Fire  Commissioner. 


11 60-64- A 

APPLICANT — Herman  E.  Horwood  for  215  West  29th 
Street  Corporation,  owner. 

SUBJECT — Application  November  19,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 215  West  29th  Street,  north 
side,  167  feet  west  of  7th  Avenue,  Block  779,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  L.  B.  Santangelo. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _  0 

Negative :  Chairman  Foley,  _  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 
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THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  22,  1964  on  Order  No.  5519-4,  reads : 
“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Ch.  19. 161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load  and 
inaccessibility  for  fire-fighting. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  22,  1964,  acting  on  Order  No. 
5519-4,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


11 63-64- A 

APPLICANT — Arthur  Paul  Hess  for  Lillian  F.  Schlein 
and  Edna  F.  Cohen,  owners. 

SUBJECT — Application  November  18,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  kept  in  readiness. 

PREMISES  AFFECTED— 252-254  West  38th  Street 
South  side,  275  feet  east  of  Eighth  Avenue,  Block  787, 
Lot  70,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Clarence  C.  Nathan. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative: _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  14  and  November  18,  1964  on 
Violation  Order  No.  A933452,  reads: 

“1.  Have  at  least  one  elevator  kept  in  readiness  for  im¬ 
mediate  use  of  the  Fire  Dept.,  during  all  hours  of 
the  day  or  night,  including  holidays  and  Sundays 
and  competent  man  to  operate  same  at  all  times.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  because  of  the  need  to  have  one 
elevator  kept  in  readiness  for  the  Fire  Department. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  14  and  November  18,  1964,  act¬ 
ing  on  Viol.  Order  No.  A933452,  Objection  No.  1,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


135-65-A 

APPLICANT — Sunbeam  Corporation  for  Rowenta  Metal- 
lwarenfabrik  GmbH,  (commonly  known  as  Rowenta), 
owner. 

SUBJECT — Application  February  8,  1965  —  Packaging  of 
Flammable  Mixtures  known  as  ROWENTA  BUTANE 
products  in  plastic  containers  not  in  accordance  with  Ad¬ 
ministrative  Code  requirements. 

APPEARANCES— 

For  Applicant :  Kenneth  L.  Everett. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . .  .  5 

Negative:  — — — - — - - —  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Department,  dated 
January  6,  1965,  on  Folder  No.  122— Pending,  reads: 
“Please  be  advised  that  your  application  to  market  a 
‘BUTANE’  product  packaged  in  a  plastic  container  in 
New  York  City  is  disapproved. 

Under  Chapter  19  —  Article  9  of  the  Administrative 
Code,  City  of  New  York,  metal  or  glass  containers 
must  be  used  to  package  FLAMMABLE  MIXTURES. 
Under  Chapter  19 — Article  17  of  the  Administrative 
Code,  City  of  New  York,  only  metal  containers  are  per¬ 
mitted  for  compressed  gases. 

If  your  product’s  sole  identification  will  be  ‘BUTANE’ 
then  it  shall  be  classified  as  a  compressed  gas  and  the 
container  requirements  as  stated  in  09-91. 13.d  will 
apply. 

However,  if  this  product’s  label  shall  identify  it  as 
‘ROWENTA’  then  it  shall  be  classified  as  a  FLAM¬ 
MABLE  MIXTURE  and  the  container  requirements 
C19.59.0.C  apply. 

Whereas,  the  appeal  has  been  considered  and  the  con¬ 
tainer  examined  by  the  Board. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  6,  1965,  acting  on  Folder  No.  122 — Pending, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  containers  shall  be 
identical  with  the  sample  submitted  to  the  Board;  that  12- 
twin  packs  of  containers  shall  be  packed  in  one  carton ; 
that  the  cartons  shall  have  a  bursting  test  strength  of  200 
pounds  per  square  inch;  that  the  containers  shall  be  labeled 
and  stored  to  the  satisfaction  of  the  Fire  Commissioner. 


634-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 12  Scranton  Street,  south  side, 
89.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot  56, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1965  on  N.B.  Applic.  2116-63,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
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of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  5,  1965,  acting  on  N.B.  Applic.  2116-63, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  theGeneral 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  conform  to  drawing  filed 
with  this  appeal  marked  ‘Received  June  3,  1965’,  one  sheet; 
on  further  condition  that  the  sidewalk,  curb,  curb  cuts, 
street  paving  and  grades  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways,  and  that  a  Cer¬ 
tificate  of  Occupancy  shall  be  obtained. 


635-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 15  Scranton  Street,  north  side, 
106.72  feet  east  of  Fingerboard  Road,  Block  3188,  Lot  18, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
datedMay  5,  1965  on  N.B.  Applic.  1609-63,  reads : 

“!•  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1965,  acting  on  N.B.  Applic.  1609-63,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawing  filed  with  this 
appeal  marked  ‘Received  June  3,  1965’,  one  sheet;  on  fur¬ 
ther  condition  that  the  sidewalk,  curb,  curb  cuts,  street  pav¬ 
ing  and  grades  shall  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained. 


636-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT  Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 18  Scranton  Street,  south  side, 
149.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot  53,’ 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ 5 

Negative:  ■  _ __  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1965  on  N.B.  Applic.  2121-63,  reads: 

“1.  Certificate  of  occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not 
included  in  the  official  map  of  the  City  of  New 
York  and  is  contrary  to  Art.  Ill,  Para.  36,  of  the 
General  City  Law  as  amended.” 

and 

W hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  5,  1965,  acting  on  N.B.  Applic.  2121-63, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  herebyis granted 
on  condition  that  the  building  shall  conform  to  drawing 
filed  with  this  appeal  marked  ‘Received  June  3,  1965’,  one 
sheet ;  on  further  condition  that  the  sidewalk,  curb,  curb 
cuts,  street  paving  and  grades  shall  be  in  accordance  with 
the  standards  of  the  Department  of  Highways;  and  that 
a  Certificate  of  Occupancy  shall  be  obtained. 


637-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 22  Scranton  Street,  south  side, 
249.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot 
55,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative  :  _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1965  on  N.B.  Applic.  2120-65,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  5,  1965,  acting  on  N.B.  Applic.  2120-65, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawing 
filed  with  this  appeal  marked  ‘Received  June  3,  1965’,  one 
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sheet;  on  further  condition  that  the  sidewalk,  curb,  curb 
cuts,  street  paving  and  grades  shall  be  in  accordance  with 
the  standards  of  the  Department  of  Highways ;  and  that  a 
Certificate  of  Occupancy  shall  be  obtained. 


638-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 25  Scranton  Street,  north  side, 
216.47  feet  east  of  Fingerboard  Road,  Block  3188,  Lot 
16,  Grasmere  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative:  _ _ — —  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  N.B.  Applic.  873-63,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965,  acting  on  N.B  .Applic.  873-63,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawing  filed  with  this 
appeal  marked  ‘Received  June  3,  1965’,  one  sheet;  on  con¬ 
dition  that  the  sidewalk,  curb,  curb  cuts,  street  paving  and 
grades  shall  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  and  that  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained. 


639-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 28  Scranton  Street,  south  side, 
289.58  feet  east  of  Fingerboard  Road,  Block  3189,  Lot  57, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 


dated  May  5,  1965  on  N.B.  Applic.  2119-63,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  offocial  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  5,  1965,  acting  on  N.B.  Applic.  2119-63,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawing  filed  with  this 
appeal  marked  “Received  June  3,  1965’,  one  sheet ;  on  fur¬ 
ther  condition  that  the  sidewalk,  curb,  curb  cuts,  street 
paving  and  grades  shall  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained. 


640-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  3,  1965  —  Filed  pursuant,  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 29  Scranton  Street,  north  side, 
256.47  feet  east  of  Fingerboard  Road,  Block  3188,  Lot  12, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - .  5 

Negative:  - 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  N.B.  Applic.  874-63,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  4,  1965,  acting  on  N.B.  Applic.  874-63,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condi¬ 
tion  that  the  building  shall  conform  to  drawing  filed  with 
this  appeal  marked  ‘Received  June  3,  1965,’  one  sheet;  on 
further  condition  that  the  sidewalk,  curb,  curb  cuts,  street 
paving  and  grades  shall  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained. 


641-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes,  In¬ 
corporated,  owner. 
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SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 32  Scranton  Street,  south  side, 
277.75  feet  west  of  Providence  Street,  Block  3189,  Lot  59, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _ _  5 

Negative: _ __ _ _  o 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  N.B.  Applic.  882-63,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  4,  1965,  acting  on  N.B.  Applic.  882-63, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  “Received  June  3,  1965”,  one 
sheet;  on  further  condition  that  the  sidewalk,  curb,  curb 
cuts,  street  paving  and  grades  shall  be  in  accordance  with 
the  standards  of  the  Department  of  Highways;  and  that 
a  Certificate  of  Occupancy  shall  be  obtained. 


642-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 33  Scranton  Street,  north  side, 
221.37  feet  west  of  Providence  Street,  Block  3188,  Lot 
10,  Grasmere,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE- 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965,  on  N.B.  Applic.  876-63,  reads: 

“1.  Certificate  of  occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  Gen¬ 
eral  City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 


the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  4,  1965,  acting  on  N.B.  Applic.  876-63, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  conform  to  drawing 
filed  with  this  appeal  marked  ‘Received  June  3,  1965”,  one 
sheet;  on  further  condition  that  the  sidewalk,  curb,  curb 
cuts,  street  paving  and  grades  shall  be  in  accordance  with 
the  standards  of  the  Department  of  Highways;  and  that 
a  Certificate  of  Occupancy  shall  be  obtained. 


643-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 36  Scranton  Street,  south  side, 
22.75  feet  west  of  Providence  Street,  Block  3189,  Lot  61, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _  5 

Negative: _ Q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  N.B.  Applic.  883-63,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  4,  1965,  acting  on  _  N.B.  Applic.  883-63, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Lavv,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  marked  ‘Received  June  3,  1965’,  one 
sheet;  on  further  condition  that  the  sidewalk,  curb,  curb 
cuts,  street  paving  and  grades  shall  be  in  accordance  with 
the  standards  of  the  Department  of  Highways ;  and  that  a 
Certificate  of  Occupancy  shall  be  obtained. 


644-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 37  Scranton  Street,  north  side, 
181.37  feet  west  of  Providence  Street,  Block  3188,  Lot  8, 
Grasmere,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - -  5 

Negative: - -  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  N.B.  Applic.  875-63,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  4,  1965,  acting  on  N.B.  Applic.  875-63,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  marked  “Received  June  3,  1965”,  one  sheet;  on 
further  condition  that  the  sidewalk,  curb,  curb  cuts,  street 
paving  and  grades  shall  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained. 


645-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 43  Scranton  Street,  north  side, 
85  feet  west  of  Providence  Street,  Block  3188,  Lot  4, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  N.B.  Applic.  870-63,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not 
included  in  the  official  map  of  the  City  of  New 
York  and  is  contrary  to  Art.  Ill,  Para.  36,  of  the 
General  City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent^  dated  May  4,  1965,  acting  on  N.B.  Applic.  870-63. 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 


City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted r 
on  condition  that  the  building  shall  conform  to  drawing 
filed  with  this  appeal  marked  ‘Received  June  3,  1965’,  one 
sheet;  on  further  condition  that  the  sidewalk,  curb,  curb 
cuts,  street  paving  and  grades  shall  be  in  accordance  with 
the  standards  of  the  Department  of  Highways;  and  that  a 
Certificate  of  Occupancy  shall  be  obtained. 


646-65-A 

APPLICANT — Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 44  Scranton  Street,  south  side, 
162.75  feet  west  of  Providence  Street,  Block  3189,  Lot  65, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - 5 

Negative: - 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  N.B.  Applic.  885-63,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  4,  1965,  acting  on  N.B.  Applic.  885-63,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawing  filed  with  this 
appeal  marked  ‘Received  June  3,  1965’,  one  sheet;  on  fur¬ 
ther  condition  that  the  sidewalk,  curb,  curb  cuts,  street 
paving  and  grades  shall  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained. 


647-65-A 

APPLICANT— Hector  Ferreras  for  Lovely  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  3,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 55  Scranton  Street,  northwest 
corner  of  Providence  Street,  Block  3188,  Lot  1,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ 5 

Negative:  - - - - - - 0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1965  on  N.B.  Applic.  871-63,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  offocial  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  Gen¬ 
eral  City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  4,  1965,  acting  on  N.B.  Applic.  871-63,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawing  filed  with  this 
appeal  marked  “Received  June  3,  1965”,  one  sheet;  on 
further  condition  that  the  sidewalk,  curb,  curb  cuts,  street 
paving  and  grades  shall  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained. 


909-65-A 

APPLICANT — Edward  J.  Mathews  for  Skidmore,  Ow- 
ings  and  Merrill  for  140  Broadway  Company,  owner. 
SUBJECT — Application  September  2,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  exit  pas¬ 
sageway. 

PREMISES  AFFECTED — 31-37  Nassau  Street,  77-83 
Cedar  Street,  128-146  Broadway,  56-70  Liberty  Street, 
Entire  Block,  Block  48,  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  E.  J.  Mathews. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  30,  1965  on  N.B.  Applic.  79-64,  reads: 

“C-7  Bank  space  opening  on  first  floor,  onto  exit  passage¬ 
way  from  elevators  to  street  contrary  to  C26-289.0 
A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  30,  1965,  acting  on  N.B.  Ap¬ 
plic.  79-64,  Objection  No.  C-7,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  first  floor  of  the  building  conforms  to  the  drawing  filed 
with  this  application  marked  ‘Received  December  2,  1965,' 
one  sheet. 


929-65-A 

APPLICANT — Samuel  J.  Kisseloff  for  Langen  and  Wind 
Properties,  Incorporated,  owner;  Langen  and  Wind  Color 
Laboratories,  lessee. 

SUBJECT — Application  September  11,  1965  —  Appeal  from 


a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction — factory  and  egress. 

PREMISES  AFFECTED — 265  Madison  Avenue,  21  East 
39th  Street,  northeast  corner,  Block  869,  Lot  24,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox _ 1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  24,  1965  on  Alt.  Applic.  305-63,  reads : 

“14.  Proposed  factory  use  for  a  building  exceeding  4 
stories  in  height  is  contrary  to  270  of  L.L. 

15.  Provide  two  means  of  egress  as  per  270  L.L.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  i,n  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  August  24,  1965,  acting  on  Alt.  Applic.  305-63, 
Objection  Nos.  14  and  15,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  marked  ‘Received 
September  1,  1965’,  7  sheets;  on  further  condition  that  a 
non-automatic  sprinkler  system  shall  be  installed  in  the 
cellar  and  first  floor ;  that  an  automatic  fire  alarm  system 
with  central  office  connection  shall  be  installed  throughout 
the  building;  and  that  a  Labor  Law  fire  escape  shall  be 
constructed  on  the  west  end  of  the  building  on  the  39th 
Street  side. 


971-65-A 

APPLICANT — Harry  M.  Prine  for  755  Park  Avenue  Cor¬ 
poration,  owner ;  Gibbons-Hollyday  and  Ives,  Incorpor¬ 
ated,  agents. 

SUBJECT — Application  September  22,  1965  —  Review  of 
decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  —  Class  A  conversion. 

PREMISES  AFFECTED-75 1-755  Park  Avenue,  102 
East  72nd  Street,  southeast  corner,  Block  1406,  Lot  69, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  M.  Prince  and  Arthur  N.  Barker. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ _  5 

Negative: - _ - - -  q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  24,  1965  on  Alt.  Applic.  559-59,  reads : 

“A-3  Objection  sustained  —  Proposed  use  constitutes 
conversion  of  a  Class  A  Apt.  to  single  room  oc¬ 
cupancy  contrary  to  Sect.  D26-7A.0  &  A.D.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Whereas,  the  Board  finds  that  there  was  no  ground  for 
the  issuing  of  this  objection  by  the  Borough  Superintendent 
since  work  was  completed  on  this  apartment  and  Certificate 
of  Occupancy  issued  prior  to  September  15,  1955. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  August  24,  1965,  acting  on  Alt.  Applic.  559-59, 
Objection  No.  A-3,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
apartment  in  question,  8A  and  8B,  shall  conform  to  draw¬ 
ings  filed  with  this  appeal  marked  “Received  September  22, 
1965”,  2  sheets;  and  that  the  continuance  of  this  occupancy 
shall  be  as  a  private  proprietary  home  for  adults. 


998-65-A 

APPLICANT— Howard  H.  Snyder  for  The  Martin  Foun¬ 
dation  Incorporated,  owner. 

SUBJECT— Application  September  28,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction  commercial  use. 

PREMISES  AFFECTED— 26  West  56th  Street,  south 
side,  394  feet  west  of  5th  Avenue,  Block  1271,  Lot  54, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  H.  Snyder  and  Alvin  S.  Kraus. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: - — - - - 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1965  on  Alt.  Applic.  987-62,  reads : 

“C9 — In  a  Class  III  non-fireproof  bldg,  used  for  com¬ 
mercial  purposes,  the  use  of  the  5th  story  to  be 
used  for  commercial  purposes  is  contrary  to  C26- 
254.0  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  29,  1965,  acting  on  Alt. 
Applic.  987-62,  Objection  No.  C9,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  marked  ‘Received  November  15,  1965,’  six 
sheets;  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


1021-65-A 

APPLICANT — Harry  Soled  for  Congregation  Anshei 
Ujhely,  owner. 

SUBJECT — Application  October  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  class  4 
construction — proposed  synagogue. 

PREMISES  AFFECTED— 1346  45th  Street,  south  side, 
300  feet  west  of  14th  Avenue,  Block  5617,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein  ,,  —  —  4 

Negative:  Commissioner  Fox - ’ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  21,  1965  on  Alt.  Applic.  1927-65,  reads : 

“1.  The  proposed  synagogue  located  in  the  first  floor 
of  a  three  story  frame  structure  is  contrary  to 
Sec.  4.2.1  of  the  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  21,  1965  acting  on  Alt. 
Applic.  1927-65,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
the  building  conform  to  drawings  filed  with  this  application 
marked  ‘Received  October  8,  1965,’  five  sheets,  ‘December 
2,  1965,’  one  sheet;  on  the  further  condition  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


1071-65-A 


APPLICANT— Henry  A.  Weinstein  for  Max  Schling. 
Inc.,  lessee. 

OWNER  OF  PREMISES— Savoy  Fifth  Avenue  Cor¬ 
poration. 

SUBJECT— Application  October  19,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re  request 
for  Revocation  of  Permit  1696,  issued  re  Alt.  505-65. 

PREMISES  AFFECTED — 761-771  Fifth  Avenue,  east 
side,  from  East  58th  to  East  59th  Streets,  Block  1295, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Henry  A.  Weinstein. 
For  Owner:  Julian  Roth. 

ACTION  OF  BOARD — Appeal  denied. 
THE  VOTE  TO  GRANT— 
Affirmative - 


Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 


missinnpr  Klein 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  22,  1965  on  Alt.  Applic.  505-65  to  revoke 
Alt.  Permit  No.  1696,  reads: 

“Dear  Mr.  Schling:  (dated  9/27/65) 

With  further  reference  to  our  letter  dated  September 
20,  1965,  I  am  enclosing  copy  of  report  received  from 
Superintendent  Burke  of  our  Manhattan  Office  in  con¬ 
nection  with  the  subject  premises. 

(Signed)  JUDAH  GRIBETZ, 
Commissioner.” 

“Commission  Judah  Gribetz  (dated  9/22/65) 

It  is  asked  in  the  attached  letter  that  the  permit  to  alter 
the  existing  thirty-three  story  building  to  a  one-story 
building,  as  approved  under  Alteration  Application 
505/65,  be  revoked.  Report  was  required  in  your  letter 
of  September  20,  1965. 

The  proposed  alteration,  as  shown  on  plans  filed  with 
this  department  under  the  above  noted  alteration  ap¬ 
plication,  will  be  in  compliance  with  applicable  laws. 
The  application  has  been  approved  and  a  permit  to 
proceed  was  issued  on  April  2,  1965.  Since  the  proposed 
work  would  be  lawful,  there  is  no  reason  to  revoke  the 
permit. 
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The  entire  building  is  vacant,  except  for  the  first  story 
which  is  to  remain.  Requirements  of  the  department  for 
discontinuance  of  water  supply  and  electric  current 
apply  only  to  building  that  are  completely  demolished. 
Matters  such  as  leases  and  other  agreements  between 
the  tenants  and  owners  do  not  come  within  the  juris¬ 
diction  of  this  department. 

(Signed)  THOMAS  V.  BURKE, 

Borough  Superintendent” 

and 

Whereas,  the  Board  has  considered  and  discussed  this 
application  and  the  memorandum  submitted  by  the  appli¬ 
cant  ;  and 

Whereas,  the  Board  finds  that  the  decision  of  the  Bor¬ 
ough  Superintendent  as  stated  in  a  letter  to  the  Commis¬ 
sioner  of  Buildings  dated  Sept.  22,  1965  a  copy  of  which 
was  sent  by  the  Commissioner  of  Buildings  with  a  letter 
to  the  applicant  dated  Sept.  27,  1965  is  correct. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  22,  1965,  acting  on  Alt.  Applic.  505- 
65  to  refuse  to  revoke  Alt.  Permit  No.  1696,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


1159-64-A 

APPLICANT — Howard  N.  Stern  for  Gertrude  Choorst, 
owner;  Artel  Decorators,  Incorporated,  lessee. 

SUBJECT — Application  November  20,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1000  East  35th  Street,  west 
side,  117.16  ft.  north  of  Avenue  I,  Block  7580,  Lot  69, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative: _ 0 


739-63-A 

APPLICANT — William  S.  Shary  for  Cross  Roads  Build¬ 
ing  Co.,  owner. 

SUBJECT — Application  September  20,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 1465-1467  Broadway  and  597- 
599  7th  Avenue,  southwest  corner,  and  158-162  West  42nd 
Street,  Block  5994,  Lot  58,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Mrs.  William  S.  Shary. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  8,  1966,  at 
2  P.M.  for  applicant  to  file  drawings  showing  alteration, 
re-evaluation  by  the  Fire  Department  and  for  decision. 


435-64-A 

APPLICANT — Crinnion  and  Crinnion  for  Donald  Steck- 
ler,  owner. 


SUBJECT — Application  April  17,  1964  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re  violation 
#  10466-64,  re-  egress  skylight,  stairway  elevator  en¬ 
closure,  etc. 

PREMISES  AFFECTED — 36  East  23rd  Street,  south  side, 
250  feet  west  of  Park  Avenue,  Block  851,  Lot  51,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1966, 
at  2  P.M.  Applicant  is  to  obtain  new  decision  from  Bor¬ 
ough  Superintendent  and  is  to  amend  his  application. 


883-64-A 

APPLICANT — Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restaurant 
Incorporated,  lessee. 

SUBJECT — Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 201-203  West  50th  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Noah  N.  Sherman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD1 — Laid  over  to  January  11,  1966,  at 
2  P.M.  for  modified  order  from  Fire  Department  and  for 
hearing  at  the  request  of  the  applicant. 


979-64-A 

APPLICANT — Joseph  Lau  for  Nabro  Terminail  Corpora¬ 
tion,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 989  Brook  Avenue,  west  side, 
338  feet  2  inches  north  of  East  163rd  Street,  Block  2391, 
Lot  52,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1060-64-A 

APPLICANT — The  New  York  Association  for  the  Blind, 
owner. 

SUBJECT — Application  October  23,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 60-05  Woodhaven  Boulevard, 
northeast  corner  of  Wetherole  Street,  Block  3088,  Lot  1, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  Preston  Searle. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966, 
at  2  P.M.  for  decision.  Applicant  is  to  file  revised  draw¬ 
ings.  Hearing  closed. 
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1108-64- A 

APPLICANT— Joseph  Lau  for  Peerless  Trading  Company, 
owner. 

SUBJECT — Application  November  6,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 306-308  West  117th  Street, 
south  side,  100  feet  west  of  Eighth  Avenue,  Block  1943, 
Lot  37,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  14,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1137-64-A 

APPLICANT — Larry  Meltzer  for  Louis  Solomon,  owner. 

SUBJECT — Application  November  17,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 32-36  Lexington  Avenue,  south 
side,  300  feet  west  of  Classon  Avenue,  15-21  Quincy 
Street,  Block  1969,  Lot  33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration  :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTIO  NOF  BOARD— Laid  over  to  January  11,  1966,  at 
2  P.M.  for  hearing  at  the  request  of  the  applicant. 


1181-64-A 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bertram  F.  and  Corella  A.  Bonner,  owners. 

SUBJECT — Application  November  30,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 413-435  East  55th  Street,  north 
side,  145  feet  west  of  Sutton  Place,  South,  Block  1367, 
Lot  6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1966,  at 
2  P.M.  for  decision  at  the  request  of  the  applicant  to 
await  development  of  the  property.  Hearing  previously 
dosed. 


1183-64-A 

APPLICANT — The  New  York  Assoriation  For  The  Blind, 
owner. 

SUBJECT — Application  November  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 31-65  46th  Street,  east  side, 
90  feet  9  inches  south  of  Newtown  Road,  46-10  Newtown 
Road,  Block  724,  Lot  14,  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  R.  Preston  Searle. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966, 
at  2  P.M.  for  decision.  Applicant  is  to  file  revised  draw¬ 
ings.  Hearing  closed. 


1026-65-A 

APPLICANT — Diamond- Sanko  for  Dr.  John  K.  Kelly, 

owner. 

SUBJECT — Application  October  8,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintedent  re-  frame  budd¬ 
ing — business  use,  fire  escape,  and  Review  of  a  decision 
of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED— 144  Vanderbilt  Avenue,  south 
east  corner  of  Tompkins  Avenue,  Block  2838,  Lot  7,  Sta¬ 
pleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond  and  Irving  Galt. 
ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1055-65-A 

APPLICANT — Saul  Goldsmith,  for  Albert  Pipe  Supply 
Co.,  Inc.,  owner. 

SUBJECT — Application  October  15,  1965  —  filed  pursuant 
to  Section  35  of  the  General  City  Law  re  premises  lo¬ 
cated  in  bed  of  a  mapped  street  (waterfront  property). 

PREMISES  AFFECTED— 123-125  Varick  Avenue,  west 
side,  475  feet,  7%  inches  north  of  Johnson  Avenue,  Block 
2974,  Lot  51,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.  for  decision.  Applicant  is  to  file  drawings. 


1056-65-A 

APPLICANT — Saul  Goldsmith  for  Meserole  Trucking  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  15,  1965  —  filed  pursuant 
to  Section  35  of  the  General  City  Law  re  premises  located 
in  bed  of  a  mapped  street  (waterfront  property). 

PREMISES  AFFECTED— 137-155  Varick  Avenue,  west 
side,  530  feet,  7%  inches  north  of  Johnson  Avenue,  Block 
2968,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.  for  decision.  Applicant  to  file  drawings. 


1079-65-A 

APPLICANT — Harry  Soled  for  Congregation  Kahal  Jes- 
haye  of  Kerestur,  owner. 

SUBJECT — Application  October  22,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re  Class  IV 
construction,  re  -synagogue. 

PREMISES  AFFECTED— 1455  48th  Street,  north  side, 
220  feet  west  of  13th  Avenue,  Block  5628,  Lot  52,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1965, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


Adjourned:  4:40  P.M. 

James  P.  Mulroy,  Secretary 
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'CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  19,  1965,  as  they 
appeared  in  Bulletin  43,  Vol.  50,  are  hereby  corrected  to 
read  as  follows: 

272-52-BZ 

APPLICANT — Joseph  Mitchell  and  Neil  B.  Mitchell  for 
Cornelia  Kraft  McKee,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec¬ 
tions  7c  and  7i  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district  the  addition  and  alteration  to  ac¬ 
cessory  building  on  existing  gasoline  service  station  to 
include  auto  laundry,  lubrication,  sale  and  storage  of 
accessories,  motor  vehicle  repairs  and  office. 

PREMISES  AFFECTED — 5501  Broadway,  northwest 
comer  of  West  230th  Street,  Block  3404,  Lot  72,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  Mitchell. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative: _ 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  5,  1952,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  10,  1953;  and 

Whereas,  the  resolution  was  last  amended  on  July  16, 
1957;  and 

Whereas,  the  aplicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  5,  1952, 
as  amended  through  July  16,  1957,  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  alter  and  re¬ 
arrange  this  gasoline  service  station,  such  changes  shall 
be  permitted  substantially  as  shown  on  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  Septem- 
ber.28,  1965’,  3  sheets,  on  condition  that  signs  shall  be 
limited  to  those  shown  on  such  drawings ;  that  the  milk 
vending  machine  shall  be  removed  from  the  premises; 
that  the  existing  14-foot  curb  cut  on  Broadway,  near 
the  northerly  lot  line,  shall  be  removed  and  the  side¬ 
walk  and  curb  restored;  and  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  ("Alt.  520/65.) 

♦Correction :  In  the  Resolved  section  above  date  of  draw¬ 


ings  corrected  to  read  September  28,  1965  and  Alteration 
corrected  to  read  (520/65). 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  September  21,  1965,  as 
they  appeared  in  Bulletin  No.  39,  Vol.  50,  are  hereby  cor¬ 
rected  to  read  as  follows: 

931-64-A 

APPLICANT — Larry  Meltzer  for  Surf  32nd,  Incorporated, 
owner. 

SUBJECT — Application  September  11,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 3113-3129  Surf  Avenue,  2975- 
2989  West  32nd  Street,  northeast  corner,  Block  7049,  Lots 
50  and  51,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox  and 
Commissioner  Becker _ 3 

Negative:  _ 0 

Absent :  Vice  Chairman  Kleinert  and  Commissioner 
Klein  _ 2 

THE  RESOLUTION— 

_  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  3  and  August  20,  1964  on  Order  No. 
1170-4,  reads: 

“1.  Instal  an  approved  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
Chapter  26-1336.0  Administrative  Code  and  C19- 
161.0a  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  3  and  August  20,  1964,  acting  on 
Order  No.  1170-4,  Objection  No.  1,  be  and  it  hereby  is 
modified'  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed ^  with  this  appeal  marked  “Received  September  11, 
1964”,  4  sheets ;  on  further  condition  that  two  windows  shall 
be  provided,  one  on  the  east  side  and  one  on  the  west  side 
of  the  second  floor  at  the  north  end  opening  onto  the  small 
roofs  adjacent. 

♦Correction — In  the  Resolved  section  above,  the  words 
“south  end  opening”  is  corrected  to  read  “ north  end  open¬ 
ing y 
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originals  are  filed  with  this  court  on  or  before  December  30, 
1964.  In  all  other  respects,  the  motion  is  denied.  Order  filed.” 
(N.  Y.  Law  Journal,  November  25,  1964,  page  16), 

The  Appellate  Division,  First  Judicial  Department  by  Breitel,  P.J.  ; 
McNally,  Stevens  and  Steuer,  JJ.  rendered  the  following  decision : 

“91.  Matter  of  N.  Y.  City  Housing  and  Redevelopment  Board 
(Foley) — Motion  for  leave  to  file  a  brief  amicus  curiae  denied 
with  $10  costs. 

(N.  Y.  Law  Journal,  February  24,  1965,  page  16). 

The  Appellate  Division,  First  Judicial  Department  by  Breitel,  P.J.  ; 
Rabin,  McNally,  Stevens  and  Bastow,  JJ.  con  firmed  the  determina¬ 
tion  of  the  Board,  as  follows : 

“8634-8635-8636-8637.  Matter  of  N.  Y.  City  Housing  and  Rede¬ 
velopment  Board,  pet-ap-res  (Foley,  res-ap-res ;  Consolidated 
Edison  Co.  of  N.  Y.,  Inc.,  res)  —  Orders,  entered  on  September 
14,  1964,  granting  the  petition,  remitting  the  proceeding  to  the 
Board  of  Standards  and  Appeals  and  denying  the  motion  to 
vacate  the  order  of  certiorari  unanimously  reversed,  on  the  law, 
on  the  facts,  and  in  the  exercise  of  discretion,  and  the  motion 
to  vacate  the  order  of  certiorari,  dismiss  the  petition  and  con¬ 
firm  the  determination  of  the  Board  of  Standards  and  Appeals 
granted,  with  $30  costs  and  disbursements  to  respondents-ap- 
pellants-respondents.  Appeals  from  orders  entered  on  July  13, 


1964,  striking  petitioners’  reply  dismissed  as  academic.  Opinion 
by  Bastow,  J.J.  Settle  order  on  notice.” 

(N.  Y.  Law  Journal,  April  21,  1965,  page  14). 

The  Court  of  Appeals  ruled  as  follows : 

“625  A.  Matter  of  Betanzos,  ap.  (Consolidated  Edison  Co.,  of 
N.  Y.  Inc.,  res.) — Motion  for  a  stay  granted. 

625B-C.  Matter  of  N.  Y.  City  Housing  and  Redevelopment  Board, 
ap.  (Consolidated  Edison  Co.,  res.) — Motion  (B)  for  &  stay 
granted.  Motion  (C)  to  dismiss  the  appeal  of  the  appellant 
New  York  City  Housing  and  Redevelopment  Board  denied.”  . 

(N.  Y.  Law  Journal,  July  14,  1965,  page  7). 

The  Court  of  Appeals  rendered  the  following  decision : 

“786.  Matter  of  N.  Y.  City  Housing  and  Redevelopment  Board, 
ap.  (Foley,  res.)  ;  Matter  of  Betanzos,  ap.  (Consolidated  Edison 
Co.  of  N.  Y.,  ,Tnc.,  res.)  —  Motion  by  the  New  York  City 
Planning  Commission  for  leave  to  file  a  brief  amicus  curiae  on 
appeal  herein  granted.  Motin  for  an  extension  of  time  to 
September  21,  1965,  to  serve  and  file  a  brief  granted.  Cross¬ 
motion  to  dismiss  the  appeal  denied  and  the  case  set  down  for 
argument  during  the  October,  1965,  session  of  this  court.” 

(N.  Y.  Law  Journal,  September  27,  1965,  page  13). 

The  Court  of  Appeals  ruled  as  follows : 

“318.  Matter  of  N.  Y.  City  Housing  and  Redevelopment  Board 
ap.  (Foley,  res.,  and  Consolidated  Edison  Co.  of  N.  Y.,  Inc.,  res.) 
—  Order  affirmed  with  costs.  No  opinion.  All  concur.” 

(N.  Y.  Law  Journal,  December  3,  1965,  page  16). 
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New  Cases  Filed  up  to  December  14,  1965 
Cal.  No.  Dept.  Premises  Affected 

1224-65-A— F.D.— 189-195  8th  Avenue  and  300-304  West 

20th  Street,  southwest  corner,  Block  743,  Lots  44,  45, 
47  and  49,  Borough  of  Manhattan,  F.D.  Order  4127-5,  re: 
Sprinkler  System. 


1225-65-BZ— B.B.— 2118-2128  Neptune  Avenue  and  2801- 
2815  West  22nd  Street,  southeast  corner,  and  2814-2830 
West  21st  Street,  Block  7017,  Lots  1,  3,  14,  20  and  8a, 
Borough  of  Brooklyn,  Alt.  No.  3078-64  re:  Change  of 
occupancy,  Section  11-40  Zoning  Resolution. 


1226-65-SM — Gasway  Corporation,  Kinetic-Kurtain  Coat- 
er,  Applies  solvent  and  water  base  paints  to  wood,  metal, 
fibreboard,  etc.,  manufactured  by  Gasway  Corporation, 
Material. 


1227-65-SM — United  States  Gypsum  Company,  Vt"  Sheet- 
rock  Firecode  “C”  Gypsum  Wallboard,  %"  Sheetrock 
W/R  Firecode  ‘C”  Gypsum  Wallboard,  manufactured  by 
United  States  Gypsum  Company,  Material. 


1228-65-SM — United  States  Gypsum  Company,  %"  Sheet- 
rock  Firecode  ‘C”  Gypsum  Wallboard,  %"  Sheetrock 
W/R  Firecode  “C”  Gypsum  Wallboard,  manufactured  by 
United  States  Gypsum  Company,  Material. 


1229-65-A — B.M. — 704-706  Greenwich  Street,  west  side, 
19  feet  north  of  10th  Street,  Block  631,  Lot  22,  Borough 
of  Manhattan,  Alt.  No.  1022-63  re:  Stair  Enclosure,  Sec¬ 
tion  C26-292.0  Administrative  Code. 


1230-65-BZ — B.R. — 1310  Richmond  Avenue,  northwest 
corner  of  Goethels  Road  North,  formerly  Meta  Avenue, 
Block  1644,  Lot  87,  Graniteville,  Borough  of  Richmond, 
N.B.  2234-65,  re:  Automotive  service  station,  Sections 
32-62,  11-111,  etc.  Zoning  Resolution. 


1231-65-A — F.D. — 218  West  14th  Street,  south  side,  300 
feet  west  of  7th  Avenue,  Block  618,  Lot  23,  Borough  of 
Manhattan,  F.D.  Order  4866-65  re:  Sprinkler  System. 


1232-65-SM — One  Way  Hardware  Manufacturing  Com¬ 
pany,  Incorporated,  One  Way  Door  Viewer,  Elegante, 
View  Knock  Apartment,  Simplicity,  manufactured  by 
One  Way  Hardware  Manufacturing  Company,  Material. 


1233-65-SM — International  Heater  Company,  Interna¬ 
tional  of  Utica,  various  models,  heating  pumps,  resi¬ 
dential  and  commercial,  3,  4  and  5  ton  sizes,  manufactured 
by  International  Heater  Company,  Material. 


1234-65-A — F.D. — 1308-1314  Greene  Avenue,  northeast 
corner  of  Wilson  Avenue,  Block  3298,  Lots  6  and  10, 
Borough  of  Brooklyn,  F.D.  Order  6064-4  re:  Sprinkler 
System  and  decision  of  the  Borough  Superintendent,  re: 
Sprinkler  System. 


1235-65-BZ — B.Q. — 1-06  26th  Avenue,  southeast  corner 
of  1st  Avenue,  Block  915.  Lot  6,  Long  Island  Citv,  Bor¬ 
ough  of  Queens,  N.B.  2274-65  re:  Factory  and  Offices, 
Section  22-00  Zoning  Resolution. 


1236-65-SM — United  States  Gypsum  Company,  Struc¬ 
ture  Partition  System,  non  Loard-bearing  partition, 
manufactured  by  United  States  Gypsum  Company,  Ma¬ 
terial. 


1237-65-SA — Hersey-Sparling  Meter  Company,  Back- 
flow  Engineering  &  Equipment  Division,  Reduced  Pres¬ 
sure  Backflow  Preventer,  manufactured  by  Hersey-Spar¬ 
ling  Meter  Company,  Appliance. 


Application  For  Extension  of  Time  to  Permit  The 
Completion  of  Construction. 

( Filed  pursuant  to  Section  11-324) 

2643-BZY — Vol.  Ill— B.Q.— 137-22/46  New  York  Blvd., 

N.B.  5351-61. 


4404-BZY— Vol.  Ill— B.Bx.-^101-13  East  Tremont 

Avenue,  N.B.  2203-61. 


3421-BZY — Vol.  Ill — B.Q. — 153-90  Rockaway  Blvd., 
Alt.  2243-61. 


4263-BZY — Vol.  Ill — B.R. — 60  Hamilton  Avenue,  N.B. 
311-65. 


2524-BZY— Vol.  Ill— B.B.— 831-869  Rockaway  Park¬ 
way,  N.B.  2947-61. 


310-BZY — Vol.  Ill — B.Q. — 110-10  Horace  Harding  Ex¬ 
pressway,  N.B.  4118-61. 


4059-BZY— Vol.  Ill— B.Q.— 58-30  76th  Street,  N.B. 
1222-61. 


3833-BZY — Vol.  II — B.Bx. — 280  Longstreet  Avenue, 
N.B.  1655-61. 


3832-BZY — Vol.  II — B.Bx. — 270  Longstreet  Avenue, 
N.B.  1656-61. 


3617-BZY — Vol.  II — B.Bx. — 1130  Stadium  Avenue,  N.B. 

1653-61. 


3616-BZY — Vol.  Ill — B.Bx. — 3255  Randall  Avenue, 
N.B.  1654-63. 


3613-BZY — Vol.  Ill — B.Bx. — 1110  Stadium  Avenue, 

N.B.  1652-61. 


2338-BZY— Vol.  Ill— B.M.— 1380-1384  Riverside  Drive, 
N.B.  236-61. 


3875-BZY — Vol.  Ill — B.Q. — 91-31  Queens  Boulevard, 
N.B.  1667-61. 


2345-BZY — Vol.  Ill — B.M. — 835-51  Avenue  of  Americas, 
Alt.  1072-61. 


387-BZY— Vol.  Ill— B.M.— 311-17  East  21st  Street, 
N.B.  52-61. 
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2768-BZY — Vol.  Ill — B.Q. — 98-11  44th  Avenue,  N.B. 
8303-61. 


1785-BZY — Vol.  II — B.Bx. — 1465-146 7  Washington  Av¬ 
enue,  N.B.  514-60. 


2779-BZY — Vol.  II — B.Q. — 68-16  Alderton  Street,  N.B. 
9059-61. 


1786-BZY — Vol.  II — B.Bx. — 1451-1453  Washington  Av¬ 
enue,  N.B.  515-60. 


2780-BZY — Vol.  II — B.Q. — 68-24  Alderton  Street,  N.B. 
9061-61. 


2959-BZY— Vol.  II— B.Bx.— 305  East  135th  Street,  N.B. 
569-61. 


2781-BZY — Vol.  II — B.Q. — 68-20  Aldterton  Street,  N.B. 
9060-61. 


2960-BZY— Vol.  II— B.Bx.— 300  East  138th  Street,  N.B. 
570-61. 


334b6-BZY--V01.  Ill — B.Q. — 66-12  Dartmouth  Street, 


2962-BZY — Vol.  II — B.Bx. — 205  Alexander  Avenue, 
N.B.  572-61. 


^368-BZY — Vol.  II — B.Q — .68-15  Selfridge  Street,  N.B. 
/691-61. 


2963-BZY — Vol.  II — B.Bx. — 175-185  Alexander  Avenue, 
N.B.  573-61. 


^369-BZY — VoL  II — B.Q. — 68-20  Selfridge  Street,  N.B. 
/690-61. 


2964-BZY — Vol.  II — B.Bx. — 200-210  Alexander  Avenue, 
N.B.  574-61. 


J370-B ;ZY— Vol.  II— B.Q.— 84-70  129th  Street,  N.B. 
8241-61. 


2965-BZY — Vol.  II — B.Bx. — 360  East  137th  Street,  N.B. 
575-61 


4371-BZY— Vol.  II— B.Q.— 85-25  68th  Road,  N.B.  7060- 
61. 


2966-BZY — Vol.  II — B.Bx. — 225  Willis  Avenue,  N.B. 
576-61. 


^372-BZY — Vol.  II — B.Q. — 68-07  Burns  Street,  N.B. 
7063-61. 


2967-BZY— Vol.  II— B.Bx.— 175-185  Willis  Avenue, 
N.B.  577-61. 


— B.R. — 6767-6785  Hylan  Boulevard, 

JN.B.  2690-61. 


2968-BZY — Vol.  II — B.Bx. — 188-90  Lincoln  Avenue, 
N.B.  287-62. 


71-BZY — Vol.  II — B.R.— 3161  Amboy  Road,  N.B.  3042- 
61. 


136-BZY— Vol.  II— B.M.— 117-121  9th  Avenue,  N.B. 

199-60. 


^'£ZY—VoL  IIJ— B.Q.— 114-05  170th  Street,  N.B. 
1 o^3-60. 


985-BZY— Vol.  II— B.M.— 224-226  East  28th  Street, 
N.B.  8-62. 


2®^‘BZY  Vol.  II — B.Bx. — 215-225  Alexander  Avenue, 
N.B.  571-61. 


986-BZY— Vol.  II— B.M.— 245  East  27th  Street,  N.B. 
221-61. 


^736-BZY— Vol.  II — B.B. — 160-170  Alexander  Avenue, 


2970-BZY — Vol.  II — 75-77-79-81-95-99  Columbia  Street, 
N.B.  215-59. 


nSO-EZY-Vo!.  H-B.Bx.-1420-1422  Washington  Av-  2971-BZY— Vol.  II— B.M. -43-63-65-67  Columbia  Street, 
enue,  N.B.  509-60.  N.B.  216-59. 


1781-BZY— Vo! H— B.Bx.— 1460-1462  Washington  Av-  2972-BZY— VoL  II— B.M. —85-87-89  Columbia  Street, 
enue,  N.B.  510-60.  N.B.  217-59. 


1782-BZY— Vol.  II— B.Bx.— 500  East  171st  Street,  N.B.  2973-BZY— Vol.  II— B.M.-69-71-73  Columbia  Street, 
511-60.  N.B.  218-59. 


II~ B.Bx.— 1480  Washington  Avenue,  1170-BZY— Vol.  II— B.Q.— 151-15  84th  Street,  N.B. 
N.B.  512-60.  3149-59. 


ir— B.Bx.— 1481  Washington  Avenue,  1171-BZY— VoL  II— B.Q.— 151-35  84th  Street,  N.B 
N.B.  513-60.  3150-59. 
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1174-BZY— Vol. 

5066-61. 

II— B.Q.— 149-29 

85th 

Street,  N.B. 

2582-BZY— Vol.  II— B.B.— 740  East  83rd  Street,  N.B. 

4560-61. 

1175-BZY— Vol. 

5067-61. 

II— B.Q.— 86-11 

151st 

Avenue,  N.B. 

3785-BZY— Vol.  II— B.B.— 2556  West  17th  Street,  N.B. 

4557-61. 

1176-BZY — VoL 

5068-61. 

II— B.Q.— 85-10 

149th 

Avenue,  N.B. 

3786-BZY— Vol.  II— B.B.— 2558  West  17th  Street,  N.B. 

4556-61. 

1177-BZY— Vol. 

5069-61. 

II— B.Q.— 149-30 

88th 

Street,  N.B. 

3787-BZY— Vol.  II— B.B.— 2560  West  17th  Street,  N.B. 
4555-61. 

1178-BZY— Vol. 

5070-61. 

II— B.Q.— 87-10 

149th 

Avenue,  N.B. 

3788-BZY— Vol.  II— B.B.— 2562  West  17th  Street,  N.B. 

4558-61. 

1147-BZY— Vol. 

3050-61. 

II — B.B. — 54  Boerum 

Street,  N.B. 

3789-BZY— Vol.  II— B.B.— 2566  West  17th  Street,  N.B. 

4559-61. 

1148-BZY— Vol. 

3051-61. 

II — B.B. — 31  Leonard 

Street,  N.B. 

1854-BZY— Vol.  II— B.Q.— 98-30  &  98-32  57th  Avenue, 

N.B.  2023-60. 

3978-BZY— Vol. 

N.B.  946-61. 

III— B.B.— 1235 

Linden  Boulevard, 

1855-BZY— Vol.  II— B.Q.— 98-38  &  98-40  57th  Avenue, 
N.B.  2024-60. 

3350-BZY — VoL 
N.B—  4991-61. 

II— B.B.— 1114 

East 

89  th  Street, 

1857-BZY— Vol.  II— B.Q.— 98-15  &  98-17  Horace  Hard¬ 
ing  Expressway,  N.B.  2026-60. 

3351-BZY— Vol. 

N.B.  4992-61. 

II— B.B.— 1116 

East 

89th  Street, 

1858-BZY— Vol.  II— B.Q.— 98-23  &  98-25  Horace  Hard¬ 
ing  Expressway,  N.B.  2027-60. 

3352-BZY— Vol. 
N.B.  4993-61. 

H_B.B.— 1118 

East 

89th  Street, 

1687-BZY— Vol.  Ill— B.Q.— 118-18  Union  Turnpike, 
N.B.  1580-61. 

3353-BZY— Vol. 

N.B.  4994-61. 

II— B.B.— 1120 

East 

89th  Street, 

1687-BZY— Vol.  IV— B.Q.— 118-18  Union  Turnpike, 

N.B.  1580-61. 

3354-BZY— Vol. 

N.B.  4995-61. 

II— B.B.— 1122 

East 

89th  Street, 

2920-BZY— Vol.  Ill— B.R.— 31  Rankin  Street,  N.B. 
3414-61. 

3355-BZY— Vol. 

N.B.  4996-61. 

II— B.B.— 1124 

East 

89  th  Street, 

2922-BZY— Vol.  Ill— B.R.— 39  Rankin  Street,  N.B. 
3416-61. 

3356-BZY— Vol. 

N.B.  4997-61. 

II— B.B. —1126 

East 

89th  Street, 

2923-BZY— Vol.  Ill— B.R.— 35  Rankin  Street,  N.B. 
3415-61. 

3357-BZY— Vol. 

4998-61. 

II— B.B.— 1128 

East 

89th  Street, 

2932-BZY— Vol.  Ill— B.R.— 39  Osborn  Street,  N.B. 

3395-61. 

61-BZY— Vol.  II 

— B.R. — 950  Clove  Road, 

,  N.B.  3219-61. 

2933-BZY— Vol.  Ill— B.R.— 43  Osborne  Street,  N.B. 

-  3396-61. 

62-BZY — Vol.  II— B.R.— 1000  Clove  Road,  N.B.  3220-61.  _ 


D7V  U  1  IT  V>  r.  iaoa  r\  a  vr  td  7001  * i  2934-BZY — Vol.  Ill — B.R. — 16  Rankin  Street,  N.B 

63-BZY — Vol.  II — B.R. — 1020  Clove  Road,  N.B.  3221-61.  3397.(31 


64- BZY— Vol.  II— B.R.— 1050  Clove  Road,  N.B.  3222-61. 

_  2935-BZY— Vol.  Ill— B.R.— 460  Oakdale  Street,  N.B. 

65- BZY— Vol.  II— B.R.— 1100  Clove  Road,  N.B.  3223-61.  3410'6L 


2936-BZY— Vol.  Ill— B.R.-^168  Oakdale  Street,  N.B. 
3411-61. 


2581-BZY— Vol.  II— B.B.— 738  East  83rd  Street,  N.B. 
4561-61. 
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3413-61ZY_V01'  In-B  R— U  Rankin  Street,  N.B.  3500-BZY-Vol.  II-B.Q.-217-03  Hempstead  Avenue, 

■N.B.  5755-61. 

2939-BZy-voI.  XII-B.R.-464  Oakdale  Street,  N.B.  3501-BZY-Vol.  II-B.Q.-217-05  Hempstead  Avenue, 

JN.n.  5756-61. 

5616B6ZY_V01'  II_B  B— EaSt  84111  Slre">  N'B'  35M-BZY-V°1.  II-B.Q.-217-09  Hempstead  Avenue, 

JN.o.  5759-61. 

5617B6ZY_V01-  n-B  B-1405  East  84111  St««.  N.B.  1683-BZY-Vol.  III-B.Q._118-17  Union  Turnpike, 

5618B!Y-V01'  II-B'B-140:'  Eaat  84th  Street,  N.B.  1688-BZY-Vol.  IV-B.Q.-118-17  Union  Turnpike, 


200-BZY— Vol.  II— B.B.— 1409  East  84th  Street,  N.B. 
5619-61. 

NB2‘  245Y6TVOl‘  UI-BM-] l3‘23  East  8th  Street, 

201-BZY— Vol.  II— B.B.— 1411  East  84th  Street,  N.B. 
5620-61. 

Vol.  Ill  B.M. — 789-813  10th  Avenue,  N.B 

o 5-ou. 

202-BZY— Vol.  II— B.B.— 1415  East  84th  Street,  N.B. 
5621-61. 

34^5B6^Y  Vo*'  *** — ^  ^r°ntana  P^ace,  N.B. 

203-BZY — Vol.  II — B.B. — 1417  East  84th  Street,  N.B. 
5622-61 

Z94;B^7  ^r°^‘  B-R- — Forest  Avenue,  N.B. 

2485-61. 

204-BZY— Vol.  II— B.B.— 1421  East  84th  Street,  N.B. 
5623-61. 

o7o^’?iZY  Vo1'  ** — BR- — 839  Howard  Avenue,  N.B. 
2/95-61. 

205-BZY— Vol.  II— B.B.— 1423  East  84th  Street,  N.B. 
5624-61. 

^-BZY-VO!.  Ill— B.B.— 688  6th  Avenue,  N.B. 

206-BZY— Vol.  II— B.B.— 1425  East  84th  Street,  N.B. 
5625-61. 

n7b:bz8I7iVoL  in-B  M-321  45  East  i6‘h  stre«. 

207-BZY— Vol.  II— B.B.— 1427  East  84th  Street,  N.B. 
5626-61. 

N.BB336-~1V0L  111  B-M-  327-31  East  66th  Street, 

208-BZY— Vol.  II— B.B.— 1429  East  84th  Street,  N.B. 
5627-61. 

72l"lBfY~VOl‘  II~B-Q-— 54'4S  1'OOth  Street,  N.B. 

209-BZY— Vo!.  II— B.B.— 1431  East  84th  Street,  N.B. 
5628-61. 

N°B3'691Y6TVOl‘  In~B"Bx--569  East  180th  Street, 

— ^ol.  ** — B-B- — 1435  East  84th  Street,  N.B. 

5629-61. 

NBB2  Y~6T01'  ni~B-Bx--1322  East  Gunhill  Road, 

ShBj?Y“VoL  I][-B.B.-14 37  East  84th  Street,  N.B. 
5630-61. 

NBBfY~61°^  *** — B.Bx. — 1713  Matthews  Avenue, 

212-BZY — Vol.  II — B.B. — 1439  East  84th  Street,  N.B. 
563 1-61. 

S4pBfKoL  III— B.Bx.— 1701-3-5  Nereid  Avenue, 
J\l..n.  1169-61. 

213-BZY-Vol.  II— B.B.— 1441  East  84th  Street,  N.B. 
563Z-61. 

--BfV-V°l.  HI  B.Bx. — 2070-72  Eastchester  Road, 

3499-BZV  V°l.  II-B.Q.— 217-01  Hempstead  Avenue,  916-BZY— Vol.  III_B.Bx._3480-96  East  Tremont 

in.d.  a/a*  oi.  Avenue,  N.B.  2632-61. 
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917-BZY — Vol.  Ill— B.Bx.— 1530  East  222nd  Street, 
N.B.  3031-61. 


2765-BZY— Vol.  Ill— B.Q.— 96-10  23rd  Avenue,  N.B. 
8281-61. 


382-BZY— Vol.  II— B.Q.— 53-21  100th  Street,  N.B. 

7212-61. 


385-BZY— Vol.  Ill— B.Q.— 151-51  138th  Avenue,  N.B. 
7721-61. 


1689-BZY — Vol.  II — B.Q. — 155-15  North  Conduit  Av¬ 
enue,  N.B.  7722-61. 


1113-BZY — Vol.  Ill — B.Q. — 108-05  Astoria  Boulevard, 

N.B.  7757-61. 


1708-BZY — Vol.  Ill — B.Bx. — 3078  Orloff  Avenue,  N.B. 
1792-61. 


1369-BZY— Vol.  II— B.B.— 100  East  92nd  Street,  N.B. 

2969-61. 


295-BZY— Vol.  Ill— B.M.— 5-39  East  14th  Street,  N.B. 
43-61. 


1297-BZY — Vol.  II — B.B. — 2775  Linden  Boulevard,  N.B. 

6330-61. 


1298-BZY — Vol.  II — B.B. — 2795  Linden  Boulevard,  N.B. 
6329-61. 


2004-BZY— Vol.  Ill— B.Q.— 111-08  141st  Street,  N.B. 

3269-60. 


4161-BZY— Vol.  Ill— B.Q.— 94-10  60th  Avenue,  N.B. 
4909-61. 


1767-BZY— Vol.  Ill— B.Q.— 191-06  Hillside  Avenue, 
N.B.  4437-61. 


3878-BZY— Vol.  II— B.Q.— 59-35  175th  Street,  N.B. 
3070-61. 


3879-BZY— Vol.  II— B.Q.— 59-10  175th  Place,  N.B. 

3071-61. 


3505-BZY — Vol.  II — B.Q. — 34-26  Brookside  Street,  N.B. 
7423-61. 


3507-BZY— Vol.  II— B.Q.— 37-14  Brookside  Street,  N.B. 
7429-61. 


3509-BZY— Vol.  II— B.Q.— 37-30  Brookside  Street,  N.B. 
7435-61. 


3510-BZY— Vol.  II— B.Q.— 37-32  Brookside  Street,  N.B. 
7436-61. 


3512-BZY— Vol.  II— B.Q.— 37-04  Brookside  Street,  N.B. 

7425-61. 


3513-BZY — Vol.  II — B.Q. — 37-06  Brookside  Street,  N.B. 

7426-61. 


3514-BZY— Vol.  II— B.Q.— 37-10  Brookside  Street,  N.B. 

7427-61. 


3515-BZY— Vol.  II— B.Q.— 37-12  Brookside  Street,  N.B. 

7428-61. 


3529-BZY— Vol. 

7441-61. 

II— B.Q.— 249-12 

34th 

Avenue, 

N.B. 

3530-BZY— Vol. 

7446-61. 

II— B.Q.— 249-26 

34th 

Avenue, 

N.B. 

3531-BZY— Vol. 

7445-61. 

II— B.Q. -249-22 

34th 

Avenue, 

N.B. 

3532-BZY— Vol. 

7438-61. 

II— B.Q.— 249-04 

34th 

Avenue, 

N.B. 

3533-BZY — VoL 

7437-61. 

II— B.Q.— 249-02 

34th 

Avenue, 

N.B. 

3534-BZY— Vol. 

7439-61. 

II— B.Q.— 249-06 

34th 

Avenue, 

N.B. 

3535-BZY— Vol. 

7440-61. 

II— B.Q.— 249-10 

34th 

Avenue, 

N.B. 

3536-BZY— Vol. 

7442-61. 

II— B.Q.— 249-14 

34th 

Avenue, 

N.B. 

3537-BZY— Vol. 

7443-61. 

II— B.Q.— 249-16 

34th 

Avenue, 

N.B. 

C538-BZY— Vol. 

7444-61. 

II— B.Q.  -249-20 

34th 

Avenue, 

N.B. 

3539-BZY— Vol. 

7447-61. 

II— B.Q.— 249-03 

37th 

Avenue, 

N.B. 

3540-BZY— Vol. 

7448-61. 

II— B.Q. -249-05 

37th 

Avenue, 

N.B. 

3467-BZY— Vol. 

7450-61. 

II— B.Q. -249-09 

37th 

Avenue, 

N.B. 

3468-BZY— Vol. 

II— B.Q. -249- 15 

37th 

Avenue, 

N.B. 

7452-61. 


3469-BZY— Vol.  II— B.Q.— 34-10  Brookside,  N.B.  7416- 
61. 


3470-BZY— Vol.  II— B.Q.— 34-14  Brookside,  N.B.  7418- 
61. 
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3471-BZY-Vol.  II-B.Q.-34-16  Brookside,  N.B.  7419-  2859-BZY-Vol.  III-B.Bx.-2S00  Johnson  Avenue, 


?4sf:|‘lZY— V°‘-  11  B  Q-249'27  37lh  Avenue’  N  B'  III-B.M.-201-215  East  28th  Street, 


7456-tfk  ^  Vo1  II-B'Q-249-2S  37th  Avenue,  N.B.  2863-BZY-Vol.  III-B.M.-53-61  West  14th  Street, 


74537flZY_V01'  II_B-Q_249'17  37th  Avenue-  NB'  1?o-6?ZY — VC>1'  2001-17  Broadway,  N.B. 


7«4:?1ZY_V01'  n-B-«-249-19  37th  Avenue,  N.B.  2868-BZY-Vol;6()III_B.Bx.-3901  Independence  Av- 


7455-flZY  V°L  n-B-Q— 2«-21  37th  Avenue,  N.B.  2803-BZY-VoI.  III_B.Bx.-3660  Oxford  Avenue,  N.B. 


nTwI^E0’’  n-B  Q-37-08  Li«k  Neck  Parkway,  4017-BZY-Vol.  III-B.M.-1084-1102  2nd  Avenue,  N.B. 


7413-61ZY~V01'  II_B  Q'-3402  Brookside  Street,  N.B.  4264-BZY-Vol.  III-B.R.-Hylan  Boulevard,  N.W  cor 

Seaver  Avenue,  N.B.  3115-61. 


7414 "^1ZY_ V01'  II— 34’04  Brookside  Street,  N.B. 


4265-BZY— -Vol.  Ill — B.R. — Hylan  Boulevard,  N.W.  cor. 
Haughton  Avenue,  N.B.  3116-61. 


~l?c’?iZY — Vol‘  n—B.Q. — 34-06  Brookside  Street,  N.B. 


N12b"  340Y6TVO1'  HI-BM— 341-343-345  East  86th  Street, 


7449-61^ Y  Vo1’  11  B  Q- — 240-07  37th  Avenue,  N.B. 


NI  B.M. — 948-50  2nd  Avenue,  N.B. 

363-61. 


7451-^1ZY“VoL  II“: B  Q~‘ 249-11  37th  Avenue.  N.B. 


i?l6-^YTVo1,  m-B.M.— 301-303  East  24th  Street, 

IN. o.  oo4-ol. 


N4.9B2’7430-7lVo1'  II_BQ~37'16  Brookside  Street, 


N.B8'24Z8Y~0VO1'  ni-B-B-135-139  0«an  Parkway, 


N49B3'7Z3Y7lV01'  H-BQ— 37-20  Brookside  Street, 


25,93-BZY-V°l  II-B.Q.-150-05  to  150-27  Union  Turn¬ 
pike,  N.B.  588-61. 


N4.9B4.'^43Y7lV01'  II_BQ— 37-22  Brookside  Street, 


170^  61ZY— V01’  ni~~B-Bx-—2750  Johnson  Avenue,  N.B. 


N.9B5.'74ZY61V01'  11  B-Q<~34-12  Brookside  Street, 


NB4’450Y7lVOL  ni-B'B-— 2279-83  East  69th  Street, 


N9B6:?f2Y7lV01-  n-BQ-34-20  Brookside  Street, 


2319-BZY— Vol.  Ill— B.Q.— 59-48  57th  Road,  N.B.  3003- 


3N4B7'B7?2Y7k ' 51  11  B-^'  34-22  Brookside  Street,  3461-BZY-Vol.  m_B.Q._47-37  Van  Dam  Street,  N.B. 


N.B.ifI-MV01'  n-BQ-34-24  Brookside  Street,  2522-BZY-VoI.  III-B.B.-1602-24  Avenue  Y,  N.B. 

o/oo- ol. 


NZB.  3lo°60In_B'BX'~3671  H“dSOn  Manor  Ter-  ‘"S-BZY-Vol.  III-B.Q.-264-15  77th  Avenue,  N.B. 

Io4o-ol. 


1503 


CALENDAR 


1830-BZY— Vol. 

8252-61. 

Ill— B.Q.— 24-60  81st 

Street, 

N.B. 

4381-BZY— Vol. 

5925-61. 

Ill— B.Q.— 162-15 

Bayside  La., 

N.B. 

1831-BZY— Vol. 

8251-61. 

III— B.Q.— 24-05  81st 

Street, 

N.B. 

4382-BZY— Vol. 

8917-61. 

III— B.Q.— 150-42 

26th 

Avenue, 

N.B. 

2811-BZY— Vol. 

61. 

III— B.R.— 95  Holly  Street,  N.B. 

2840- 

4383-BZY— Vol. 

8916-61. 

III— B.Q.— 150-38 

26th 

Avenue, 

N.B. 

3997-BZY— Vol. 
3261-61. 

Ill— B.R.— 340 

Hoyt 

Avenue, 

N.B. 

4384-BZY— Vol. 

3887-61. 

III— B.Q.— 201-10 

26th 

Avenue, 

N.B. 

3897-BZY— Vol.  Ill— B.B.— 4011-29  New  Utrecht 
enue,  N.B.  5791-61. 

Av- 

3829-BZY— Vol. 

8919-61. 

III— B.Q.— 128-19 

22nd 

Avenue, 

N.B. 

4285-BZY— Vol. 

2999-61. 

III— B.B.— 3685 

Shore 

Parkway, 

N.B. 

321-BZY — Vol.  Ill — B.Bx. — 1041  Pugsley  Avenue, 
1687-61. 

N.B. 

3695-BZY— Vol. 

3129-61. 

II— B.R.— 555 

Weser 

Avenue, 

N.B. 

4272-BZY— Vol. 

N.B.  8982-61. 

III— B.Q.— 82-04 

Lefferts  Boulevard, 

3697-BZY— Vol. 
3131-61. 

II— B.R.— 180 

Weser 

Avenue, 

N.B. 

4337-BZY— Vol. 

3346-61. 

III— B.Q.— 132  Meadow 

Avenue, 

N.B. 

3698-BZY— Vol. 

3132-61. 

II— B.R.— 475 

Weser 

Avenue, 

N.B. 

4338-BZY— Vol. 

3336-61. 

III— B.R.— 72  Meadow 

Avenue, 

N.B. 

3699-BZY— Vol. 

3128-61. 

II— B.R.— 160 

Neckar 

Avenue, 

N.B. 

4339-BZY— Vol. 

3337-61. 

III — B.R. — 76  Meadow 

Avenue, 

N.B. 

3700-BZY — Vol.  II— B.R.— 209  Elbe  Avenue,  N.B.  3133- 
61. 


3701-BZY— Vol.  II— B.R.— 533  Clove  Road,  N.B.  3130-61. 


3448-BZY— Vol.  II— B.Q.— 215-25  Beach  193rd  Street, 
N.B.  4808-61. 


3449-BZY— Vol.  II— B.Q.— 215-25  Beach  193rd  Street, 
N.B.  4808-61. 


3450-BZY— Vol.  II— B.Q.— 115-25  Beach  193rd  Street, 
N.B.  4809-61. 


4340-BZY— Vol.  Ill— B.R.— 10  Holly  Street,  N.B.  3344- 
61. 


4341-BZY— Vol.  Ill— B.R.— 6  Holly  Street,  N.B.  3345- 
61. 


4342-BZY— Vol.  Ill— B.R.— 14  Holly  Street,  N.B.  3343- 

61. 


4343-BZY— Vol.  Ill— B.R.— 22  Holly  Street,  N.B.  3341- 

61. 


4344-BZY— Vol.  Ill— B.R.— 18  Holly  Street,  N.B.  3342- 
61. 


3451-BZY— Vol.  II— B.Q.— 115-125  Beach  193rd  Street, 
N.B.  4809-61. 


4345-BZY— Vol.  Ill— B.R.— 2  Holly  Street,  N.B.  3338- 
61. 


3452-BZY— Vol.  II— B.Q.— 325  Beach  193rd  Street,  N.B.  3462-BZY— Vol.  Ill— B.Q.— 260-01  to  260-19  79th 
4807-61.  Avenue,  N.B.  8883-61. 


3453-BZY— Vol.  II— B.Q.— 194-01  Rockaway  Point  3975-BZY— Vol.  Ill— B.R.— 1075  North  Railroad  Av- 

Boulevard,  N.B.  4827-61.  enue,  N.B.  3452-61. 


3454-BZY— Vol.  II— B.Q.— 198-01  to  198-35  Rockaway  3826-BZY— VoL  III— B.R.— 891  Forest  Avenue,  N.B. 

Boulevard,  N.B.  8594-61.  3199-61. 


3977-BZY— Vol.  Ill— B.R.— 35-45  Merle  Place,  N.B. 
3200-61. 


4283-BZY— Vol.  Ill— B.Q.— 151-05  Cross  Island  Park¬ 
way,  N.B.  7358-61. 
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3618-BZY — Vol.  Ill — B.Bx. — 3342  Lucerne  Street,  N.B. 
1402-61. 

2254-BZY— Vol.  Ill— B.M.— 1596-1608  York  Avenue, 

1904- BZY — Vol.  II — B.Bx. — 555  Kappock  Street,  N.B. 
1481-61. 

1905- BZY — Vol.  II — B.Bx. — 2666  Netherland  Avenue 
N.B.  1482-62. 

1906- BZ\  Vol.  II — B.Bx. — 2680  Edgehill  Avenue,  N.B. 
1483-60. 

1277-BZY — Vol.  Ill  B.R. — 1160  Richmond  Road,  N.B. 
1089-61. 

2330-BZY — Vol.  Ill — B.M. — 30-46  Third  Avenue,  N.B. 
280-61. 

319-BZY— Vol.  Ill— B.M.— 857  Fifth  Avenue,  N.B.  276- 
61. 

2298- BZY — Vol.  II — B.Q. — 4370  Kissena  Boulevard,  N.B. 
4804-61. 

2299- BZY  Vol.  II — B.Q. — 4323  Golden  Street,  N.B. 
4o05-61. 

Vo1,  n— B-Q— 1^8-25  Elder  Avenue,  N.B. 

4806-61. 

Vo1-  HI— B.M.— 1156-1162  Third  Avenue, 

N.B.  234-61. 

21976fZY~VOl‘  ln~ B-M  ~ 14'18  Charlton  Street,  N.B. 
68^61^ZY  B.B. — 1170  Ocean  Parkway,  N.B. 

33176?ZY~ VCl’  II~B  M~537-555  First  Avenue,  N.B. 
4020-BZY_ Vol.  HI— B.B.— 575  Herkimer  Street,  N.B. 

RULES 

Arc  and  Gas  Welding  Oxygen 

Cutting  .  Nov.  2?>  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of_  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15,  1955— Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

_  form  - -  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . -  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)_  Aug.  3,  1937— Vol.  22,  No.  31 

Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  Dec.  15,  1964 


Dry  Cleaning  Establishments  Rules 

Covering  — - -  Dec.  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  -  Mar.  11,  1952— Vol.  37,  No.  11 A 

Factory  Exit  Rules  - -  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  ........  May  1963 

Fire  Drill  Rules  -  Dec.  31,  1964— Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Feb.  4,  1965— Vol.  50,  No.  5 

Hatchways  Protection  . . . June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . .  April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  -  Mar.  25,  1952— Vol.  37,  No.  13 A 

Oil  Burner  Rules  . . . November  17,  1965 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  _ May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 

lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . . . — . _  Mar.  20,  1960 

Procedure,  Rules  of  . . .  Jan.  14,  1965— Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  . June  4,  1964 — Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . November  17,  1965 

Sprinkler,  Rules  - June  29,  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department. 


JANUARY  11,  1966,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  January  11,  1966,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Section  11-324. 

3861-BZY — Vol.  Ill — B.B.— 275  Atlantic  Avenue,  N.B. 
1108-48. 


3862-BZY— Vol.  Ill— B.B.— 318-336  Jay  Street,  N.B. 
1015-49. 


3863-BZY — Vol.  Ill — B.B. — 181-185  Union  Street,  N.B. 
17111-59. 


4076-BZY — Vol.  Ill — B.M. — 1918  1st  Avenue,  N.B.  76-57. 


4069-BZY — Vol.  Ill — B.Q. — 80-25  126th  Street,  N.B. 
4559-59. 


4071-BZY— Vol.  Ill— B.M.— 150-160  West  100th  Street, 
N.B.  36-57. 


4072-BZY — Vol.  Ill — B.Q. — 53-15  58th  Street,  Alt.  No. 
2080-61. 


1223-BZY — Vol.  Ill — B.B. — 2312-2318  65th  Street,  N.B. 
2278-61. 


119-BZY  Vol.  II — B.M. — 420-422  West  59th  Street.  Alt 
No.  89-59. 


1505 


CALENDAR 


120-BZY— Vol.  11-420-422  West  59th  Street,  Alt.  No. 
90-59. 

3854-BZY — Vol.  Ill — B.Bx. — Rikers  Island  Workhouse, 
N.B.  733-59. 

121-BZY— Vol.  II— B.M.— 420-422  West  59th  Street,  Alt. 
No.  91-59. 

4160-BZY— Vol.  Ill— B.Bx.— 853  River  Avenue,  Alt.  No. 

383-59. 

122-BZY— Vol.  II— B.M.— 421-423  West  58th  Street,  Alt. 
No.  1343-59. 

3865-BZY — Vol.  Ill — B.Q. — 89-11  Merrick  Boulevard, 
N.B.  344-61. 

59-BZY— Vol.  II— B.M—  318-32  East  23rd  Street,  N.B. 
348-61. 

1224-BZY— Vol.  Ill— B.B.— 300  Jay  Street,  N.B.  2823-61. 

59-BZY — Vol.  II — B.M. — 382-90  Second  Avenue,  N.B. 
349-61. 

4073-BZY— Vol.  Ill— B.M.— 455  1st  Avenue,  N.B.  163-60. 

4077-BZY— Vol.  Ill— B.M.— 295-301  Delancey  Street, 

N.B.  1948-59. 

4157-BZY — Vol.  Ill — B.M. — 325-335  East  49th  Street, 
N.B.  266-61. 

1557-BZY — Vol.  II — B.R. — 18  Seaside  Boulevard,  N.B. 
224-61. 

4312-BZY— Vol.  Ill— B.M— 518-24  East  80th  Street, 
Alt.  2326-61. 

1556-BZY — Vol.  II — B.R. — 32  Seaside  Boulevard,  N.B. 
2917-61. 

3968-BZY- — Vol.  II — B.Q. — 145-69  226th  Street,  N.B 

7563-61. 

2376-BZY — Vol.  II — B.M. — 765-773  Amsterdam  Avenue, 
N.B.  259-61. 

3969-BZY— Vol.  II— B.Q.— 145-55  226th  Street,  N.B. 

3066-61. 

925-BZY — Vol.  Ill — B.Bx.  3900  Bailey  Avenue,  N.B 
20-61. 

1301-BZY— Vol.  Ill— B.Q.— 39-09  214th  Place,  Alt.  No. 

2986-61. 

926-BZ\ — Vol.  Ill — B.Q. — 45-25  &  45-35  Kissena  Boule¬ 
vard,  N.B.  305-61. 

2354-BZY — Vol.  II — B.Q. — 212-30  23rd  Avenue,  N.B. 

2-61. 

1159-BZY_V°1.  II — B.M.  Ill  Amsterdam  Avenue, 
N.B.  175-61-. 

1234-BZY — Vol.  Ill — B.M. — 60  West  13th  Street,  N.B. 

246-61. 

— Vol.  II — B.M. — 80  Columbus  Avenue,  N.B. 

132-60. 

2365-BZY— Vol.  II— B.Q.— 23-20  Bell  Boulevard,  N.B. 
3-61. 

— B.Bx. — 3410  DeReimer  Avenue,  N.B. 

917-61. 

879-BZY— Vol.  II— B.M.— 860-868-870  United  Nations 
Plaza,  N.B.  80-60. 

5 ~N o ^1072 °6 1  *** — B-M\ — 835-51  Avenue  of  Americas, 

3835-BZY — Vol.  Ill — B.Bx. — 6015-6025  Riverdale  Av¬ 
enue,  N.B.  2589-61. 

Vol.  II — B.R.- — 600  Hylan  Boulevard,  N.B. 

101 6"()  1 . 

3316-BZY — Vol.  Ill — B.B. — 154-164  Parkside  Avenue, 
N.B.  3111-61. 

3855-BZ  Y — V ol.  Ill— B.M.— 205-235  East  20th  Street  4323-BZY— Vol.  Ill— B.B.— 2121  Bragg  Street,  N.B. 

N.B.  53-1900.  ’  1216-61. 

3858- BZY — Vol.  II — B.M. — 91-83  Lafayette  Street,  N.B.  1300-BZY — Vol.  Ill — B.Bx. — 3469  Cannon  Place,  N.B. 

79-55.  ’  413-61. 

3859- BZY — Vol.  Ill — B.M. — 516-520  First  Avenue,  N.B.  1907-BZY — Vol.  II — B.Q. — 191  Beach  105th  Street,  N.B. 

25-27.  1207-61. 


3860-BZY — Vol.  Ill — B.M. — 145-151  West  100th  Street, 

N.B.  69-57. 


1908-BZY — Vol.  II — B.Q. — 190  Beach  105th  Street,  N.B. 
1208-61. 
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1909-BZY — Vol.  II— B.Q, 

1209-61. 


191  Beach  102nd  Lane,  N.B. 


1500-BZY— Vol.  II— B.Q. 

61. 


■32-71  71st  Street,  N.  B.  8363- 


1910-BZY — Vol.  II — B.Q. — 190  Beach  102nd  Lane,  N.B. 
1210-61. 

MAX  H.  FOLEY,  Chairman 


309-BZY — Vol.  Ill — B.Bx. — 4365  Third  Avenue,  Alt. 
No.  535-61. 


2184-BZY — Vol.  Ill — B.Q. — 158-11  Jewel  Avenue,  N.B. 
3560-60. 


JANUARY  18,  1966,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  January  18,  1966,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the  following 
applications  for  exteions  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Section  11-324. 

4060-BZY — Vol.  II — B.Q. — 150  Beach  81st  Street,  N.B. 

1968-61. 


4061-BZY- — Vol.  II — B.Q.- — 151  Beach  77th  Street,  N.B. 

1969-61. 


4062-BZY  Vol.  II — B.Q. — 150  Beach  77th  Street,  N.B. 

1970-61. 


4063-BZY — Vol.  II— B.Q. — 151  Beach  74th  Street,  N.B. 

1971-61. 


2185-BZY — Vol.  II — B.Q. — 65-24  162nd  Street,  N.B. 

8592-61. 


2186-BZY — Vol.  II — B.Q. — 65-25  160th  Street,  N.B. 

8593-61. 


1381-BZY — Vol.  Ill — B.Bx. — 130  Van  Cortlandt  Avenue 
West,  N.B.  3018-61. 


1738-BZY — Vol.  II — B.M. — 2850  Eighth  Avenue,  N.B. 
69-61. 


997-BZY — Vol.  II — B.M. — 415,  417,  421  East  93rd  Street, 
N.B.  80-61. 


998-BZY — Vol.  II — B.M. — 1834  Eighth  Avenue,  N.B.  81- 


4123-BZY — Vol.  II — B.Q. — 32-50  Vernon  Boulevard, 
N.B.  5266-61. 


999-BZY — Vol.  II — B.M. — 403,  407  East  93rd  Street,  N.B. 
82-61. 


4156-BZY — Vol.  II — B.B.— 3080-3090  Voorhies  Avenue, 
N.B.  2098-61. 


30Q2-BZY — Vol.  II — B.M. — 2654-60  Eighth  Avenue,  N.B 
230-59. 


4158-BZY— Vol.  II  B.B. — 3845-3855  Shore  Parkway, 
N.B.  2097-61. 


3003-BZY — Vol.  II — B.M. — 2674-80  Eighth  Avenue,  N.B 
231-59. 


2543-BZY — Vol.  II — B.B.— 3001  West  36th  Street,  N.B. 
6920-61,  Alt.  No.  4114-61. 


3004-BZ  V — Vol.  II — B.M.  2692-2700  Eighth  Avenue 
N.B.  232-59. 


2549-A — BZY — Vol.  II — B.B. — 3514  Surf  Avenue,  Alt. 
No.  4114-61. 


2798-BZY — Vol.  Ill — B.B. — 415  Stratford  Road,  N.B. 
6752-61. 


3347-BZY — Vol.  Ill — B.M. — 266-298  West  53rd  Street, 
N.B.  365-61. 


o609-BZY — Vol.  Ill — B.Q. — 157-17  129th  Avenue,  N.B 
7580-61. 


2830-Bz,Y — Vol.  Ill — B.M. — 620-54  West  168th  Street, 
N.B.  1486-58. 


3920-BZY— Vol.  II— B.Q.— 148-11  231st  Street,  N.B. 

7861-61. 


1156-BZf — Vol.  II — B.M. — 100  Columbus  Avenue,  N.B. 
113-58. 


3921-BZY— Vol.  II— B.Q.— 148-15  231st  Street,  N.B. 
7862-61. 


1157-BZY— Vol.  II— B.M— 103-119  West  62nd  Street  3922-BZY— Vol.  II— B.Q.— 148-17  231st  Street,  N.B. 

N.B.  176-61.  ’  7863-61. 


1160-BZ\ — Vol.  II — B.M. — 61-95  Amsterdam  Avenue  3923-BZY — Vol.  II — B.Q. — 148-21  231st  Street,  NB 

N.B.  114-58.  ’  7864-61. 


4125-BZY-Vol.  Ill— B.B.— 2090-94  Atlantic  Avenue,  3924-BZY— Vol.  II— B.Q. -148-23  231st  Street  N  B 
N.B.  1213-61.  7865-61.  ’  '  ' 
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3925-BZY — Vol. 

7866-61. 

II— B.Q.— 148-27 

231st 

Street, 

N.B. 

3926-BZY— Vol. 

7867-61. 

II— B.Q.— 148-29 

231st 

Street, 

N.B. 

3927-BZY— Vol. 

7868-61. 

II— B.Q.— 148-23 

231st 

Street, 

N.B. 

3912-BZY— Vol. 

7876-61. 

II— B.Q.— 148-34 

231st 

Street, 

N.B. 

3928-BZY— Vol. 

7869-61. 

II— B.Q.— 148-35 

231st 

Street, 

N.B. 

3929-BZY— Vol. 

7870-61. 

II— B.Q.— 148-39 

231st 

Street, 

N.B. 

3913-BZY— Vol. 

7875-61. 

II— B.Q.— 148-36 

231st 

Street, 

N.B. 

3914-BZY— Vol. 

7874-61. 

II— B.Q.— 148-20 

231st 

Street, 

N.B. 

3915-BZY — VoL 

7873-61. 

II— B.Q.— 148-42 

231st 

Street, 

N.B. 

3916-BZY— Vol 

7877-61. 

,  II— B.Q.— 148-46 

231st 

Street, 

N.B. 

3917-BZY— Vol. 

7878-61. 

II— B.Q:— 148-48 

231st 

Street, 

N.B. 

3918-BZY— Vol. 

7879-61. 

II— B.Q.— 148-52 

231st 

Street, 

N.B. 

3919-BZY— Vol. 

7880-61. 

II— B.Q.— 148-54 

231st 

Street, 

N.B. 

3931-BZY— Vol. 
7871-61. 

II— B.Q.— 148-41 

231st 

Street, 

N.B. 

1247-BZY— Vol. 

N.B.  3934-61. 

HI  B.B. — 77-95  Livingston  Street, 

MAX  H.  FOLEY,  Chairman 

JANUARY  18,  1966,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  18,  1966,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

8 13-64- A 

APPLICANT — Samuel  Cohen  for  Northern  Fee  In¬ 
corporated,  owner;  Birdland  Restaurant  Incorporated, 
lessee. 

SUBJECT — Application  July  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 1672-1678  Broadway,  205 
West  52nd  Street,  northeast  corner,  Block  1024,  Lot 
31  Vz,  Borough  of  Manhattan. 


756-65-A 

APPLICANT — Burke  and  Groh  for  Pineville  Develop¬ 
ment,  owner. 

SUBJECT — Application  July  7,  1965  —  Filed  pur¬ 
suant  to  Section  35  of  the  General  City  Law  re-  con¬ 
struction  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 124-25  Lucas  Street,  north 
side,  237.94  feet  east  of  Williamson  Avenue,  Block 
12727,  Lot  7,  Springfield  Gardens,  Borough  of  Queens. 


4-65-A 

APPLICANT — 1181  Broadway  Corporation,  owner. 

SUBJECT — Application  January  5,  1965  —  Appeal  from 
a  decision  and  order  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1181  Broadway,  southwest 
corner  of  West  28th  Street,  Block  829,  Lot  57,  Bor¬ 
ough  of  Manhattan. 


7-65-A 

APPLICANT — Edward  J.  Hurley  for  Jep  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  30,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 500  West  207th  Street,  3868 
Tenth  Avenue,  northwest  corner,  Block  2219,  Lot  21, 
Borough  of  Manhattan. 


10-65-A 

APPLICANT — Abraham  Grossman  for  Hamabe  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  December  29,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 52-11  to  52-15  Grand  Ave¬ 
nue,  northside,  145  feet  north  of  Page  Place,  Blocks 
2593,  2594,  2604,  2606,  Lots  1  and  34,  Maspeth,  Bor¬ 
ough  of  Queens. 


12-65-A 

APPLICANT — Anthony  J.  Perrotto  for  V.P.C.  Realty 
Corporation,  owner;  V.P.C.  Foods,  Incorporated,  les¬ 
see. 

SUBJECT — Application  January  6,  1965  —  Appeal  from 
a  decision  and  order  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 786-788  East  180th  Street, 
south  side,  22.16  feet  west  of  Mapes  Avenue,  Block 
3109,  Lot  32,  Borough  of  The  Bronx. 


27-65-A 

APPLICANT — Gabriel  Nathan  for  H.  Verby  Holding 
Company,  Incorporated,  owner;  C.  Sales  Company, 
lessee. 

SUBJECT — Application  January  12,  1965  —  Appeal 
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from  an  order  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 182-11  to  182-17  Jamaica 
Avenue,  91-30  to  91-42  182nd  Place,  northwest  corner, 
Block  9900,  Lot  1,  Jamaica,  Borough  of  Queens. 


28-65-A 

APPLICANT— Joseph  Bitter  for  Waldo  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  12,  1965  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 136  to  150  Dyckman  Street, 
west  side,  100  feet  south  of  Sherman  Avenue,  Block 
2174,  Lots  42  and  46,  Borough  of  Manhattan. 


37-65-A 

APPLICANT — Frederick  C.  Genz  for  House  of  The 
Holy  Comforter,  owner. 

SUBJECT — Application  January  14,  1965  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system  and  installation  of  double  fire¬ 
proof  swinging  doors. 

F REMTSES  AFFECTED — 2751  Grand  Concourse  and 
123  East  196th  Street,  northwest  corner,  Block  3315, 
Lot  1,  Borough  of  The  Bronx. 


SUBJECT — Application  January  19,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re¬ 
exits,  stairs  to  cellar,  stairway  to  street. 

AFFECTED — 2912  3rd  Avenue,  east  side, 
126.30  feet  south  of  East  152nd  Street,  Block  2362, 
Lot  12,  Borough  Qf  'j'hg  Bronx. 


59-65-A 

— Harry  G.  Savran  for  Yeshiva  Ch’san 
Sofer,  owner. 

SUBJECT— Application  January  19,  1965— Appeal  from 
a  older  and  decision  of  the  Fire  Commissioner,  re- 
sprinkler  system. 

PREMISES  AFFECTED— 300  East  4th  Street  south- 
west  corner  of  Avenue  C,  Block  386,  Lot  36,  Borough 


130-65-A 

"^^.^^ICANl  A  Baker  for  Vestal  Laboratories  Divi¬ 
sion  of  W.R.  Grace  and  Company,  owner. 

SUBJECT— Application  February  4,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  Packag¬ 
ing  of  combustible  mixture  known  as  VES-PHENE 
m.  |  gallon  polypropylene  container  not  in  accordance 
with  Administrative  Code  requirements. 


41-65-A 

APPLICANT — Jerome  W.  Perlstein  for  Oscar  and  Anne 
Goldstein,  owners. 

SUBJECT — Application  January  14,  1965  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 102-05  Northern  Boulevard 
north  side,  40  feet  east  of  102nd  Street,  Block  1697, 
Lot  41,  East  Elmhurst,  Borough  of  Queens. 


52-65-A 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Manu¬ 
facturers  Realty  Corporation,  owner;  United  Metal 
Good  Manufacturing  Company,  Incorporated,  lessee. 

SUBJECT — Application  January  14,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re- 
paint  storage  room,  window  on  lot  line  and  masonry 
partitions. 

PREMISES  AFFECTED— 379-385  DeKalb  Avenue, 
northwest  corner  of  Steuben  Street,  Block  1921,  Lot 
64,  Borough  of  Brooklyn. 


54-65-A 

APPLICANT— Max  Siegel  Associates  for  Colonial  Real 
Estate  Association,  owner. 

SUBJECT — Application  January  19,  1965  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1710-1716  Cropsey  Avenue, 
northeast  corner  Robers  Avenue,  Block  4170,  Lot  5! 
Borough  of  The  Bronx. 


57-65-A 

APPLICANT — Irwin  Emerman  for  Leona  Heetiner, 
owner;  Sam  Gindi,  lessee. 


150-65-A 

APPLICANT  A  Baker  for  Vestal  Laboratories  Divi¬ 
sion  W.  R.  Grace  &  Company,  owner. 

SUBJECT — Application  February  10,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  Packag¬ 
ing  of  combustible  mixture  known  as  Staphene  in  1 
gallon  polypropylene  container  not  in  accordance  with 
Administrative  Code  requirements. 


972-65-A 

APPLICANT — Halperin,  Shivitz,  Scholer  and  Steingut 
for  Anna  London  and  Leon  London,  owners. 

SUBJECT— Application  September  23,  1965  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variance  of  Sections  34  and  216  of  the  Multiple 
Dwelling  Law  re-  cellar  apartment. 

PREMISES  AFFECTED — 1378-1380  First  Avenue,  east 
side,  46  feet,  6  inches  south  of  East  74th  Street,  Block 
1468,  Lot  47,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


JANUARY  25,  1966,  10  A  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  25,  1966,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

162-63-BZ — Vol.  II 

APPLICANT— Corwin,  Atkin  &  Associates,  for  Michael 
Shore,  owner. 

SUBJECT — Application  reopened  November  30,  1965 
as  Volume  II— decision  of  the  Borough  Superintend¬ 
ent,  under  Section  72-21  &  73-42  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  combining  of 


1509 


. - .  -  -  .  '  -  -  -  —  ■  ■■  —  ■■■■'■  '  '  " 

CALENDAR 


a  commercial  parking  area  with  a  residential  parking 
area  for  use  as  a  joint  parking  facility  extending  into 
the  residence  district. 

PREMISES  AFFECTED— 3801  Boston  Road,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4895,  Lot  6, 
Borough  of  The  Bronx. 


1209-65-BZ 

APPLICANT— Corwin,  Atkin  and  Associates  for  Mich¬ 
ael  Shore,  owner. 

SUBJECT— Application  October  29,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section .  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  combing  on  a  residential  parking  area  with  the 
adjoining  commercial  parking  area  for  use  as  a  joint 
parking  facility. 

PREMISES  AFFECTED— 3512-3516  Baychester  Ave¬ 
nue,  east  side,  100.15  feet  north  of  Boston  Road,  Block 
4895,  Lot  16,  Borough  of  The  Bronx. 


952-65-BZ 

APPLICANT — Joseph  A.  Trapani  for  Sonia  and  George 
Cullinen,  owners. 

SUBJECT — Application  August  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  and  Section  666  (7)  of  New 
York  City  Charter,  to  permit  in  a  R2  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  a  Day  Nursery 
school  that  encroaches  on  the  required  front  and  side 
yards  and  the  installation  of  an  accessory  swimming 
pool. 

PREMISES  AFFECTED— 35-45  223rd  Street,  east 
side,  152.83  feet  north  of  37th  Avenue,  Block  6192, 
Lot  68,  Bayside,  Borough  of  Queens. 


953-65-A 

APPLICANT — 'Joseph  A.  Trapani  for  George  and 
Sonia  Cullinen,  owners. 

SUBJECT — Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Change  in  use  of  1st  floor  and  attic  occupancy. 

PREMISES  AFFECTED— 35-45  223rd  Street,  east  side, 
152.83  feet  north  of  37th  Avenue,  Block  6192,  Lot  68, 
Bayside,  Borough  of  Queens. 


1000- 65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Gon- 
zalo  Contreras,  owner. 

SUBJECT — Application  October  1,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
maintenance  of  an  enlargement  to  a  two  family  dwell¬ 
ing  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,,  open  space  ratio  and  lot  area  per 
room  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 2110,  Homer  Avenue,  south 
side,  150.7  feet  east  of  Olmstead  Avenue,  Block  3610, 
Lot  39,  Borough  of  The  Bronx. 

1001- 65-A 

APPLICANT — Corwin,  Atkin  and  Associates  for  Gon- 
zalo,  Contreras,  owner. 


SUBJECT — Application  October  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  4 
building — lot  lines,  frame  extension  etc. 

PREMISES  AFFECTED— 2110  Homer  Avenue,  south 
side,  150.17  feet  east  of  Olmstead  Avenue,  Block  3610, 
Lot  39,  Borough  of  The  Bronx. 


1016-65-BZ 

APPLICANT — Henry  Nordheim  for  Marcy  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  October  6,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R8  district,  the 
construction  and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED— 33  Marcy  Place,  north  side, 
105.43  feet  west  of  Walton  Avenue,  Block  2841,  Lot 
30,  Borough  of  The  Bronx. 


1036-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Cooper-78  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  October  13,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
factory. 

PREMISES  AFFECTED— 69-59  75th  Street,  east  side, 
100  feet  south  of  69th  Road,  Block  3794,  Lots  28,  Mid¬ 
dle  Village,  Borough  of  Queens. 


1038-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalot- 
ti,  for  Estate  of  William  Casey,  George  D.  Casey  Ex¬ 
ecutor  for  George  D,  Augustine  and  Edith  Casey, 
and  Gertrude  Girard,  owners;  Mobil  Oil  Company, 
lessee. 

SUBJECT — Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution 
to  permit  in  a  C2-1  and  R3-2  district,  on  the  C2-1  por¬ 
tion  o  fthe  site,  the  reconstruction  and  maintenance 
of  an  automotive  service  station  with  accessory  uses 
and  with  business  signs. 

PREMISES  AFFECTED— 180  Victory  Boulevard, 
southwest  corner  of  Fiedler  Avenue,  Block  575,  Lot  32, 
Tompkinsville,  Borough  of  Richmond. 


1039-65-A 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti 
for  Estate  of  William  Casey,  George  D.  Casey  Ex¬ 
ecutor  for  George  D.  Augustine,  Edith  Casey  and 
Gertrude  Girard,  owners;  Mobil  Oil  Company,  lessee. 

SUBJECT — Application  October  13,  1965  —  Filed  pur¬ 
suant  to  Art.  3  Section  36  of  the  General  City  Law, 
re-  building  on  an  unmapped  street. 

PREMISES  AFFECTED— 180  Victory  Boulevard, 
southwest  corner  of  Fiedler  Avenue,  Block  575,  Lot 
32,  Tompkinsville,  Borough  of  Richmond. 


1041-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shell  Holding 
Corporation,  owner. 
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SUBJECT  Application  October  13,  1965  —  Appeal  1553-BZY Vnl  TT rr  17?»  i7«o  tt+-  a  wr, 

from  a  decision  of  the  Borough  Superintendent,  under  3917-61.  '  Utica  Avenue,  N.B. 

Section  73-50  of  the  Zoning  Resolution  to  permit  in  a 
Ml-1  district,  the  erection  of  a  one  story  warehouse 

that  encroache  son  the  required  rear  yard  along  the  946-BZY— Vol.  II— B.B.— 2102-2128  Ralph  Avenue  N  B 
district  boundary.  4077-61.  »  •  • 

PREMISES  AFFECTED— 24-34  Cobek  Court,  south  - 

S‘reet'  BI°Ck  72'2'  LOt  SfY-Vol.  II  B.B.  2164-2190  Ra.ph  Avenue.  N.B. 


32-BZY— Voh  Ill— B.M.— 1533-47  York  Avenue,  N.B. 
10-61. 


1123-65-BZ 

APPLICANT— Philip  P.  Agusta  for  David  Weiner 
owner. 

SUBJECT— Application  November  4,  1965;  decision  of  31-BZY— Vol.  Ill— B.M.— 1511-1517  York  Avenue,  N.B. 
the  Borough  Superintendent  under  Sections  73-11  u'61- 

aud  73-27  oi  the  Zoning  Resolution  to  permit  in  a  - - 

,  ~2  nistrict  an  existing  three  story  building,  the  fin  r v v  w,i  ttt  t>  d  /in  , 

change  in  occupancy  of  the  first  floor  store  to  a  funeral  1408-6?  7  '  III_ B-R-— 640  Willowbrook  Road,  N.B. 

establishment  to  be  used  in  conjunction  with  the  ad¬ 
joining  lot.  - • 

PREMISES  AFFECTED — 129  Nassau  Avenue,  north  m — BR- — 2375  Richmond  Road,  N  B 

side,  50  feet  west  of  McGuinness  Blvd.,  Block  2649,  1716~61- 

Lot  31,  Borough  of  Brooklyn.  ’  — - - 

MAX  H.  FOLEY,  Chairman.  VoL  HI— B.R.— 132  Flagg  Place,  N.B. 


JANUARY  25,  1966,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  January  25,  1966,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Section  11-324. 

N  B^TrisY01'  110-17  Queens  Boulevard, 


2427-61^ Y  VOl‘  III—B-R-— 140  Rlagg  Place,  N.B. 


2431-'?LY~V0L  IH-B-R— 14«  Flagg  Place,  N.B. 


2435-61ZY~V01'  III~B-R— ^ 156  Flagg  Place,  N.B. 


xtrB?XT ,Vo1<  In-B.M.— 208-14  Central  Park  So., 
ooZ-Ol. 


29m-6LY~V°l  ni~BR— 210 7  Richmond  Road,  N.B. 


NBB237-~lVOl‘  IH-B-M— 34R343  Ea«t  75th  Street, 


2220B6ZY~VO1'  In~BR-2160  HyJan  Blvd.,  N.B. 


^41l"BZY~V01'  III__B  Bx-~33  East  233rd  Street,  N.B. 


2251-BZY  Vo1  Iir— BR— 4150  Hylan  Blvd.,  N.B. 


3916  61ZY~Vo1'  II_ B.B.— !166  East  54th  Street,  N.B. 


3915  61ZY~~V01'  II—BB~1199  East  53rd  Street,  N.B. 


67- BZY— Vol  III  B.R. — 20  Cliff  Street,  N.B.  2294-61. 

68- BZY  Vol.  HI  B.R. — 20  Cliff  Street,  N.B.  2253-61. 
4277-BZy— Vol.  Ill— B.R.— 67  Olympia  Boulevard,  Alt. 


3914-BZY  V01"  East  53rd  Street,  N, 


B. 


2123-BZY  Vo1’  n“B-R— ; 3090  Hylan  Boulevard,  N.B. 


39 f 3 - BZ Y  V° 1  II~B,B~; 1275  East  51st  Street,  N.B. 


3912-BZY~VOl‘  U~B  B— 1270  East  51st  Street,  N. 


B. 


6043-BZY  Vo1  IT~ BB— 1805  Utica  Avenue,  N. 


B. 


2124-61ZY~Vo1'  I][-B  R— 3I00  Hylan  Boulevard,  N.B. 

C^nt^^N^B V°649-59~B ' Bx'~Bronx  Municipal  Hospital 
N.7B2"BZYTVo1'  ni~B  Q— 125-01  Queens  Boulevard, 
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3973-BZY — Vol.  Ill— B.Q.— 53-15  58th  Street,  Alt.  2230- 

59. 


3974-BZY— Vol.  Ill— B.Q. — 402  Beach  169th  Street, 
N.B.  2588-59. 


1845-BZY — Vol.  II — B.M. — 1505  Park  Avenue,  N.B. 
240-60. 


1846-BZY — Vol.  II — B.M. — 1760  Lexington  Avenue,  N.B. 
241-60. 


1847-BZY — Vol.  II — B.M. — 1740  Lexington  Avenue, 
N.B.  242-60. 


1848-BZY - Vol.  II— B.M.— 1485  Park  Avenue,  N.B. 

243-60. 


1849-BZY— Vol.  II— B.M.— 120  East  110th  Street,  N.B. 
246-60. 


1850-BZY — Vol.  II — B.M. — 1405  Park  Avenue,  N.B. 

244-60. 


1851-BZY— Vol.  II— B.M.— 1405  Park  Avenue,  N.B. 

245-60. 


3016-BZY— Vol.  Ill— B.M.— 201  West  102nd  Street,  N.B. 
227-61. 


2990-BZY— Vol.  II— B.B.— 3040  West  24th  Street,  N.B. 
2589-61. 


2991-BZY— Vol.  II— B.B.— 2410  Surf  Avenue,  N.B. 
2587-61. 


2992-BZY— Vol.  II— B.B.— 3021  West  25th  Street,  N.B. 
2588-61. 


2458-BZY— Vol.  Ill— B.Bx.— 724  East  140th  Street,  N.B. 
154-55. 


1867-BZY— Vol.  Ill— B.M.— 201-207  East  25th  Street, 
N.B.  181-61. 


1212-BZY — Vol.  II- — B.Bx. — 775  Morris  Avenue,  N.B. 

1644-61. 


1213-BZY — Vol.  II — B.Bx. — 779  Morris  Avenue,  N.B. 

1645-61. 


1214-BZY — Vol.  II — B.Bx. — 800  Sheridan  Avenue,  N.B. 

1646-61. 


1215-BZY — Vol.  II — B.Bx. — 790  Sheridan  Avenue,  N.B. 

1647-61. 


1216-BZY — Vol.  II — B.Bx. — 780  Sheridan  Avenue,  N.B. 

1648-61. 


1217-BZY — Vol.  II — B.Bx. — 773  Morris  Avenue,  N.B. 

1649-61. 


1218-BZY — Vol.  II — B.Bx. — 777  Morris  Avenue,  N.B. 
1651-61. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


SPECIAL  MEETING 
FRIDAY  MORNING,  DECEMBER  10,  1965 

Present:  Chairman  Foley,  Vice  Chairmen  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

892-63-A 

APPLICANT — George  Bratt,  Jr.  for  Burma  Vita  Com¬ 
pany,  Division  of  Phillip  Morris,  Inc.,  owner. 


896- 63-A 

APPLICANT — The  Gillette  Company,  owner. 

897- 63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owner. 

SUBJECT — Applications  November  14,  1963  and  November 
15,  1963  for  review  of  Fire  Department  Regulations  cover¬ 
ing  packaging  of  a  combustible,  flammable  or  extremely 
flammable  product  in  pressurized  containers  as  applied  to 
shaving  soap  products. 


APPEARANCES— 

For  Applicant:  Everett  Willis,  William  T.  Lifland  and 
Allen  Blank. 

For  Administration  :Chief  James  J.  Brennan,  Chief 
George  Kelly,  Lieut.  E.  Silhan,  Chief  Inspector  H.  L. 
Bernstein  and  Deputy  Chief  Insp.  M.  Fishkin.  N.Y.C. 
Fire  Dept. 

ACTION  OF  BOARD — Regulations  modified  in  part. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker _ 4 

Negative:  Commissioner  Klein _ 1 

THE  RESOLUTION— 

Whereas,  the  Fire  Commissioner  adopted  Regulations  for 
Pressurized  Products  which  were  filed  with  the  City  Clerk 
on  October  17,  1963  and  published  in  the  City  Record  on 
October  23,  1963,  and 

Whereas,  the  Board  has  held  public  hearings  on  these 
applications  for  review  of  the  Regulatiosn  as  they  pertain 
to  shaving  soap  products  on  November  10,  1964,  January 
15,  1965,  February  19,  1965,  March  12,  1965,  March  26, 
1965,  May  7,  1965,  July  16,  1965,  September  17,  1965  and 
November  12,  1965,  and 
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Whereas,  the  Board  has  considered  the  evidence  pre¬ 
sented  both  by  the  applicants  and  the  Fire  Department,  and 

Whereas,  the  Board  finds  that  the  Fire  Department 
Regulations  in  regard  to  shaving  soap  products  only  should 
be  modified, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  modify  the  Fire  Department  Regulations  in  regard 
to  shaving  soap  products  as  follows : 

Section  1.  DEFINITIONS  are  to  be  modified  to  read  as 
follows : 

A.  Pressurised  products  are  products  which  are  self- 
propelled  from  containers  through  valves,  regardless 
of  the  size  of  the  particles  emitted,  type  of  propellant 
or  form  in  which  the  product  is  dispensed. 

B.  A  combustible  pressurized  shaving  soap  product  is  one 
where  the  flame  projection  is  less  than  eighteen  (18) 
inches  at  full  valve  opening. 

C.  A  flammable  pressurized  shaving  soap  product  is  one 
where  the  flame  projection  exceeds  eighteen  (18) 
inches  at  full  valve  opening. 

D.  An  extremely  flammable  pressurized  shaving  soap  pro¬ 
duct  is  one  where  the  flame  projection  exceeds  twenty- 
four  (24)  inches  at  full  valve  opening  or  where  a 
flash  back  is  obtained  at  any  degree  of  the  valve 
opening. 

E.  Certificate  of  Approval,  a  written  statement  issued  by 
the  Fjre  Commissioner,  certifying  that  the  type  or  class 
of  product  mentioned  therein  has  been  tested,  and  ap¬ 
proved  in  conformity  with  these  regulations. 

F.  Permit,  the  written  authority  issued  under  law  for  the 
manufacture,  storage,  sale  or  use  of  a  product  or  any 
material  or  substance  entering  into  the  composition 
thereof. 

Section  2.  shall  be  modified  to  read  as  follows : 

TESTING  PROCEDURES  FOR  PRESSURIZED 
SHAVING  PRODUCTS 

A.  A  shaving  soap  product  shall  be  classified  as  EX¬ 
TREMELY  FLAMMABLE  if  a  flame  flashes  and 
burns  toward  the  valve  located  at  a  distance  of  six 
(6)  inches  at  any  degree  of  the  valve  opening  or  when 
the  flame  projection  exceeds  twenty-four  (24)  inches 
at  full  valve  opening  when  tested  with  the  flame  pro¬ 
jection  apparatus  similar  to  that  used  by  the  Bureau 
of  Explosives  and  when  the  container  is  in  the  normal 
position  for  use  of  the  product. 

B.  A  shaving  soap  pressurized  product  shall  be  classified 
as  FLAMMABLE,  if  a  flame  flashes  and  burns  at  a 
length  exceeding  eighteen  (18)  inches  when  tested  with 
the  flame  projection  apparatus  similar  to  that  used 

by  the  Bureau  of  Explosives  and  when  the  container  is 
in  the  normal  position  for  use  of  the  product. 

C.  A  shaving  soap  pressurized  product  shall  be  classified 
as  COMBUSTIBLE  if  a  flame  flashes  and  burns  at 
a  length  of  eighteen  (18)  inches  or  less  at  full  valve 
opening  when  tested  with  the  flame  projection  appara¬ 
tus  similar  to  that  used  by  the  Bureau  of  Explosives 
and  when  the  container  is  in  the  normal  position  for 
use  of  the  product. 

D.  The  above  tests  shall  be  attested  to  by  any  nationally 
recognized  independent  testing  laboratory  and  a  sworn 
affidavit  shall  be  furnished  to  the  Fire  Commissioner 
by  the  applicant. 

Section  5.  LABELING  REQUIREMENTS  shall  be  modi¬ 
fied  as  follows : 

A.  The  following  warning  which  is  applicable  shall  ap¬ 
pear  on  the  front  of  the  container  at  the  top  or  bottom 
of  the  main  panel  of  the  label  as  follows: 


1.  DANGER.  EXTREMELY  FLAMMABLE. 

KEEP  FROM  HEAT  OR  FLAME. 

N.Y.C.  Fire  Dept,  or  N.Y.FD.  C.  of  A.  No.  or 
Permit  No. 

Section  5. 

2.  WARNING— FLAMMABLE 
KEEP  FROM  HEAT  OR  FLAME 

N.Y.C.  FIRE  DEPT,  or  N.Y.F.D.  C.  of  A.  No. 
or  Permit  No. 

3.  CAUTION— COMBUSTIBLE 
KEEP  FROM  HEAT  OR  FLAME 

N.Y.C.  FIRE  DEPT,  or  N.Y.F.D.  C.  of  A.  No. 
or  Permit  No. 

4.  The  N.Y.C.  Fire  Dept,  or  N.Y.F.D.  C.  of  A.  No. 
or  Permit  may  be  smaller  and  situated  anywhere 
on  the  container. 

B.  All  pressurized  containers  coming  within  the  classi¬ 
fications  contained  herein  shall  also  bear  the  following 
statement  which  may  be  located  anywhere  on  the  label 
and  the  manufacturer  shall  insert  the  proper  tempera¬ 
ture: 

DO  NOT  PUNCTURE,  INCINERATE  OR  STORE 
ABOVE _ °F. 

C.  COLOR 

Adequate  prominence  shall  be  given  the  required  warn¬ 
ing  by  typography,  color  contrast,  and  the  minimum 
type  sizes  prescribed. 

D.  SIZE  OF  PRINT. 

The  warnings,  exclusive  of  N.Y.C.  Fire  Dept.,  or 
N.Y.F.D.  C.  of  A.  No.  or  N.Y.F.D.  Permit  No.  shall 
be  printed  in  type  size  in  direct  relation  to  the  size  of 
the  label  panel  on  which  the  statement  is  to  appear 
(see  table  below.)  The  statement  shall  appear  entirely 
in  bold  faced  capitals  of  a  type  size  no  smaller  than 
the  minimum  specified  in  the  following  table. 

^Size  of  Panel  Minimum  Type  Size 

in-Square  Inches  Bold-Face  Capitals 

Under  8.0  . . .  8  Point 

8.0  to  20.9  . . .  10  Point 

21.0  to  34.9  _  12  Point 

35.0  or  over  . . . .  18  Point 

Other  than  as  herein  modified,  the  Regulations  are  af¬ 
firmed  as  written  in  so  far  as  they  pertain  to  the  packaging 
of  shaving  soap  products. 


Adjourned:  10:40  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  14,  1965,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker,  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  November  30,  1965, 
were  approved  as  printed  in  the  Bulletin  of  December  9, 
1965,  Vol.  50,  No.  49. 

689-65-BZ 

APPLICANT — Lucie  F.  Russo,  owner. 

SUBJECT — Application  June  15,  1965 — decision  of  the 
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Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  Rl-1  district,  the  mainten¬ 
ance  of  an  accessory  2  car  garage  to  a  one  family  dwell¬ 
ing  that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 82  Romer  Road,  east  side, 
299.5  feet  north  of  Four  Corners  Road,  Block  870,  Lot 
104,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  18,  1966,  at 
10  A.M.  for  decision.  Applicant  is  to  file  new  drawings ; 
Hearing  previously  closed. 


967-65-BZ 

APPLICANT — 'Morris  Kweller  for  Bushwick  Nursing 
Home,  owner. 

SUBJECT — Application  September  22,  1965 — decision  of 
the  Borough  Superintendent,  under  Section  72.21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  on  a  plot 
presently  occupied  with  two  buildings,  the  change  in  oc¬ 
cupancy  of  one  building  from  Nurses  residence  to  a  Class 
B  multiple  dwelling  that  will  be  non-complying  in  floor 
area  ratio,  open  space  ratio  lot  area  per  room,  encroach 
on  the  required  rear  yard  and  distance  between  buildings 
and  without  the  required  accessory  parking. 

PREMISES  AFFECTED— 49  Howard  Avenue,  southeast 
corner  of  Putnam  Avenue,  Block  1486,  Lot  6,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morris  Kweller. 

For  Opposition :  Ilene  Waldron. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966, 
at  10  A.M.  for  decision.  Applicant  is  to  submit  revised 
plans  and  additional  statement  on  findings.  Hearing  closed. 


968-65-A 

APPLICANT — Morris  Kweller  for  Bushwick  Nursing 
Home,  owner. 

SUBJECT — Application  September  22,  1965  —  Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  26  sub.  5b,  Section  28,  sub.  2,  Sec. 
26,  sub.  6,  and  Section  102,  sub.  6j  of  the  Multiple  Dwell¬ 
ing  Law  re-  rear  yard,  minimum  area  side  yards  and 
rear  fire  stairs,  etc. 

PREMISES  AFFECTED — 49  Howard  Avenue,  southeast 
corner  of  Putnam  Avenue,  Block  1486,  Lot  6,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966, 
at  10  A.M.  for  decision;  Applicant  is  to  submit  revised 
plans.  Hearing  closed. 


975-65-BZ 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer  for 
Marmon  Enterprises  Incorporated,  owner. 

SUBJECT — Application  September  24,  1965 — decision  of 
the  Borough  Superintendent,  under  Section  72.21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  R2  district,  on  a  plot  pre¬ 
sently  occupied  as  a  nursery  the  erection  of  a  one  story 
building  for  use  as  a  bank  with  accessory  parking  in  the 
open  area. 


PREMISES  AFFECTED— 46-08  Francis  Lewis  Boulevard, 
northwest  corner  of  46th  Road,  Block  5541,  Lot  5  and 
1,  Block  5554,  Lots  12,  6,  1  and  55,  Block  5555,  Lot  19, 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  J.  Meltzer,  Daniel  McNamara 
and  Edward  Riesbeck. 

For  Opposition:  John  Belmonte,  Harry  A.  Benz,  Joseph 
Annunziato,  Helen  Abel,  Bertha  Benz,  Sarah  C.  Dom¬ 
ing,  Thomas  Fromley,  Genivieve  Reubert,  Lotte  Cas- 
son,  Mary  McLaughlin,  James  McLowmein  and  Leo 
Selman. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966, 
at  10  A.M.  for  decision.  Applicant  is  to  submit  revised 
application,  revised  drawings,  and  further  information. 
Hearing  closed. 


1043-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Julius  Hoffman, 
Irving  Klein,  Michael  Hoffman  and  Pasquale  Dario, 
owners. 

SUBJECT — Application  October  13,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  under  Section 
72-21  of  the  Zoning  Resolution  and  Section  666  (7)  of  the 
New  York  City  Charter  to  permit  in  a  RIO  district,  the 
erection  of  a  24  story  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 80  Central  Park  West  and 
1-13  West  68th  Street,  northwest  corner,  Block  1121, 
Lots  26,  27,  28,  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Frank  E.  Karelien,  Paul  Crosney,  Frank 
Gunter  and  Sholom  B.  Koplovitz. 

ACTION  OF  BOARD — Laid  over  to  January  4,  1966,  at 
10  A.M.,  for  hearing  at  the  request  of  objectors. 


1047-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti  for 
Pan-Bru  Corporation,  owner. 

SUBJECT — Application  October  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  in  an  existing  three 
story  building,  the  enlargement  of  the  first  floor  restau¬ 
rant  use  to  include  cabaret. 

PREMISES  AFFECTED— 227  East  67th  Street,  north 
side,  150  feet  west  of  Second  Avenue,  Block  1422,  Lot 
18,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Dorothy  Robkin,  Alma  S.  Flesch,  George 
Agnell,  Anthony  W.  Fitzgerald,  John  N.  Polffey  and 
Jacob  Rabkin. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966, 
at  10  A.M.  for  decision;  hearing  closed. 


204-24-BZ — Vol.  Ill 

APPLICANT — Lama,  Proskauer,  Prober  a  ndVassalotti 
for  Michael  DeLaurenzo,  owner ;  Sunrise  Waste  Ma¬ 
terial  Company,  lessee. 

SUBJECT — Application  reopened  November  16,  1965  for 
consideration  as  to  extension  of  terms  of  variance,  ex- 
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pires  November  29,  1965— decision  of  the  Borough  Su¬ 
perintendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  resid¬ 
ence  use  district,  use  of  a  building  for  a  junk  shop  and  a 
loading  platform  on  adjoining  lot  to  be  used  in  conjunc¬ 
tion  with  junk  shop. 

PREMISES  AFFECTED— 475-479  Hemlock  Street,  east 
side,  129 ,7Vi  feet  south  of  Liberty  Avenue,  Block  4200, 
Lots  8  and  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . .  5 


Negative:  _ 

THE  RESOLUTION— 


_ 0 


Whereas,  on  October  23,  1965,  this  application  (Vol. 
Ill)  was  granted  by  the  Board  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1965,  acting  on  Alt.  Applic.  No.  2893/ 
1950,  reads: 

“1.  Proposed  extension  of  the  term  of  variance  granted 
by  the  Board  of  Standards  and  Appeals  under  Cal. 
No.  204-24-BZ  Vol.  Ill  beyond  Nov.  29,  1965  for 
premises  presently  located  in  a  C2-2  district  mapped 
within  an  R-5  district  is  referred  back  to  the  Board 
as  per  Sect.  11-411  of  the  Zoning  Resolution.” 

and 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  29,  1960 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  resolution,  on  condition  that  the  sidewalk  and  curb 
cut  shall  be  repaired  and  put  in  proper  condition;  that 
a  fence  shall  be  erected  around  the  lot  in  accordance 
with  Section  42-422  of  the  Zoning  Resolution;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  Cer¬ 
tificate  of  Occupancy  shall  be  obtained.” 


826-49-BZ 

APPLICANT — Samuel  Garnett  for  Martin  J.  Keating, 
owner. 

SUBJECT — Application  reopened  November  16,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expired  September  13,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  cooperage  and  barrel  storage. 
PREMISES  AFFECTED — 118  Sullivan  Street,  west  side, 
125  feet  south  of  Price  Street,  Block  504,  Lot  28,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Garnett. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  . .  4 


Negative :  _ _ _ _ _ _ _ 

Absent :  Commissioner  Becker 


0 

1 


THE  RESOLUTION— 

Whereas,  on  May  9,  1950,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  5,  1965,  acting  on  Alt.  Applic.  No.  1719/1965, 
reads : 


“1.  Proposed  cooperage  U.G.  17  and  accessory  storage 
located  in  an  R7-2  Use  District  is  contrary  to  Sec. 
22-10  of  the  Zoning  Resolution.  Continued  use  of 
above  premises  is  contrary  to  B.  of  S.  &  A.  Resolu¬ 
tion  826-49-BZ.” 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  9,  1950,  as 
amended  through  September  13,  1960,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.” 


642-54-BZ 


APPLICANT — Frederick  A.  Ketcher  for  the  Chevron 
Oil  Company,  owner. 

SUBJECT — Application  repoened  July  20,  1965  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  8,  1965  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict  the  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  storage  and  sale  of  accessories  and  office. 

PREMISES  AFFECTED— 130-15  14th  Avenue  and  13- 
32  131st  Street,  northwest  corner,  Block  4010,  Lot  1, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  Frederick  A.  Ketcher. 

For  Opposition :  None. 

ACTION  OF  BOARD’ — Term  of  variance  extended. 


THE  Vote 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ _ _ _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  on  March  8,  1955,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1965,  after  due  notice  by  publication  in  the 
Bulletin,  laid  over  to  November  16,  1965 ;  hearing  closed ; 
then  to  December  14,  1965 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  acting  on  N.B.  Applic.  No.  1203/1952,  reads: 

“1.  Request  for  extension  of  term  to  be  referred  to 
the  B.  of  Sta.  &  Appeals  under  Cal.  No.  642-54- 
BZ.” 


and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  8,  1955,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  ten  (10)  years  from  the  date  of 
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this  resolution,  to  permit  .  .  .  ;  on  condition  that  the 
service  station  shall  conform  with  drawings  filed  with 
this  application  marked  received  November  29,  1965,  2 
sheets;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.” 


995-54-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  327  East  122nd 
Street  Corporation,  owner. 

SUBJECT — Application  reopened  November  16,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  October  11,  1965  —  decision  of  the  Borough  Su¬ 
perintendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  a  carpet  cleaning  business. 

PREMISES  AFFECTED— 1801-1805  Park  Avenue  and 
107-109  East  124th  Street,  northeast  corner,  Block  1773, 
Lots  1,  2,  5  and  6,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein _ 4 

Absent:  Commissioner  Becker  - - - -  1 

Negative:  _ _ 0 

THE  RESOLUTION— 


Whereas,  on  October  11,  1955,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1965,  acting  on  Alt.  Applic.  No.  1785/ 
1965,  reads : 

“Cl.  Carpet  storage  not  a  permitted  use  in  a  C4-4  dis¬ 
trict.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  11,  1955, 
only  as  to  the  term  of  the  variance,  so  that  as  amended 
it  shall  read: 

“granted  for  a  term  of  ten  (10)  years  from  the  date  of 
this  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.” 


553-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David  Min¬ 
kin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the  erection 
of  a  two  story,  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  front  yard. 
PREMISES  AFFECTED — 71-04  167th  Street,  southwest 
corner  of  71st  Avenue,  Block  6954,  Lot  22,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Don  Weston. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  . . - - - 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  December  14,  1965  at  the  request 
of  the  applicant;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1965,  acting  on  N.B.  Applic.  483/1965, 
reads : 

“1.  Plans  of  proposed  dwelling  and  garage  show  Floor 
Area  Ratio  to  be  greater  than  .50  and  therefore 
contrary  to  23-141  Zon.  Res. 

2.  Open  Space  Ratio  of  proposed  dwelling  and  garage 
is  less  than  150.0,  and  contrary  to  23-141  Zon.  Res. 

3.  Front  yard  of  proposed  dwelling  and  garage  is  less 
than  minimum  required  front  yard  and  contrary  to 
23-45  Zon.  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  gront 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby,  is 
granted  under  Section  72-21,  to  permit  in  an  R-2  district, 
the  erection  of  a  two-story,  one-family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  encroaches  on  the  required  front 
yard,  on  condition  the  building  conform  to  drawings  filed 
with  this  application  marked  “Received  August  11,  1965,” 
five  sheets,  except  that  a  one-car  garage  shall  be  constructed 
instead  of  the  two-car  garage  shown,  and  that  this  garage 
shall  be  ten  feet  away  from  the  south  lot  line;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with;  and  that  permit  be  obtained,  work  done,  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  resolution. 


554-65-BZ 

APPLICANT — Martyn  and  Don  Weston  for  David  Min¬ 
kin,  owner. 

SUBJECT — Application  May  14,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R2  district,  the  erection 
of  a  one  family  dwelling  that  has  less  than  the  required 
lot  area  per  room  and  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED— 71-05  167th  Street,  southeast 
corner  of  71st  Avenue,  Block  6955,  Lot  45,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Don  Weston. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  Commissioner  Fox  _  1 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  14,  1965  at  the  request 
of  the  applicant;  and 

Whhereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1965,  acting  on  N.B.  Applic.  482/1965, 
reads : 

“1.  Front  yard  of  proposed  dwelling,  and  garage  is 
less  than  minimum  required  front  yard  and  contrary 
to  23-45  Zon.  Res. 

2.  Lot  area  per  dwelling  unit  of  proposed  dwelling 
and  garage  is  less  than  required  lot  area  per  dwell¬ 
ing  unit  and  contrary  to  23-221  Zon.  Res. 

Note:  Dept.  Records  N.B.  1033/63,  Block  6955  Lot 
39,  indicated  lot  split  May  8,  1963.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-2  district, 
the  erection  of  a  one-family  dwelling  that  has  less  than  the 
required  lot  area  per  room  and  encroaches  on  the  required 
front  yard,  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  August  11, 
1965,”  four  sheets;  that  all  other  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with;  and  that  permit 
be  obtained,  work  done,  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  resolution. 


692-65-BZ 

APPLICANT — Henry  Nordheim  for  Nylon  Laundries, 
Inc.,  owner;  Industrial  Laundry,  Inc. 

SUBJECT— Application  June  15,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R7-1  district,  the  construction  of 
an  accessory  parking  facility  for  an  existing  laundry. 
PREMISES  AFFECTED — 1116  Intervale  Avenue,  east 
side,  141.43  feet  north  of  East  167th  Street,  1117  Kelly 
Street,  Block  2706,  Lot  10,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  c 

Negative:  _ _ _ "  .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin,  laid  over  to  December  14,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  June  8,  1965,  acting  on  Alt.  Applic.  219/1965,  reads: 
“4.  Provide  surfacing  as  per  Section  25-77  of  Z.R. 

7.  Extension  of  an  existing  non-conforming  use  by 


addition  of  parking  spaces  for  laundry  trucks  (no 
loading)  into  previously  vacant  portion  of  lot,  lo¬ 
cated  in  an  R7-1  district  is  contrary  to  Section  22- 
10  and  52-40  of  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit,  for  a  term  of  five 
years,  in  an  R7-1  district,  the  construction  of  an  accessory 
parking  facility  for  an  existing  laundry,  on  condition  the 
pi  operty  conform  to  drawings  filed  with  this  application 
marked  Received  June  15,  1965,”  three  sheets;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with; 
and  that  permit  shall  be  obtained,  work  completed  and  Cer¬ 
tificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  resolution. 


713-65-BZ 


APPLICANT— Burke  and  Groh  for  Forest  Wood  Homes 
Incorporated,  owner. 

SUBJECT  Application  June  17,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  New  York  City  Char¬ 
ter,  to  permit  in  a  R3-2  district,  the  erection  of  retail 
stores,  that  exceed  the  permitted  floor  area  ratio  has  less 
than  the  required  open  space  ratio,  encroaches  on  the  re¬ 
quired  front  yard  and  with  accessory  parking. 

PREMISES  AFFECTED — 161-41  Baisley  Boulevard 

northeast  corner  of  161st  Place,  Block  12256,  Lot  1  and 
4,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh  and  Joseph  Ammirate. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice 
Commissioner  Fox,  Commissioner 

missioner  Klein  _ 

Negative:  _ 


Chairman  Kleinert, 
Becker  and  Com- 

-  5 

- - -  0 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  14,  1965;  hearing 
closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1965,  acting  on  N.B.  Applic.  920/1965,  reads: 

1.  Open  Space  Ratio  and  Floor  Area  Ratio  is  contrary 
to  Sec.  23-141  Zoning  Resolution. 

2.  Min.  front  yard  contrary  to  Sec.  23-45  Zone  Res. 

3.  Side  yards  contrary  to  Sec.  23-461  Zone  Res. 

4.  Parking  contrary  to  Sec.  25-31  Zone  Res. 

5.  Proposed  commercial  occupancy  in  an  R3-2  district 
is  contrary  to  Sec.  32-00  Zone  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
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that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  _  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby _  is 
granted  under  Section  72-21,  to  permit  in  an  R3-2  district, 
the  erection  of  retail  stores  that  exceed  the  permitted  floor 
area  ratio,  have  less  than  the  required  open  space  ratio, 
encroach  on  the  required  front  yard  and  with  accessory 
parking,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  June 
17  1965’’,  4  sheets,  “October  14,  1965”,  one  sheet  and  No¬ 
vember  30,  1965”,  one  sheet;  on  further  condition  that  a  6 
foot  high  split  sapling  fence,  with  a  gate,  shall  be  erected 
to  enclose  the  rear  yard,  with  the  finished  side  out;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


836-65-BZ 

APPLICANT— Guerino  Salerni  for  Helen  Friedrich,  own¬ 
er;  The  Gihon  Corporation,  lessee. 

SUBJECT— Application  July  27,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive 
service  stattion  accessory  building  and  the  change  in 
occupancy  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 72-28  Queens  Boulevard,  south 
side,  41.21  feet  west  of  73rd  Street,  72-23  47th  Avenue, 
Block  2446,  Lot  31,  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Guerino  Salerni,  Nathan  Levy  and  Henry 
Wegener. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — . . . - . — - -  5 

Negative :  -  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  14,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  6,  1965,  acting  on  Alt.  Applic.  312/1965,  reads : 
“1.  Auto  repair  shop  Use  Gr.  16  including  brake  ser¬ 
vice  (excluding  body  repairs)  not  permitted  in  C2-2 
District  as  per  Sec.  32-00  Z.R. 

2.  Enlargement  of  auto  repair  shop  Use  Gr.  16  includ¬ 
ing  brake  service  (excluding  body  repair)  not  per¬ 
mitted  in  C2-2  District  as  per  Sec.  52-40  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  Jo  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 


fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of_  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C2-2  district, 
the  erection  of  a  one-story  enlargement  to  an  existing  auto¬ 
motive  service  station  accessory  building  and  the.  change 
in  occupancy  to  motor  vehicle  repair  shop,  on  condition  the 
building  conform  to  drawings  filed  with  this  application 
marked  “Received  July  27,  1965,”  four  sheets,  “December 
9,  1965,”  three  sheets  revised;  that  all.  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that  per¬ 
mit  shall  be  obtained,  work  completed  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


837-55-BZ 

APPLICANT— Samuel  J.  Kisseloff  for  Elizabeth  R.  Weil- 
amann,  owner ;  Peter  Cooper  Corporation,  lessee. 

SUBJECT— Application  July  28,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  and  R5  district,  the 
erection  of  a  one  story  expansion  of  an  existing  factory 
extending  into  the  residence  portion  of  the  premises. 

PREMISES  AFFECTED— 3240  Grace  Avenue,  east  side, 
134.48  feet  south  of  Givan  Avenue,  Block  4758,  Lots  53 
and  55,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - -  5 

Negative:  . .  ® 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  December  7,  1965 ;  hearing  closed ; 
then  to  December  14,  1965;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1965,  acting  on  Alt.  Applic.  510/1965,  reads: 

“1.  Proposed  extension  of  a  factory  into  the  portion  of 
the  lot  located  in  an  R-5  zoning  district  is  contrary 
to  Sec.  22-00  of  Z.R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-42  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  73-42  to  per¬ 
mit  in  a  Ml-1  and  R-5  district,  the  erection  of  a  one-story 
expansion  of  an  existing  factory  extending  into  the  resid¬ 
ence  portion  of  the  premises,  on  condition  the  work  be  done 
in  accordance  with  drawings  filed  with  this  application 
marked  “Received  July  28,  1965”,  four  sheets,  “October  11, 
1965”,  one  sheet  ,and  ‘“December  9,  1965,”  two  sheets  re¬ 
vised;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 
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910-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Charles  Korobow,  owner. 

SUBJECT — Application  September  3,  1965  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-01  (b) 
&  72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  C2-3  district, 
the  change  in  occupancy  of  an  existing  garage  with  open 
sale  and  display  of  new  and  used  cars  to  an  automobile 
laundry. 

PREMISES  AFFECTED — 1506-1516  Myrtle  Avenue,  336 
Linden  Street,  southeast  corner,  1517-1519  Gates  Avenue, 
Block  3336,  Lot  10,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  . . . . .  0 

THE  RESOLUTION— 


W hereas,  a  public  .hearing  was  held  on  this  application 
on  November  23,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  7,  1965;  hearing  closed; 
then  to  December  14,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  12,  1965,  acting  on  Alt.  Applic.  1516/1965, 
reads : 

“1.  On  a  lot  presently  located  in  a  C2-3  District  mapped 
in  an  R-6  District  and  presently  occupied  with  a 
Public  Garage  with  gasoline  pump  and  tanks  and 
boiler  room  (Use  Group  16),  a  three  (3)  car  gar- 
rage  (Use  Group  8)  and  an  open  lot  (approximately 
5,000  sq.  ft.)  used  for  Sales  &  Display  of  more 
than  five  (5)  cars  (Use  Group  16)  and  parking  & 
storage  of  more  than  five  (5)  cars  (Use  Group  8)', 
the  proposed  change  of  use  to  automobile  laundry, 
boiler  room,  car  polishing  and  reservoir  space  for 
not  less  than  ten  (10)  automobiles,  is  not  permitted 
as  of  right  for  the  portion  of  premises  presently 
occupied  under  Use  Group  8  and  is  therefore  con¬ 
trary  to  Sect.  32-20  and  Sect.  52-36  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  moke  a  variation  .in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C2-3  district, 
the  change,  in  occupancy  of  an  existing  garage  with  open 
sale  and  display  of  new  and  used  cars  and  parking  lot  to 
automobile  laundry,  on  condition  the  work  be  done  in  ac¬ 
cordance  with  drawings  filed  with  this  application  marked 
‘Received  September  3,  1965’,  four  sheets,  and  ‘December  9, 
1965,’  one  sheet  revised;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with;  and  that  permit 
shall  be  obtained,  work  completed  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


922-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  August  13,  1965  —  decision  .of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  the  en¬ 
largement  in  area  of  an  existing  automotive  service  sta¬ 
tion  accessory  building  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 72-10  Roosevelt  Avenue,  south¬ 
east  corner  of  72nd  Street,  Block  1304,  Lot  32,  and  part 
of  Lot  25,  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative  :  _ _ _ _ _ q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  14,  1965;  hearing 
closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  12,  1965,  acting  on  Alt.  Applic.  1421/1965, 
reads : 

“1.  The  enlargement  of  an  existing  bldg,  on  an  existing 
auto  service  station  originally  granted  by  the  Board 
must  be  referred  to  Board  of  Standards  &  Appeals 
—under  Cal.  682-59-BZ.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  apr 
plication  be  and  it  hereby  is  granted  under  Section  11-412 
to  permit  in  a  C2-3  district,  the  enlargement  in  area  of  an 
existing  automotive  service  station  accessory  building  pre¬ 
viously  granted  by  the  Board,  on  condition  the  work  be 
done  in  accordance  with  drawings  filed  with  this  applica¬ 
tion  marked  ‘Received  August  13,  1965’,  four  sheets;  that 
this  grant  be  for  a  period  of  twenty  years  from  February 
9,  1960;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  be  obtained,  work  done 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


924-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  August  16,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
enlargement  in  lot  area  and  floor  area  of  an  existing 
automotive  service  station  previously  granted  by  the 
Board  and  the  installation  of  additional  curb  cuts. 

PREMISES  AFFECTED — 105-04  to  105-24  Flatlands  Ave¬ 
nue,  south  side,  from  East  105th  Street  to  East  106th 
Street,  901-911  East  105th  Street,  902-912  East  106th 
Street,  Block  8213,  Lot  37,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  -  5 

Negative :  -  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  14,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1965,  acting  on  Alt.  Applic.  1556/1965, 
reads : 

“1.  On  a  lot  now  located  in  an  R-5  district  and  previ¬ 
ously  subject  to  B.S.A.  Calendar  #929-53-BZ,  pro¬ 
posed  application  to  enlarge  existing  gasoline  ser¬ 
vice  station,  add  one  story  enlargement,  additional 
curb-cut  is  not  permitted  as  of  right  and  is  con¬ 
trary  to  Z.R.  Sec.  11-111,  22-10  and  must  be  re¬ 
ferred  to  B.S.A.  for  approval. 

2.  Since  there  are  no  bulk,  loading  berth,  yard  etc. 
requirements  for  nonconforming  use  in  a  residence 
district  application  must  be  referred  to  B.S.A.  for 
approval. 

3.  Structural  alteration  to  non-conforming  use  is  con¬ 
trary  to  52-22  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  11-412, 
to  permit  in  an  R-5  district  the  enlargement  in  lot  area 
and  floor  area  of  an  existing  automotive  service  station 
previously  granted  by  the  Board,  and  the  installation  of  ad¬ 
ditional  curb-cuts  for  a  term  ending  May  29,  1971,  on  con¬ 
dition  the  building  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  ‘Received  August  16,  1965’,  three  sheets, 
and  ‘December  9,  1965’,  one  sheet  revised ;  that  a  new  side¬ 
walk,  and  curb  shall  be  constructed  on  106th  Street;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


934-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Cadillac  Leasing 
Corporation,  owner ;  Hawaiian  Tiki  Restaurant,  lessee. 

SUBJECT — Application  September  10,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  R5  district,  the  addition  of  cabaret 
use  to  an  existing  restaurant  occupying  one  store  in  an 
existing  11  story  office,  store  and  multiple  dwelling. 

PREMISES  AFFECTED— 126-10  Queens  Boulevard, 

southwest  corner  of  Lefferts  Boulevard,  Block  9631,  Lot 
241,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

Fro  Opposition:  None. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 

Negative :  -  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1965,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  December  14,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  23,  1965,  acting  on  Alt.  Applic.  544/1965, 
reads : 

“1M.  Proposed  change  of  existing  non-conforming  store 
under  Use  Group  6,  within  a  multiple  dwelling  lo¬ 
cated  in  an  R-5  district  into  a  Restaurant  &  Ca¬ 
baret  under  Use  Group  12  is  contrary  to  Sec.  52- 
34  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-5  district, 
the  addition  of  cabaret  use  to  an  existing  restaurant  oc¬ 
cupying  one  store  in  an  existing  eleven  story  office,  store 
and  multiple  dwelling  structure,  on  condition  the  building 
conform  to  drawings  filed  with  this  application  marked 
‘Received  September  10,  1965,’  four  sheets;  on  the  further 
condition  that  the  cabaret  use  shall  consist  of  five  musical 
instruments,  one  vocalist,  and  dancing;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with;  and 
that  permit  shall  be  obtained,  work  completed  and  an 
amended  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution  for  the  restaurant  portion 
of  the  building. 


942-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Brevoort  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  September  9,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  666,  Subdivi¬ 
sion  7,  of  the  New  York  City  Charter,  to  permit  in  a 
Cl-2  district  in  conjunction  with  the  erection  of  a  one 
story  bank,  use  of  business  signs  within  75  feet  of  a  resi¬ 
dence  district  that  exceeds  the  perfitted  surface  area. 
PREMISES  AFFECTED — 9705-9713  Seaview  Avenue, 
northeast  corner  of  Rockaway  Parkway,  Block  8300, 
Lot  8,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker  .  4 

Negative:  Commissioner  Klein _ 1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
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on  December  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  14,  1965;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1965,  acting  on  N.B.  Applic.  567/1965, 
reads : 

“1.  Proposed  sign  within  75'  of  residence  district  boun¬ 
dary  contrary  to  Section  32-512  A.Z.R.  for  Cl-2 
district. 

2.  Proposed  signs  exceeding  50  sq.  ft.  in  area  contrary 
to  Sec.  32-643  A.Z.R.  for  Cl-2  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  whic  hto  exercise  discretion  to  grant  under  Section 
666,  Subdivision  7,  of  the  New  York  City  Charter. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  666,  Subdivision 
7,  to  permit  in  a  Cl-2  district  in  conjunction  with  the  erec- 
ton  of  a  one-story  bank,  the  use  of  business  signs  with  75 
feet  of  a  residence  district  that  exceed  the  permitted  sur¬ 
face  area,  on  condition  the  work  shall  be  done  in  accordance 
with  drawings  filed  with  this  application  marked  ‘Received 
September  9,  1965,”  four  sheets,  and  ‘December  9,  1965,’ 
one  sheet ;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with;  and  that  permit  shall  be  obtained, 
work  completed  and  a  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  resolution. 


978-65-BZ 

APPLICANT — Millard  Bresin  for  M.  D.  Operating  Com¬ 
pany,  owner. 

SUBJECT — Application  September  23,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  at 
an  existing  automotive  service  station  with  accessory 
uses  including  non-storage  garage  previously  granted  by 
the  Board,  the  enlargement  of  the  user  to  include  ac¬ 
cessory  parking. 

PARKING  AFFECTED — 15-17  Bay  14th  Street,  1672- 
1680  86th  Street,  southeast  corner,  Block  6365,  Lot  33, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Millard  Bresin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . _ . . . .  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1965,  acting  on  Alt.  Applic.  3141/1964, 
reads : 


“1.  On  a  lot  located  in  a  Cl-2  district  mapped  in  a  R-5 
zone.  Proposed  application  for  accessory  parking 
for  cars  awaiting  service  in  conjunction  with  gaso¬ 
line  service  stations,  lubritorium,  auto  laundry,  lock¬ 
er  room,  storage  room,  office,  boiler  room,  waiting 
room  and.  non-storage  garage  for  more  than  5 
motor  vehicles,  wheel  alignment,  minor  repairs  with 


hand  tools,  service  work  limited  to  inside  bldg,  is 
not  permitted  as  of  right  and  is  contrary  to  Z.R, 
32-10  and  B.S.A.  Calendar  #284-42-BZ. 

2.  Proposed  curb  cut  is  not  permitted  as  of  right  and 
is  contrary  to  Z.R.  32-10  and  Z.R.  32-51. 

3.  Since  there  are  no  regulations  for  non-conforming 
parking  lots  with  respect  to  yards,  screening,  pav¬ 
ing  etc.  application  must  be  referred  to  Board  of 
Standards  and  Appeals  for  approval.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be.  and  it  hereby  is  grained  under  Section  11-412,  to 
permit  in  a  Cl-2  district,  at  an  existing  automotive  service 
station  with  accessory  uses  including  non-storage  garage, 
previously  granted  by  the  Board,  the  enlargement  of  the  use3 
to  include  accessory  parking  for  pleasure-type  cars  only, 
on  condition  that  the  lot  shall  conform  to  drawings  filed 
with  this  application  marked  ‘Received  May  4,  1965,’  4 
sheets ;  on  farther  condition  that  the  sidewalk,  curb  and 
curb  cut  shall  be  repaired  and  put  in  proper  condition;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with ;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


1011-65-BZ 

APPLICANT — Burke  and  Groh  for  Anoroc  Rest  Corpora¬ 
tion,  owner;  d/b/a  Fiddle  and  Bow. 

SUBJECT — Application  October  4,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  enlargement  of  the  use  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 92-07  Roosevelt  Avenue,  north 
side,  60  feet  east  of  92nd  Street,  Block  1480,  Lot  42, 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _  5 

Negative:  _ _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1965,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1965,  acting  on  Alt.  Applic.  818/1965, 
reads : 

“1.  Proposed  occupancy  of  Restaurant  (eating  &  drink¬ 
ing  place  without  restrictions  on  entertainment  or 
dancing  Use  Group  12)  in  a  Cl-2  in  R-6  district  is 
contrary  to  Sec.  32-21  Zone  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
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spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  as  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  Cl-2  distract, 
in  an  existing  two-story  building,  the  enlargement  of  the 
use  of  the  first  floor  restaurant  to  include  cabaret,  on  condi¬ 
tion  that  the  building  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  October  4,  1965”,  4 
sheets ;  on  further  condition  that  not  more  than  five  musical 
instruments  shall  be  used  together  with  a  vocalist  and  danc¬ 
ing;  that  the  windows  in  the  kitchen  walls  shall  be  blocked 
up  and  mechanical  ventilation  shall  be  provided  in  the 
kitchen;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


1044-65-BZ 

APPLICAST — William  Shuldiner  for  McCrory  Corpora¬ 
tion,  owner ;  McCrory-McLellan-Green  Stores  Division 
of  McCrory  Corporation,  lessee. 

SUBJECT — Application  October  13,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  and  Ml-1  district, 
an  an  existing  theatre  and  store  structure,  the  change  in 
occupancy  of  the  theatre  portion  to  a  warehouse  and 
freight  consolidation  depot. 

PREMISES  AFFECTED— 1936  Boston  Road,  1963  West 
Farms  Road,  southwest  corner,  Block  3016,  Lots  42,  44 
and  50,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  Shuldiner. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1965,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  December  14,  1965 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1965,  acting  on  Alt.  Applic.  566/1965, 
reads : 

1.  Proposed  change  of  use  from  theatre  to  freight 
consolidation  depot  (warehouse)  Use  Group  16  in 
a  C2-4  District  is  contrary  to  Sect.  32-00  of  the 
Zoning  Resolution, 
complete.” 

NOTE:  Plans  &  specifications  submitted  are  in¬ 
complete. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  -warrant  exercise  of  discretion  to  grant 


under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  C2-4  district 
and  Ml-1  district,  in  an  existing  theatre  and  store  struc¬ 
ture,  the  change  in  occupancy  of  the  theatre  portion  to  a 
warehouse  and  freight  consolidation  depot,  on  condition 
the  work  be  done  in  accordance  with  drawings  filed  with 
this  application  marked  ‘Received  October  13,  1965,’  six 
sheets,  ‘October  28,  1965,’  two  sheets,  and  ‘December  8, 
1965’,  one  sheet  revised;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


1086-65-BZ 

APPLICANT — Hurley,  Kearney  &  Lane  for  The  Roman 
Catholic  Diocese  of  Brooklyn,  owner. 

SUBJECT — Application  October  22,  1965  —  Appeal  from 
a  decision  of  t^e  Borough  Superintendent,  under  Sections 
72-21  &  73-641  of  the  Zoning  Resolution,  to  permit  in 
a  R-5  district,  on  a  plot  presenlty  occupied  with  a  paro¬ 
chial  school,  the  erection  of  an  accessory  television  tower 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 500  19th  Street,  south  side 
from  Prospect  Park  West  to  10th  Avenue,  Block  889, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Murphy,  David  L.  McPherson, 
Seymour  Tyler  and  Gennaro  Imannilli. 

For  Opposition :  George  Azizi. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . .  5 

Negative:  . . .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
•in  the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1965,  acting  on  Alt.  Applic.  1650/1965, 
reads : 

“1.  The  proposed  construction  of  a  television  tower 
as  submitted,  located  in  an  R-5  Use  District,  is 
contrary  to  Sections  23-631  &  24-521  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  73-641,  to 
permit  in  an  R-5  district,  on  a  plot  presently  occupied  with 
a  parochial  school,  the  erection  of  an  accessory  television 
tower  that  penetrates  the  sky  exposure  plane,  on  condition 
that  the  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  October  22,  1965”,  4  sheets; 
that  all  laws,  rules  and  regulations  applicable  shall  be  corn- 
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plied  with;  and  that  permit  shall  be  obtained,  work  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  withi  none 
year  from  the  date  of  this  resolution. 


1116-65-BZ 

APPLICANT — Kevin  B.  McGrath,  Esq.  for  Jerome  Alter, 
owner. 

SUBJECT — Application  November  3,  1965,  a  decision  of 
the  Borough  Superintendent  as  of  Section  72-21  of  the 
Zoning  Resolution  to  permit  in  a  Cl-4  district,  in  an 
existing  two  story  building,  the  change  in  occupancy  of 
a  portion  of  the  second  floor  from  dance  studio  to  a 
teenage  cabaret. 

PREMISES  AFFECTED — 51-55  West  Burnside  Avenue, 
northwest  corner  of  Grand  Avenue,  Block  3206,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Kevin  B.  McGrath. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  _ _ _ _ _ _ _  5 

Negative:  . _ . . .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1965,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  1965,  acting  on  Alt.  Applic.  649/1965,  reads: 

“1.  Proposal  to  change  use  of  second  floor  from  dance 
studio,  Use  Group  9,  to  cabaret,  Use  Group  12,  where 
bldg,  is  located  in  Cl-4  within  R7-1  district,  and 
therefore  is  non-conforming  violates  Sect.  52-36  of 
Amended  Zoning  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/ or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  Cl-4  district, 
in  an  existing  two-story  building,  the  change  in  occupancy 
of  a  portion  of  the  second  floor  from  dance  studio  to  a 
teenage  cabaret,  on  condition  that  the  building  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
November  3,  1965”,  4  sheets;  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with ;  and  that  permit 
shall  be  obtained,  work  completed  and  a  Certificate  of 
Occupancy  obtained  within  oen  year  from  the  date  of  this 
resolution. 


Adjourned:  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MMETING 

TUESDAY,  DECEMBER  14,  1965,  NOON 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 


197-BZX — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Pearliss  Realty 
Company,  owner. 

PREMISES  AFFECTED — 88  Leonard  Street,  Block  173, 
Lot  24,  Borough  of  Manhattan,  Alt.  1614-60,  Permit  No. 
2166-63. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ _ _ 5 

Negative:  _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  this  application  for  extension  of  time  to  permit 
the  completion  of  construction  was  filed  and  accepted  in 
accordance  with  previous  decisions  of  the  Courts,  for  con¬ 
sideration  under  the  provisions  of  Section  11-324  of  the 
Zoning  Resolution;  and 

Whereas,  the  Board  found  that  as  of  June  11,  1964  a 
substantial  portion  of  construction  had  been  completed  and 
substantial  expenditures  in  connection  with  such  construc¬ 
tion  had  been  made. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  extend  the  time  within  which  to  complete  construc¬ 
tion  for  a  term  of  one  year  from  the  date  of  this  resolution. 


198-BZX— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Pearliss  Realty 
Company,  owner. 

PREMISES  AFFECTED — 86  Leonard  Street,  Block  173, 
Lot  23,  Borough  of  Manhattan,  Alt.  1615-60,  Permit  No. 
2167-63. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ 5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,,  this  application  for  extension  of  time  to  permit 
the  completion  of  construction  was  filed  and  accepted  in 
accordance  with  previous  decisions  of  the  Courts,  for  con¬ 
sideration  under  the  provisions  of  Section  11-324  of  the 
Zoning  Resolution;  and 

Whereas,  the  Board  found  that  as  of  June  11,  1964  a 
substantial  portion  of  construction  had  been  completed  and 
substantial  expenditures  in  connection  with  such  construc¬ 
tion  had  been  made. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  extend  the  time  within  which  to  complete  construc¬ 
tion  for  a  term  of  one  year  from  the  date  of  this  resolution. 


205-BZX— Vol.  II 

APPLICANT — Arnold  W.  Lederer  for  Picone  Holding 
Company,  owner. 

PREMISES  AFFECTED — 313-337  East  88th  Street,  Block 
7924,  Lot  126,  Borough  of  Brooklyn,  Alt.  62-46,  Permit 
No.  1238-46. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Corn- 
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missioner  Klein  _ 

Negative:  _ 

THE  RESOLUTION— 

Whereas,  this  application  for  extension  of  time  to  permit 
the  completion  of  construction  was  filed  and  accepted  in  ac¬ 
cordance  with  previous  decisions  of  the  Courts,  for  consider¬ 
ation  under  the  previsions  of  Section  11-324  of  the  Zoning 
Resolution;  and 

Whereas,  the  Board  found  that  as  of  June  11,  1964  a 
substantial  portion  of  construction  had  been  completed  and 
substantial  expenditures  in  connection  with  such  construc¬ 
tion  had  been  made. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  extend  the  time  within  which  to  complete  construc¬ 
tion  for  a  term  of  one  year  from  the  date  of  this  resolution. 


260-BZX 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 

Negative :  _ 0 

THE  RESOLUTION— 

Whereas,  the  above  application  for  extension  of  time  to 
permit  the  completion  of  construction  was  duly  filed  under 
the  provisions  of  Section  11-32  of  the  Zoning  Resolution; 
and 

Whereas,  the  Board  found  that,  on  the  date  the  building 
perrmt  lapsed,  a  substantial  portion  of  construction  had 
been  completed  and  substantial  expenditures  in  connection 
with  such  construction  had  been  made. 

Resolved,  that  the  time  within  which  to  complete  con¬ 
struction  be  and  it  hereby  is  extended  for  a  term  of  three 
months  from  the  date  of  this  resolution. 


464-38-A 

APPLICANT — William  S.  Shary  for  166-170  Ceporay 
Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  Septem¬ 
ber  29,  1964  —  Appeal  from  a  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition. 

PREMISES  AFFECTED — 166-170  Hudson  Street  and  48 
Laight  Street,  northeast  corner,  Block  220,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mrs.  William  S.  Shary. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  _ 4 


Negative : _ 0 

Absent:  Commissioner  Becker  _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  28,  1938,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  last  extended  on 
September  29,  1959;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  28,  1938,  as 


amended  through  September  29,  1959,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (Alt.  2119/64) 


951-65-A 

APPLICANT — Joseph  Mitchell  for  The  Archdiocese  of 
New  York,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  a  decision  of 
the  Borough  Superintendent  re :  Class  3  construction, 
commercial  use ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 32  East  51st  Street,  south  side, 
175  feet  east  of  Madison  Avenue,  Block  1286,  Lot  45,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Mitchell. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ 5 

Negative : _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  3,  1965, 
by  adding  thereto: 

“that  the  building  shall  conform  to  revised  drawings 
of  proposed  conditions  marked  ‘Received  December  8, 
1965,’  7  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  1380/65) 


1746-61-BZ 

APPLICANT — Albert  Melniker  for  Glover-Hylan  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  February  9, 
1966  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  7 A  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  use,  D  area  dis¬ 
trict,  the  construction  of  a  retail  store  building  within 
15  feet  of  a  resdence  use  district. 

PREMISES  AFFECTED — 4126  Hylan  Boulevard  and  6 
Glover  Street,  southeast  corner,  Block  5310,  Lot  7,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Becker  _  3 

Negative:  Commissioner  Fox  and  Commissioner  Klein  .„  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
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May  22,  1962,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  February  9,  1965;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  22,  1962,  as 
amended  through  November  23,  1965,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained’'.  (N.B.  1284/61) 


46-64-BZ 


APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12,  1965 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution  and  666  (  7)  N.Y.C.  Charter,  to  permit  in 
a  Cl-2  district,  the  erection  of  a  three  story  single  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio  and 
lot  area  per  room  and  aggregate  width  of  street  walls, 
has  less  than  the  required  lot  area  and  open  spaces  ratio 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2274  East  16th  Street,  south¬ 
west  corner  of  Gravesend  Neck  Road,  Block  7400,  Lot 
8,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein _ 4 

Negative: _ _ 

Absent:  Commissioner  Becker _ _ _ _ \ 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 


“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1010/63) 


47-64-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  and  666  (7)  of  N.Y.C.  Charter,  per¬ 
mitting  in  a  Cl-2  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 


area  ratio  and  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2276  East  16th  Street,  west 
side,  36  feet  4-%  inches  south  of  Gravesend  Neck  Road 
Block  7400,  Lot  9,  Borough  of  Brooklyn 
APPEARANCES— 


For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BO$.RD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


,  Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein _ 4 

Nc^stivc !  — _ ,  q 

Absent :  Commissioenr  Becker _  ~  ~  ~ZT  1 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  ametided  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view,  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  1011/63) 


48-64-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12,  1965 
decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition,  under  Section  72-21  of  the  Zoning 
ResoJution  and  666  (  7)  of  N.Y.C.  Charter,  permitting  in 
a  Cl-2  district,  the  erection  of  a  three  story  single  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio  and 
lot  area  per  room  and  aggregate  width  of  street  walls 
has  less  than  the  required  lot  area  and  open  space  ratio 
and  penetrates  the  sky  exposure  plane 

PREMISES  AFFECTED-2282  East  16th  Street,  west 

P!  t  7-tir>etr  3'8,Amih  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  10,  Borough  of  Brooklyn 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
^  Commissioner  Fox  and  Commissioner  Klein  a 

Negative:  _  _  - - - 

Absent :  Commissioner  Becker  ...  .  i 

THE  RESOLUTION— 

cr^Tl9REioS/ri this  aPPn.cation  was  granted  by  the  Board  on 
May  12,  1964.  on  certain  condition  ;and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964  onlv 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 
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‘‘that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1012/63.) 


49-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12,  1965 
—  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution  and  666  (7)  N.Y.C.  Charter,  permitting  in 
a  Cl-2  district,  the  erection  of  a  three  story  single  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio  and 
lot  area  per  room  and  aggregate  width  of  street  walls, 
has  less  than  the  required  lot  area  and  open  space  ratio, 
encroaches  on  the  required  rear  yard  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 2284  East  16th  Street,  west 
side,  95  feet,  8-%  inches  south  of  Gravesend  Road,  Block 
7400,  Lot  11,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  . . 4 


Negative:  _ _ _  0 

Absent :  Commissioner  Becker  _ _ _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extesnion  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1013/63) 


50-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  Cl-2  and  R-4  district,  the  erection  of  a 
three  story  single  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  lot  area  per  room  and  aggregate 
width  of  street  walls  has  less  than  the  required  lot  area 
and  open  space  ratio  encroaches  on  the  required  front 
yard,  side  yard  and  rear  yard  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 2288  East  16th  Street,  west 
side,  125  feet,  4-%  inches  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  13,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein - 4 

Negative:  - 0 

Absent :  Commissioner  Becker  - 1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolutio  nadopted  on  May  12,  1964,  only 
a  sto  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1014-63) 


51-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  (7)  N.Y.C.  Charter, 
to  permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 2290  East  16th  Street,  west 
side,  155  feet,  %  inches  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  14,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein _ 4 

Absent :  Commissioner  Becker  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
shall  be  completed  and  a  Certificate  of  Occupancy  ob- 
has  been  obtained  and  work  is  nearly  complete,  all  work 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1015/63) 
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52-64-BZ 


APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
*965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2296  East  16th  Street,  west 
side,  184  feet,  8-%  inches  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  15,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  Oh  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman 
Commissioner  Fox  and  Commissioner  Klein 

Negative:  _ _ _ _ 

Absent :  Commissioner  Becker  . . . . . 


Kleinert, 

_  0 

_  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and. 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certifi¬ 
cate  of  Occupancy,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1016/63) 


53-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 2298  East  16th  Street,  west 
side,  214  feet,  4-%  inches  south  of  Gravesend  Neck’  Road 
Block  7400,  Lot  16,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein  _  4 


Negative:  _ _ _ o 

Absent:  Commissioner  Becker  _ _ _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1017/63) 


54-64-BZ 


APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 2304  East  16th  Street,  west 
side,  244  feet  %  inches  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  17,  Borough  of  Brooklyn. 
APPEARANCES—  ; 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman 
Commissioner  Fox  and  Commissioner  Klein 

N egative :  . . . . . . . . . 

Absent :  Commissioner  Becker  _ _ _ 

THE  RESOLUTION— 


Kleinert, 

_ 4 

_  0 

_ 1 


Whereas  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso- 
lution  shall  read: 


that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1018/63) 


55-64-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 
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SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (  7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2306  East  16th  Street,  west 
side,  275  feet,  8-%  inches  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  18,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _  4 

Negative :  _ 0 

Absent:  Commissioner  Becker  _ _ „„  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1019/63) 


56-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2312  East  16th  Street,  west 
side,  303  feet,  4-%  inches,  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  19,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _  4 

Negative:  _  _  0 

Absent :  Commissioner  Becker  _ _ _ _  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  1020/63) 


57-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 2314  East  16th  Street,  west 

side,  333  feet,  %  inches,  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  20,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein _ 4 

Negative:  _ 0 

Absent:  Commissioner  Becker  _ 1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1021/63) 


58-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
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Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2320  East  16th  Street,  west 
side,  362  feet  8  %  inches  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  21,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  _  4 


Negative:  -  0 

Absent:  Commissioner  Becker  _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1022/63) 


59-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2322  East  16th  Street,  west 
side,  392  feet  4  %  inches  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  22,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  _  4 


Negative:  _ _  ^ 

Absent :  Commissioner  Becker  _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does, 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1023/63) 


60-64-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  thfc 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2328  East  16th  Street,  west 
side,  442  feet  %  inches  south  of  Gravesend  Neck  Road, 
Block  7400,  Lot  23,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  _ _ _  4 


Negative:  . . . . . .  q 

Absent:  Commissioner  Becker  _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  .to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1024/63) 


62-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (  7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
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ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 2336  East  16th  Street,  west 
side,  415  feet  8  inches  north  of  Avenue  X,  Block  7400, 
Lot  25,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein - 4 

Negative :  - 0 

Absent:  Commissioner  Becker - 1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1026/63) 


63-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete,  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  per¬ 
mitting  in  a  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of  street 
walls,  has  less  than  the  required  lot  area  and  open  space 
ratio,  encroaches  on  the  required  front,  side  and  rear  yard 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 2338  East  16th  Street,  west 
side,  386  feet  north  of  Avenue  X,  Block  740,  Lot  26, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein - 4 

Negative :  _ 0 

Absent:  Commissioner  Becker  -  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
'  as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 


of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1027/63) 


64-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 

permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 2342  East  16th  Street,  356  feet 
4  inches  north  of  Avenue  X,  Block  7400,  Lot  27,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein - 4 

Negative:  _ 0 

Absent:  Commissioner  Becker - 1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
.  Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1028/63) 


65-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (  7)  N.Y.C.  Charter,  to 
permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 2344  East  16th  Street,  west 
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side,  326  feet  8  inches  north  of  Avenue  X,  Block  7400, 
Lot  28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _  4 

Negative:  _ 0 

Absent:  Commissioner  Becker  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read  : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1029/63) 


66-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (  7)  N.Y.C.  Charter,  to 
permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2350  East  16th  Street,  west 
side,  297  feet  north  of  Avenue  X,  Block  7400,  Lot  29, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein  _ _  4 

Negative:  _ _  0 


Absent :  Commissioner  Becker  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 


work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1030/63 


67-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 
permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 2352  East  16th  Street,  west 
side,  267  feet,  4  inches  north  of  Avenue  X,  Block  7400, 
Lot  30,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _  4 

Negative:  -  0 

Absent:  Commissioner  Becker  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  Applic.  1031/63) 


68-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 
permit  in  an  R4  district,  the  erection  of  a  three  story 
single  faqiily  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 

PREMISE  SAFFECTED — 2358  East  16th  Street,  west 
side,  237  feet  8  inches  north  of  Avenue  X,  Block  7400, 
Lot  31,  Borough  of  Brooklyn. 


1531 


MINUTES 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _  4 

Negative :  _  0 

Absent:  Commissioner  Becker  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1032/63) 


69-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (  7)  N.Y.C.  Charter,  to 
permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 2360  East  16th  Street,  west 
side,  208  feet  north  of  Avenue  X,  Block  7400,  Lot  32, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _  4 

Negative  :  _ _  0 

Absent :  Commissioner  Becker  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  Applic.  1033/63) 


70-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 

permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 2364  East  16th  Street,  west 
side,  178  feet  4  inches  north  of  Avenue  X,  Block  7400, 
Lot  33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — -Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  . .  4 

Negative:  . .... . .  0 

Absent:  Commissioner  Becker  _ _ _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1034/63) 


71-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 

permit  in.  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 

PREFISES  AFFECTED— 2366  East  16th  Street,  west 
side,  148  feet  8  inches  north  of  Avenue  X,  Block  7400, 
Lot  34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  _ 4 
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MINUTES 


Absent:  Commissioner  Becker  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resoultion”.  (N.B.  1035/63) 


72-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 
permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 2370  East  16th  Street,  west 
side,  119  feet  north  of  Avenue  X,  Block  7400,  Lot  35, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  . . ....  4 

Negative:  _ _ _  0 

Absent :  Commissioner  Becker  _ _ _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1036/63) 


73-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 


SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 
permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 2372  East  16th  Street,  west 
side,  89  feet  4  inches  north  of  Avenue  X,  Block  7400,  Lot 
36,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _ 4 

Negative:  _ — -  0 

Absent:  Commissioner  Becker  _ _ _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1037/63) 


74-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 

permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2376  East  16th  Street,  west 
side,  59  feet  8  inches  north  of  Avenue  X,  Block  7400,  Lot 
37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  _ 4 

Negative :  -  0 

Absent :  Commissioner  Becker  _ 1 
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MINUTES 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1038/63) 


75-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (7)  N.Y.C.  Charter,  to 

permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 2378  East  16th  Street,  west 
side,  30  feet  north  of  Avenue  X,  Block  7400,  Lot  38, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  _  4 


Absent :  Commissioner  Becker  _ _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1039/63) 


76-64-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pearson  Neck  Road  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  12, 
1965  —  decision  of  the  Borough  Superintendent;  previ¬ 


ously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution  and  666  (  7)  N.Y.C.  Charter,  to 
permit  in  an  R4  district,  the  erection  of  a  three  story 
single  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  lot  area  per  room  and  aggregate  width  of 
street  walls,  has  less  than  the  required  lot  area  and  open 
space  ratio,  encroaches  on  the  required  front,  side  and 
rear  yard  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 2384  East  16th  Street,  north¬ 
west  corner  of  Avenue  X,  Block  7400,  Lot  39,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Klein  -  4 

Negative:  . — . .  0 


Absent :  Commissioner  Becker  - - - -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1964,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  1040/63) 


836-64-BZ 

APPLICANT — Max  Siegel  Associates  for  Antiquites,  In¬ 
corporated,  owner ;  Metromedia,  Incorporated,  lessee. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  November 
24,  1965  —  decision  of  the  Borough  Superintendent ; 
previously  granted  on  condition,  under  Section  73-63  of 
the  Zoning  Resolution,  permitting  in  a  Cl-9  and  R8  dis¬ 
trict,  the  enlargement  in  floor  area  within  an  existing 
eight  story  commercial  building  that  will  increase  the 
degree  of  non-conformity  and  non-compliance. 
PREMISES  AFFECTED — 205  East  67th  Street,  north 
side,  100  feet  east  of  Third  Avenue,  Block  1422,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  M.  Carabba. 

ACTION  OF  BOARD — Apuplication  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

Negative:  — - 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  24,  1964,  on  certain  condition;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted,  on  November  24,  1964, 
only  as  to  the  time  to  complete  the  work  and  obtain  a 
Certificate  of  Occupancy,  so  that .  as  amended  this  portion 
of  the  resolution  shall  read : 

‘‘that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  and  work  is  in  progress,  all  work  shall  be  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  amended  resolution”. 
(Alt.  553/64) 


1103-64-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expires  January  5, 
1966  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  73-65  of  the 
Zoning  Resolution,  permitting  in  a  C4-2  district,  the  erec¬ 
tion  of  a  three  story  enlargement  and  fill-in  of  the  court 
of  a  telephone  exchange  structure  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  penetrates  the  sky  exposure  plane 
and  encroaches  on  the  rear  yard. 

PREMISES  AFFECTED — 2177  Albermarle  Road,  north 
side,  100  feet  east  of  Flatbush  Avenue,  Block  5109,  Lot  70, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  J.  Alderdice  and  John  C.  Barrai- 
celle. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  5,  1965,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  5,  1965, 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Cer¬ 
tificate  of  Occupancy,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  2081/64) 


APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  9,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  9,  1965, 
only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (N.B.  76/64) 


ACTION  OF  BOARD — Request  to  reopen  for  considera¬ 
tion  as  to  amendment  of  the  resolution  withdrawn  at  the 
request  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _ _ _ _ 0 


2345-BZY — Vol.  II 

ACTION  OF  BOARD — Time  to  complete  cosntruction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  _ _ _  5 

Negative:  _ _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  accepted  by  the  Board 
Section  11-324  of  the  Zoning  Resolution,  in  accordance  with 
previous  decision  of  the  courts ;  and 

Whereas,  the  Board  finds  that  the  building  is  now  sub¬ 
stantially  completed. 

Resolved,  the  Board  of  Standards  &  Appeals  does  hereby 
authorize  under  Section  11-324  an  additional  extension  of 
time  to  complete  construction  to  December  15,  1965. 


1127-64-BZ 

APPLICANT — Albert  Melniker  for  Dombar  Company, 
Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  and  amendment  of  resolu¬ 
tion  —  decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  71-21  and  73-125  of 
the  Zoning  Resolution,  permitting  in  an  Rl-2  district,  the 
erection  of  a  two  story  building  for  use  as  medical  offices. 

PREMISES  AFFECTED — 3984  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 
ville,  Borough  of  Richmond. 


Adjourned:  12:40  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  14,  1965,  2  p.m. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

1464-39-GR 

APPLICANT — John  T  .Simpson. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  General 

Resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1464-39-GR — Amendment  to  resolution  as  to  additional  in¬ 
spection  agency. 

John  T.  Simpson  P.E.,  Vincennes,  Indiana,  requested 
that  he  be  considered  as  an  approved  inspection  agency 
under  the  Rules  of  the  Board  of  Inspection  of  Opening 
Protective  Assemblies. 

The  Committee  on  Test  has  reviewed  the  qualifications 
of  the  applicant  and  accordingly  recommends  that  Mr.  John 
T.  Simpson  P.E.  be  approved  as  and  inspection  agency 
under  the  provisions  of  the  Rules  of  the  Board  of  Standards 
and  Appeals  of  Inspection  of  Opening  Protective  Assemblies 
and  that  all  inspections  shall  be  made  personally  by  the  ap¬ 
plicant. 

(Sgd.)  William  A,  Nolan, 

Director. 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1180-65-GR 

SUBJECT — General  Resolution  —  relative  to  liquid  gas 
storage  containers. 

ACTION  OF  BOARD — General  Resolution  adopted. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  1180-65-GR 

SUBJECT — Reopening  and  amendment  of  resolutions  per¬ 
taining  to  the  storage  of  liquid  oxygen,  nitrogen  or  argon 
as  to  clearances. 

The  Committee  on  Test  recommends  that  the  resolutions 
adopted  under  Calendar  Numbers  960-54-SA,  1005-54-SA, 
1006-54-SA,  583-57-SA,  200-59SA,  514-59-SA,  738-59-SA, 
905-58-SA,  11-60-SA,  44-60-SA,  1527-61-SA  ,77-62-SA, 
711-63-SA,  979-63-SA,  206-64-SA,  895-64-SA,  955-64-SA, 
956-64-SA,  1120-64-SA,  be  reopened  and  amended  so  that 
the  wording  in  the  resolutions  following  the  name  of  the 
manufacturer  and  the  model  designations  for  the  liquid  oxy¬ 
gen,  nitrogen  or  argon  storage  vessels  shall  read: 

—“for  use  in  New  York  City,  under  the  provisions  of  Ar¬ 
ticle  17,  Chapter  19,  Administrative  Code,  on  condition  that 
every  installation  shall  be  made  only  outdoors  as  permitted 
by  law;  that  the  minimum  clearance  between  storage  ves¬ 


sel  and  adjacent  structures  may  be  5  feet  if  the  walls  are 
a  minimum  of  2  hours  fire  resistive  construction  and  with 
no  openings  within  25  feet  of  the  storage  vessel  unless  such 
openings  lead  to  rooms  used  exclusively  for  the  storage  of 
oxygen,  nitrogen  or  argon  and/or  the  charging  of  cylinders 
or  suitable  containers  with  oxygen,  nitrogen  or  argon  in 
which  case  the  distance  from  storage  vessel  to  wall  open¬ 
ing  may  be  reduced  to  10  feet.  No  smoking,  open  flames  or 
storage  of  combustible  material  shall  be  permitted  in  the 
area.  All  piping  from  the  storage  vessel  and  within  the 
building  shall  be  as  required  by  the  Fire  Department.  Each 
installation  shall  be  serviced  and  periodically  inspected  by 
specially  trained  personnel  holding  Certificates  of  Fitness 
issued  by  the  Fire  Department.  All  Electrical  work  shall 
be  in  accordance  with  the  Electrical  Code  of  the  City  of 
New  York”. 

Each  installation  shall  bear  a  label  as  required  in  the 
original  resolution. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  adopt  this  resolution  in  accordance  with  the  above 
report. 


617-23-SA 

APPLICANT — Cincinnati  Time  Recorder  Co.,  owner. 
APPEARANCES— 

For  Applicant:  Rodford  W.  Eubank. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
617-23-SA — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Cincinnati  Time  Recorder  Company,  Cincinnati,  Ohio,  re¬ 
quested,  by  filing  an  affidavit  dated  April  29,  1965,  that  the 
resolution  adopted  July  17,  1923  and  amended  May  12,  1959 
under  Calendar  Number  617-23-SA  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer  of 
the  D.C.  and  A.C.  Current  Control  Boards. 

The  affidavit  states  that  Cincinnati  Time  Recorder  Com¬ 
pany  has  purchased  all  rights  and  assets  relating  to  the 
D.C.  and  A.C.  Current  Control  Boards  from  Wheelock  Sig¬ 
nals,  Inc.,  successor  to  Signal  Engineering  Manufacturing 
Company,  the  original  owner-manufacturer. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  17,  1923  and  amended 
May  12,  1959,  under  Calendar  Number  617-23-SA  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  present  company  is  now  known  as  Cincin¬ 
nati  Time  Recorder  Company,  Cincinnati,  Ohio,  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  July  17, 
1923  and  amended  May  12,  1959  under  Calendar  Number 
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617-23-SA  be  complied  with  only  insofar  as  the  D.C.  and 
A.C.  current  control  boards  are  concerned. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Siclenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


163-38-SM 

APPLICANT — Johns-Manville  Sales  Corp.,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Ivleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  . . .  5 

Negative:  . . . . .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

163-38-SM— Amendment  to  resolution  as  to  additional 
shingles. 


Johns-Manville  Sales  Corp.,  New  York  requested  that  the 
resolution  adopted  June  20,  1939  under  Cal.  No.  163-38-SM 
be  reopened  and  amended  so  as  to  include  an  additional 
asbestos  shingle. 

PROPOSED  USE:  Roofing  shingles. 

DESCRIPTION:  The  requested  rigid  asbestos  shingle  is 
the  same  as  the  presently  approved  Salem  Rigid  Asbestos 
shingle  differing  only  as  to  face  texture. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  20,  1939  under  Cal. 
No.  163-38-SM  be  reopened  and  amended  so  as  to  include 
the  additional  asbestos  shingle  known  as  Colorbestos  Slates- 
Asbestos  Roof  Shingle  on  condition  that  the  requirements 
of  the  resolution  adopted  June  20,  1939,  and  amended  Dec. 
14,  1965  under  Cal.  No.  163-38-SM  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


163-38-SM 

APPLICANT — Johns-Manville  Sales  Corp.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  . . „ . .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

163-38-SM — Amendment  to  resolution  as  to  additional 
shingles. 

Johns-Manville  Sales  Corp.,  New  York  requested  that  the 
resolution  adopted  June  20,  1939  and  as  amended  December 
14,  1965  under  Cal.  No.  163-38-SM  be  reopened  and  amended 
so  as  to  include  additional  shingles. 

PROPOSED  USE:  Roofing  shingles. 

DESCRIPTION :  The  requested  shingles  are  basically  the 
same  as  the  presently  approved  Giant  Strip  Asphalt  shin¬ 
gles.  The  difference  being  in  one  type  of  shingle  the  weight 
has  been  increased  to  300  lbs.  and  in  the  second  fiber  glass 
325,  a  fiber  glass  mat  is  a  component  part  of  the  shingle 
known  as  Super  300  Pound. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  20,  1939  and  as 
amended  December  14,  1965  under  Cal.  No.  163-38-SM  be 
reopened  and  amended  so  as  to  include  the  additional 
shingles  known  as  Super  300  Pound  and  Fiber  Glass  325 
Shingle  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  June  20,  1939  under  Cal.  No.  163-38-SM  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


518-43-SM — Vols.  I  &  II 

APPLICANT — Greenpoint-Friedland  Steel  Products  Corp., 
owner. 

APPEARANCES— 

For  Applicant:  Irving  M.  Friedland. 

ACTION  OF  BOARD' — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
518-43-SM— Vols.  I  and  II — Amendment  to  resolution  as 
to  change  of  corporate  name. 

Greenpoint-Friedland  Steel  Products  Corp.,  Farmingdale, 
New  York,  requested  that  the  resolution  adopted  October 
3,  1944  and  amended  through  January  14,  1947,  under  Cal. 
No.  518-43-SM — Vols.  I  and  II,  be  reopened  and  amended 
so  as  to  show  a  change  of  ownership  as  the  Greenpoint- 
Friedland  Steel  Products  Corp.,  is  the  current  name  of  the 
corporation  formerly  known  as  Greenpoint  Metal  Covered 
Door  Corp.,  and  that  all  principals  of  the  new  corporation 
are  the  same  as  those  who  were  in  the  old  corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  3,  1944  and 
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amended  through  January  14,  1947,  under  Cal.  No.  518-43- 
SM — Vols.  I  and  II,  be  reopened  and  amended  so  as  to 
show  a  change  of  corporate  name  from  the  presently  ap¬ 
proved  Greenpoint  Metal  Covered  Door  Corp.,  to  Green- 
point-Friedland  Steel  Products  Corp.,  on  condition  that  the 
requirements  of  the  resolution  adopted  October  3,  1944, 
under  Cal.  No.  518-43-SM — Vols.  I  and  II,  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


506-45-SM 

APPLICANT — Greenpoint-Friedland  Steel  Products  Corp., 
owner. 

APPEARANCES— 

For  Applicant:  Irving  Friedland. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  - - -  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
506-45-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name  Greenpoint-Friedland  Steel  Products  Corp., 
Farmingdale,  New  York,  requested  by  filing  an  affidavit, 
that  the  resolution  adopted  July  9th,  1946  and  amended 
September  17,  1958  under  Cal.  No.  506-45-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  ownership  as  the 
Greenpoint-Friedland  Steel  Products  Corp.,  is  the  current 
/name  of  the  corporation  formerly  known  as  Greenpoint 
Metal  Covered  Door  Corp.,  and  that  all  principals  of  the 
new  corporation  are  the  same  as  those  who  were  in  the  old 
corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9.  1946  and  amended 
September  17,  1958  under  Cal.  No.  506-45-SM,  be  reopened 
and  amended  so  as  to  show  a  change  of  corporate  name 
from  the  presently  approved  Greenpoint  Metal  Covered 
Door  Corp.,  to  Greenpoint-Friedland  Steel  Products  Corp., 
on  condition  that  the  requirements  of  the  resolution  adopted 
July  9,  1946  and  amended  Sept.  17,  1958  under  Cal.  No. 
506-45-SM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

113-46-SM — Vol.  II 

APPLICANT — Auth  Electric  Co.  Inc.,  owner. 


APPEARANCES— 

For  Applicant:  E.  Norman  Auth. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 


missioner  Klein  - -  5 

Negative:  — - - 0‘ 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
113-46-SM — Vol.  II — Amendment  to  resolution  as  to  ad¬ 
ditional  door  interviews. 

Auth  Electric  Co.,  Inc.,  Long  Island  City,  New  York, 
requested  that  the  resolution  adopted  November  19,  1946 
and  amended  July  14,  1953  under  Cal.  No.  113-46-SM  be 
reopened  and  amended  to  include  additional  door  chimes 
and  peepholes  under  the  provisions  of  Section  51-A  of  the 
Multiple  Dwelling  Law. 

PROPOSED  USE:  Door  interview  or  peephole. 
DESCRIPTION'  The  models  884,  886  and  895  are  mechan¬ 
ically-operated  push  button  chime  which  mounts  on  the 
inside  of  the  door  and  is  equipped  with  a  movable  shutter 
which  may  be  opened  to  view  visitors  through  a  one  way 
mirror  peephole  or  a  wide  angle  glass  lens. 

Model  887-Mr,  887-Wal  and  889-Wal  are  peepholes  only, 
without  the  chimes,  with  a  shutter  over  the  peep  hole. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1946  and 
amended  July  14,  1953  under  Cal.  No.  113-46-SM — Vol.  I, 
be  reopened  and  amended  to  include  the  herein  described 
peepholes  and  combination  chime  and  viewers  for  use  under 
Sect.  51-A  Multiple  Dwelling  Law.  All  cartons  in  which 
the  material  is  marketed  shall  be  labeled  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  113-46-SM.” 

(Sgd.)  William  A.  Nolan, 

Director,. 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


500-47-SM 

APPLICANT — Greenpoint-Friedland  Steel  Products  Corp., 
owner. 

APPEARANCES— 

For  Applicant :  Irving  M.  Friedland. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

THE&  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
500-47-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 
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Greenpoint-Friedland  Steel  Products  Corp.,  Farmingdale, 
New  York,  requested,  by  filing  an  affidavit,  that  the  resolu¬ 
tion  adopted  July  20,  1948  and  amended  May  24,  1955,  under 
Cal.  No.  500-47-SM,  be  reopened  and  amended  so  as  to 
show  a  change  of  ownership  as  the  Gernpoint-Friedland 
Steel  Products  Corp.,  is  the  current  name  of  the  corpora¬ 
tion  formerly  known  as  Greenpoint  Metal  Covered  Door 
Corp.,  and  that  all  principals  of  the  new  corporation  are 
the  same  as  those  who  were  in  the  old  corporation. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  20,  1948  and  amended 
May  24,  1955,  under  Cal.  No.  500-47-SM,  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name  from 
the  presently  approved  Greenpoint  Metal  Covered  Door 
Corp.,  to  Greenpoint-Friedland  Steel  Products  Corp.,  on 
condition  that  the  requirements  of  the  resolution  adopted 
July  20,  1948  and  amended  May  24,  1958  under  Cal.  No. 
500-47-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker.  Tr. 

Asst.  Arch. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


501-47-SM 

APPLICANT — Greenpoint-Friedland  Steel  Products  Corp., 
owner. 

APPEARANCES— 

For  Applicant:  Irving  M.  Friedland. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein . . . 5 

Negative:  _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

501-47-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Greenpoint-Friedland  Steel  Products  Corp.,  Farming- 
dale,  New  York,  requested,  by  filing  an  affidavit,  that  the 
resolution  adopted  January  27,  1948  and  amended  March 
18,  1958,  under  Cal.  No.  501-47-SM,  be  reopened  and 
amended  so  as  to  show  a  change  of  ownership  as  the  Green¬ 
point-Friedland  Steel  Products  Corp.,  is  the  current  name 
of  the  corporation  formerly  known  as  Greenpoint  Metal 
Covered  Door  Corp.,  and  that  all  principals  o  fthe  new  cor¬ 
poration  are  the  same  as  those  who  were  in  the  old  Cor¬ 
poration. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  27,  1948  and 
amended  March  18,  1958,  under  Cal.  No.  501-47-SM,  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name  from  the  presently  approved  Greenpoint  Metal  Cov¬ 
ered  Door  Corp.,  to  Greenpoint-Friedland  Steel  Products 
Corp.,  on  condition  that  the  requirements  of  the  resolution 
adopted  January  27,  1948  and  amended  March  18,  1958  under 
Cal.  No.  501-47-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Engineer 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


357-48-SA 

APPLICANT — Ransburg  Electro-Coating  Corp.,  owner. 
APPEARANCES— 

For  Applicant:  Mervin  Lewis. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ 5 

Negative:  _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
357-48-SA — Ransburg  Electro-Coating  Corp.,  Indianapolis, 
Indiana,  filed  for  approvel  of  the  appliance  known  as  Rans¬ 
burg  Number  2,  Electrostatic  Spraying  Process  under  the 
Rules  of  the  Board  adopted  under  Cal.  No.  353-30-SR. 
PROPOSED  USE:  Paint  spraying  equipment. 
DESCRIPTION :  The  equipment  consists  of  either,  the 
Bell  Modification  and  the  Disc  Modification. 

BELL  MODIFICATION 

In  this  modification,  the  articles  to  be  coated  are  sup¬ 
ported  from  an  overhead  conveyor  which  carries  them  into 
and  through  the  spraying  enclosure.  In  the  enclosure  an 
exhaust  plenum  is  arranged  to  withdraw  air  from  the  spray¬ 
ing  operation  and  to  exhaust  it  to  the  outside  by  way  of  a 
duct.  In  the  spray  booth  and  to  one  side  of  the  conveyor 
there  is  located  a  triple  head,  bell-type  atomizer  so  situated 
that  the  parts  on  the  conveyor  pass  by  the  bell  edges  at  a 
spacing  of  approximately  one  foot. 

Each  of  these  bell  units  is  essentially  a  funnel  shaped 
member  mounted  on  a  hollow  shafted  motor.  The  three 
motors  and  bells  are  connected  into  a  unit  that  is  mounted 
from  a  base  by  means  of  an  insulator. 

The  three  atomizing  bells  are  maintained  at  high  voltage 
with  respect  to  ground,  and  their  motors  are  energized  by 
power  and  high  voltage  received  through  a  three-wire  cable 
from  the  oil-immersed  voltage  pack.  A  paint  pump  delivers 
paint  at  a  metered  rate  from  the  supply  to  the  atomizing 
bells. 

The  paint  pump,  bell  rotators,  and  high  voltage  supply 
are  controlled  through  relay  panel  and  can  be  operated  from 
a  set  of  explosion-proof  “on-off”  buttons. 

In  the  operation  of  this  process  the  high  voltage  supply 
is  activated  to  charge  the  bells  to  a  negative  potential  with 
respect  to  ground.  The  bell  rotator  motors  are  then  started 
and  the  paint  pump  set  into  motion.  Paint  delivered  by  the 
pump  to  the  hollow  motor  shaft  flows  on  to  the  inside  sur¬ 
face  of  the  bell.  Rotation  of  the  bell  spreads  this  material 
over  the  inside  surface  of  the  bell.  At  the  outer  edge'  of  the 
bell  the  material  breaks  up  into  a  fine  spray  which  is  charged 
negatively.  Each  particle,  therefore,  is  repelled  by  the  bells 
and  attracted  to  the  work  on  the  conveyor. 

DISK  MODIFICATION 

In  this  modification  the  articles  to  be  coated  are  supported 
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from  an  overhead  conveyor  which  carries  them  into  and 
through  the  spraying  enclosure.  In  the  enclosure  the  con¬ 
veyor  makes  almost  a  complete  circle  and  leaves  in  a  di¬ 
rection  essentially  parallel  to  the  entering  direction.  Parts 
are  thus  carried  about  the  circle  within  the  enclosure.  A 
plenum  chamber  located  around  the  bottom  of  the  enclosure 
is  connected  to  an  exhaust  fan  by  an  exhaust  duct.  Air  is 
drawn  into  the  open  front  of  the  spray  enclosure  and  is 
exhausted  through  grilles  to  the  plenum.  The  top  over  the 
booth  has  openings  which  also  admit  air  to  the  enclosure. 

At  the  center  of  the  loop  there  is  located  a  disk  which 
is  mounted  on  a  motor.  By  way  of  a  three-wire  cable  the 
high  Voltage,  as  well  as  the  three-phase  power  to  cause  the 
motor  to  rotate,  is  conducted  to  the  disk  from  an  oil-im¬ 
mersed  voltage  pack. 

The  other  terminal  of  the  high  voltage  supply  is  grounded. 
Since  the  motor  is  supported  on  an  insulator,  it  can  thus 
be  held  at  a  negative  high  potential  with  respect  to  articles 
on  the  conveyor  which  by  inference  are  therefore  positive. 
A  pump  whose  speed  can  be  controlled  transfers  the  coat¬ 
ing  material  from  a  supply  to  the  hollow  shaft  of  the  motor 
at  a  metered  rate.  This  material  flows  through  the  shaft 
and  on  to  the  surface  of  the  disk. 

A  control  panel  houses  the  electrical  relays  and  control 
circuits  which  permit  the  disk  rotator  motor,  the  paint 
pump  and  the  high  voltage  all  to  be  controlled  from  a  cen¬ 
tral  group  of  stop-start  switches. 

The  disk-motor  assembly  by  way  of  insulator  is  mounted 
on  a  hydraulic  cylinder  reciprocator  which  moves  the  disk 
up  and  down  over  a  stroke  corresponding  to  the  length  of 
the  parts.  This  stroke  length  is  controlled  from  a  set  of  ad¬ 
justable  switches  mounted  on  a  stroke  control  panel.  An 
additional  start-stop  switch  controls  the  hydraulic  pump. 

In  the  operation  of  this  modification,  the  ventilating  fans 
are  started,  and  the  disk  is  set  into  rotation  by  energizing 
the  motor.  The  high  voltage  supply  is  turned  on  to  charge 
the  disk  to  a  high  negative  potential  with  respect  to  the 
grounded  parts  on  the  conveyor.  The  reciprocator  and  the 
paint  pump  are  then  started.  The  conveyor  is  started  to 
carry  parts  into  the  loop.  The  paint  flows  from  the  center 
orifice  on  to  the  surface  of  the  disk.  It  flows  to  the  outer 
edge  of  the  disk  because  of  the  disk  rotation.  The  paint  at 
the  disk  edge  breaks  up  into  a  fine  spray  of  electrically 
charged  particles.  They  diverge  into  a  pattern  and  under 
the  action  of  the  field  are  repelled  by  the  disk  and  attracted 
to  the  articles.  Since  paint  issues  from  the  complete  disk 
circumference,  the  parts  will  gradually  accumulate  their 
complete  coating  as  they  are  carried  about  the  disk. 

INSPECTION  AND  TEST :  Details  of  the  appliance  were 
examined  by  Assistant  Engineer  J.  A.  Darts.  The  appli¬ 
ance  has  been  approved  by  the  State  Board  of  Standards 
and  Appeals. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Ransburg 
No.  2,  Bell  Modification  and  Disc  Modification  Electrostatic 
Spraying  Process  Assembly  under  the  provisions  of  the 
Rules  of  the  Board  adopted  under  Cal.  No.  353-30-SR, 
under  the  following  conditions : 

Transformers,  power  packs,  control  apparatus,  and  all 
other  electrical  portions  of  the  equipment,  with  the  excep¬ 
tion  of  high  voltage  grids  and  electrostatic  atomizing  heads 
and  their  connections,  shall  be  located  outside  of  the  Spray¬ 
ing  Area. 

^  Electrodes  and  electrostatic  atomizing  heads  shall  be 
rigidly  supported  in  permanent  locations  and  shall  be  ef¬ 
fectively  insulated  from  ground.  Insulators  shall  be  non- 
porous  and  noncombustible.  Fine  wire  elements  when  used 
should  be  under  tension  at  all  times  and  should  be  of  un¬ 
kinked  hardened  steel  or  material  of  comparable  strength. 

High  voltage  leads  to  electrodes  and  electrostatic  atomiz¬ 


ing  heads  shall  be  effectively  and  permanently  supported  on 
suitable  insulators,  and  shall  be  effectively  guarded  against 
accidental  contact  or  grounding. 

An  automatic  means  shall  be  provided  for  grounding  and 
discharging  any  accumulated  residual  charge  on  the  elec¬ 
trode  assembly  or  the  secondary  circuit  of  the  high  voltage 
transformer  when  the  transformer  primary  is  disconnected 
from  the  source  of  supply. 

A  space  shall  be  maintained  between  goods  being  painted 
and  electrodes  or  electrostatic  atomizing  heads  or  conduct¬ 
ors  of  at  leasts  twice  the  sparking  distance.  A  suitable  sign 
stating  the  sparking  distance  shall  be  conspicuously  posted 
near  the  assembly. 

Goods  being  painted  using  this  process  are  to  be  supported 
on  conveyors.  The  conveyors  shall  be  so  arranged  as  to 
maintain  safe  distances  between  the  goods  and  the  electrodes 
or  electrostatic  atomizing  heads  at  all  times.  Any  irregular¬ 
ly  shaped  or  other  goods  subject  to  possible  swinging  or 
movement  shall  be  rigidly  supported  to  prevent  such  swing¬ 
ing  or  movement  which  would  reduce  the  clearance  to  less 
than  that  specified  above. 

This  process  is  not  approved  where  goods  being  painted 
are  sprayed  and  manipulated  by  hand. 

Electrostatic  apparatus  shall  be  equipped  with  automatic 
controls  which  will  operate  without  time  delay  to  discon¬ 
nect  the  power  supply  to  the  high  voltage  transformer  and 
to  signal  the  operator  under  any  of  the  following  condi¬ 
tions. 

(a)  Stoppage  of  ventilating  fans  or  failure  of  ventilating 
equipment  from  any  cause. 

(b)  Stoppage  of  the  conveyor  carrying  goods  through  the 
high  voltage  field. 

(c)  Occurrence  of  a  ground  or  of  an  imminent  ground 
at  any  point  on  the  high  voltage  system. 

(d)  Reduction  of  clearance  below  that  specified  above. 

Adequate  booths,  fencing,  railings  or  guards  shall  be  so 
placed  about  the  equipment  that  they,  either  by  their  loca¬ 
tion  or  character  or  both,  assure  that  a  safe  isolation  of 
the  process  is  maintained  from  plant  storage  or  personnel. 
Such  railings,  fencing  and  guards  shall  be  of  conducting 
material,  adequately  grounded,  and  should  be  at  least  5  ft. 
from  processing  equipment. 

Signs  designating  the  process  zone  as  dangerous  as  re¬ 
gards  fire  and  accident  should  be  posted. 

All  insulators  shall  be  kept  clean  and  dry. 

Where  booths  are  required  to  control  overspray  material 
such  booths  shall  be  ventilated  by  exhausting  air  equivalent 
to  100  ft.  per  minute  across  the  open  areas  of  the  equip¬ 
ment.  Where  electrostatic  atomization  is  used  the  spraying 
area  shall  be  so  ventilated  as  to  insure  safe  conditions  from 
a  fire  and  health  standpoint. 

All  areas  used  for  spraying,  including  interior  of  booth 
shall  be  protected  by  automatic  sprinklers. 

The  appliance  shall  bear  a  label,  permanently  affixed, 
reading:  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  No.  357-48- 
SA”. 


(Sgd.)  William  A.  Nolan. 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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410-52-SA 

APPLICANT — Electronics  Corporation  of  America,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _ _ _ _ _ _ _  5 

Negative :  _ _ _ _ _ _ _  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

Cal.  No.  410-52-SA — Electronics  Corporation  of  America, 
Cambridge,  Mass.,  requested  that  the  resolution  adopted 
July  14,  1953  and  amended  October  14,  1959,  under  Cal. 
No.  410-52-SA,  be  reopened  and  amended  so  as  to  include 
the  additional  FJ-2  and  PBC-2  systems  for  flame  failure 
protection  for  gas,  oil  and  combination  fuel  burners. 

DESCRIP  1  ION:  The  FJ-2  system  is  similar  to  the  previ¬ 
ously  approved  FP-2  system  and  offers  essentially  the  same 
control  features.  A  few  minor  mechanical  changes  have 
been  made  in  the  FJ-2  system. 

The  PBC-2  system  uses  a  Firetron  detector,  a  type  48- 
PT2  which  is  similar  to  the  previously  used  type  48PT1 
except  that  it  has  a  lower  impedance  cell.  It  has  a  type 
26CF6  control  unit  which  is  similar  to  the  control  unit  used 
m  the  UVC-2  system  approved  under  Cal.  No.  1256-64-SA. 

Both  the  FJ-2  system  and  PBC-2  system  have  been  tested 
and  approved  by  Underwriters  laboratories,  File  MP  1537 
C,  MP  1537  A,  as  primary  safety  controls. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  14,  1953  and  amended 
October  14,  1959,  under  Cal.  No.  410-52-SA,  be  reopened 
and  amended  so  as  to  include  the  Fireye  FJ-2  and  PBC-2 
Flame  Safeguard  Systems,  on  condition  that  the  require¬ 
ment  of  the  resolution  adopted  July  14,  1953  and  amended 
October  14,  1959,  under  Cal.  No.  410-52-SA,  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


580-53-SM 


APPLICANT— Superior  Fireproof  Door  and  Sash  Co., 
Inc.,  owner. 

APPEARANCES— 


For  Applicant :  G.  Anderson. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . .  5 

Negative :  . . . . . . . . . . .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

580-53-SM — Amendment  to  resolution  as  to  change  of  stiff- 
ners  in  approved  door. 

Superior  Fireproof  Door  and  Sash  Co.,  Inc.,  Bronx,  New 
York,  requested  that  the  resolution  adopted  July  20  1954 
and  amended  through  May  8,  1962,  under  Cal.  No.  580-53- 
, reopened  and  amended  so  as  to  permit  a  change  in 
the  stiffeners. 


PROPOSED  USE:  One  and  one  half  hour  fire  resistive 
opening  protective  assembly. 

DESCRIPTION  :  The  requested  change  is  to  allow  the  use 
of  20  gauge  steel  interlocking  “Z”  or  broken  channel  stif- 
feners  winch  are  spot  welded  to  each  door  face  on  a  maxi¬ 
mum  of  6  centers  in  lieu  of  the  presently  approved  22  gauge 
vertical  channel  stiffeners.  The  spacing  of  the  stiffeners 
has  not  changed. 


inis  requested  modification  was  granted  to  the  same  ap 
pl leant  under  Cal.  No.  846-49- SM  on  September  24,  1963 

There  is  no  other  change  in  the  door  construction,  rein 
forcements,  insulation  and  all  other  details  remain  the  same 

RECOMMENDATION :  The  Committee  on  Test  recom 
mends  that  the  resolution  adopted  July  20,  1954  and  amendec 
through  May  8,  1962,  under  Cal.  No.  580-53-SM  be  re 
opened  and  amended  so  as  to  permit  the  use  of  20  gaug, 
steel  interlocking  “Z”  or  broken  channel  stiffeners,  on  con 
d'tion  that  all  other  requirements  of  the  resolution  adopte< 

w  So  ^nd .amended. through  May  8,  1962  under  Cal 

.No.  580-53-SM,  be  complied  with. 


(Sgd.)  William  A.  Noi.an, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeal  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


306-56-SA 

APPLICANT — American-Standard  Air  Condition  Divi¬ 
sion,  owner. 

APPEARANCES— 

For  Applicant:  R.  C.  Walker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . .  _  5 

Negative :  . . . . .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

306-56-SA— Amendment  to  resolution  as  to  additional 
models  of  gas  fired  furnaces. 

American-Standard  Air  Conditioning  Division  of  Ameri¬ 
can  Radiator,  and  Standard  Sanitary  Corp.,  New  York,  re¬ 
quested  that  the  resolution  adopted  February  26  1957  and 
amended  through  November  10,  1964,  under  Cal.  No.  306- 
56-SA,  be  reopened  and  amended  so  as  to  include  additional 
models  of  gas  fired  furnaces. 

PROPOSED  USE:  Gas  fired  warm  air  furnaces. 

DESCRIpTION :  The  requested  models  are  similar  to  the 
models  approved  under  this  calendar  number  on  July  14, 
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1964.  The  difference  is  in  the  B.T.U.  input  only.  The  re¬ 
quested  models  have  been  approved  by  the  American  Gas 
Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  26,  1957  and 
amended  through  November  10,  1964,  under  Cal.  No.  306- 
56-SA,  be  reopened  and  amended  so  as  to  include  the 
additional  models  UGF-45D,  UGF-45  AC-2,  UGF-180, 

UGF-180  AC  6,  UGF-200  and  UGF-200  AC  7,  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  Feb¬ 
ruary  26,  1957  and  as  amended  through  November  10, 
1964,  under  Cal.  No.  306-56-SA,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


673-57-SA 

APPLICANT — Temco,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _ _  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

Cal.  No.  673-57-SA — Temco  Inc.,  Nashville,  Tennessee,  re¬ 
quested  that  the  resolution  adopted  March  31,  1959  and 
amended  at  various  times  through  May  19,  1964  under  Cal. 
No.  673-57-SA  be  reopened  and  amended  so  as  to  include 
the  Kenmore  as-Fired  Wall  Furnace,  Model  138.73553  to 
be  marketed  by  Sears,  Roebuck  and  Company. 

DESCRIPTION :  The  Model  138.73553  is  similar  to  the 
previously  approved  Model  138.528570,  except  for  physical 
changes  in  the  cabinet.  The  air  intake  is  through  the  end 
panel  rather  than  through  the  front.  The  cabinet  thus  was 
shortened  by  4  inches. 

The  input  rating  was  raised  from  65,000  to  70,000  BTU 
per  hour. 

The  Model  138.73553  was  tested  and  approved  by  the 
American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  31,  1959  and 
amended  at  various  times  through  May  19,  1964,  under  Cal. 
No.  673-57-SA,  be  reopened  and  amended  so  as  to  include 
the  Kenmore  Gas-Fired  Wall  Furnace,  Model  138-73553 
to  be  marketed  by  Sears,  Roebuck  and  Company,  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  March 
31,  1959  and  amended  at  various  times  through  May  19, 
1964,  under  Cal.  No.  673-57-SA,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


444-60-SM 

APPLICANT — Rohm  and  Haas  Co.,  owner. 
APPEARANCES— 

For  Applicant:  Rudolph  G.  Marshall. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _  5 

Negative:  _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
444-60-SM — Amendment  to  resolution  as  to  additional  use 
of  the  approved  material. 

Rohm  and  Haas  Co.,  Philadelphia,  Pa.,  at  the  request  of 
the  Department  of  Hospitals,  requested  that  the  resolution 
adopted  October  17,  1961  and  amended  through  September 
24,  1963  under  Cal.  No.  444-60-SM  be  reopened  and  amended 
so  as  to  permit  an  additional  use  of  the  approved  material. 
PROPOSED  USE:  Plastics  Glazing. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
from  the  presently  approved  Plexiglas. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  17,  1961  and 
amended  through  September  24,  1963  under  Cal.  No.  444- 
60-SM  be  reopened  and  amended  so  as  to  permit  the  ap¬ 
proved  material  to  be  used  for  glazing  of  windows  in  base¬ 
ment  areas  and  on  the  first  and  second  floors  of  hospitals 
on  condition  that  windows  so  glazed  shall  not  be  used 
where  a  fire  resistive  opening  protective  assembly  is  re¬ 
quired  and  that  all  other  requirements  of  the  resolution 
adopted  October  17,  1961  and  amended  through  September 
24,  1963  under  Cal.  No.  444-60-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


713-60-SM 

APPLICANT — United  States  Plywood  Corp.,  owner. 
APPEARANCES— 

For  Applicant:  Warren  H.  Ackermann. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox _ 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

713-60-SM — Amendment  to  resolution  as  to  wood  banding 
on  door. 

United  States  Plywood,  New  York,  requested  that  the 
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resolution  adopted  December  5,  1961  and  amended  through 
April  16,  1963,  under  Cal.  No.  713-60-SM,  be  reopened 
and  amended  so  as  to  wood  banding  on  door. 
PROPOSED  USE:  Fireproof  plywood  panel. 

DESCRIPTION:  The  Board  approved  the  use  of  this 
panel  to  be  used  in  doors  where  fire  treated  wood  may  be 
used,  but  not  as  doors  in  locations  where  in  a  fire  resistive 
opening  protective  assembly  is  required.  The  request  is  to 
modify  the  long  edges  of  the  door  by  allowing  the  use  of 
V2  inch  untreated  wood  band  so  that  the  same  wood  is  used 
on  the  stile  edges  as  on  the  faces  of  the  door. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  5,  1961  and 
amended  through  April  16,  1963,  under  Cal.  No.  713-60- 
SM,  be  reopened  and  amended  so  as  to  permit  the  use  of 
Vi  inch  untreated  wood  band  on  the  long  edge  of  the  door, 
on  condition  that  the  requirements  of  the  resolution  adopted 
December  5,  1961  and  as  amended  through  April  16,  1963, 
under  Cal.  No.  713-60-SM,  are  complied  with. 

(Sgd.)  William  A.  Noi.an, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


526-61-SA 


APPLICANT— Frigidaire  Sales  Corp.,  owner. 
APPEARANCES— 

For  Applicant:  Walter  J.  Russell. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative :  _ _ _ _ _ _ _  _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

526-61-SA— Amendment  to  resolution  as  to  additional  dish¬ 
washers. 


Frigidaire  Sales  Corp.,  New  York,  requested  that  the 
resolution  adopted  April  10,  1962  under  Cal.  526-61-SA 
be  reopened  and  amended  so  as  to  include  additional  models 
of  dishwashers. 


PROPOSED  USE:  Domestis  dishwashers. 
DESCRIPTION :  The  requested  models  are  basically  the 
same  as.  the  presently  approved.  They  maintain  the  same 
air  gap  in  the  water  supply  line.  The  requested  models  have 
standardized  on  a  y3  H.P.  motor,  1000  watt  heater  and  the 
water  consumption  of  13  gallons. 


The  requested  models  have  been  approved  by  the  Under¬ 
writers’  Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  10,  1962  under  Cal. 
No.  526-61-SA  be  reopened  and  amended  so  as  to  include 
the  Frigidaire  Dishwasher  Models,  DW-IMT.  DW-DMT 
DW-SMJ,  DW-IUJ,  DW-DUJ,  DW-STJ,  and  DW-DTJ, 
on  condition  that  the  requirements  of  the  resolution  adopted 
April  10,  1962  under  Cal.  No.  526-61-SA  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


621-61-SM 


APPLICANT  Acoustical  Ceilings  Accessories,  Inc.,  own- 


APPEARANCES— 

For  Applicant:  J.  I.  Zuckerman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ _ "  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

6?1;£1,;SM— Amendment  t0  resolution  as  to  additional  gauge 
of  “Z”  runners. 

Acoustical  Ceilings  Accessories  Inc.,  Bronx,  New  York 
requested  that  the  resolution  adopted  June  26,  1962,  under’ 
Lai  No.  621-61-SM,  be  reopened  and  amended  so  as  to  in¬ 
clude  additional  gauge  of  “Z”  runners. 

PROPOSED  USE:  Zee  bar  to  be  used  in  acoustical  sys¬ 
tem.  J 


DESCRIPTION:  The  requested  Zee  bar  is  similar  to  the 
presently  approved  bar,  the  difference  being  that  the  re¬ 
quested  bar  will  be  manufactured  of  24  gauge  steel.  The 
presently  approved  bar  is  manufactured  of  25  gauge  steel. 

RECOMMENDATION:  The  Committee  on  Test  recom- 
mends  that  the  resolution  adopted  June  26,  1962,  under  Cal. 
No.  621-61-SM,  be  reopened  and  amended  so  as  to  include 
the  additional  Zee  bar  manufactured  of  24  gauge  steel,  on 
condition  that  the  requirements  of  the  resolution  adopted 
June  26,  1962,  under  Cal.  No.  621-61-SM,  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1782-61-SM 

APPLICANT — B.  J.  Dwyer,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  Bernard  J.  Dwyer. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox  _  ”  j 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads* 
1782-61-SM— Amendment  to  resolution  as  to  change  of  cor- 
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porate  name,  B.  J.  Dwyer,  Inc.,  requested  by  filing  an  affi¬ 
davit  that  the  resolution  adopted  April  3,  1962,  under  Cal. 
No.  1782-61-SM,  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer. 

PROPOSED  USE:  Incombustible  insulating  fill. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  3,  1962,  under  Cal. 
No.  1782-61-SM,  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer,  new  owner-manufacturer 
being  B.  J.  Dwyer,  Inc.,  on  condition  that  the  requirements 
of  the  resolution  adopted  April  3,  1962,  under  Cal.  No. 
1782-61-SM,  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report 


805-62-SA 

APPLICANT — Roberts-Gordon  Appliance  Corp.,  owner. 
APPEARNCES— 

For  pplicant:  James  D.  Connors. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

805-62-SA — Amendment  to  resolution  as  to  permit  the  use 
of  the  heater  in  garages. 

Roberts-Gordon  Appliance  Corp.,  Buffalo,  New  York, 
requested  that  the  resolution  adopted  December  17,  1963, 
under  Cal.  No.  805-62-SA,  be  reopened  and  amended  so  as 
to  permit  the  approved  heater  to  be  installed  in  garages. 
PROPOSED  USE:  Infrared  gas  fired  space  heater. 
DESCRIPTION :  The  requested  use  is  to  permit  the  heater 
to  be  installed  in  garages.  This  is  accomplished  by  provid¬ 
ing  a  sealed  box,  with  fixed  openings,  mounted  on  the  hous¬ 
ing  door.  Inside  this  box,  a  filter  of  40-40  mesh  screen  is 
installed.  The  construction  is  in  accordance  with  Dwgs.  F- 
1244  and  F-1245,  which  are  on  file  with  and  are  part  of 
the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  17,  1963,  under 
Cal.  No.  805-62-SA,  be  reopened  and  amended  so  as  to 
permit  the  approved  heater.  Co-Ray-Vac,  to  be  installed  in 
garages,  on  condition  that  when  the  heater  is  so  installed 
the  base  of  the  heater  shall  be  at  least  8'-0"  above  the  floor 
level  and  the  combustion  air  intake  be  protected  with  40-40 
bronze  mesh  screen  as  herein  described,  on  condition  that 
all  other  requirements  of  the  resolution  adopted  December 
17.  1963,  under  Cal.  No.  805-62-SA,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


155-63-SA 

APPLICANT — Jensen  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  David  Y.  Robinson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 

with  the  report  and  recommendation  of  Committee  on 

Test. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 

Negative: _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
155-63-SA — Jensen  Inc.,  Detroit,  Michigan,  filed  for  ap¬ 
proval  of  the  appliance  known  as  Jensen  Electric  Quartz 
Tube  Infrared  Drying  Oven,  under  the  provisions  of  the 
Rules  of  the  Board  adopted  under  Cal.  No.  353-30-SR. 
PROPOSED  USE:  Paint  baking  oven. 

DESCRIPTION :  The  oven  consists  of  insulated  steel 
panels,  the  heating  elements  which  are  quartz  tube  heaters 
and  controls. 

The  insulation  used  to  insulate  the  panels  is  4"  of  min¬ 
eral  wool  having  a  density  of  8  lb.  per  cubic  feet.  The  in¬ 
sulated  panels  are  fastened  to  a  structural  steel  frame  . 

The  heating  elements  are  quartz  tubes  rated  at  1000  watts 
and  the  tubes  are  provided  with  sealed  ends.  The  lamps 
are  supported  on  stand-off  insulators  contained  in  a  metal 
raceway.  The  raceway  carries  the  branch  circuit  wiring  to 
solderless  connectors  arranged  on  each  side  o  fthe  main 
frame  points.  The  wiring  is  of  copper  stranded  conductors 
multiple  wrapped  with  silicone  and  asbestos  insulation.  The 
quartz  tubes  are  protected  by  protective  screens  of  the  snap- 
in  type,  which  snap-in  place  over  the  tubes. 

The  oven  is  equipped  with  interlocks  between  the  ex¬ 
haust  fan  and  the  heating  circuits  so  that  failure  of  the  fan 
will  shut  off  all  the  heating  circuits.  Another  relay  is  in¬ 
corporated  to  throw  all  heaters  onto  low  heat  in  the  event 
that  the  conveyor  stops.  Another  control  operates  in  the 
event  that  an  overheat  occurs.  Then  the  entire  circuit  is  de¬ 
energized  and  all  operations  ceases. 

The  oven  is  also  equipped  with  a  pre-purge  timer  to  purge 
the  oven  prior  to  the  energizing  of  the  heating  elements. 

INSPECTION  AND  TEST :  An  oven  was  inspected  by 
Assistant  Engineer  J.  A.  Darts  at  the  Department  of  San¬ 
itation  Shops  located  at  58th  Ave.,  Long  Island  City,  New 
York.  The  oven  fuctioned  as  designed  and  the  controls 
operated  as  required. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Jensen  Elec¬ 
tric  Quartz  Tube  Infrared  Drying  Oven  for  use  in  New 
York  City,  when  constructed  as  herein  described  and  when 
installed  in  accordance  with  the  Rules  of  the  Board  adopted 
under  Cal.  No.  353-30-SR,  on  condition  that  the  relay  that 
throws  the  heaters  onto  low  heat  in  the  event  that  the  con¬ 
veyor  stops  shall  be  changed  to  one  that  will  shut  off  the 
heaters  entirely  in  the  event  that  the  conveyor  stops  as  re¬ 
quired  under  Rule  4.3.  2.1.5.  of  said  rules.  All  ovens  shall 
bear  a  label  permanently  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City, 
under  Cal.  No.  155-63-SA”. 

(Sgd.)  William  A.  Nolan, 
Director 

John  A.  Darts, 

Asst.  Engr., 
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George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Boa.rd  of.  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


740-63-SA 

APPLICANT — Haus  and  Bresin  for  Cleveland  Controls 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

CTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
,  Commissioner  Fox,  Commessioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _ _ _  _  5 

Negative:  . . . __ . . . 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
740-63-SA — Haus  and  Bresin  for  Cleveland  Controls  Inc., 
Cleveland,  Ohio,  filed  for  approval  of  the  appliance  known 
as  Cleveland  Smoke  Indicator  under  the  provisions  of  C26- 
191.0  Administrative  Building  Code. 

PROPOSED  USE:  Smoke  detector  for  installation  at  the 
breeching  or  stack  of  heavy  oil  burning  or  coal  burning 
boilers. 

DESCRIPTION,:  The  unit  consists  of  the  Indicating  unit, 
Light  Source  and  a  Photocell  Receiver. 

.The  light  source  and  photocell  receiver  sense  smoke  con¬ 
ditions,  in  the  breeching  and  transmit  signals  to  the  indicat¬ 
ing  unit.  Meter  on  the  indicating  unt  provdes  a  continuous 
reading  of  smoke  density  in  Ringelmann  units.  Signal  lights 
on  the  cover  indicate  a  preset  acceptable  smoke  density 
or  an  excessive  smoke  density.  Terminals  are  also  provided 
for  connections  to  external  audible  alarms,  to  boiler  limit 
for  automatic  shut-off  of  the  firing  equipment  and  to  remote 
recorder. 

The  light  source  and  photocell  receiver  are  provided  with 
universal  positioning  adjustments  for  alignment  and  slide 
focusing  adjustments  for  selection  of  light  intensity  to  ac¬ 
commodate  width  of  the  breeching.  Both  have  hinged  en¬ 
closures  to  facilities  lens  cleaning  and  removable  covers  for 
access  to  the  lamp  and  cell. 

If  by  change,  the.  light  source  or  the  photocell  receiver 
should  fail,  the  boiler  shut-off  will  operate. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Cleveland 
Smoke  Indicator  for  use  in  New  York  City  when  installed 
in  accordance  with  this  report  and  the  recommendations 
of  the  manufacturer.  Each  installation  shall  be  made  to  the 
satisfaction  of.  the  Department  of  Air  Pollution  Control 
and  shall  not  interfere  with  any  burner  safety  control  or  in 
any  way  with  the  draft  or  passage  of  flue  gases  through 
the  heating  device.  Each  installation  shall  bear  a  label, 
permanently  affived,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  740-63-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 


George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


302-64-SM 

APPLICANT — Alliance  Wall  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Irving  Cohen. 

ACTION  OF  BOARD — Material  approved  only  as  to  the 
incombustible  material,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _ _ _ 3 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 
Fox  -  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
302-64-SM — Alliance  Wall  Corp.,  Topton,  Penna.,  filed  for 
approval  of  the  material  known  as  AllianceWall  Veneer  and 
Insulated  Panels,  various  designs,  under  the  provisions  of 
the  Veneering  Rules  of  the  Board. 

PROPOSED  USE:  Exterior  veneering  assembly  and  in¬ 
terior  panels  and  also  for  use  on  Class  V  Buildings. 

DESCRIPTION :  The  panels  are  designated  as  various  ser¬ 
ies. 

Series  70 — This  series  ranges  in  thickness  from  1"  to  2" 
and  weighs  4.6  to  5.5  lbs.  per  sq.  ft.  The  panel  is  construc¬ 
ted,  of  an  exterior  face,  stabilizing  core,  insulating  core,  and 
an  interior  face.  The  exterior  face  is  either  porcelain  enamel 
on  28  gauge  steel.  The  stabilizing  core  is  Vs"  cement  as¬ 
bestos  board.  The  insulating  core  is  perlite  and  the  interior 
face  is  either  porcelain  enamel,  galvanized  steel,  aluminum 
or  cement  asbestos  board. 

Series  80 — This  serie  sranges  from  1%  to  2  inches  in 
thickness  and  weighs  4.8  lbs.  per  sq.  ft.  The  exterior  face 
is  the  same  as  the  series  70.  The  insulating  core  is  fiber 
glass.  The  interior  face  is  galvanized  steel. 

Series  PCS  —  This  series  is  a  3/16  in.  panel  conssiting 
of  either  24  or  28  gauge  steel  laminated  to  a  cement  as¬ 
bestos  board  which  is,  in  turn,  laminated  to  a  24  gauge 
steel  back  sheet. 

Series  PCP — This  series  is  the  same  as  the  PCS,  except 
that  the  back  sheet  is  porcelain  enamel. 

All  panels  are  available  in  sizes  to  4'-0"  wide  by  12'-0 " 
lengths. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.A.  Darts.  It  was  noted 
that  the  Series  70,  80,  PCS  and  PCP  are  made  of  incom¬ 
bustible  materials  throughout. 

RECOMMENDATION :  The  Committee  on  Tets  recom¬ 
mends  the  approval  of  the  material  known  as  AllianceWall 
Veneer  and  Insulated  Panels  for  voluntary  use  in  New 
York  City  under  the  following  conditions : 

The  Series  70,  80,  PCS  and  PCP  as  being  constructed 
of  incombustible  materials  throughout  may  be  used  as  an 
exterior  veneer  when  installed  in  accordance  with  the  Ve¬ 
neering  Rules  of  the  Board,  as  exterior  siding  on  Class  V 
Buildings,  and  as  an  interior  veneering  material  under 
C26-667.0  Administrative  Building  Code.  The  panels  shall 
bear  a  label,  permanently  affixed,  reading:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  302-64-SM”. 
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(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Assistant  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

694-64-SM 

APPLICANT — Marino  Lathing  Supply  Co.  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  John  Marino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinext, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

694-64-SM — Amendment  to  resolution  as  to  additional  studs 
and  tracks. 

Marino  Lathing  Supply  Co.,  Inc.,  New  Hyde  Park,  New 
York,  requested  that  the  resolution  adopted  September  28, 
1965  under  Cal.  694-64-SM  be  reopened  and  amended  so 
as  to  include  additional  studs  and  tracks. 

PROPOSED  USE:  Component  part  of  a  one  hour  fire 
resistive  non  load  bearing  partition; 

DESCRIPTION :  The  request  is  to  include  additioinal 
studs  of  a  lesser  depth  and  tracks  of  a  corresponding  width 
to  take  these  studs. 

The  requested  studs  are  1%"  and  2%"  deep,  manufac¬ 
tured  of  0.022"  hat  dipped  galvanized  steel.  This  is  equal  to 
26  gauge.  The  tracks  are  of  the  same  material.  The  balance 
of  the  partition  is  the  same  as  that  presently  approved. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  28,  1965  under 
Cal.  694-64-SM,  be  reopened  and  amended  so  as  to  include 
the  additional  studs  and  tracks  as  herein  described  on  con¬ 
dition  that  all  other  requirements  of  the  resolution  adopted 
September  28,  1965  under  Cal.  694-64-SM  be  complied  with. 

(Sgd.)  William  A,  Nolan. 

Director, 
John  A.  Darts. 

Assistant  Engineer 
George  F.  Sklenarik, 
Assistant  Engineer 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


775-64-SA 

APPLICANT — A.  T.  Abromaitis  for  Instrument  Division 
Thomas  A.  Edison  Ind.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
Cal.  No.  775-64-SA — Instrument  Division,  Thomas  A.  Edi¬ 
son  Industries,  West  Orange,  N.J.  filed  for  approval  of  the 
Edison  Flame  Safeguard  Controls. 

Models  419,  420,  421,  422,  423,  and  424,  under  the  provi¬ 
sions  of  the  Oil  Burner  Rules  of  the  Board  and  Article  12, 
Chapter  26,  Administrative  Building  Code. 

PROPOSED  USE:  Shutdown  controls  for  gas  or  oil  bur¬ 
ners. 

DESCRIPTION :  The  model  419  flame  safeguard  control 
provides  for  complete  flame  failure  protection  for  manually 
or  semi-automatically  fired  utility  or  industrial  gas,  oil  or 
combination  gas/oil  burners.  Operation  of  the  control  may 
be  simply"  on-off.”  Selected  pre-purge  intervals  and  selec¬ 
ted  trial-for-ignition  intervals  may  be  obtained  through  the 
use  of  external  timers. 

A  push  button  switch  is  used  to  energize  an  ignition  trans¬ 
former  and  pilot  valve.  A  lamp  on  the  push  button  switch 
signals  the  operator  when  the  U/V  scanner  “sees”  the  pilot 
flame.  Release  of  the  push  button  switch  then  permits  the 
main  fuel  valve  to  open.  Should  the  main  flame  fail  at  any 
time,  the  main  fuel  valve  will  close  in  two  to  four  seconds 
and  an  alarm  will  be  actuated.  Manual  restart  is  necessary 
after  every  shutdown. 

A  Single  Edison  U/V  photo  tube  scanner  #42540  proves 
both  the  pilot  and  main  flame.  This  scanner  is  sensitive  to 
ultra  violet  radiation  in  the  range  of  1900  to  2900  Ang¬ 
strom  units.  This  radiation  is  present  in  gas  and  oil  flames. 

The  419  control  also  incorporates  a  safe  start  interlock 
to  prevent  start-up  should  the  control  detect  flame  or  a 
simulated  flame  prior  to  start-up.  Limit  switches,  air  flow 
switches  and  fuel  pressure  switches  may  be  connected  to  the 
control  and  incorporated  into  its  operation. 

The  model  420  flame  safeguard  control  is  similar  to  the 
model  419  but  includes  time  delay  relays  for  pre-purge  and 
trial-for-ignition  intervals. 

After  prepurge  if  proper  ignition  does  not  take  place 
during  the  trial-for-ignition  period,  the  control  automatic¬ 
ally  closes  both  the  pilot  and  main  fuel  valve  and  prevents 
subsequent  ignition  until  the  combustion  chamber  has  again 
been  purged.  Completion  of  the  purging  period  is  signalled 
by  means  of  a  “ready”  light  mounted  on  the  front  of  the 
control. 

The  pilot  valve  closes  automatically  after  the  main  burner 
is  properly  ignited. 

The  model  421  control  provides  flame  failure  protection 
and  programming  for  fully  automatic  indutsrial  gas  or  oil 
burners  or  combination  gas/oil  burners.  Programming  in¬ 
cludes  pre-purge,  pilot  proving,  trial-for-ignition  of  main 
flame  and  post  purge. 

In  operation,  the  control  pre-purges  the  combustion  cham¬ 
ber  for  30  seconds  after  which  the  ignition  transformer  and 
pilot  valve  are  automatically  energized.  Ten  seconds  are 
allowed  to  “prove”  the  pilot  after  which  time  the  main  fuel 
valve  is  automatically  opened  and  the  gas  ignited  by  the 
pilot;  a  period  of  15  to  30  seconds,  as  selected,  is  allowed 
for  ignition.  The  control  automatically  closes  the  pilot 
valve  on  completion  of  the  trial-for-ignition  period. 

If  the  pilot  flame  shall  not  ignite  properly,  shut  down  will 
occur  in  10  seconds  before  the  main  gas  valve  opens  and 
an  alarm  will  sound.  Failure  of  the  main  flame  will  cause 
shutdown  in  2  to  4  seconds.  Manual  restart  is  necessary. 
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The  421  control  incorporates  a  safe  start  interlock  and 
also  provides  for  an  air  flow  interlock,  line  voltage  operat¬ 
ing  and  limit  controls,  low  voltage  operating  control,  a 
low  fire  start  interlock  and  auxiliary  contacts  for  operat¬ 
ing  a  modulating  control  motor. 

The  model  422  control  is  similar  to  the  model  421  but 
provides  for  longer  time  intervals  for  pre-purging  (30  to 
150  seconds)  before  sounding  the  alarm  for  improper  pilot 
flame  o  pilot  ignition  failure. 

The  model  423  control  is  used  with  a  U/V  scanner  iden¬ 
tified  as  part  No.  42638.  It  provides  completely  automatic 
flame  safeguard  for  commercial  gas,  oil  or  combination 
gas/oil  burners  which  are  too  large  for  use  with  the  slower 
acting  thermal  safety  devices  but,  not  large  enough  for  the 
complex  programming  controls  used  on  large  industrial 
burners. 

It  provides  for  30  seconds  pre-purge,  10  seconds  pilot 
flame  proving  and  18  seconds  post-purge. 

Also  2  to  4  second  shutdown  in  case  of  flame  failure  and 
an  alarm  circuit  to  indicate  safety  shutdown. 

The  model  424  designated  as  a  flame  switch  employs  a 
U/V  scanner  #42540  and  the  424  switch  which  is  an  “on- 
off”  interlock  device  designed  to  indicate  the  absence  or 
presence  of  flame  in  special  industrial  and  utility  applica¬ 
tions.  This  control  will  operate  indicators,  alarms  or  an¬ 
nunciators  in  2  to  4  seconds  in  the  event  of  flame  failure. 
A  lock-out  circuit  is  provided  so  that  if  desired,  a  manual 
reset  is  necessary  after  a  flame  failure.  Two  sets  of  nor¬ 
mally  open  and  two  sets  of  normally  closed  contacts  are 
provided  to  operate  external  devices  for  the  alarm,  relays 
or  annunciators. 

INSPECTION  AND  TEST:  All  data  submitted  was  ex¬ 
amined  by  Assistant  Engineer  G.  F.  Sklenarik. 

The  model  419,  420,  421,  422,  423,  and  424  controls  were 
tested  and  approved  by  Underwriters’  Laboratories,  FiUs 
MH  7666  A,  MH  7666 B  and  MH  7666. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Edison 
Flame  Safeguard  Cotnrols,  Models  419,  420,  421,  422,  423 
and  424  for  use  in  New  York  City  under  the  provisions  of 
the  Oil  Burner  Rules  of  the  Board  and  Article  12  Chap.  26 
Administrative  Building  Code  and  when  installed  and  main¬ 
tained  in  accordance  with  the  recommendations  of  the  manu¬ 
facturer.  Each  control  shall  bear  a  label,  permanently  af¬ 
fixed,  reading: 

“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  775-64-SA.” 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 

Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


840-64-SA 

APPLICANT — Thermal  Engineering  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Fred  J.  Prince. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _  3 

Negative :  Vice  Chairman  Kleinert  and  Commissioner 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
840-64-SA — Thermal  Engineering  Corp.,  Columbia,  South 
Carolina,  filed  for  approval  of  the  appliance  known  as  Tec 
°r  Infra  Temp  Gas  Heaters  various  models  under  the  pro¬ 
visions  of  Article  12,  Chapter  26,  Administrative  Building 
Code. 

PROPOSED  USE:  Gas  heater  for  use  in  industrial  heating 
only. 

DESCRIPTION :  The  various  models  are  basically  of  the 
same  design,  the  difference  being  in  the  BTU  input  ranging 
from  30,000  to  75,000  BTU/Hr.  The  heater  has  either  a 
flat  or  a  parabolic  reflector. 

The  primary  radiation  surface  is  a  ceramic  and  the  sur¬ 
face  is  corrugated  by  channels  so  that  the  radiating  surface 
is  penetrated  with  rectangular  appertures  up  to  29%  of  the 
heating  surface. 

The  control  system  consists  of  the  following : 

Constant  burning  pilot-24  volt  pilot  system.  Constant  burn¬ 
ing  pilot  with  self-generating  control.  This  control  system 
allows  the  unit  to  be  controlled  b  ya  thermostat  without 
the  necessity  of  any  external  electrical  requirement. 

Recycling  pilot  system— A  glow  coil  automatically  relights 
the  pilot  at  any  time  that  it  might  be  extinguished. 

Spark  ignition:  This  control  system  uses  a  direct  spark  to 
ignite  the  bnrner  and  does  not  incorporate  a  pilot.  This 
system  is  recommended  where  air  currents  may  affect  pilot 
operation  or  where  the  buners  are  not  readily  accessible. 

All  of  the  control  systems  may  be  operated  by  manual 
switch  or  automatic  thermostat  and  incorporate  100% 
safety  shut-off. 

INSPECTION  AND  TEST :  Details  of  the  heater  were 
examined  by  Assistant  Engineer  J.A.  Darts.  The  appliances 
have  been  approved  by  the  American  Gas  Association. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Tec  or  Infra 
Temp  Gas  Heaters,  Models  1R30-HB,  1R45-HB,  1R60-HB, 
and  1R75-HB  (unvented)  with  a  minimum  clearance  to 
combustibles  placed  beneath  of  6’-0"  for  the  Models  1R30- 
HB  through  1R-60HB  and  6'-8"  for  the  model  1R75-HB 
when  these  models  equipped  with  a  straight  reflector  and 
9'-0"  for  Models  1R-30HB  through  1R-60HB  and  lffi-O" 
for  model  1R-75HB  when  these  models  are  equipped  with 
a  parabolic  reflector  for  use  in  industrial  installation,  when 
installed  in  accordance  with  the  requirements  of  Article  12, 
Chapter  26,  Administrative  Building  Code.  The  appliance 
bear  a  label,  permanently  affixed,  reading;  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  840-64-SA.”  The  Committee  further  recom¬ 
mends  that  these  units  shall  not  be  installed  in  garages  or 
places  of  explosive  atmosphere. 

(Sgd.)  William  A,  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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948-64-SA 

APPLICANT — Automatic  Fire  Alarm  Company,  owner. 
APPEARANCES— 

For  Applicant :  Howard  L.  Caretto. 

ACTION  OF  BOARD — Appliance  approved  in  accordonce 

with  the  report  and  recommendation  of  Committee  on 

Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

Cal.  No.  948-64-SA — Automatic  Fire  Alarm  Company, 
New  York,  N.  Y.,  filed  for  approval  of  the  appliance  known 
as  Automatic  Fire  Alarm  Transmitter,  Model  TR611  under 
the  provisions  of  the  Interior  Fire  Alarm  Rules  of  the  Board 
and  the  Requirements  of  the  Fire  Commissioner. 
PROPOSED  USE:  To  transmit  fire  alarm  signals. 
DESCRIPTION :  The  model  TR611  transmitter  consists 
of  two  pre-wound  electrically  controlled  gear  mechanisms 
associated  with  relays,  resistors,  capacitor  and  rectifier  to 
give  coded  signals  to  a  central  office.  It  is  arranged  to  per¬ 
form  the  following  functions : 

1.  Transmit  a  one  round  trouble  signal  on  either  an  open 
or  grounded  circuit. 

2.  Transmit  a  4  round  fire  signal  when  an  alarm  closure 
occurs. 

3.  After  rewinding,  transmit  a  one  round  signal  to  indi¬ 
cate  .  that  the  system  is  in  normal  operating  conditions ;  the 
service  man  calls  the  central  office  to  confirm  that  the  sig¬ 
nal  has  been  received. 

4.  Transmit  a  4  round  current  failure  signal  on  loss  of 
current  supply.  This  signal  differs  from  the  fire  signal  so 
that  it  is  readily  identified  at  the  central  office. 

The  TR-611  transmitter  is  made  with  a  retard  time  of 
12  seconds  when  with  with  rate-of-rise  or  fixed  tempera¬ 
ture  fire  detecting  devices  and  a  30  second  retard  time  when 
used  as  a  waterflow  alarm  transmitter. 

The  transmitter  operates  on  10  to  14  volts  D.C. 

INSPECTION  AND  TEST :  Details  submitted  were  ex¬ 
amined  by  Assistant  Engineer  G.  F.  Sklenarik. 

The  TR-611  transmitter  was  tested  and  approved  by 
Underwriters’  Laboratories,  Signal  221. 

The  Fire  Department  submitted  a  report,  dated  Novem¬ 
ber  9,  1965,  recommending  approval  of  the  transmitter  for 
central  office  systems  when  serviced  by  the  central  office 
company,  and  when  installed  under  the  rules  for  sprinkler 
and  thermostatic  fire  alarm  systems. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Automatic 
Fire  Alarm  Transmitter,  Model  TR-611  for  use  in  New 
York  City  under  the  provisions  of  the  Interior  Fire  Alarm 
Rules  of  the  Board  and  the  Requirements  of  the  Fire  Com¬ 
missioner.  Each  transmitter  shall  bear  a  label,  permanently 
affixed,  reading:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  948- 
64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resoleved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


983-64-SM 

APPLICANT — Haughton  Elevator  Company,  owner;  J.  P. 

Manning,  agent. 

APPEARANCES— 

For  Applicant :  Richard  H.  Dunn. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
983-64-SM — Haughton  Elevator  Co.,  Toledo,  Ghio,  filed 
for  approval  of  the  material  known  as  Haughton  Type  M 
Interlock  under  the  provisions  of  C26-912.0  Administrative 
Building  Code. 

PROPOSED  USE:  Interlocks  are  for  use  on  hoistway 
doors  and  are  built  either  right  or  left  hand.  They  are 
normally  wired  in  series  to  form  a  hoistway  unit  system. 

The  interlock  is  designed  to  be  mounted  on  the  hoistway 
door  and  door  frame  and  operated  by  a  vane  on  the  car 
door.  The  car  door  stops  with  the  vane  adjacent  to  the 
roller  when  the  elevator  car  is  at  the  landing.  The  roller 
assembly  is  mounted  near  the  top  of  the  rocker  rod  contact¬ 
ing  the  keeper.  The  keeper  assembly  is  mounted  on  top  of 
the  hoistway  door.  When  the  elevator  car  door  moves  to 
open,  the  vane  pushes  on  the  roller,  pivoting  the  rocker 
arm,  causing  the  keeper  to  move  first  to  open  the  electric 
contacts,  unlock  the  interlock  and  finally  to  open  the  hoist¬ 
way  door  with  the  car  door.  On  closing,  the  sequence  is 
reversed,  the  keeper  locking  the  door  before  the  contacts 
are  closed. 

INSPECTION  AND  TEST:  The  interlock  has  been 
tested  &  approved  by  the  Underwriters’  Laboratory. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Haughton 
Type  “M”  Interlock  for  use  in  New  York  City  as  having 
met  the  requirements  of  C26-912.0  Administrative  Building 
Code  on  condition  that  the  interlock  be  labeled  in  accord¬ 
ance  with  the  requirements  of  C26-913.0  Administrative 
Building  Code  In  addition  each  interlock  shall  be  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  983-64-SM.” 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1122-64-SA 

APPLICANT — Geo.  D.  Roper  Corporation,  owner;  C.  W. 

Richardson  , agent. 

APPEARANCES— 

For  Applicant :  Robert  N.  McClelland. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1122-64-SA* — George  D.  Roper,  owner,  Kankakee,  Illinois, 
filed  for  approval  of  the  appliance  known  as  Roper  gas- 
fired  Built-In  Oven,  Series  1064000,  and  Counter  Top  Unit, 
Series  1114000,  for  use  in  New  York  City  under  the  pro¬ 
visions  of  Article  12,  Chapter  26,  Administrative  Building 
Code  and  Multiple  Dwelling  Law. 

PROPOSED  USE:  Gas-fired  Built-In  Oven  and  Broiler 
Section,  and  Counter  Top  Unit  for  cooking  purposes. 
DESCRIPTION :  The  Model  1064000  is  a  Recessed  Range 
Oven  and  Broiler  Section  for  installation  in  a  38  inch  high 
x  22  inch  wide  x  24  inch  deep  cutout  in  a  combustible  cabi¬ 
net. 

The  oven  and  broiler  section  consists  of  a  heavy  gauge 
steel  cabinet  with  a  blanket  of  fiberglas  insulation  surround¬ 
ing  the  sides,  top  and  back.  The  oven  is  14  inches  high  x  19 
inches  wide  x  19  inches  deep,  using  an  oven  burner  rated 
at  18,000  BTU/hr.  The  control  panel  is  set  above  the  oven 
door.  The  controls  consist  of  a  Wilcolator  GIA  Thermostat, 
Dole  FSI  flame  switch  and  McQuay-Norris  NCX  2007-1 
solenoid  automatic  100%  safety  gas  valve.  The  oven  has 
a  porcelain  enamel  finish,  chrome  finished  rack,  light  socket 
and  bulb.  Below  oven  is  a  slide-out  drawer  type,  ball  bear¬ 
ing  broiler  with  broiler  pan  and  insert;  compartment  has 
light  socket  and  bulb. 

The  oven  and  broiler  doors  are  filled  with  fiberglas  insula¬ 
tion.  Doors  are  also  available  with  glass  panels. 

The  appliance  is  AGA  approved  as  a  vented  or  as  an 
unvented  unit. 

The  Series  1114000,  recessed  range  section  (top  section 
only). 

The  range  section  consists  of  a  main  lift  up  hinged  top, 
control  bezel  with  control  knobs  at  right  side,  porcelain 
cast  iron  grates  and  chrome  aeration  pans,  20  gauge  C.R. 
steel  burner  bodies  with  aluminum  burner  heads,  and  pilot 
light  assembly,  22  gauge  C.R.  steel  burner  box,  removable 
spill  trays. 

.  An  approved  type  cut-off  valve  must  be  installed  in  the 
line  ahead  of  any  connectors  on  the  Series  1064000  and 
Series  1114000. 

Clearances  shall  be  as  specified  by  manufacturer  and  as 
shown  on  his  name  plate  in  accordance  with  AGA  require¬ 
ments. 

Series  1064000,  also  AGA  approved  with  a  fifth  digit 
of  0,  1,  2,  4,  5,  7,  or  8,  indicating  type  of  exterior  finish. 
And  a  sixth  digit  of  0,  1,  or  2,  indicating  types  of  controls. 

Series  1114000,  also  AGA  approved  with  a  fifth  digit  of  0, 
2,  4,  5,  7,  or  8. 

Model  1114020,  also  AGA  approved.  Same  as  Model 
1114000,  except  incorporates  the  previously  authorized  con¬ 
struction  covering  the  orifice  support  and  deep  aeration  pan. 

Model  1114020,  also  AGA  approved.  Same  as  Model 
1114020,  except  for  color  of  chrome. 

INSPECTION  AND  TEST :  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker,  Jr. 

These  appliances  were  tested  and  approved  by  the  Amer¬ 
ican  Gas  Association. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Roper  gas- 
fired  Built-In  Oven,  Series  1064000  and  digits,  and  Counter 
Top  Unit,  Series  1114000  and  digits,  for  use  in  New  York 
City  under  the  provisions  of  Article  12,  Chapter  26,  Ad¬ 


ministrative  Building  Code  and  Multiple  Dwelling  Law,  and 
manufacturer’s  installation  recommendation.  Each  appliance 
shall  bear  a  label  or  plate,  permanently  affixed,  reading: 
“Approved  by  the  Bord  of  Standards  and  Appeals  for  use 
in  New  Pork  City  under  Calendar  Number  1122-64-SA”. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr. 

Assistant  Architect 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


14-65-SM 

APPLICANT — Harold  Madden  for  McCormack  Sand  Di¬ 
vision  Penn  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Harold  F.  Madden. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . . . . . . . .  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
14-65-SM  McCormack  Sand  Division  Penn  Industries,  New 
York,  New  York  filed  for  approval  of  the  material  known 
as  McCormack  Sand  under  the  provision  of  C26-131.0  Ad¬ 
ministrative  Building  Code. 

PROPOSED  USE:  Sand  to  be  used  in  concrete  and  con¬ 
crete  products. 

DESCRIPTION :  The  material  is  a  sand  that  is  exca¬ 
vated  by  means  of  a  hydraulic  dredge  in  Mount  Sinai  Har¬ 
bor,  Long  Island,  New  York. 

INSPECTION  AND  TEST:  The  applicant  has  submit¬ 
ted  a  report  of  test  conducted  by  Certified  Testing  Lab¬ 
oratories,  Inc.,  showing  that  the  sand  meets  the  require¬ 
ments  of  ASTM-C33-61.  The  complete  report  is  on  file 
with  and  is  part  of  the  record.  The  material  has  also  been 
approved  by  New  York  State  Department  of  Public  Works 
under  approval  number  62-F-169. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  McCormack 
Sand  for  use  in  New  York  City  as  having  met  the  require¬ 
ments  of  C26-1456.23  Administrative  Building  Code  as  a 
sand  for  concrete  and  concrete  products.  All  bills  of  lading 
covering  this  material  shall  be  stamped:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
undder  Calendar  No.  14-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


?  i  ’■  •  •••; 

*  .  *  •  *  *  .  i 
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15-65-SM 

APPLICANT — Harold  Madden  for  McCormack  Sand  Di¬ 
vision  Penn  Industries,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Harold  F.  Madden. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: - —  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
15-65-SM — McCormack  Sand  Division  Penn  Industries,  Inc., 
New  York,  filed  for  approval  of  the  material  known  as 
McCormack  Gravel  under  the  provisions  of  C26-79.0  Ad¬ 
ministrative  Building  Code. 

PROPOSED  USE:  Gravel  for  use  in  concrete  and  con¬ 
crete  products. 

DESCRIPTION :  The  gravel  is  excavated  by  means  of 
a  hydraulic  dredge  in  Mount  Sinai  Harbor,  Long  Island, 
New  York. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Certified  Testing  Laboratories 
Inc.,  showing  that  the  material  meets  the  requirements  of 
ASTMC  33.  The  complete  report  is  on  file  with  and  is  part 
of  the  record.  The  gravel  has  been  approved  by  New  York 
State  Department  of  Public  Works  under  approval  num¬ 
ber  60-G163. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  McCormack 
Gravel  for  use  in  New  York  City  has  having  met  the  require¬ 
ments  of  C26-1456.15  Administrative  Building  Code  as  a 
ing  covering  this  material  shall  be  stamped : 
gravel  for  concrete  and  concrete  products,  All  bills  of  lad- 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  15-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


21-65-SA 

APPLICANT — A.  P.  Fischer,  Incorporated,  owner;  A1 
Kaufmann  Associates,  agent. 

APPEARANCES— 

For  Applicant :  Irving  Greenstein. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative:  - 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
21-65-SA — A.  P.  Fischer,  Inc.,  Modesto,  California,  filed 
for  approval  of  the  appliance  known  as  Fischer  Ventilator 
under  the  provisions  of  C26-712.0,  Administrative  Building 
Code. 

PROPOSED  USE:  Grease  filter. 

DESCRIPTION.:  The  ventilator  is  of  steel  construction. 
The  top,  shelf  and  the  upper  splash-back  are  18  gauge 
stainless  steel.  The  lower  grease  shield  and  the  ventilator 
ends  are  of.  16  gauge  stainless  steel.  The  hack  of  the  venti¬ 
lator  is  20  gauge  galvanized  steel.  The  grease  trough,  which 
is  removable,  is  of  20  gauge  cold  rolled  steel.  The  filters 
used  in  conjunction  with  the  ventilators  are  2"  thick  as 
approved  by  the  Underwriters’  Laboratories  having  either 
ferrous  or  copper  filter  media. 

INSPECTION  AND  TEST:  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts,  and  it  was 
noted  that  all  components  are  of  incombustible  material. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Fischer 
Ventilator  for  use  in  New  York  City  under  the  provisions 
of  C26-712.0,  Administrative  Building  Code.  Each  appliance 
bear  a  label,  permanently  affixed,  reading : 

“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  21-65-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


93-65-SA 

APPLICANT — Stewart-Warner  Corp.,  Heating  and  Air- 
Conditioning  Division,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  ,in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _ _  5 

Negative:  _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
93-65-SA — Amednment  to  resolution  as  to  additional  trade 
name. 

Stewart-Warner  Corp.,  Heating  and  Air  Conditioning  Di¬ 
vision  requested  that  the  resolution  adopted  October  13, 
1965  under  Cal.  93-65-SA  be  reopened  and  amended  so  as 
to  permit  the  approved  oil  burner  to  be  marketed  under  an 
additional  trade  name. 

PROPOSED  USE:  Conversion  type  oil  burner. 
DESCRIPTION :  There  has  been  no  change  in  the  manu¬ 
facture  of  the  oil  burner. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  13,  1965  under 
Cal.  93-65-SA  be  reopened  and  amended  so  as  to  permit  the 
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approved  oil  burners  to  be  marketed  by  Chevron  Oil  Co., 
under  the  trade  name  of  Chevron  Oil  Burner,  Models  C-100, 
C-150,  and  C-250,  on  condition  that  the  requirements  of 
the  resolution  adopted  October  13,  1965  under  Cal.  93-65-SA 
be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


93-65-SA 


APPLICANT — Stewart- Warner  Corp.,  Heating  and  Air 
conditioning  Division  , owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . .  5 

Negative:  _ _ _ _ _  0 


THE  RESOLUTION— 

93-65-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

Stewart- Warner  Corp.,  Heating  and  Air  Conditioning 
Division,  requested  that  the  resolution  adopted  October  13, 
1965  and  amended  December  14,  1965  under  Cal.  93-65-SA 
be  reopened  and  amended  so  as  to  permit  the  approved  oil 
burner  to  be  marketed  under  an  additional  trade  name. 
PROPOSED  USE:  Conversion  type  oil  burner. 

DESCRIPTION :  There  has  been  no  change  in  the  manu¬ 
facture  of  the  oil  burner. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  13,  1965  and 
amended  December  14,  1965  under  Cal.  93-65-SA  be  re¬ 
opened  and  amended  so  as  to  permit  the  approved  oil  bur¬ 
ner  Model  HP  250  to  be  marketed  by  Socony  Mobil  Oil 
Co.,  Inc.,  under  the  trade  name  of  Mobil  Oil  Burner  Model 
MO-3A  on  condition  that  the  requirements  of  the  resolution 
adopted  October  13,  1965  and  amended  Dec.  14,  1965  under 
Cal.  93-65-SA  are  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


93-65-SA 

APPLICANT — Stewart-Warner  Corp.,  Heating  and  Air 
Conditioning  Division,  owner. 


SUBJECT — Additional  oil  burners  and  additional  trade 
name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
93-65-SA — Amendment  to  resolution  as  to  additional  oil 
burners  and  additional  trade  name. 

Stewart-Warner  Corp.,  Heating  and  Air  Conditioning 
Division,  requested  that  the  resolution  adopted  October  13, 
1965  and  amended  December  14,  1965  under  Cal.  No.  93- 
65-SA  be  reopened  and  amended  so  as  to  include  additional 
models  of  oil  burner  and  permission  to  market  under  an 
additional  trade  name. 

PROPOSED  USE:  Conversion  type  oil  burner. 
DESCRIPTION :  The  requested  models  HP-100F,  HP- 
150F,  HP-250F,  HP-250BF,  HP-67,  HP-85,  HP-112  and 
HP-125  have  all  been  approved  by  the  Underwriters’  Lab¬ 
oratories. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  13,  1965  and 
amended  December  14,  1965  under  Cal.  No.  93-65-SA  so 
as  to  include  the  additional  Winkler  Oil  Burner,  Models  as 
herein  listed  and  further  that  permission  be  granted  to  the 
American  Oil  Co.  to  market  the  approved  oil  burners  under 
the  trade  name  of  American  Oil  Co.,  Oil  Burner  Models 
AM-1,  AM-1F,  AM-100F,  AM-15,  AM-15F,  AM-150F, 
AM-25,  AM-25 F,  AM-25BF,  AM-65,  AM-75,  AM-100  and 
AM-110  on  condition  that  the  requirements  of  the  resolution 
adopted  October  13,  1965  and  amended  Dec.  14,  1965  under 
Cal.  No.  93-65-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


164-65-SM 


APPLICANT — George  Fuchs  for  Virginia  Glass  Products 
Corporation,  owner;  Harry  Finkelstein,  agent. 
APPEARANCES— 

For  Applicant:  George  Fuchs,  Brooks  Leavitt  and  Ro¬ 
mano  Oscari. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative :  Commissioner  Fox  _  j 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
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164-65-SM— George  Fuchs  for  Virginia  Glass  Products 
Corp.,  Martinsville,  Virginia,  filed  for  approval  of  the  ma¬ 
terial  known  as  Tempar-Glas  under  the  provisions  of  C26- 
88.0,  Administrative  Building  Code. 

PROPOSED  USE:  Incombustible  glass  panels. 
DESCRIPTION :  The  material  is  a  glass  that  is  fabricated 
from  plate  glass,  float  glass,  sheet  glass  or  rough  rolled 
glass  which  is  precut  to  the  required  dimensions,  and  then 
subjected  to  heating  in  furnaces  operating  at  1200° F,  after 
which  it  is  cooled  in  an  air  bath. 

The  glass  cannot  be  drilled,  cut  or  beveled  after  the  heat 
treating  operation  so  that  these  operations  must  be  per¬ 
formed  prior  to  the  heat  treating.  This  also  applies  to 
grinding  or  chipping  of  the  edges  and  corners. 
INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  the  National  Bureau  of  Stand¬ 
ards  showing  that  the  material  complies  with  the  require¬ 
ments  of  the  American  Standard  Safety  Code  for  Glazing 
Materials  for  Glazing  Motor  Vehicles,  except  in  wind¬ 
shields. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  Tempar-Glas  for  volun¬ 
tary  use  in  New  York  City  as  an  incombustible  material 
to  be  used  as  subdividers  and  panel  inserts  of  exterior  bal¬ 
conies,  provided  that  the  panels  are  inserted  in  substantial 
metal  frames.  All  cartons  in  which  the  material  is  marketed 
shall  be  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  164-65- 
SM”. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


165-65-SM 

APPLICANT — Delbert  E.  Phillips,  agent  for  Seal  O  Wax, 
owner. 

APPEARANCES— 

For  Applicant:  Franklyn  E.  Sklar. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative :  Commissioner  Fox _ 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
165-65-SM — Delbert  E.  Phillips,  agent  for  Seal  O  Wax, 
owner,  Pontiac,  Michigan,  filed  for  approval  of  the  material 
known  as  Seal  O  Wax  Gasket,  Model  701  Seal  O  Wax  and 
to  be  marketed  under  the  trade  names  of  Model  0701  Set  N 
Seal,  Model  801-P  Seepless  Horn,  and  Model  0801-P  Seep¬ 
less  Set  N  Seal,  for  use  in  New  York  City,  under  the  pro¬ 
visions  of  Article  15,  C26-1250.0,  Administrative  Building 
Code. 

PROPOSED  USE:  To  provide  a  ring  of  material  imper¬ 
vious  to  moisture  for  setting  and  sealing  of  closet  bowls. 

DESCRIPTION :  The  Model  701  Seal  O  Wax  Gasket  ma¬ 
terial  is  made,  of  100%  microcystalline  yellow  wax  which 
does  not  contain  paraffin.  The  seal  will  not  promote  growth 


of  bacteria  or  support  vermin  life.  The  melting  point  is 
135°-180°F  and  is  compressible  at  32°F.  The  wax  seal  is 
adhesive  and  makes  a  positive  water-tight  seal  between  bowl 
and  flange.  The  wax  seal  is  odorless,  bacteria  and  vermin 
proof.  The  dimensions  are :  inside  diameter  at  the  top  is 
314"  and  3%"  at  the  bottom.  The  outside  diameter  at  the 
top  is  S%"  and  514"  at  the  bottom.  The  thickness  of  the 
ring  is  1  inch.  This  is  the  regular  wax  seal  and  fits  all 
standard  closet  bowls. 

The  Model  0701  Set  N  Seal  is  identical  to  the  Model  701 
Seal  O  Wax  except  for  trade  name. 

The  Model  801-P  Seepless  Horn  is  basically  similar  to 
the  Model  701  Seal  O  Wax  except  for  a  plastic  horn  mould¬ 
ed  of  flexible  polyethylene  plastic  set  in  the  wax  to  form 
an  integral  part  of  gasket. 

The  wax  ring  and  horn  dimensions  are : 

Ring  outside  diameter  at  top  is  6V4:"  and  5%"  at  the  bot¬ 
tom.  The  inside  diameter  at  the  top  is  3%"  and  3%"  at 
the  bottom.  The  thickness  of  the  ring  is  1  inch.  The  horn 
gauge  is  1/16"  and  extends  above  the  top  inside  diameter 
of  ring  D/4" .  The  overall  length  of  horn  from  bottom  to  top 
is  214". 

The  Model  0801-P  Seepless  Set  N  Seal  is  identical  to 
the  Model  801-P  Seepless  Horn  except  for  trade  name. 

The  material  is  impervious  to  moisture. 

INSPECTION  AND  TEST :  The  data  submitted  was 
examined  by  Assistant  Architect  Thomas  W.  Farricker, 
Jr.  The  gasket  meets  the  requirements  of  Federal  Speci¬ 
fications  HH-C-536  a. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Seal  O  Wax, 
Model  701  Seal  O  Wax  Gasket,  the  basic  model  to  be  mar¬ 
keted  under  the  trade  names  of  Model  0701  Set  N  Seal, 
Model  801-P  Seepless  Horn,  and  Model  0801-P  Seepless 
Set  N  Seal  for  use  in  New  York  City  for  setting  and  seal¬ 
ing  closet  bowls  when  constructed  and  used  in  accordance 
with  this  report  and  the  provisions  of  Article  15,  C26-1250.0, 
Administrative  Building  Code.  Each  package  or  container 
shall  be  stamped  or  labeled,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  165-65-SM”.  That  all  plans  submitted  to  the  De¬ 
partment  of  Buildings  showing  the  proposed  use  of  this  ma¬ 
terial  proposed  use  of  this  material  shall  be  similarly 
marked. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr. 
Assistant  Architect 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


269-65-SM 

APPLICANT — W.  A.  Moritz  for  Reytrim  Mfg.  Company 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Donald  O.  Bailey. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ 0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
269-65-SM — Reytrim  Manufacturing  Co.  Inc.,  Royersford, 
Pa.,  filed  for  approval  of  the  materials  known  as  Reytrim 
and  Reycrepe  under  the  provisions  of  the  Flameproofing 
Rules  of  the  Board. 

PROPOSED  USE:  Decorative  display  paper. 
DESCRIPTION :  The  material  Reytrim  is  a  single  faced 
corrugated  display  material  with  fluting  approximately  V&" 
high  that  is  used  in  store  or  window  decoration. 

Reycrepe  is  a  crepe  paper  used  for  decorating  purposes. 

Both  materials  are  flameproofed.  The  formula  of  the 
flameproofing  agent  is  of  a  proprietary  nature  and  there¬ 
fore  has  been  placed  in  a  sealed  envelope  and  placed  in  the 
Board’s  safe  so  that  it  may  be  examined,  if  the  need  arises. 
INSPECTION  AND  TEST :  Samples  of  both  materials 
were  tested  at  Better  Fabrics  Testing  Bureau,  Inc.,  in  ac¬ 
cordance  with  the  Flame-proofing  Rules  of  the  Board.  The 
specimens  successfully  met  the  requirements  of  the  Rules. 
The  complete  reports  are  on  file  with  and  are  part  of  the 
record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  materials  known  as  Reytrim  and 
Reycrete  for  voluntary  use  in  New  York  City  as  a  display 
material  and  for  decorative  enhancement,  on  condition  that 
the  requirements  of  the  Flameproofing  Rules  of  the  Board 
are  complied  with.  All  wrappers  or  cartons  in  which  the 
material  is  marketed  shall  be  labeled,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  269-65-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


577-65-SM 

APPLICANT — Formatron  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Arthur  Barescu. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative :  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
577-65-SM — Formatron  Corp.,  Middletown,  Connecticut, 
filed  for  approval  of  the  material  known  as  Durac  under 
the  provisions  of  C26-1240.0,  Administrative  Building  Code 
and  the  Submerged  Inlet  Rules  of  the  Board. 
PROPOSED  USE:  Basin  for  use  in  beauty  parlors. 
DESCRIPTION :  The  basic  material  of  the  basin  is  Me¬ 
thacrylate,  better  known  as  Lucite.  The  material  has  the 
following  mechanical  values:  Tensile  strength — 10,500  p.s.i. ; 
Flexural  strength — 16,000  p.s.i. ;  Compressive  strength  — 
18,000  p.s.i.,  and  Modulus  of  elasticity — 450,000  p.s.i. 

The  basin  was  developed  to  resist  the  normal  chemicals 
used  in  beauty  salons. 


The  thickness  of  material  varies :  the  bottom  being  .177 
inches  thick,  the  section  through  which  the  faucets  are  in¬ 
stalled  being  .207  inches  thick  and  the  section  at  the  neck 
piece  being  .23  inches  thick. 

INSPECTION  and  TEST:  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as.  Durac,  basin 
for  use  in  beauty  parlors  for  voluntary  use  in  New  York 
City  under  the  provisions  of  C26- 1240.0,  on  condition  that 
when  the  basin  is  installed  the  water  supply  lines  shall  be 
protected  with  an  approved  vacuum  breaker  and  check  valve 
in  accordance  with  the  requirements  of  the  Submerged  In¬ 
let  Rules  of  the  Board  and  that  the  appliance  bear  a  label, 
permanently  affixed,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  577-65-SM.” 

(Sgd.)  William  A.  Nolan, 
Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr. 

Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


711-65-SM 

APPLICANT — The  E.  F.  Hauserman  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ 5 

Negative:  _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

711-65-SM — The  E.  F.  Hauserman  Co.,  New  York,  filed  an 
application  for  approval  of  the  material  known  as  Hauser¬ 
man  Metal  Pan  Ceiling,  under  the  provisions  of  C26-461.0 
Administrative  Building  Code. 

PROPOSED  USE :  Incombustible  acoustical  ceiling. 
DESCRIPTION :  The  pans  are  furnished  in  sizes  of  12" 
x  12",  12"  x  24”  or  12"  x  36”  and  are  manufactured  of 
either  26  or  30  gauge  steel  or  0.025  aluminum.  The  face 
of  the  pans  are  either  perforated  or  unperforated.  The  edges 
of  the  pans  are  formed  U/i"  deep  all  four  sides  with  a  con¬ 
tinuous  boss  designed  to  insert  and  interlock  with  standard 
supporting  tee  sections.  The  supporting  tees  are  hung  from  a 
grillage  as  set  forth  under  C26-461.0,  Administrative  Build¬ 
ing  Code. 

Sound  absorption  is  accomplished  by  means  of  mineral 
wool  or  fiber  glass  pads.  These  pads  rest  in  the  metal  pans, 
on  wire  grids  which  space  the  pad  away  from  the  surface 
of  the  pan. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Riverbank  Acoustical  Labora¬ 
tories,  Reneva,  Illinois.  The  test  showed  that  the  ceiling 
is  rated  as  incombustible  when  tested  in  accordance  with 
Federal  Spec.  SS-A00118C. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Hauserman 
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Metal  Pan  Ceiling  for  use  in  New  York  City  as  an  incom¬ 
bustible  acoustical  ceiling  when  used  in  conjunction  with 
an  approved  suspension  system  which  in  turn  is  attached 
to  a  grillage  as  required  under  C26-461.0,  Administrative 
Building  Code.  All  cartons  in  which  the  pans  are  marketed 
shall  be  labeled,  “Approved  by  the  Board  of  Standards  and 
ppeals  for  use  in  New  York  City  under  Cal.  No.  711- 
65-SM”. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


774-65-SA 

APPLICANT — Webster  Engineering  Division  (Midland- 
Ross  Corp.)  for  Hastings  Industries,  Inc.,  owner;  Ther¬ 
mo-Dyne  Corporation,  agent. 

APPEARANCES— 

For  Applicant :  Michael  J.  Kenny. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative: _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
774-65-SA — Webster  Engineering  Division,  Midland-Ross 
Corp.,  Tulsa,  Oklahoma  for  Hastings  Industries,  Inc.,  Hast¬ 
ings,  Nebraska,  filed  for  approval  of  the  appliance  known 
as  Webster  Power  Gas  Burner,  various  models,  under  the 
provisions  of  Article  12,  Chapter  26,  Administrative  Build¬ 
ing  Code. 

PROPOSED  USE:  Gas-fired  burner. 

DESCRIPTION :  The  burners  are  either  pedestal  or  flange 
mounted  gun  type  gas  burners.  The  gas  fuel  is  burned 
through  a  cast  iron  orifice  burner  at  a  pressure  of  ZV2 " 
water  column.  Combustion  air  is  supplied  by  a  blower  fan 
and  the  quantity  of  air  is  adjustable  by  a  primary  and  sec¬ 
ondary  air  shutter  which  may  be  locked  in  position.  The 
automatic  safety  controls  are  a  blower  safety  switch,  auto¬ 
matic  gas  valve  and  thermocouple. 

Blower  sail  switch  will  shut  down  the  burner  within  60 
seconds  of  blower  failure.  Thermocouple  will  shut  off  gas 
in  case  of  pilot  or  main  flame  failure.  On  the  electronic 
models,  instant  closing  of  the  main  gas  valve  will  occur  in 
the  event  of  pilot  or  main  flame  failure,  which  requires  a 
manual  reset  of  the  safety  control.  The  various  model  desig¬ 
nations  refer  to  BTU  input  ranging  from  250,000  for  the 
WB250  and  WB250E  to  700,000  for  the  WB700  and  WB- 
70QE. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  J.  A.  Darts.  The  Models 
W?B250,  WB250E,  WB400,  and  WB450E  have  been  ap¬ 
proved  by  the  American  Gas  Association. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Webster 
Power  Gas  Burner,  Models  WB250,  WB400,  W1B500,  WB- 
700,  WB250E,  WB400E,  WB500E,  and  WB700E,  for  use 


in  New  York  City  when  installed  in  accordance  with  the 
requirements  of  Article  12,  Chapter  26,  Administrative 
Building  Code.  All  Appliances  shall  bear  a  label,  perman¬ 
ently  affixed,  reading:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
774-65-SA”. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Asst.  Engr. 
George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


730-54-SM 

APPLICANT — Eastern  Products  Corp.,  owner. 
SUBJECT— Additional  clip. 

APPEARANCES— 

For  Applicant:  Hugh  M.  Amos. 

For  Opposition:  James  Downey. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
2  P.M.  for  decision ;  applicant  to  file  drawings  and  submit 
sample. 


75-63-SM 

APPLICANT — United  States  Plywood  Corp.,  owner. 

SUBJECT — One  and  one-half  hour  fire  resistive  opening 
protective  assembly. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
2  P.M.  for  decision  at  the  request  of  the  applicant. 


552-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Max 
Rosen,  owner ;  Alert  Metal  Finishing  Company,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  May  22,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  -AFFECTED — 841-847  Lexington  Avenue, 
north  side,  126  feet  west  of  Patchen  Avenue,  Block  1623, 
Lot  73,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Chieco. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT: 

Affirmative :  _ _ _  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _ _  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  3,  1963  and  April  30,  1964  on  Order  No. 
2118-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per 
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Chapt.  26-1336.0  Admin.  Code  and  Section  280 
Labor  Law. 

C19-161.0a  Admin.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  heavy  fire  load, 
wooden  stairs  and  th  eunprotected  wood  roof. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  3,  1963,  and  April  30,  1964,  acting  on  Order 
No.  2118-3,  Objection  No.  1  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


596-64-A 


APPLICANT — Abraham  Grossman  for  Deerealty  Corpora¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  June  3,  1964  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 131  West  24th  Street,  north 
side,  399  feet,  3  inches  east  of  Seventh  Avenue,  Block  800, 
Lot  22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration  :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _ _ „ _ „ _  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  8,  1963  and  May  12,  1964  on  Order  No.  3798-3, 
reads : 


“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Section  280  of  the  Labor  Law.” 

and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  8,  1963,  and  May  12,  1964  acting 
on  Order  No.  3798-3,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  October  18,  1965,”  six  sheets ; 
on  the  further  condition  that  a  non-automatic  sprinkler 
system  be  installed  in  the  cellar,  and  an  automatic  fire  alarm 
system  with  central  office  connection  shall  be  installed 
throughout  the  building.  Both  the  sprinkler  system  and  fire 
alarm  system  may  be  interconnected  with  those  systems  at 
133  West  24th  Street. 


597-64-A 

APPLICANT — Abraham  Grossman  for  Deerealty  Corpora¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  June  3,  1964  —  Appeal  from  a.n 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 133  West  24th  Street,  north 
side,  374  feet  3  inches  east  of  Seventh  Avenue,  Block  800, 
Lot  21,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  8,  1963  and  May  12,  1964  on  Order 
No.  3792-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Admin.  Code. 

Section  280  of  Labor  Law.” 
and  _ 

W hereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  8,  1963,  and  May  12,  1964,  acting 
on  Order  No.  3792-3,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  October  18,  1965,”  six  sheets; 
on  the  further  condition  that  a  non-automatic  sprinkler  sys¬ 
tem  be  installed  in  the  cellar,  and  an  automatic  fire  alarm 
system  with  central  office  connection  shall  be  installed 
throughout  the  building.  Both  the  sprinkler  system  and  fire 
alarm  system  may  be  interconnected  with  the  same  systems 
at  131  West  24th  Street. 


1010-64-A 

APPLICANT — Swingline,  Inc.  for  Leninur,  Incorporated, 
owner ;  Swingline,  Inc.  lessee. 

SUBJECT — Application  October  9,  1964  —  Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  installation  of 
Ransburg  Automatic  No.  2  electrostatic  spray. 

PREMISES  AFFECTED — 32-01  Queens  Boulevard,  north 
side,  32-00  Skillman  Avenue,  south  side,  entire  block 
bounded  by  Queens  Boulevard,  Skillman  Avenue,  Van 
Dam  Street  and  32nd  Place,  Block  245,  Lot  9,  Long  Is¬ 
land  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Merwin  Lewis. 

For  Administration :  Lt.  J^  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

Negative:  _ _ _ _ _ _ _ _ _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  23,  1964  on  Folder  No.  438267,  reads: 

“In  reference  to  your  request  of  September  18,  1964  for 
installation  of  a  Ransburg  Automatic  No.  2  electrostatic 
spray  system  at  the  above  premises,  please  be  advised 
that  your  request  is  denied.” 
and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  23,  1964,  acting  on  Folder  No.  438267,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  all  of  the  requirements  in 
the  resolution  adopted  by  the  Board  this  day  under  Calen¬ 
dar  Number  357-48-SA  shall  be  complied  with. 


1017-64-A 

APPLICANT — Neptune  Meter  Company,  owner. 
SUBJECT — Application  October  15,  1964  —  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  installation  of 
Ransburg  Automatic  No.  2  electrostatic  spray  system. 
PREMISES  AFFECTED — 47-25  34th  Street,  northeast 
corner  of  48th  Avenue,  Block  250,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Merwin  Lewis. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative: _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  23,  1964  on  Folder  No.  440589,  reads: 

“In  reference  to  your  request  of  September  18,  1964  for 
installation  of  a  Ransburg  Automatic  No.  2  electro¬ 
static  spray  system  at  the  above  premises,  please  be  ad¬ 
vised  that  your  request  is  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  23,  1964,  acting  on  Folder  No.  440589,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  all  of  the  requirements  in 
the  resolution  adopted  by  the  Board  this  day  under  Cal¬ 
endar  Number  357-48-SA  shall  be  complied  with. 


)65-64-A 

APPLICANT — James  Whitford,  Jr.  for  Sailors’  Snug 
Harbor,  owner. 

SUBJECT  Application  October  23,  1964  —  Appeal  from 
an .  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
swinging  fire  doors. 

PREMISES  AFFECTED — 888-914  Richmond  Terrace, 
southeast  corner,  Kissel  Avenue,  Block  76,  Lot  1,  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  Whitford  and  Donald  Rowe. 
For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ 5 

N egative :  _ _ _ _ _ _ _ _ _ _  q 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  23,  1964  on  Order  No.  4998-4, 
reads : 


“Install 

1  double 

swinging  Fire  Proof  doors  at 

the  fol- 

lowing 

;  locations:- 

Basement 

At 

each 

end 

of 

corridor 

between 

Bldg.  A  and 

Bldg. 

B 

Basement 

At 

each 

end 

of 

corridor 

between 

Bldg.  B  and 

Bldg. 

C 

Basement 

At 

each 

end 

of 

corridor 

between 

Bldg.  C  and 

Bldg. 

D 

Basement 

At 

each 

end 

of 

corridor 

between 

Bldg.  D  and 

Bldg. 

E 

Basement 

At 

each 

end 

of 

corridor 

between 

Bldg.  F  and 

Bldg. 

G 

Basement 

At 

each 

end 

of 

corridor 

between 

Bldg.  G  and 

Bldg. 

H 

1st  Floor 

At 

each 

end 

of 

corridor 

between 

Bldg.  A  and 

Bldg. 

B 

1st  Floor 

At 

each 

end 

of 

corridor 

between 

Bldg.  B  and 

Bldg. 

C 

1st  Floor 

At 

each 

end 

of 

corridor 

between 

Bldg.  C  and 

Bldg. 

D 

1st  Floor 

At 

each 

end 

of 

corridor 

between 

Bldg.  D  and 

Bldg. 

E 

1st  Floor 

At 

each 

end 

of 

corridor 

between 

Bldg.  F  and 

Bldg. 

G 

1st  Floor 

At 

each 

end 

of 

corridor 

between 

Bldg.  G  and 

Bldg. 

H 

1st  Floor 

At 

each 

end 

of 

corridor 

between 

Bldg.  C  and 

Bldg. 

G 

2nd  Floor 

At 

each 

end 

of 

corridor 

between 

Bldg.  F  and 

Bldg. 

G 

2nd  Floor  At  each  end 

of 

corridor 

between 

Bldg.  G  and 

Bldg. 

H 

Ch.  19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  23,  1964,  acting  on  Order  No. 
4998-4,  be  and.it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  the  building  conform 
to  drawings  filed  with  this  application  marked  “Received 
October  23,  1964,”  two  sheets ;  and  on  the  further  condition 
that  all  fire  prevention  equipment  shall  be  maintained  to 
the  satisfaction  of  the  Fire  Commissioner. 


1125-64-A 

APPLICANT — Jay  M.  Spinner  for  Alfred,  Irving  and 
Dora  Leberfeld,  (Chase  Man.  Bank)  Trust;  owner; 
SUBJECT — Application  November  13,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 65-48  to  65-54  Grand  Avenue, 
south  west  corner  of  66th  Street,  Block  2775,  Lots  2  and 
7,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jay  M.  Spinner. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . . . . . . .  Q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 


1556 


MINU1 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  24  and  October  19,  1964  on  Order  No. 
1503-4,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  five  (5)  cellar  areas,  having  at 
least  one  source  of  water  supply,  arranged  and 
equipped  as  per  Ch.  26.1372.0b  Administrative  Code. 
Ch.  19-161.0.a  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied ;  and 

Whereas,  the  committee  found  there  was  a  heavy  fire 
load,  open  stair,  lack  of  ventilation  and  inaccessibility  for 
fire-fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  24  and  October  19,  1964,  acting  on  Order  No. 
1503-4,  Objection  No.  1  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


11 34-64- A 

APPLICANT — Max  Siegel  Associates  for  A.  F.  and  G 
Realty  Corporation,  owner. 

SUBJECT — Application  November  16,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECT ED2992-2996  Third  Avenue,  east 
side,  175.03  feet  north  of  East  153rd  Street,  Block  2363, 
Lot  20,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  26,  1964  on  Order  No.  5581-4,  reads : 
“1.  Install  an  approved  automatic  sprinkler  system 
in  the  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Chapt.  26- 
1372.3b. 

Ch.  19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  26,  1964,  acting  on  Order  No.  5581-4, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  marked 
“Received  November  16,  1964,”  two  sheets;  on  the  further 
condition  that  a  non-automatic  sprinkler  system  and  an 
automatic  fire  alarm  with  central  office  connection  shall  be 
installed  in  the  cellar  of  the  building. 


1172-64-A 

APPLICANT — Golenbock  and  Bareli  for  Packbro  Realty 
Corporation,  owner;  Packer  Bros.,  Incorporated,  lessee. 


SUBJECT — Application  November  19,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
tire  watchman  and  approved  system  time  detectors. 
PREMISES  AFFECTED — 5200  Second  Avenue,  150  52nd 
Street,  southwest  corner  of  52nd  Street,  Block  804,  Lot 
6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irvin  Rothfarb. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  _ _ _ _ _ _  o 

Absent :  Chairman  Foley  . . . . _ . . . . . . j 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  23,  1962  and  October  22,  1964  on 
Order  No.  4749-2,  reads  : 

“1.  Provide  a  watchman  and  approved  system  of  watch¬ 
man’s  time  detectors  as  required  by  the  Board  of 
Standards  and  Appeals  Modification  Cal.  No.  660- 
53-A  and  Chapter  19-161.0  Admin.  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  23,  1962,  and  October  22  1964 
acting  on  Order  No.  4749-2,  Objection  No.  1  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  November  19, 
1964,”  five  sheets;  on  the  further  condition  that  the  sprink¬ 
ler  system  and  automatic  alarm  system  be  maintained  as  it 
now  exists,  and  that  the  present  exits  be  maintained ;  that 
the  occupancy  shall  be  solely  that  of  a  warehouse,  not  fac¬ 
tory  use;  that  all  other  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with. 


1173-64-A 

APPLICANT — Alan  Kessler  for  1635  Lexington  Avenue 
Realty  Corporation,  owner;  Harlem  Meat  and  Poultry 
Supermarket  Incorporated,  lessee. 

SUBJECT — Application  November  24,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED1635  Lexington  Avenue,  east 
side,  75  feet  north  of  East  103rd  Street,  Block  1631,  Lot 
20,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sanford  B.  Goldberg. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative :  . . . . . . . . o 

Absent:  Chairman  Foley  _ _ _ _  J 

THE  RESOLUTION 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  23,  1963  and  October  27,  1964  on 
Order  No.  3206-3,  reads : 

“1.  Install  an  approved,  automatic  sprinkler  system  in 
cellar,  having  at  least  one  source  of  water  supply, 
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arranged  and  equipped  as  per  Chapt.  26-1372.3b. 
Ch.  19-161.0a  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  23,  1963,  and  October  27,  1964,  act¬ 
ing  on  Order  No.  3206-3,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  owner  provide  a  non-automatic  sprinkler 
system  in  the  cellar,  with  an  automatic  fire  alarm  in  the 
cellar  only  with  central  office  connection;  that  in  all  other 
respects  the  premises  shall  be  maintained  as  shown  on  the 
plans  filed  with  this  application  marked  “Received  October 
8,  1965,”  three  sheets;  that  al  lother  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with. 


1174-64-A 

APPLICANT — Herman  Horowitz  for  1500  Second  Avenue 
Corporation;  owner;  F.  W.  Woolworth  Company,  lessee. 
SUBJECT — Application  November  25,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 301-303  East  78th  Street,  1498- 
1506  Second  Avenue,  northeast  corner,  Block  1453,  Lot 
1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Horowitz. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Kleinert,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein _ 4 

Absent :  Chairman  Foley  _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  26,  1963  and  November  23,  1964 
on  Order  No.  4528-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system  in 
the  Store  on  1st  floor  and  Cellar  arranged  and 
equipped  as  per  Chapt.  26,  Art.  16,  Adm.  Code. 
Ch.  19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  November  26,  1963  and  November  23, 
1964,  acting  on  Order  No.  4528-3,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  wet  automatic  sprinkler  system 
shall  be  provided  in  the  cellar  and  over  the  lunch  counter 
on  the  first  floor  in  the  Woolworth  store  area  of  the  build¬ 
ing;  that  conditions  shall  be  maintained  as  shown  on  plans 
filed  herewith,  marked  “Received  November  25,  1964”,  4 
sheets;  and  that  all  other  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with. 


1194-64-A 

APPLICANT — Andrew  Di  Camillo  for  Amadeo  Vilardi, 
owner. 

SUBJECT — Application  December  2,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED — 1315  60th  Street,  north  side, 
100  feet  east  of  13th  Avenue,  1314  59th  Street,  Block 
5712,  Lot  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ _ _ _ _ _ _ _ 0 

Negative:  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein _  4 

Absent :  Chairman  Foley  _ _ _ ~  ...  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  4th  and  November  25,  1964  on  Order 
No.  2702-4,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chap¬ 
ter  26-1336.0  Admin.  Code.  Ch.  19.161.0a  Admin. 
Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  high  fire  load,  high 
occupancy  and  poor  access  for  fire  fighting. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  4  and  November  25,  1964,  acting  on 
Order  No.  2702-4,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1214-64-A 

APPLICANT — Max  Siegel  Associates  for  Henry  Luskin, 
owner. 

SUBJECT — Application  December  8,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFFECTED — 1916  Williamsbridge  Road, 
northeast  corner  of  Rhinelander  Avenue,  Block  4274,  Lot 
45,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Kleinert,  Commissioner  Fox, 


Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  - 0 

Absent:  Chairman  Foley _ _ 1 

THE  RESOLUTION— 


Whereas,  the  order  of  the  Fire  Commissioner,  dated 
November  24,  1964  on  Order  No.  6060-4,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code. 

Chap.  19.161.0a  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  November  24,  1964,  acting  on  Order  No. 
6060-4,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
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a  non-automatic  sprinkler  system  and  an  automatic  fire 
alarm  system  with  central  office  connection  shall  be  pro¬ 
vided  in  the  cellar;  that  conditions  shall  be  maintained  as 
shown  on  plans  filed  herewith,  marked  “Received  Decem¬ 
ber  8,  1964”,  2  sheets;  and  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 


1215-64-A 

APPLICANT — A.  L.  Seiden  for  William  M.  Kahn,  owner. 
SUBJECT — Application  December  8,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 5302  Fifth  Avenue,  southwest 
corner  of  53rd  Street,  Block  815,  Lot  38,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  L.  Seiden. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _ _ _ _ _ _ _ _  0 

Negative:  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Absent:  Chairman  Foley  _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  23,  1963  and  November  12,  1964  on 
Order  No.  2610-3,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  cellar,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chap¬ 
ter  26-1372.0b  Admin.  Code. 

C19-161.0a  Admin.  Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  high  fire  load  and 
poor  access  for  fire  fighting. 

.  Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  23,  1963  and  November  12,  1964,  acting 
on  Order  2610-3,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1236-64-A 


APPLICANT — Andrew  Di  Cainillo  for  Plassoll’s  Inc.,  own¬ 
er. 


SUBJECT — Application  December  10,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2334-2336  86th  Street,  south 
side,  30  feet  west  of  Bay  34th  Street,  9  Bay  34th  Street, 
Block  6862,  Lot  38,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Vice  Chairman  Kleinert,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein  _ _  4 

Negative:  - - - -  0 

Absent :.  Chairman  Foley  . . . . . . . .  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 


sioner,  dated  July  2,  and  November  17,  1964  on  Order  No. 
3235-4,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Ch.  26- 1372.0b, 
Administrative  Code. 

Ch.  19.161.0a  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  2  and  November  17,  1964,  acting  on 
Order  No.  3235-4,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  marked  “Received  December  10,  1964,”  four 
sheets ;  on  the  further  condition  that  the  cellar  shall  be 
equipped  with  a  non-automatic  sprinkler  system  and  an 
automatic  fire  alarm  with  a  central  office  connection ;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


1244-64-A 

APPLICANT — Louis  Lieberman  for  66-17  Grand  Avenue, 
Corporation,  owner;  Times  Square  Store,  lessee. 

SUBJECT — Application  December  14,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 66-17  Grand  Avenue,  north 
side,  35.40  feet  east  of  66th  Street,  Block  2724,  Lot  70, 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Negative:  Vice  Chairman  Kleinert,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein _ 4 

Absent:  Chairman  Foley  . . . . . .  j 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  30  and  November  18,  1964  on  Order 
No.  631-4,  reads: 

1.  Install  an  approved,  wet  automatic  sprinkler  system 
in  cellar,  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Chapter  26,  1372.0b 
Adm.  Code.  Chapter  26,  1610a  Adm.  Code.” 
and 

W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied;  and 

Whereas,  the  committee  found  there  was  a  heavy  fire 
load,  lack  of  ventilation,  and  inaccessibility  for  fire-fighting. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  30,  and  November  18,  1964,  acting  on  Order 
No.  631-4,  Objection  No.  1,  be  and  it  hereby  'is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


650-65-A 

APPLICANT — Burke  and  Groh  for  1201  Carnage  Avenue, 
Incorporated,  owner. 

SUBJECT— Application  June  4,  1965  —  Appeal  from  a 
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decision  of  the  Borough  Superintendent  re-  frame  struc¬ 
ture,  change  in  use  to  medical  offices. 

PREMISES  AFFECTED — 1301  Cornaga  Avenue,  south¬ 
west  corner  of  mapped  Neilson  Street,  Block  15500,  Lot 
35,  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  25,  1965  on  Alt.  Applic.  722-65,  reads : 

“1.  Proposed  use  of  first  floor  for  medical  offices  in  a 
frame  structure  is  contrary  to  Sec.  4.2.1  and  Sec. 
4.1.3  of  the  Building  Code. 

(C26-254.0  and  C26-248.0  Adm.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  May  25,  1965,  acting  on  Alt.  Applic. 
722-65,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
marked  ‘‘Received  June  4,  1965,”  three  sheets. 


778-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 20  Windemere  Avenue,  south 
side,  473.94  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
26,  Oakland,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . . . . . . . . . .  5 

Negative:  . . . . . . . .  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  July  8,  1965  on  N.B.  Applic.  286-65,  reads : 

"The  application  for  the  above  dwelling  to  be  located 
on  a  street  that  is  not  final  mapped  is  contrary  to  Art. 
Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  July  8,  1965,  acting  on  N.B.  Applic.  286-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Hoard  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  building 
conforms  to  drawing  filed  with  this  application  marked 
Received  December  10,  1965,”  one  sheet;  on  the  further 


condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


779-65-A 

APPLICANT— Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 24  Windemere  Avenue,  south 
side,  446.61  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
25,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

Negative :  _ _ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  287-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  con¬ 
trary  to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  287-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
Received  December  10,  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


780-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates,  In¬ 
corporated,  owner. 

SUBJECT  Application  July  13,  1965  —  Filed  pursuant  to 
Section  06  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 26  Windemere  Avenue,  south 
side.,  419.28  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
23,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

AC1ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . .  .  5 

Negative:  .  p 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  288-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  con¬ 
trary  to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  288-65,  be 
and  it  hereby  .is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build- 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10,  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


781-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT  Application  July  13,  1965  —  Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 30  Windemere  Avenue,  south 
side,  391.95  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
22,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . .  5 

Negative:  . . . . . . . .  __  0 

THE  RESOLUTION— 

\\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  289-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  con¬ 
trary  to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  .Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  289-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10,  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in  ac¬ 
cordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


782-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 


SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 32  Windemere  Avenue,  south 
side,  364.62  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
20,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner .  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  . . . . . . . . .  q 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  290-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  con¬ 
trary  to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965.,  acting  on  N.B.  Applic.  290-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10,  1965,”  one  sheet;  on  the  further 
1  ondition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  i» 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


783-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT— Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 36  Windemere  Avenue,  south 
side,  337.29  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
19,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley.,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  . . . . „ .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  291-65,  reads : 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend- 
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ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  291-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10.  1965,”  one  sheet ;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


784-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  October  15,  1965  filed  pursuant 
to  Section  35  of  the  General  City  Law  re  premises  located 
in  bed  of  a  mapped  street  (waterfront  property). 
PREMISES  AFFECTED— 137-155  Varick  Avenue,  west 
side,  530  feet,  7%  inches  north  of  Johnson  Avenue,  Block 
2968,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  292-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic,  292-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
ajppeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
Received  December  10.  1965^”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


785-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT  Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art  3  of  the  General  City  Law  re-  build¬ 
ing  not  facing  legal  street. 

PREMISES  AFFECTED — 42  Windemere  Avenue,  south 
side,  282.63  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
16,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  293-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  293-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10.  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


786-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 44  Windemere  Avenue,  south 
side,  255.30  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
14,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  294-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  294-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
a/ppeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10.  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 
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787-6S-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3,  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 48  Windemere  Avenue,  south 
side,  227.97  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
13,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ 5 

Negative  :  . . . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  295-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  295-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10.  1965,”  one  sheet ;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


788-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED1 — 50  Windemere  Avenue,  south 
side,  200.64  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
11,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _  5 

Negative :  . . . . . . . . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  296-65,  reads : 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 


the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  296-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10.  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


789-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 54  Windemere  Avenue,  south 
side,  173.31  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
10,  Oakwood,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  . . . . . . . . .  Q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  297-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  297-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
aippeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10.  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


79Q-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 56  Windemere  Avenue,  south 
side,  145.98  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
8,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  5 

N  egative  :  . . . . . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic,  298-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  Generil  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  298-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
"Received  December  10.  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


791-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 60  Windemere  Avenue,  south 
side,  118.65  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
7,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  . . . _ .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  299-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  299-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
Received  December  10.  1965,”  one  sheet ;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 


Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


792-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 62  Windemere  Avenue,  south 
side,  91.32  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
5,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - -  5 

Negative  :  - - - - - — - -  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  300-65,  reads: 

“1.  The  application  for  the  above  dwelling  to  be  lo¬ 
cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  300-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10.  1965,”  one  sheet ;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving  to 
the  middle  of  the  street  be  constructed  by  the  owner,  in 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


793-65-A 

APPLICANT — Albert  Melniker  for  Pine  Hill  Estates, 
Incorporated,  OAvner. 

SUBJECT — Application  July  13,  1965  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 66  Windemere  Avenue,  south 
side,  63.99  feet  east  of  Riedel  Avenue,  Block  4656,  Lot 
4,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative:  _ _ _ _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1965  on  N.B.  Applic.  301-65,  reads : 

“1.  The  application  for  the  above  dwelling  to  be  lo- 
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cated  on  a  street  that  is  not  final  mapped  is  contrary 
to  Art.  Ill  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended,  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  July  8,  1965,  acting  on  N.B.  Applic.  301-65,  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  the  build¬ 
ing  conforms  to  drawing  filed  with  this  application  marked 
“Received  December  10,  1965,”  one  sheet;  on  the  further 
condition  that  the  sidewalk,  curb,  curb-cuts  and  paving 
to  the  middle  of  the  street  be  constructed  by  the  owner,  in' 
accordance  with  the  standards  and  grades  of  the  Highway 
Department,  and  that  a  Certificate  of  Occupancy  be  ob¬ 
tained. 


991-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  27,  1965 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  retaining 
wall. 

PREMISES  AFFECTED — 1725  Richmond  Road,  west 
side,  1195.61  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  15,  Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ _  0 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1965  on  Alt.  Applic.  42-64,  reads: 

“1.  Construct  a  retaining  wall  to  support  the  em¬ 
bankment  rising  above  the  lots  of  record  so  as  not 
to  exceed  a  slope  of  30°  for  such  embankment. 
Sect.  C26-384.0  Administrative  Code. 

Sect.  C26-643a-2.0  Title  A,  Administrative  Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  potentially  hazard¬ 
ous  condition  of  the  bank, 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  29,  1965,  acting  on  Alt.  Applic.  42-64, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


992-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  27,  1965 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  retaining 
wall. 

PREMISES  AFFECTED — 1729  Richmond  Road,  west 
side,  1241.61  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  17,  Dongan  Hills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ 5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1965  on  N.B.  Applic.  466-65,  reads : 
“1.  Construct  a  retaining  wall  to  support  the  embank¬ 
ment  rising  above  the  lots  of  record,  so  as  not  to 
exceed  a  slope  of  30  degress  for  such  embankment. 
Section  C26-384.0  Adm.  Code. 

Section  643a-2.0,  Chapt.  26,  Title  A,  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  potentially  hazard¬ 
ous  condition  of  the  bank. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  September  23,  1965,  acting  on  N.B.  Applic.  466- 
65,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


970-65-A 

APPLICANT — Halperin,  Shivitz,  Scholer  and  Steingut 
for  London  Realty  Company,  owner. 

SUBJECT — Application  September  22,  1965  —  Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Sectio  n34  and  Sect.  216  of  the  Multiple  Dwell¬ 
ing  Law  re-  cellar  apartment. 

PREMISES  AFFECTED— 332-340  East  51st  Street,  south 
side  225  feet  west  of  First  Avenue,  Block  1343,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  I.  Shivitz  and  Max  Siegel. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Kleinert,  Commissioner  Fox, 


Commissioner  Becker  and  Commissioner  Klein _ 4 

Absent:  Chairman  Foley _ 1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  27,  1965  on  Alt.  Applic.  1441-65,  reads : 

“Al.  The  proposal  to  create  an  apt.  in  the  above  premises 
contrary  to  Sect.  34  and  216  Mult.  Dwell.  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  August  27,  1965,  acting  on  Alt.  Applic.  1441-65, 
Objection  No.  Al,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  310  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  marked  “Received  September  22, 
1965,”  two  sheets ;  on  the  further  condition  that  the  occu¬ 
pancy  of  the  apartment  shall  be  for  a  superintendent  only; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with  and  an  amended  Certificate  of  Occupancy 
obtained  for  this  portion  of  the  building. 
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993-65-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  27,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  re¬ 
taining  wall. 

PREMISES  AFFECTED — 1781  Richmond  Road,  west 
side,  1703.24  feet  south  of  Four  Corners  Road,  Block 
887,  Lot  41,  Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _  C 

Negative :  _  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  £ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1965  on  Alt.  Applic.  17-64,  reads: 

“1.  Construct  a  retaining  wall  to  support  the  embank¬ 
ment  rising  above  the  lots  of  record  so  as  not  to 
exceed  a  slope  of  30°  for  such  embankment. 

Sect.  C26-384.0  Administrative  Code. 

Sect.  C26-643a-2.0  Title  A  Administrative  Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  potentially  hazard¬ 
ous  condition  of  the  bank. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  23,  1965,  acting  on  Alt.  Applic.  17-64, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


1008-65- A 

APPLICANT — Montefiore  Hospital  and  Medical  Center, 
owner. 

SUBJECT— Application  October  5,  1965 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Central  Piped 
Oxygen  System. 

PREMISES  AFFECTED — 170  East  Gunhill  Road,  south 
side,  90  feet  west  of  Bainbridge  Avenue,  Block  3343,  Lot 
283,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Marvin  Caretsky,  Peter  Perdoncin  and 
Walter  Olzewski. 

For  Administration  :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ _ _ 5 

Negative:  _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  26,  1965  and  September  10,  1965,  reads: 

“2.  Comply  with  Section  111  D  and/or  111  H  of  Spe¬ 
cial  Order  No.  113  N.Y.  7-8-53.  Present  installa¬ 
tion  has  only  two  (2)  control  valves  for  four  (4) 
risers  and  said  valves  are  located  in  a  hung  ceil¬ 
ing. 

3.  Comply  with  Section  111  E  of  Special  Order  No. 
113  N.Y.  7-8-53.  Either  vent  top  of  shafts  or  pro¬ 


vide  sleeves  packed  with  oil  free  combustible  ma¬ 
terial  as  per  Section  111  E. 

4.  Properly  comply  with  Section  416  of  Bulletin  No. 
565  ‘Standard  of  the  National  Board  of  Fire  Under¬ 
writers  for  Non-flammable  Medical  Gas  Systems’. 
The  exposed  pipeline  running  through  the  cellar  in 
the  room  containing  the  air  compressor,  acid  neu¬ 
tralizing  sumps,  etc.,  is  not  acceptable  to  this  De¬ 
partment. 

5.  Install  main  control  valves  in  approved  wall  boxes. 

6.  Comply  with  Section  111  F,  111  G  and/or  111  H 
of  Special  Order  No.  113  N.Y.  7-8-53  and  Section 
424  of  N.B.F.U.  Bulletin  No.  565.  Shut  off  valves 
for  horizontal  distributing  branches  are  to  be  in¬ 
stalled  in  approved  wall  boxes  in  the  corridors  and 
not  in  the  rooms  to  which  the  oxygen  is  being  sup¬ 
plied.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  26,  1965,  and  September  10,  1965,  Objection  No. 
2,  3,  4,  5  and  6,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  marked 
“Received  October  29,  1965,”  five  sheets,  and  that  the  work 
listed  in  the  proposed  changes  submitted  by  the  applicant, 
marked  “Received  December  6,  1965,”  one  sheet,  shall  be 
performed. 


1026-65-A 

APPLICANT — Diamond-Sanko  for  Dr.  John  K.  Kelly, 
owner. 

SUBJECT — Application  October  8,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing — business  use,  fire  escape,  and  Review  of  a  decision 
of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED — 144  Vanderbilt  Avenue,  south¬ 
east  corner  of  Tompkins  Avenue,  Block  2838,  Lot  7, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alexander  Sanko  and  Irving  Golt. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ ,  5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1965  on  Alt.  Applic.  291-65,  reads: 

“1.  Practice  of  chiropractic  is  a  use  which  is  not  per¬ 
mitted  in  an  R5  district.  22-14  Zoning  Resolution. 

2.  Use  of  premises  for  business  is  prohibited  in  a  frame 
building  exceeding  two  stories  in  height.  C26-248.- 
0.4. 

3.  Provide  a  fire  escape  for  residential  portion  of  bldg. 
6.1. 2.2.5  B.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  October  7,  1965,  acting  on  Alt.  Applic. 
291-65,  Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is 
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modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  marked  “Received  October  8,  1965,”  three 
sheets,  and  “October  26,  1965,”  one  sheet;  on  the  further 
condition  that  a  fireproof  self-closing  door  be  provided  be¬ 
tween  the  stairs  to  the  residential  portion  of  the  building 
and  the  offices. 


1055-65-A 

APPLICANT — Saul  Goldsmith  for  Albert  Pipe  Supply 
Co.,  Inc.,  owner. 

SUBJECT — Application  October  15,  1965 — filed  pursuant 
to  Section  35  of  the  General  City  Law  re  premises  lo¬ 
cated  in  bed  of  a  mapped  street  (waterfront  property). 
PREMISES  AFFECTED— 123-125  Varick  Avenue,  west 
side,  475  feet,  7%  inches  north  of  Johnson  Avenue,  Block 
2974,  Lot  51,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley;  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ —  5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Marine  and  Aviation  Com¬ 
missioner,  dated  October  13,  1965  on  Applic.  650671-65, 
reads : 

“Application  for  proposed  building,  is  hereby  denied. 

Building  in  bed  of  mapped  street  is  contrary  to  Sec. 

35  of  the  General  City  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Marine  and  Aviation 
Commissioner,  dated,  October  13,  1965,  acting  on  Applic. 
650671-65,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  October  15,  1965,”  four  sheets,  and 
“December  3,  1965,”  one  sheet. 


1056-65-A 

APPLICANT — Saul  Goldsmith  for  Meserole  Trucking 
Corporation,  owner. 

SUBJECT — Application  October  15,  1965  —  filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re  premises 
located  in  bed  of  a  mapped  street  (waterfront  property). 
PREMISES  AFFECTED — 137-155  Varick  Avenue,  west 
side,  530  feet,  7%  inches  north  of  Johnson  Avenue,  Block 
2968,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  .Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 


sioner  Klein  - - - 5 

Negative: - - - 0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Marine  and  Aviation  Com¬ 


missioner,  dated  October  13,  1965  on  Applic.  650670-65, 
reads : 

“Application  for  proposed  building  is  hereby  denied. 

Building  in  bed  of  mapped  street  is  contrary  to  Sec. 

35  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Marine  and  Aviation 
Commissioner,  dated,  October  13,  1965,  acting  on  Applic. 
650670-65,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  October  15,  1965,”  four  sheets,  and 
“December  3,  1965,”  one  sheet. 


1079-65-A 

APPLICATION — Harry  Soled  for  Congregation  Kahal 
Jeshaye  of  Kerestur,  owner. 

SUBJECT — Application  October  22,  1965 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re  Class  IV  con¬ 
struction,  re-  synagogue. 

PREMISES  AFFECTED— 1455  48th  Street,  north  side, 
220  feet  west  of  13th  Avenue,  Block  5628,  Lot  52,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ S 

Negative: _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  1,  1965  on  Alt.  Applic.  2000-65,  reads : 

“1.  Proposed  synagogue  in  a  Class  IV  building  more 
than  1  story  height  and  larger  than  600  square  feet 
contrary  to  Section  4.2.1  of  the  Administrative 
Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Boardr  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  October  1,  1965,  acting  on  Alt.  Applic. 
2000-65,  Objection  No.  1  be  and  it  hereby  is  modified  and,, 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received  October  22,  1965,”  six  sheets,  and  “De¬ 
cember  10,  1965,”  one  sheet. 


1122-65-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  Uni¬ 
versity  School  of  Engineering  and  Science,  owner. 

SUBJECT — Application  November  3,  1965,  An  appeal  from 
a  decision  of  the  Fire  Commissioner  re:  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — Building  “A”  (no  street  ad¬ 
dress),  west  of  Private  Right  of  Way,  north  of  West 
177th  St.  (West  Tremont  Avenue)  and  Harlem  River, 
Block  3231,  Lot  Part  of  125,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Kleinert,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein  _  4 


Negative :  _  0 

Absent :  Chairman  Foley _  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  12  and  October  25,  1965,  reads : 

“An  inspection  made  by  a  Chief  Officer  of  this  Depart¬ 
ment  disclosed  that  the  above  building  is  located  in  a 
private  area  occupied  by  a  group  of  individual  manuf¬ 
acturers.  It  has  not  been  established  where  the  legal 
responsibility  lies  for  the  maintenance  of  water  supply, 
mains  or  hydrants,  nor  the  maintenance  of  a  suitable 
roadway  for  the  access  of  fire  apparatus.  The  fire  pro¬ 
tection  of  the  buildings  is  questionable. 

To  eliminate  the  sprinkler  protection  in  one  of  the 
buildings  would  lessen  what  little  fire  protection  exists 
in  the  area,  and  since  the  fire  protection  of  all  the 
structures  is  paramount,  it  is  considered  extremely 
inadvisable  to  remove  any  portion  of  that  protection. 
In  view  of  the  above,  your  request  to  remove  the  above 
mentioned  sprinkler  system  is  denied.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  12  and  October  25,  1965,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
to  remove  the  existing  sprinkler  system  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
marked  “Received  November  3,  1965,”  four  sheets;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


742-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  E.  B. 
Realty  Corporation,  owner ;  Mareth  Steel  Corporation, 
lessee. 

SUBJECT— Application  July  15,  1964— Gas-drying  oven. 

PREMISES  AFFECTED — 110-118  50th  Street,  southeast 
corner  of  1st  Avenue,  Block  788,  Lots  9  and  13,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Chieco. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ . _ 5 

Negative:  . . .  . . q 


1079-64-A 

APPLICANT — -Reavis  and  McGrath  for  325  Church  Ave¬ 
nue  Corporation,  owner,  Waldbaum  62,  Incorporated, 
lessee. 


SUBJECT — Application  October  29,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 305-309  Church  Avenue,  north 
side,  32  feet  east  of  East  3rd  Avenue,  Block  5336,  Lot 
40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  A.  Mullery. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein _ 5 

Negative: _ 0 


1080-64-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  A.M.R. 

Chemical  Company  Incorporated,  owner. 

SUBJECT — Application  October  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 1013  East  35th  Street,  east 
side,  137.5  feet  north  of  Avenue  I,  Block  7581,  Lot  13, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Chieco. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

Negative:  _  0 


108 1-64- A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  A.M.R. 

Chemical  Company  Incorporated,  owner. 

SUBJECT — Application  October  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1015  East  35th  Street,  east 
side,  97.5  feet  north  of  Avenue  I,  Block  7581,  Lot  11, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Chieco. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . . . . . .  5 

Negative:  _ _ _ _ _ q 


1132-64-A 

APPLICANT — Air  Reduction  Company,  Incorporated, 
owner. 
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SUBJECT — Application  November  16,  1964— Transporta¬ 
tion,  storage  and  use  of  Hydrogen  in  Trailer  in  New 
York  City  (Contrary  to  F.  P.  Directive  5-63). 

APPEARANCES— 

For  Applicant:  W.  T.  Brennen. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative :  _ _ _  0 


854-64-A 

APPLICANT — Jackson  Crackerbarrel,  Inc.  for  Karen 
Holding  Company,  owner.  Jackson  Crackerbarrel,  Inc. 
lessee. 

SUBJECT — Application  August  13,  1964 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner — re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 19-21  Utopia  Parkway,  east 
side,  200  feet  south  of  20th  Avenue,  Block  5784,  Lot  100, 
Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  S.  L.  Nadler. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  25,  1966,  at 
2  P.M.,  for  re-inspection  and  decision. 


979-64-A 

APPLICANT — Joseph  Lau  for  Nabro  Terminail  Corpora¬ 
tion,  owner. 

SUBJECT — Application  September  29,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 989  Brook  Avenue,  west  side, 
338  feet  2  inches  north  of  East  163rd  Street,  Block  2391, 
Lot  52,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  Artale. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
2  P.M.,  for  inspection  and  decision;  hearing  closed. 


1108-64-A 

APPLICANT— Joseph  Lau  for  Peerless  Trading  Com¬ 
pany,  owner. 

SUBJECT — Application  November  6,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 306-308  West  117th  Street, 
south  side,  100  feet  west  of  Eighth  Avenue,  Block  1943, 
Lot  37,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  Artale. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
2  P.M.,  for  inspection  and  decision;  hearing  closed. 


1193-64-A 

APPLICANT — Andrew  Di  Camillo  for  Conrad  Le  Fante, 
owner. 

SUBJECT — Application  December  2,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 186  Spencer  Street,  west  side, 
75  feet  south  of  Willoughby  Avenue,  Block  1762,  Lot  41, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
2  P.M.  for  hearing  at  the  request  of  the  applicant. 


1220-64-A 

APPLICANT — Michael  Rabinowicz  for  A.  V.  L.  Wood¬ 
working  Corporation,  owner. 

SUBJECT — Application  December  9,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 34-16  11th  Street,  west  side, 
20  feet  south  of  34th  Avenue,  Block  325,  Lot  35,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  J.  P.  Manf  redi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
2  P.M.  for  hearing  at  the  request  of  the  applicant. 


1234-64-A 

APPLICANT — Samuel  Garnett  for  Master  Properties  In¬ 
corporated,  owner. 

SUBJECT — Application  December  10,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 113-117  Cedar  Street,  north 
side,  32  feet  2Vi  inches  west  of  Trinity  Place,  112  Li¬ 
berty  Street,  Block  52,  Lot  16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Garnett. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1966,  at 
2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1235-64-A 

APPLICANT — Andrew  Di  Camillo  for  Hassol’s  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  December  10,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 6715  Bay  Parkway,  south  side, 
95  feet  %  inch  west  of  West  8th  Street,  Block  6576,  Lot 
8,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  11,  1966,  at 
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2  P.M.  for  continued  hearing;  applicant  to  file  revised 
plans. 


756-65-A 

APPLICANT — Burke  and  Groh  for  Pineville  Develop¬ 
ment,  owner. 

SUBJECT — Application  July  7,  1965  —  Filed  pursuant  to 
Section  35  of  the  General  City  Law  re-  construction  in 
bed  of  mapped  street. 

PREMISES  AFFECTED — 124-25  Lucas  Street,  north  side, 
237.94  feet  east  of  Williamson  Avenue,  Block  12727,  Lot 


7,  Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1966,  at 
2  P.M.  The  Board  is  to  consult  with  Department  of  High¬ 
ways  and  Department  of  Public  Works. 


Adjourned  4:40  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appera. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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COURT  DECISION. 

Matter  of  Brunschwig  vs.  Foley: — On  November  10,  1963,  the 
Board  denied  an  appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  in  which  he  refused  to  revoke  Permit  No.  4093,  N.  B. 
1680/61  ;  Calendar  Number  615-63-A ;  Premises  118-18  Union  Turn¬ 
pike,  south  side,  82.4  feet  west  of  Austin  Street,  Block  3335,  Lot 
23,  Kew  Gardens,  Borough  of  Queens. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Crisona 
sustained  the  Board  as  follows : 

“Respondents’  motions  are  accordingly  granted  and  the  peti¬ 
tion  dismissed. 

Settle  judgment.” 

(N.Y.  Law  Journal,  June  9,  1964,  page  18). 

The  Second  Judicial  Department,  Appellate  Division  by  Ughetta, 
Acting  P.J. ;  Christ,  Brennan,  Hill  and  Rabin,  JJ,  ruled  as  follows : 

“Motions  by  respondents  and  intervenors-respondents  to  dismiss 
appeal  denied  on  condition  that  appellants  perfect  and  be 
ready  to  argue  or  submit  the  appeal  at  the  March  term,  begin¬ 
ning  March  1,  1965 ;  appeal  ordered  on  the  calendar  for  said 
term.  The  record  and  appellants’  brief  must  be  served  and 
filed  on  or  before  January  25,  1966.” 

(N.Y.  Law  Journal,  December  24,  1964,  page  10). 

The  Appellate  Division  Second  Judicial  Department  by  Beldock, 
P.J. ;  Ughetta,  Christ,  Brennan  and  Hopkins,  JJ.  in  the  Matter  of 
Brunschwig,  pet.-ap.  (Foley,  res. ;  Adson  Industries  Inc.,  inter- 
venors-res.)  rendered  the  following  decision: 

“In  a  proceeding  under  article  78  of  the  CPLR  to  review  and 
to  annual  a  determination  of  the  Board  of  Standards  and  Ap¬ 
peals  of  the  City  of  New  York  sustaining  the  action  of  the 
Superintendent  of  Buildings  of  the  Borough  of  Queens  in  ap¬ 
proving  an  application  and  plans  and  issuing  a  permit  for  the 
construction  of  a  nineteen-story  multiple  dwelling  on  Union 
Turnpike  in  said  borough,  the  petitioners  (who  are  adjacent 
property  owners)  appeal  from  a  judgment  of  the  Supreme 
Court,  Queens  County  entered  June  16,  1964,  which  dismissed 
the  petition  on  the  merits  and  sustained  the  board  determina¬ 
tion.  Judgment  affirmed,  without  costs.  No  opinion.” 

(N.Y.L.J.,  June  16,  1965,  page  16). 

The  Appellate  Division,  Second  Judicial  Department  by  Beldock, 
P.J.  ;  Ughetta,  Christ,  Brennan  and  Hopkins  JJ.  denied  motion  by 
appellants  for  leave  to  appeal  to  the  Court  of  Appeals. 

(N.Y.  Law  Journal,  September  21,  1965,  page  16). 

The  Court  of  Appeals  ruled  as  follows : 


“964.  Matter  of  Brunschwig,  ap.  (Foley,  res.) — Motion  for  leave 
to  appeal  denied  with  $10  costs.” 

(N.Y.  Law  Journal,  December  3,  1965,  page  16). 
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DOCKET 

New  Cases  Filed  up  to  December  21,  1965 

Cal.  No.  Dept.  Premises  Affected 

1238-65-SM — Pittsburgh  Plate  Glass  Company,  PPG 
Fiber  Glass  Insulations  Thermal  Insulation  for  cold  and 
heated  surfaces,  manufactured  by  Pittsburg  Plate  Glass 
Company,  Material. 


1239-65-BZ — B.Q. — 83-57  118th  Street,  east  side,  349.33 
feet  south  of  Metropolitan  Avenue,  Block  3322,  Lot  40, 
Kew  Gardens,  Borough  of  Queens,  Alt.  No.  168-65  re¬ 
conversion  of  cellar  tool  rooms,  R7-1  district,  Sections 
52-31,  23-223  and  23-861  Zoning  Resolution. 


1240-65-SM — T.S.C.  Materials  Manufacturing,  Inc.,  Tech- 
Stone  Veneer  exterior  exposed  aggregate  panel,  manu¬ 
factured  by  T.S.C.  Materials,  Material. 


1241-65-BZ — B.Q. — 166-15  Horace  Harding  Expressway, 
north  side,  250  feet  west  of  168th  Street,  Block  6866, 
Lots  350  and  354,  Flushing,  Borough  of  Queens,  Alt. 
No.  2075-65,  re-  Gasoline  stations,  Section  52-41,  Zoning 
Resolution. 


1242-65-BZ — B.B. — 55-57  Kosciusko  Street,  and  37-53 
Kosciusko  Street,  north  side,  116  feet,  8  inches  east  of 
Spencer  Street,  Block  1778,  Lots  85  and  86,  42,  87  and 
89,  Borough  of  Brooklyn,  Alt.  No.  2172-65  re  Enlarge¬ 
ment  of  non-conforming  laundry,  Section  22-00  and  52- 
41  Zoning  Resolution. 


1243-65-BZ — B.B. — 800-816  Empire  Boulevard,  south 
side,  143.10  feet  west  of  Schenectady  Avenue,  Block 
1427,  Lot  20,  Borough  of  Brooklyn,  N.B.  901-65  re  Class 
III  Building,,  Section  22-00  Zoning  Resolution. 


1244-65-SA — Honeywell  Incorporated,  Smoke  detection 
System  various  models,  manufactured  by  Honeywell, 
Incorporated,  Appilance. 


1245-65-SM — Honeywell  Incorporated,  Sprinkler  Alarm 
Switch,  Model  L604H,  manufactured  by  Honeywell, 
Incorporated,  Material. 


1246-65-BZ — B.Q. — 32-02  Astoria  Boulevard,  (32-02  to 
32-08)  25-01  to  25-09  32nd  Street,  southeast  corner,  Block 
620,  Lot  72,  Long  Island  City,  Borough  of  Queens,  Alt. 
No.  1808-65  re  Enlargement  of  one  story  shed,  Section 
52-22  Zoning  Resolution. 


1247-65-A — F.D. — 686-690  Greenwich  Street,  west  side, 
60  feet  north  of  Christopher  Street,  Block  630,  Lot  21, 
Borough  of  Manhattan,  F.D.  Order  1816-5  re  Sprinkler 
System. 


1248-65-A — F.D. — 821-835  Stone  Avenue  and  258-280 
Lott  Avenue,  southeast  corner,  540-554  Christopher 
Street,  Block  3855,  Lot  10,  Borough  of  Brooklyn,  Alt. 
No.  3173-65  and  F.D.  Rule  4.1.1.  and  Rule  3.1.  Sprinkler 
System  and  Spray  Booth. 


1249-65-A — B.Q. — 136-20  to  136-28  Roosevelt  Avenue, 
sotithside,  151  feet,  9Vi  inches  east  of  Maint  Street,  40-29 


Main  Street,  Block  5019,  Lots  5  and  16,  Borough  of 
Queens,  N.B.  1962-64  re-  Shaft  for  escalator,  C26-638.0 
Administrative  Code. 


1250-65-BZ — B.M. — 51-69  East  87th  Street,  north  side, 
107  feet  west  of  Park  Avenue,  Block  1499,  Lot  25,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  2003-65  re  Class  A  Multi¬ 
ple  Dwelling,  Section  25-412  Zoning  Resolution. 


1251-65-A — F.D. — 51-69  East  87th  Street,  north  side, 
107  feet  9%  inches  west  of  Park  Avenue,  Block  1499, 
Lot  25,  Borough  of  Manhattan,  Alt.  No.  2003-65  re- 
Transient  parking,  Section  60  Multiple  Dwelling. 


1252-65-A — F.D. — Contact  Industries  Incorporated,  Pack¬ 
aging  of  inflammable  mixture  known  as  “Ever-Grip  Wall 
Panel  adhesive”  metal  foil  lined  cartridge,  not  in  con¬ 
formity  with  Administrative  Code  requirements. 


1253-65-A — F.D. — 180-56  Liberty  Avenue,  south  side, 
262.77  feet  east  of  180th  Street,  Block  10343,  Lot  15, 
Jamaica,  Borough  of  Queens,  F.D.  Order  3829-5  re 
Sprinkler  System. 


1254-65-SM — Bauer’s  Improved  Door  Periscope  Models 
Modern,  Colonial,  Streamline  and  Sunray,  manufactured 
by  Home  Protector  Device  Corporation,  Material. 


1255-65-SM — Medusa  Portland  Cement  Company,  Chem- 
Comp  Cement,  A  cementious  product  used  like  Type  I 
Portland  cement  and  also  used  to  reduce  drying  shrink¬ 
age,  cracking  of  concrete,  manufactured  by  Medusa  Port¬ 
land  Cement  Company,  Material. 


1256-65-BZ — B.B. — 1548  to  1564  Bergen  Street,  south 
side,  176  feet  west  of  Utica  Avenue,  Block  1354,  Lot  30, 
Borough  of  Brooklyn,  Alt.  No.  2139-65  re  Warehouse, 
Section  22-10  Zoning  Resolution. 


1257-65-BZ — B.Q. — 60-12  60th  Road,  south  side,  100  feet 
26  inches  east  of  60th  Street,  Block  2733,  Lot  13,  Mas- 
peth,  Borough  of  Queens,  N.B.  2403-65  re  two  family 
dwelling,  Sections  23-44  and  23-49  Zoning  Resolution. 


APPLICATIONS  FOR  EXTENSION  OF  TIME 
TO  PERMIT  COMPLETION 
OF  CONSTRUCTION. 

(Filed  Pursuant  to  Section  11-324) 

1933-BZY — Vol.  Ill— B.M.— 600-606  Madison  Avenue, 
N.B.  108-61. 


4021-BZY— Vol.  Ill— B.B. -848-876  East  43rd  Street, 

N.B.  4305-61. 


3101-BZY— Vol.  II— B.B— 906-964  Alabama  Avenue, 
N.B.  2073-61. 


3102-BZY — Vol.  II — B.B. — 25-47  Wortman  Avenue,  N.B. 

2789-61. 


3103-BZY — Vol.  II — B.B. — 487-509  Stanley  Avenue,  N.B. 
2729-61. 
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3104-BZY — Vol.  II— B.B.— 920-978  Sheffield  Avenue, 
N.B.  2790-61. 


4335-BZY — Vol.  Ill — B.Bx. — 1088  Morris  Park  Ave.. 
N.B.  3167-61. 


3506-BZY — Vol.  II — B.Q. — 37-24  Brookside  Street,  N.B. 
7433-61. 


3508-BZY— Vol.  II— B.Q.— 37-26  Brookside  Street,  N.B. 
7434-61. 


3511-BZY— Vol.  II— B.Q.— 37-02  Brookside  Street,  N.B. 
7434-61. 


3085-BZY — Vol.  II — B.Bx. — 734  Hollywood  Avenue, 
N.B.  2837-61. 


3087-BZY — Vol.  II — B.Bx. — 730  Hollywood  Avenue, 
N.B.  2839-61. 


2940-BZY — Vol.  II — B.Bx. — 4221  Seton  Avenue,  N.B. 
2276-61. 


2941-BZY — Vol.  II — B.Bx. — 4219  Seton  Avenue,  N.B. 
2275-61. 


2942-BZY — Vol.  II — B.Bx. — 42-17  Seton  Avenue,  N.B. 
2274-61. 


2538-BZY— Vol.  Ill— B.Q.— 111-20  73rd  Avenue  N.B. 
4769-61. 


2464-BZY— Vol.  Ill— B.Q.— 110-11  72nd  Avenue,  N.B. 
236-61. 


2405-BZY— Vol.  Ill— B.M.— 29  Chittenden  Avenue,  N.B. 

339-61. 


4408-BZY— Vol.  II— B.Q.— 31-49  96th  Street,  N.B.  6117- 

61. 


4409-BZY— Vol.  II— B.Q.— 31-57  96th  Street,  N.B.  6116- 
61. 


4410-BZY— Vol.  II— B.Q.— 31-45  96th  Street,  N.B.  6115- 
61. 


4411-BZY— Vol.  II— B.Q.— 31-43  96th  Street,  N.B.  6114- 
61. 


4319-BZY— Vol.  II— B.Q.— 119-58  27th  Avenue,  N.B. 
4932-61. 


1133-BZY— Vol.  Ill— B.Q.— 14-11  Chandler  Street,  N.B. 
4683-61. 


1134-BZY— Vol.  Ill— B.Q.— 14-15  Chandler  Street,  N.B. 
4684-61. 


2681-BZY— Vol.  Ill— B.Q.— 97-14  67th  Avenue,  N.B. 
8942-61. 


2682-BZY— Vol.  Ill— B.Q.— 97-12  67th  Avenue,  N.B. 
8941-61. 


2683-BZY — Vol.  II — B.Q. — 245-20  Grand  Central  Park¬ 
way,  N.B.  4755-61. 


3339-BZY— Vol.  Ill— B.R.— 9  Wilson  Terrace,  N.B. 

1810-61. 


3340-BZY— Vol.  Ill— B.R.— 19  Wilson  Terrace,  N.B. 

1811-61. 


3341-BZY— Vol.  Ill— B.R.— 13  Wilson  Terrace,  N.B. 
1810-61. 


3342-BZY— Vol.  Ill— B.R.— 31  Wilson  Terrace,  N.B 
1813-61. 


3343-BZY— Vol.  Ill— B.R.— 23  Wilson  Terrace,  N.B. 

1812-61. 


769-BZY— Vol.  II— B.R.— 961  Victory  Blvd.,  N.B.  2172- 
61. 


770-BZY— Vol.  II— B.R.— 937  Victory  Blvd.,  N.B.  2170- 
61. 


771-BZY— Vol.  II— B.R.— 937  Victory  Blvd.,  N.B  2171- 
61. 


2816-BZY— Vol.  Ill— B.B.— 63  Clifton  Place,  N.B.  3438- 
61. 


2799-BZY— Vol.  Ill— B.B.— 1075  Sheepshead  Bay  Road, 
N.B.  2759-61. 


1536-BZY— Vol.  II— B.Q.— 97-07  62nd  Drive,  N.B.  6081- 

61. 


4197-BZY— Vol.  Ill— B.B.— 8002-8012  Flatlands  Ave¬ 
nue,  N.B.  4155-61. 


4194-BZY— Vol.  Ill— B.Bx.— 5610  Fieldstone  Road,  N.B. 
298-60. 


4318-BZY— Vol.  II— B.Q.— 119-59  27th  Avenue,  N.B. 
4933-61. 


2468-BZY— Vol.  Ill— B.M.— 146-148  Ridge  Street,  N.B. 
345-61. 


2469-BZY— Vol.  Ill— B.M.— 150-152  Ridge  Street,  N.B. 
346-61. 


2470-BZY — Vol.  Ill — B.M. — 95  Attorney  Street,  N.B. 

180-61. 
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2471-BZY— Vol. 

47-61. 

Ill— B.M.— 617 

East  6th  Street, 

N.B. 

3842-BZY— Vol. 
2180-61. 

III— B.R.— 29 

Ridge 

Avenue, 

N.B. 

2843-BZY— Vol.  Ill— B.R.— 35  Ridge  Avenue,  N.B.  2181- 

61. 

2844-BZY— Vol. 

2181-61. 

III— B.R.— 37 

Ridge 

Avenue, 

N.p. 

2845-BZY— Vol. 

2183-61. 

III— B.R.— 41 

Ridge 

Avenue, 

N.B. 

2846-BZY— Vol. 

2184-61. 

III— B.R.— 45 

Ridge 

Avenue, 

N.B. 

2847-BZY— Vol. 

2185-61. 

III— B.R.^19 

Ridge 

Avenue, 

N.B. 

2848-BZY— Vol. 

2186-61. 

III— B.R.— 55 

Ridge 

Avenue, 

N.B. 

2849-BZY— Vol. 

2187-61. 

III— B.R.— 59 

Ridge 

Avenue, 

N.B. 

2850-BZY— Vol. 

2188-61. 

III— B.R.— 63 

Ridge 

Avenue, 

N.B. 

2851-BZY— Vol. 

2189-61. 

III— B.R.— 67 

Ridge 

Avenue, 

N.B. 

3206-BZY— Vol. 

8930-61. 

III— B.Q.— 162-21  78th 

Avenue, 

N.B. 

2575-BZY— Vol. 
N.B.  2742-61. 

III — B.Bx. — 1184  Rhinelander  Avenue, 

2576-BZY — Vol.  Ill — B.Bx. — 1188  Rhinelander  Avenue, 
N.B.  2741-61. 


4429-BZY— Vol.  Ill— B.Bx.— 1781  Nereid  Avenue,  N.B. 
3205-61. 


2577-BZY — Vol.  Ill — B.Bx. — 931-933  Morris  Park  Ave¬ 
nue,  N.B.  2854-61. 


3784-BZY— Vol. 

742-61. 

Ill — B.R. — 334  Douglas 

Road, 

N.B. 

4431-BZY— Vol. 

593-61. 

I— B.R— 62 

Wolverine 

Street, 

N.B. 

4431-BZY— Vol. 

593-61. 

II— B.R. — 62 

Wolverine 

Street, 

N.B. 

4432-BZY— Vol. 

594-61. 

I— B.R.— 66 

Wolverine 

Street, 

N.B. 

4432-BZY— Vol. 

594-61. 

II— B.R.— 66 

Wolverine 

Street, 

N.B. 

APPLICATIONS  FOR  EXTENSION  OF  TIME 
TO  PERMIT  COMPLETION  OF  CONSTRUCTION 

( Filed  Pursuant  to  Sections  11-322  and  11-324) 

261-BZX — B.B. — 1290-1304  Greene  Avenue,  Block  3298, 
Lots  6  &  10,  Alt.  4127-56.  Permit  No.  6154-56. 


262-BZX — B.B. — 1308-1314  Greene  Avenue,  Block  3298, 
Lots  6  &  10,  Alt.  2620-55,  Permit  No.  6746-55. 


RULES 

Arc  and  Gas  Welding  Oxygen 

Cutting  . .  Nov.  27,  1956 

Cements,  Air  Entrainting  Portland, 

Rules  for  Approval  and  Use  of_  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . .  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 

for  Manufacture,  Testing  and 

Use  of  . -  Dec.  10,  1962 

Concrete  Rules  (Hydrated  Lime)_  Aug.  3,  1937 — Vol.  22,  No.  31 

Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  _  Dec.  15,  1964 

Dry  Cleaning  Establishments  Rules 

Covering  _ ...... _ —  Dec.  15,  1964 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . —  July  20,  1962 

Exterior  Veneering  Materials, 

Rules  for  _ Mar.  11,  1952— Vol.  37,  No.  11 A 

Factory  Exit  Rules  ...... .  Feb.  22,  1955 

Fire  Alarm  Rules  (Interior)  _ _  May  1963 

Fire  Drill  Rules  . ..  Dec.  31,  1964— Vol.  49,  No.53 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Feb.  4,  1965 — Vol.  50,  No.  5 

Hatchways  Protection  . . June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.  280  of  The 

Labor  Law)  . . April  1,  1965— Vol.  50,  No.  13 

Insulating  Fibre  Board  Rules  - - Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  . . . November  17,  1965 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . . May  27,  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . . Mar.  20,  1960 

Procedure,  Rules  of  _ _ .... _ ....  Jan.  14,  1965 — Vol.  50,  Nos.  1  &  2 

Smoking  in  Factory,  Rules  for  _ June  4,  1964 — Vol.  49,  No.  28 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc.  . .  November  17,  1965 

Sprinkler,  Rules  _ _ _ _ _ June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ....  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan;  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings;  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department. 


JANUARY  4,  1966,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  January  4,  1966,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

1043-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Julius  Hoff¬ 
man,  Irving  Klein,  Michael  Hoffman  and  Pasquale 
Dario,  owners. 
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SUBJECT — Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution  and  Section 
666  (  7)  of  the  New  York  City  Charter,  to  permit  in  a 
RIO  district,  the  erection  of  a  24  story  multiple  dwell¬ 
ing  that  exceeds  the  permitted  floor  area  ratio  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 80  Central  Park  West  and 
1-13  West  68th  Street,  northwest  corner,  Block  1121, 
Lots  26,  27,  28,  29,  Borough  of  Manhattan. 

Laid  over  to  January  4,  1966  for  hearing. 


716-65-BZ 

APPLICANT — Albert  Rader  for  John  R.  Elges,  owner. 

SUBJECT — Application  June  18,  1965 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 69-12  Bayfield  Avenue, 
north  side,  64  feet  west  of  Beach  69th  Street,  Block 
16043,  Lot  27,  Arverne,  Borough  of  Queens. 


717-65-BZ 

APPLICANT — Albert  Rader  for  John  R.  Elges,  owner. 

SUBJECT — Application  June  18,  1965 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED  —  69-16  Bayfield  Avenue 
north  side,  104  feet  west  of  Beach  69th  Street,  Block 
16043,  Lot  25,  Arverne,  Borough  of  Queens. 


936-65-BZ 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 
owner. 

SUBJECT — Application  September  10,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R3-1  district, 
\  the  erection  of  a  one  story  dry  cleaning  establishment 
with  accessory  parking  without  the  required  screen¬ 
ing  and  with  a  curb  cut  within  50  fet  of  intersecting 
streets.  * 

PREMISES  AFFECTED  1450  Clove  Road,  northwest 
corner  of  1  ioga  Street,  Block  658,  Lot  22,  Sunnyside, 
Borough  of  Richmond. 


937-65-A 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 
owner. 

SUBJECT — Application  September  10,  1965  —  Filed 
pursuant  to  Section  35  of  the  General  City  Law  re- 
parking  space  in  bed  of  mapped  street. 

PREMISES  AFFECTED — 1450  Clove  Road,  northwest 
corner  of  Tioga  Street,  Block  658,  Lot  22,  Sunnyside, 
Borough  of  Richmond. 


988-65-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Harry  Trach¬ 
tenberg,  owner. 


SUBJECT — Application  September  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R6  district,  the  con¬ 
struction  and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED — 456  East  145th  Street,  south 
side,  317.5  feet  west  of  Brook  Avenue,  Block  2289,  Lots 
28  and  30,  Borough  of  The  Bronx. 


989-65-BZ 

APPLICANT— -Leonard  F.  Rothkrug  for  Joseph  Amato 
and  S.  Mantinband,  owners;  Anchor  Associates,  In¬ 
corporated,  under  contract. 

SUBJECT — Application  September  28,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R3-2  district, 
the  erection  and  maintenance  of  a  retail  dry  cleaning 
establishment  with  accessory  tailoring,  hand  laundry 
and  parking. 

PREMISES  AFFECTED — 72-17  Parsons  Boulevard, 
northeast  corner  oi  73rd  Avenue,  Block  6821,  Lots  20. 
24  and  26,  Jamaica,  Borough  of  Queens. 


1002-65-BZ 

APPLICANT — Victor  G.  Madonia  for  Sebastian  Di- 
Salvo,  owner. 

SUBJECT — Application  October  1,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED — 66-19  Clinton  Avenue,  north 
side,  138.72  feet  east  of  Queens  Midtown  Expressway, 
Block  2396,  Lot  24,  Maspeth,  Borough  of  Queens. 


1014-65-BZ 

APPLICANT — Hyland  Dinion  for  Thomas  C.  Rice, 
owner. 

SUBJECT — Application  October  5,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  construction  and  maintenance  of  a  used  car  sales 
lot. 

PREMISES  AFFECTED — 1086-1090  Broadway,  south 
side,  95  feet  5  inches  east  of  Pulaski  Street,  Block  1600, 
Lots  10,  11  and  12,  Borough  of  Brooklyn. 


825-65-BZ 

APPLICANT — Walter  E.  Blum  for  Dr.  Ralph  Mishkin 
and  Dr.  Paul  Miller,  owners. 

SUBJECT— Application  July  23,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
erection  of  a  one  story  and  basement  medical  office 
building  that  encroaches  on  the  front,  rear  and  side 
yards,  with  a  ramp  and  accessory  parking  in  the  front 
yard  and  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED  —  238-25  Hillside  Avenue, 
northwest  corner  of  240th  Street,  Block  7907,  Lot  1, 
Bellrose,  Borough  of  Queens. 

Continued  hearing. 


385-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 
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SUBJECT — Application  reopened  November  23,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  November  22,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution  permitting  in  a 
residence  use  district,  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 65  Audubon  Avenue,  east 
side,  30  feet  south  of  West  169th  Street,  Block  2125, 
Lots  30  and  31,  Borough  of  Manhattan. 


523-38-BZ — Vol.  II 

APPLICANT — John  J.  Leonard  for  Ihnat  Holding 
Corporation,  owner. 

SUBJECT — Application  reopened  November  23,  1965  — 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  22,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Sections  7c  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  business  use  district,  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 23-24  31st  Street,  north  side, 
100  feet  east  of  23rd  Road,  Block  842,  Lot  80,  Astoria, 
Borough  of  Queens. 


280-58-BZ 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti 
for  Sutton  Associates,  owner.  — 

SUBJECT — Application  reopened  November  23,  1965 
for  consideration  as  to  extension  of  time  to  complete 
expired  May  28,  1964  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7e  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  erection  of  two  one- 
story  buildings  to  be  used  as  public  markets  and  stores, 
with  loading  and  unloading  and  the  parking  of  patrons 
cars  —  no  fee  to  be  charged. 

PREMISES  AFFECTED— 1555-1581  Rockaway  Park¬ 
way,  east  side,  379  feet  south  of  Flatlands  Avenue  and 
1162-1174  East  98th  Street,  Block  8205,  Lot  11,  Bor¬ 
ough  of  Brooklyn. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

327-63-BZ 

APPLICANT — Reavis  and  McGrath  for  Pilot  Associ¬ 
ates,  Incorporated,  owner. 

SUBJECT — Application  April  16,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  11-412 
and  72-01  of  the  Zoning  Resolution,  to  permit  in  a  R7-1 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  granted  by  the  Board  from 
warehouse,  parking  and  storage  to  the  assembling  of 
mirrors. 

PREMISES  AFFECTED— 564-592  St.  John’s  Place, 
south  side,  333  feet  8  inches  east  of  Classon  Avenue, 
Block  1178,  Lot  26,  Borough  of  Brooklyn. 

Laid  over  to  November  30,  1965,  for  hearing  at  the  re¬ 
quest  of  the  applicant;  applicant  to  file  revised  plans. 

Hearing  closed. 


377-59-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Improved  New 
York  Properties,  Incorporated,  owner. 


SUBJECT — Application  reopened  November  9,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  March  29,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  maintenance  of  business 
signs  on  an  existing  marquee. 

PREMISES  AFFECTED— 2182-2186  Broadway,  east 
side,  25.9  feet  north  of  West  77th  Street  and  227  West 
77th  Street,  Block  1169,  Lot  17,  Borough  of  Manhat¬ 
tan. 

MAX  H.  FOLEY,  Chairman 


JANUARY  4,  1966,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  4,  1966,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

888-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 
SUBJECT — Application  August  27,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED— 399-401  First  Avenue  (Front 
Building)  west  side,  74.0%  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


889-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT — Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 

PREMISES  AFFECTED  —  399  First  Avenue,  (Rear 
Building)  west  side,  74.10/4  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


890-64-A 

APPLICANT — 399  Wine  &  Liquor  Store,  Inc.,  owner. 

SUBJECT — Application  August  27,  1964  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re  sprinkler  system. 

PREMISES  AFFECTED  —  401  First  Avenue,  (Rear 
Building)  west  side,  74.0%  feet  north  of  East  23rd 
Street,  Block  929,  Lots  32  and  33,  Borough  of  Man¬ 
hattan. 


1008-64-A 

APPLICANT — Bernard  William  Krohn  for  Maco  Real¬ 
ty  Corporation,  owner;  Scheck  Bros.,  lessee. 

SUBJECT — Application  October  13,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 886-904  Dahill  Road,  1-5 
Avenue  I,  northwest  corner,  Block  5457,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 


960-64-A 

APPLICANT — Benjamin  Gordon,  owner. 

SUBJECT — Application  September  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-sprinkler  system. 
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PREMISES  AFFECTED— 14  West  23rd  Street,  south 
side,  133.8  feet  west  of  Fifth  Avenue,  Block  824,  Lot 
47,  Borough  of  Manhattan. 


315-62-A 

APPLICANT — Joseph  B.  Hirshfield  for  215  Fulton 
Realty  Corporation,  owner. 

SUBJECT — Application  April  5,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 215  Fulton  Street,  south 
side,  1105  feet,  7  inches  east  of  Greenwich  Street,  Block 
85,  Lot  50,  Borough  of  Manhattan. 


857-64-A 

APPLICANT — Anita  Holding  Corporation,  owner. 

SUBJECT — Application  filed  August  14,  1964 — Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 147-34  to  147-50  Northern 

Boulevard,  southwest  corner  of  149th  Street,  Block 
5016,  Lot  39,  Flushing,  Borough  of  Queens. 


11 70-64- A 

APPLICANT — E.  Richard  Crino  for  Nole  Development 
Corporation,  owner;  Honigs-Parkway  Incorporated, 
lessee. 

SUBJECT — Application  November  24,  1964  —  Appeal 
from  an  order  and  a  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 2717  to  2725  White  Plains 
Road,  west  side,  100  feet  north  of  Allerton  Avenue, 
Block  4508,  Lot  27,  Borough  of  The  Bronx. 


1259-64-A 

APPLICANT — F.  W.  Woolworth  Company  for  Judith 
Shklar,  Estate  of  Joseph  Goodman  c/o  The  Bank  of 
New  York,  owner. 

SUBJECT — Application  December  15,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 31-01  to  31-05  Steinway 
Street,  40-10  31st  Avenue,  southeast  corner,  Block  678, 
Lots  39,  40  and  42,  Long  Island  City,  Borough  of 
Queens. 


1260-64-A 

APPLICANT — Joseph  E.  Schober  for  The  Trustees  of 
the  Sailors  Snug  Harbor,  owner;  New  York  University, 
lessee. 

SUBJECT — Application  December  17,  1964  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
business  use. 

PREMISES  AFFECTED — 6  Washington  Sq.  North, 
north  side,  137  feet  west  of  University  Place,  Block 
550,  Lot  6,  Borough  of  Manhattan. 


38-65-A 

APPLICANT — Joseph  E.  Schober  for  Trustees,  Sailors’ 
Snug  Harbor,  owner;  New  York  University,  lessee. 
SUBJECT — Application  January  14,  1965  —  Appeal 


from  a  decision  of  the  Borough  Superintendent  —  re¬ 
view  of  a  decision  of  the  Borough  Superintendent,  re¬ 
zoning  matter. 

PREMISES  AFFECTED — 4  Washington  Square 

North,  north  side,  82  feet  west  of  University  Place, 
Block  550,  Lot  4,  Borough  of  Manhattan. 


1262-64-A 

APPLICANT — Arthur  Paul  Hess  for  Estate  of  Kather¬ 
ine  Geddes  Benedict;  Robert  L.  Graham,  Executor, 
owner. 

SUBJECT — 'Application  December  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 189  Washington  Street,  east 
side,  22  feet  8  inches  south  of  Fulton  Street,  Block  82, 
Lot  30,  Borough  of  Manhattan. 


1264-64-A 

APPLICANT — Rockaway  Beach  Hotel  Incorporated, 
lessee  for  Triess  Realty  Corporation,  owner. 

SUBJECT — Application  December  17,  1964  —  Appeal 
from  orders  and  decisions  of  Fire  Commissioner  re¬ 
sprinkler  system  and  Fire  Alarm. 

PREMISES  AFFECTED— 318  Beach  85th  Street,  east 
side,  267.40  feet  north  of  Beach  Channel  Drive,  Block 
16116,  Lot  10,  Rockaway  Beach,  Borough  of  Queens. 


1283-64- A 

APPLICANT — Williamsbridge  Manor  Nursing  Home, 
lessee;  Fairlawn  Properties,  Incorporated,  owner. 

SUBJECT — Application  December  17,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  installation  of  fireproof  doors. 

PREMISES  AFFECTED— 1540  Tomlinson  Avenue, 
1201  Sacket  Avenue,  northeast  corner,  Block  4087,  Lot 
1,  Borough  of  The  Bronx. 


1290-64-A 

APPLICANT — A.  L.  Seiden  for  Loujen  Management 
Company,  owner. 

SUBJECT — Application  December  22,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED— 43-02  43-12  Greenpoint  Av¬ 
enue.  southeast  corner  of  43rd  Street,  Block  173,  Lot 
16,  Sunnyside',  Borough  of  Queens. 


848-65-A 

APPLICANT — Corwin,  Atkin  and  Associates  for  W.  & 
Z.  Realty  Corporation,  owner. 

SUBJECT — Application  August  3,  1965  — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  sub  6  and  Sections  213  and  216  subd 
7  of  the  Multiple  Dwelling  Law  re-  minimum  dimen¬ 
sions  of  yard  or  courts. 

PREMISES  AFFECTED — 1585  Washington  Avenue, 
west  side,  150.59  feet  north  of  Claremont  Parkway, 
Block  2904,  Lot  40,  Borough  of  The  Bronx. 


849-65-A 

APPLICANT — Corwin,  Atkin  and  Associates  for  W  & 
Z  Realty  Corporation,  owner. 
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SUBJECT — Application  August  3,  1965  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  subd  6  and  Sections  213  and  216 
subd  7  of  the  Multiple  Dwelling  Law  re-  minimum  Di¬ 
mensions  of  Yard  or  Courts. 

PREMISES  AFFECTED — 1587  Washington  Avenue, 
west  side,  175.39  feet  north  of  Claremont  Parkway, 
Block  2904,  Lot  39,  Borough  of  The  Bronx. 


1133-65-A 

APPLICANT — Burke  and  Groh  for  Sarah  Aptowitz, 
owner. 

SUBJECT — Application  November  8,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
proposed  extension  to  rear  of  existing  frame  building. 

PREMISES  AFFECTED— 136-17  38th  Avenue,  north 
side,  150  feet  east  of  Main  Street,  Block  4978,  Lot  75, 
Flushing,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


JANUARY  11,  1966,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  January  11,  1966,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 

following  matters : 

720-65-B  2 

APPLICANT  Joseph  A.  Brandt  for  the  Little  Carne- 
fie  Realty  Corporation,  owner;  Little  Carnegie  Thea¬ 
tre,  Incorporated,  lessee. 

SUBJECT — Application  June  21,  1965  —  Decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district, 
the  maintenance  of  a  sign  banner  that  exceeds  the 
permitted  projction,  beyond  the  building  line  and  ex¬ 
ceeds  the  permitted  height  above  the  sidewalk. 

PREMISES  AFFECTED— 146  West  57  Street,  south 
side,  250  feet  east  of  7th  Avenue,  Block  1009,  part  of 
Lot  152,  Borough  of  Manhattan. 

Laid  over  to  January  11,  1966  for  hearing  at  the  request 
of  the  applicant.  Applicant  is  to  send  out  20-day  no¬ 
tices. 


725-65  BZ 

APPLICANT— Joseph  A.  Brandt  for  the  110  West  57 
Street  Corporation,  owner;  The  First  Theatre  Cor¬ 
poration,  lessee. 

SUBJECT — Application  June  21,  1965  —  Decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b) 

of  the  Zoning  Resolution,  to  permit  in  a  C5-3  district, 
the  maintenance  of  an  existing  sign  that  exceeds  the 
permitted  height. 

PREMISES  AFFECTED— 110  West  57  Street,  south 
side,  175  feet  west  of  Avenue  of  the  Americas,  Block 
1009,  Lot  40,  Borough  of  Manhattan. 

Laid  over  to  January  11,  1966,  for  hearing  at  request 
of  applicant;  applicant  to  send  out  20-day  notices. 


747-65-BZ 

APPLICANT — Luis  M.  Neco  for  Jose  M.  Neco  Ar¬ 
royo,  owner. 

SUBJECT — Application  July  2,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 


Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  two  family  dwelling  that  encroaches  on 
the  required  lot  area,  lot  width  and  side  yards. 

PREMISES  AFFECTED — 1940  Gleason  Avenue,  south 
side,  171  feet  east  of  Virginia  Avenue,  Block  3792, 
Lot  13,  Borough  of  The  Bronx. 

Laid  over  to  January  11,  1966,  for  applicant  to  be 
notified. 


367-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Arob  Incor¬ 
porated,  owner. 

SUBJECT — Application  March  29,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 154-08  Northern  Boulevard, 
39-01  154th  Street,  southeast  corner,  154-01  Roosevelt 
Ave.,  Block  5268,  Lots  19,  21,  Flushing,  Borough  of 
Queens. 


675-65-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jovel  Realty 
Corporation,  owner. 

SLTBJECT — Application  June  9,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  en¬ 
largement  in  area  of  four  existing  garages  into  one 
building  and  the  change  in  occupancy  to  retail  stores 
with  accessory  signs. 

PREMISES  AFFECTED— 164-166  West  Kingsbridge 
Road,  2669  Kingsbridge  Terrace,  northwest  corner, 
Block  3240,  Lot  59,  Borough  of  The  Bronx. 


999-65-BZ 

APPLICANT — George  J.  Vassilev  for  Sarah  Londa, 
owner. 

SUBJECT — Application  October  1,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
erection  of  a  one  family  dwelling  without  the  required 
side  yards. 

PREMISES  AFFECTED— 21-32  72nd  Street,  west  side, 
280  feet  north  of  Ditmars  Boulevard,  Block  967,  Lot 
16,  Jackson  Heights,  Borough  of  Queens. 


1017-65-BZ — Burke  and  Groh  for  Filomena  Valerio, 
owner. 

SUBJECT — 'Application  October  4,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  73-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-1  district, 
the  erection  and  maintenance  of  a  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 240-10  Merrick  Boulevard, 
southwest  corner  of  241st  Street,  Block  13204,  Lot  107 
and  part  of  Lot  97,  Rosedale,  Borough  of  Queens. 


1018-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassa- 
lotti  for  F.A.S.  Realty  Corporation,  owner;  Shell  Oil 
Company,  lessee. 

SUBJECT — Application  October  5,  1965  —  decision  of 
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the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
at  an  existing  automotive  service  station  previously 
granted  by  the  Board,  the  enlargement  in  area  of  the 
accessory  building. 

PREMISES  AFFECTED— 159-04  Cross  Bay  Boule¬ 
vard,  92-10  to  92-16  159th  Avenue,  southwest  corner, 
Block  14013,  Lot  64,  Woodhaven,  Borough  of  Queens. 


1061-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Mary  Ferrari,  owner. 

SUBJECT — Application  October  15,  1965 — Appeal  from 
a  decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  11-412  and  73-212  of  the  Zoning  Resolution,  to 
permit  in  a  C2-2  district,  the  enlargement  in  area  of 
an  existing  automotive  service  station  with  accessory 
uses  previously  granted  by  the  Board  and  with  a  pro¬ 
jecting  business  sign. 

PREMISES  AFFECTED— 219-16  to  219-20  Horace 
Harding  Expressway,  and  61-02  to  61-10  220th  Street, 
southwest  corner,  Block  7609,  Lot  8,  Fresh  Meadows, 
Borough  of  Queens. 


1100-65-BZ 

APPLICANT — Albert  H.  Morgan  for  Board  of  Edu¬ 
cation,  owner. 

SUBJECT — Application  October  29,  1965  —  decision  of 
the  Borough  Superintendent  under  Sections  72-21  and 
73-19  of  the  Zoning  Resolution,  to  permit  in  a  Ml-2 
district,  the  erection  of  a  public  school  that  will  en¬ 
croach  on  the  required  front  yard. 

PREMISES  AFFECTED— 144-176  East  128th  Street, 
and  141-171  East  127th  Street,  entire  block,  from  East 
127th  Street  to  East  128th  Street,  east  side  of  Lexing¬ 
ton  Avenue  and  west  side  of  Third  Avenue,  Block 
1776,  Lots  20  to  51,  Borough  of  Manhattan. 


834-64-BZ 

APPLICANT — Julian  Roth  of  Emery  Roth  &  Sons  for 
55  Broad  Street  Company,  owner. 

SUBJECT — Application  August  6,  1964 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C5-3  district,  the 
erection  of  a  thirty-three  story  office  building  that 
encroaches  on  a  required  alternate  front  setback,  tower 
setback  and  rear  yard. 

PREMISES  AFFECTED— 53-55  Broad  Street,  33-45 
Beaver  Street,  northeast  corner,  Block  25,  Lots  1,  Bor¬ 
ough  of  Manhattan. 


890-65-A 

APPLICANT — Julian  Roth  of  Emery  Roth  and  Sons 
for  55  Broad  Street  Company,  owner. 

SUBJECT — Application  August  23,  1965 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  windows, 
on  lot  lines  etc. 

PREMISES  AFFECTED— 51-59  Broad  Street,  35-49 
Beaver  Street,  northeast  corner,  Block  25,  Lots  1,  5 
and  40,  Borough  of  Manhattan. 


695-49-BZ — Vol.  Ill 

APPLICANT — David  Kraus  for  Pauline  Schulson, 
owner. 


SUBJECT — Application  reopened  November  30,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expired  October  4,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 298-306  East  140th  Street, 
south  side,  104.30  feet  east  of  3rd  Avenue,  Block  2314, 
Lot  58,  Borough  of  The  Bronx. 


269-55-BZ 


APPLICANT — Robert  Gottlieb  for  Leon  Goldstein, 
owner. 


SUBJECT — Application  reopened  November  30,  1965 
for  consideration  as  to  extension  of  term  of  variance, 
expires  December  6,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7 h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of  motor 
vehicles  for  owner’s  small  trucks,  for  his  employees’ 
cars  and  transients’  cars. 


PREMISES  AFFECTED— 2107-2109  Prospect  Avenue 
west  side,  100.21  feet  north  of  East  180th  Street,  Block 
3096,  Lot  33,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

109-53-BZ 

APPLICANT— Charles  M.  Shapiro  and  Sons  for  Mur¬ 
ray  Kohn  and  Benzion  Treiber,  owners. 

SUBJECT— Application  reopened  November  30,  1965 
for  consideration  as  to  extension  of  term  of  variance 
expired  April  22,  1963 — decision  of  the  Borough  Su¬ 
perintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of  pleas¬ 
ure  cars. 

PREMISES  A FF E CT ED — 286 1  -287 1  West  28th  Street, 
east  side,  150  feet  north  of  Mermaid  Avenue,  Block 
7012,  Lot  55,  Borough  of  Brooklyn. 


966-65-BZ 

APPLICANT  Frank  J.  Rose  for  Roberta  Operating 
Corporation,  owner. 

SUBJECT  Application  September  21,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R5  district,  the 
enlargement  in  lot  area  of  an  existing  factory  to  pro¬ 
vide  for  an  accessory  loading  platform  and  accessory 
parking  on  the  adjoining  lot. 

PREMISES  AFFECTED — 2323  Haviland  Avenue, 
north  side,  90.37  feet  east  of  Havemeyer  Avenue 
Block  3828,  Lots  77-81,  Borough  of  The  Bronx. 

Hearing  closed. 


957-65-BZ 

APPLICAN T — Morris  Kweller  for  Bushwick  Nursing 
Home,  owner. 

SUBJECT— Application  September  22,  1965— decision 
of  the  Borough  Superintendent,  under  Section  72-21 
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of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
on  a  plot  presently  occupied  with  two  buildings,  the 
change  in  occupancy  of  one  building  from  Nurses  resi¬ 
dence  to  a  Class  B  multiple  dwelling  that  will  be  non¬ 
complying  in  floor  area  ratio,  open  space  ratio  lot  area 
per  room,  encroaches  on  the  required  rear  yard  and  dis¬ 
tance  between  buildings  and  without  the  required  ac¬ 
cessory  parking. 

PREMISES  AFFECTED — 49  Howard  Avenue,  south¬ 
east  corner  of  Putnam  Avenue,  Block  1486,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 


3861-BZY — Vol.  Ill— B.B.— -275  Atlantic  Avenue,  N.B. 

1108-48. 


3862-BZY— Vol.  Ill— B.B.— 318-336  Jay  Street,  N.B. 
1015-49. 


3863-BZY— Vol.  Ill— B.B.— 181-185  Union  Street,  N.B. 
17111-59. 


4076-BZY— Vol.  Ill— B.M.— 1918  1st  Avenue,  N.B.  76-57. 


968-65-A 

APPLICANT— Morris  Kweller  for  Bushwick  Nursing 
Home,  owner. 

SUBJECT— Application  September  22,  1965— Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variance  of  Section  26  sub  5b,  Section  28,  sub  2, 
Sec.  26,  sub  6,  and  Section  102,  sub  6j  of  the  Multiple 
Dwelling  Law  re-  rear  yard,,  minimum  area  side  yards 
and  rear  fire  stairs,  etc. 

PREMISES  AFFECTED— 49  Howard  Avenue,  south¬ 
east  corner  of  Putnam  Avenue,  Block  1486,  Lot  6, 
Borough  of  Brooklyn. 

Hearing  closed. 


975-65-BZ 

APPLICANT — Simeon  Heller  and  George  J.  Meltzer 
for  Marmon  Enterprises,  Incorporated,  owner. 

SUBJECT— Application  September  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72.21 
of  the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R2  district,  on  a 
plot  presently  occupied  as  a  nursery  the  erection  of  a 
one  story  building  for  use  as  a  bank  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 46-08  Francis  Lewis  Boule¬ 
vard,  m^'thwest  corner  of  46th  Road,  Block  5541,  Lots 
5  and  1,  Block  5554,  Lots  12,  6,  1  and  55,  Block  5555, 
Lot  19,  Bayside,  Borough  of  Queens. 

Hearing  closed. 


1047-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Pen-Bru  Corporation,  owner. 

SUBJECT — Application  October  14,  1965. — decision  of 
the  Borough  Superintendent,  under  Section  72-01  (b) 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  Cit}'  Charter  to  permit  in  an  R8  district,  in  an 
existing  three  story  building,  the  enlargement  of  the 
first  floor  restaurant  use  to  include  cabaret. 

PREMISES  AFFECTED — 227  East  67th  Street,  north 
side,  150  feet  west  of  Second  Avenue,  1422,  Lot  18, 
Borough  of  Manhattan. 

Hearing  closed. 

MAX  H.  FOLEY,  Chairman 


JANUARY  11,  1966,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  January  11,  1966,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Section  11-324. 


4069-BZY— Vol.  Ill— B.Q.— 80-25  126th  Street,  N.B. 
4559-59. 


4071-BZY— Vol.  Ill— B.M.— 150-160  West  100th  Street, 
N.B.  36-57. 


4072-BZY— Vol.  Ill— B.Q.— 53-15  58th  Street,  Alt.  No. 

2080-61. 


1223-BZY— Vol.  Ill— B.B.— 2312-2318  65th  Street,  N.B. 
2278-61. 


119-BZY— Vol.  II— B.M.— 420-422  West  59th  Street,  Alt. 

No.  89-59. 


120-BZY— Vol.  II — 420-422  West  59th  Street,  Alt.  No. 
90-59. 


121-BZY— Vol.  II— B.M.— 420-422  West  59th  Street,  Alt. 

No.  91-59. 


122-BZY— Vol.  II— B.M.— 421-423  West  58th  Street,  Alt. 
No.  1343-59. 


59-BZY— Vol.  II— B.M.— 318-32  East  23rd  Street,  N.B. 
348-61. 


59-BZY— Vol.  II— B.M.— 382-90  Second  Avenue,  N.B. 
349-61. 


4157-BZY— Vol.  Ill— B.M.— 325-335  East  49th  Street, 
N.B.  266-61. 


4312-BZY— Vol.  Ill— B.M.— 518-24  East  80th  Street, 
Alt.  2326-61. 


3968-BZY— Vol.  II— B.Q.— 145-69  226th  Street,  N.B. 

7563-61. 


3969-BZY— Vol.  II— B.Q.— 145-55  226th  Street,  N.B. 

3066-61. 


925-BZY— Vol.  Ill— B.Bx.— 3900  Bailey  Avenue,  N.B. 
20-61. 


926-BZY— Vol.  Ill— B.Q.-^5-25  &  45-35  Kissena  Boule¬ 
vard,  N.B.  305-61. 


1159-BZY — Vol.  II — B.M. — '111  Amsterdam  Avenue, 

N.B.  175-61. 
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1158-BZY — Vol.  II— B.M.— 80  Columbus  Avenue,  N.B. 
132-60. 

879-BZY— Vol.  II— B.M.— 860-868-870  United  Nation* 
Plaza,  N.B.  80-60. 

41-BZY — Vol.  Ill — B.Bx. — 3410  DeReimer  Avenue,  N.B. 
917-61. 

3835-BZY— Vol.  Ill— B.Bx.— 6015-6025  Riverdale  Av¬ 
enue,  N.B.  2589-61. 

2345-BZY — Vol.  Ill — B.M. — 835-51  Avenue  of  Americas, 
Alt.  No.  1072-61. 

3316-BZY— Vol.  Ill— B.B.— 154-164  Parkside  Avenue, 
N.B.  3111-61. 

4019-BZY— Vol.  II— B.R.— 600  Hylan  Boulevard,  N.B. 
1312-61. 

4323-BZY— Vol.  Ill— B.B.— 2121  Bragg  Street,  N.B. 
1216-61. 

3855-BZY— Vol.  Ill— B.M.— 205-235  East  20th  Street, 
N.B.  53-1900. 

1300-BZY— Vol.  Ill— B.Bx.— 3469  Cannon  Place,  N.B. 
413-61. 

3858-BZY— Vol.  II— B.M.— 91-83  Lafayette  Street,  N.B. 
79-55. 

1907-BZY— Vol.  II— B.Q.— 191  Beach  105th  Street,  N.B. 
1207-61. 

3859-BZY— Vol.  Ill— B.M.— 516-520  First  Avenue,  N.B. 
25-27. 

1908-BZY— Vol.  II— B.Q.— 190  Beach  105th  Street,  N.B. 
1208-61. 

3860-BZY— Vol.  Ill— B.M.— 145-151  West  100th  Street, 
N.B.  69-57. 

1909-BZY— Vol.  II— B.Q.— 191  Beach  102nd  Lane,  N.B. 
1209-61. 

3864-BZY — Vol.  Ill — B.Bx. — Rikers  Island  Workhouse, 
N.B.  733-59. 

1910-BZY— Vol.  II— B.Q.— 190  Beach  102nd  Lane,  N.B. 
1210-61. 

4160-BZY — Vol.  Ill — B.Bx. — 853  River  Avenue,  Alt.  No. 
383-59. 

4431-BZY— Vol.  I  and  4431-BZY— Vol.  II— B.R.— 62 

Wolverine  St. — N.B.  593-61  accepted  under  Sect.  11-324 
of  the  Zoning  Resolution  in  accordance  with  previous 

3865-BZY — Vol.  Ill — B.Q. — 89-11  Merrick  Boulevard, 
N.B.  344-61. 

decisions  of  the  courts. 

1224-BZY— Vol.  Ill— B.B.— 300  Jay  Street,  N.B.  2823-61. 

4432-BZY— Vol.  I  and  4432-BZY— Vol.  II— B.R.— 66 
Wolverine  St. — N.B.  594-61  accepted  under  Sect.  11-324 
of  the  Zoning  Resolution  in  accordance  with  previous 
decisions  of  the  courts. 

4073-BZY — Vol.  Ill — B.M. — 455  1st  Avenue,  N.B.  163-60. 

MAX  H.  FOLEY,  Chairman 

4077-BZY— Vol.  Ill— B.M. —295 -301  Delancey  Street, 
N.B.  1948-59. 

JANUARY  11,  1966,  2  P.M. 

1557-BZY— Vol.  II— B.R.— 18  Seaside  Boulevard,  N.B. 
224-61. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  11,  1966,  at  2  o’clock  at  80 

1556-BZY— Vol.  II— B.R.— 32  Seaside  Boulevard,  N.B. 
2917-61. 

Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

829-64-SM 

APPLICANT — Theodore  T.  Toole  &  Sons  for  AA 

2876-BZY — Vol.  II — B.M. — 765-773  Amsterdam  Avenue. 
N.B.  259-61. 

Wire  Products  Co.,  owner  —  lock  or  tee. 

901-64-SM 

1301-BZY— Vol.  Ill— B.Q.— 39-09  214th  Place,  Alt.  No. 
2986-61. 

APPLICANT — R.  E.  Ashley  for  Bethlehem  Steel  Co., 
owner  —  high  strength  alloy  steel  bolt. 

2364-BZY — Vol.  II — B.Q. — 212-30  23rd  Avenue,  N.B. 
2-61. 

1111-64-SM 

APPLICANT — J.  K.  Hovind  for  National  Gypsum  Co., 
owner  —  gold  bond  fire-shield  gypsum  wallboard. 

1234-BZY— Vol.  Ill— B.M.— 60  West  13th  Street,  N.B. 
246-61. 

1113-64-SM 

2365-BZY— Vol.  II— B.Q.— 23-20  Bell  Boulevard,  N.B. 
3-61. 

APPLICANT — The  Cleveland  Cap  Screw  Company, 
owner  —  cap  screw  high  strength  bolts  with  suitable 
nuts  and  washers. 
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179-65-SM 

APPLICANT — Miralon  Plastic  Fabrics  for  Fields 
Plastics  and  Chemicals,  Inc.,  owner  —  flashing  ma¬ 
terial. 


342-65-SM 

APPLICANT — Star  Expansion  Company,  owner  — 
shield  for  anchoring  device. 


343-65-SM 

APPLICANT — Star  Expansion  Company,  owner  — 
compounded  anchor  for  anchoring  device. 


344-65-SM 

APPLICANT — Star  Expansion  Company,  owner  — 
— allow  expansion  shield  for  anchoring  device. 


374-65-SM 

APPLICANT — John  Boyle  &  Company,  Inc.,  owner. 
— flameproofed  canvas. 


454-65-SA 

APPLICANT — Energy  Control  Co.  Inc.,  for  Photo- 
mation,  Inc.,  owner  —  boiler  smoke  detector. 


683-65-SM 

APPLICANT — United  States  Plywood  Corp.,  owner 
—  exterior  veneer  and  siding. 


1158-65-SM 

APPLICANT — Trine  Manufacturing  Corp.,  owner  — 
door  interviewer  or  peephole. 


1200-65-SM 

APPLICANT — The  Dooroscope  Company,  owner  — 
doorviewer  or  peephole. 


586-63-SA 

APPLICANT — Hotpoint,  Division  of  General  Electric 
Company,  owner  —  clothes  washers. 


971-64-A 

APPLICANT — Chemical  Specialties  Manufacturers  As¬ 
sociation,  Incorporated,  owner. 

SUBJECT — Application  September  28,  1964  —  Review 
of  Decision  of  Fire  Commissioner  re-  Packaging  and 
transportation  of  Ethylene  Glycol  Base  Anti-Freeze 
in  New  York  City  (Caps  not  in  accordance  with 
Adm.  Code  Requirements). 


932-64-A 

APPLICANT — Robert  F.  Roseborne,  for  Barney  Zirlin, 
Jeanette  Teller,  Rose  Dopera,  owners;  Alloys  and 
Finishing  Corporation,  lessee. 

SUBJECT — Application  September  11,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 111  Third  Street,  north 
side,  40  feet  west  of  Bond  Street,  Block  441,  Borough 
of  Brooklyn. 


295-64-A 

APPLICANT — Harry  Soled  for  Louis  Le  Winter,  own¬ 
er. 

SUBJECT — Application  March  16,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  a  decision  of  the  Borough  Sup¬ 
erintendent,  re-  live  load  class,  egress,  etc. 

PREMISES  AFFECTED — 829  Broadway,  north  side, 
50  ft.  west  of  Park  Street,  13  Park  Street,  Block  3133, 
Lots  3,  and  46,  Borough  of  Brooklyn. 


987-64- A 

APPLICANT — Irwin  Emerman  for  Israel  Lefkowitz, 

owner. 

SUBJECT — Application  September  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 5602-5606  15th  Avenue, 
southwest  corner  of  56th  Street,  Block  5692,  Lot  33, 
Borough  of  Brooklyn. 


955-65-A 

APPLICANT — Seren  Lefkovitz,  Isaac  B.  Lefkovits  and 
Israel  Lefkovits  d/b/a  Palm  Tree  Nursing  Home, 
owner. 

SUBJECT — Application  September  16,  1965  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fireproof  double  swinging  doors. 

PREMISES  AFFECTED — 5606  15th  Avenue,  south¬ 
west  corner  of  56th  Street,  Block  5692,  Lot  33,  Bor¬ 
ough  of  Brooklyn. 


883-64-A 

APPLICANT — Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Hawaii  Kai  Restau¬ 
rant  Incorporated,  lessee. 

SUBJECT — Application  August  26,  1964  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 201-203  West  50th  Street, 
northside,  from  Broadway  to  7th  Avenue,  1634-1644 
Broadway,  762-774  7th  Avenue,  Block  1022,  Lot  26, 
Borough  of  Manhattan. 


1183-64-A 

APPLICANT — The  New  York  Association  For  The 
Blind,  owner. 

SUBJECT — Application  November  30,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 31-65  46th  Street,  east  side, 
90  feet  9  inches  south  of  Newtown  Road,  46-10  New¬ 
town  Road,  Block  724,  Lot  14,  Long  Island  City,  Bor¬ 
ough  of  Queens. 


1060-64-A 

APPLICANT — The  New  York  Association  for  the 
Blind,  owner. 

SUBJECT — Application  October  23,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er,  re-  sprinkler  system. 
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PREMISES  AFFECTED— 60-05  Woodhaven  Boule¬ 
vard,  northeast  corner  of  Wetherole  Street,  Block  3088, 
Lot  1,  Elmhurst,  Borough  of  Queens. 


1137-64-A 

APPLICANT — Larry  Meltzer  for  Louis  Solomon,  own¬ 
er. 

SUBJECT — Application  November  17,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 32-36  Lexington  Avenue, 
south  side,  300  feet  west  of  Classon  Avenue,  15-21 
Quincy  Street,  Block  1969,  Lot  33,  Borough  of  Brook¬ 
lyn. 


979-64-A 

APPLICANT — Joseph  Lau  for  Nabro  Terminail  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  29,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 989  Brook  Ave,  west  side, 
338  feet  2  inches  north  of  East  163rd  Street,  Block 
2391,  Lot  52,  Borough  of  The  Bronx. 


1108-64-A 

APPLICANT — Joseph  Lau  for  Peerless  Trading  Com¬ 
pany,  owner. 

SUBJECT — Application  November  6,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 306-308  West  117th  Street( 
south  side,  100  feet  west  of  Eighth  Avenue,  Block 
1943,  Lot  37,  Borough  of  Manhattan. 


1193-64-A 

APPLICANT — Andrew  Di  Camille  for  Conrad  Le 
Fante,  owner. 

SUBJECT — Application  December  2,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED — 186  Spencer  Street,  west 
side,  75  feet  south  of  Willoughby  Avenue,  Block  1762, 
Lot  41,  Borough  of  Brooklyn. 


1220-64-A 

APPLICANT — Michael  Rabinowicz  for  A.  V.  L.  Wood¬ 
working  Corporation,  owner. 

SUBJECT — Application  December  9,  1964 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 34-16  11th  Street,  west  side, 
20  feet  south  of  34th  Avenue,  Block  325,  Lot  35,  Long 
Island  City,  Borough  of  Queens. 


1235-64-A 

APPLICANT — Andrew  Di  Camillo  for  Hassoll’s  Incor¬ 
porated,  owner. 

SUBJECT — Application  December  10,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 


PREMISES  AFFECTED— 6715  Bay  Parkway,  south 
side,  95  feet  %  inch  west  of  West  8th  Street,  Block 

6576,  Lot  8,  Borough  of  Brooklyn. 


108-64-A — Vol.  II 

APPLICANT — Harry  Mandell  for  Paper-Town  U.S.A., 
Incorporated,  owner;  Kaymar  Paper  Company,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  October  19,  1965  as 
Volume  II  —  Appeal  from  an  order  and  a  decision 
of  the  Fire  Commissioner,  re  Sprinkler  System. 

PREMISES  AFFECTED— 543-551  East  150th  Street, 
north  side,  325  feet  east  of  Brook  Avenue,  Block  2276, 
Lot  95,  Borough  of  The  Bronx. 


704-64-A— Vol.  II 

APPLICANT — Larry  Meltzer  for  Fortunoff’s  House 
and  Garden,  Incorporated,  owner. 

SUBJECT — Application  reopened  October  19,  1965  — 
Appeal  from  an  order  and  a  decision  of  the  Fire  Com¬ 
missioner,  re  Sprinkler  System. 

PREMISES  AFFECTED— 586-600  Livonia  Avenue 
and  502-512  Sheffield  Avenue,  Block  3821,  Lots  25 
and  28,  Borough  of  Brooklyn. 


1180-64-A 

APPLICANT — Clearview  Nursing  Home,  owner. 

SUBJECT — Application  November  30,  1964  —  Appeal 
from  orders  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system  and  Fireproof  double  swinging 
doors. 

PREMISES  AFFECTED— 157-12  18th  Avenue,  south 
side,  72.27  feet  east  of  157th  Street,  157-15  19th  Ave¬ 
nue,  Block  4748,  Lot  5,  Whitestone,  Borough  of 
Queens. 


1291-64-A 

APPLICANT — Resort  Nursing  Home,  lessee  for  Mi¬ 
chael  Tennenbaum  and  Sidney  A.  Greenwald,  owners. 

SUBJECT — Application  December  22,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  fireproof  double  swinging  doors. 

PREMISES  AFFECTED— 425  Beach  67th  Street,  west 
side,  180  feet  north  of  Beach  Channel  Drive,  Block 
16041,  Lot  54,  Rockaway  Beach,  Borough  of  Queens. 


1296-64-A 

APPLICANT — Sidney  Goldhammer  for  Sub-Gar  Real¬ 
ty  Corporation,  owner;  Gotham  Wood  Products,  In¬ 
corporated,  lessee. 

SUBJECT — Application  December  24,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 698  Second  Avenue,  east 
side,  300.0%  feet  south  of  East  38th  Street,  Block  943, 
Lot  60,  Borough  of  Manhattan. 


1297-64-A 

APPLICANT — Max  Siegel  Associates,  for  Beach-Law- 
rence  Realty  Corporation,  owner. 
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SUBJECT — Application  December  23,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED  — 1791-1799  Westchester 
Avenue,  northwest  corner  of  Beach  Avenue,  Block 
3 786,  Part  of  Lot  1,  Borough  of  The  Bronx. 


1298-64- A 

APPLICANT — Max  Siegel  Associates  for  Beach-Law- 
rence  Realty  Corporation,  owner. 

SUBJECT — Application  December  23,  1964  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED— 1779-1789  Westchester  Ave¬ 
nue,  northeast  corner  St.  Lawrence  Avenue,  Block 
3786,  Part  of  Lot  1,  Borough  of  The  Bronx. 


1299-64-A 

APPLICANT — David  Balzam  for  Estate  of  Herman 
Spring,  owner. 

SUBJECT — Application  December  23,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system,  fire  alarm. 

PREMISES  AFFECTED— 740-748  Lydig  Avenue, 
2127-2133  Holland  Avenue,  southwest  corner,  Block 
4288,  Lot  35,  Borough  of  The  Bronx. 


1300-64-A 

APPLICANT — David  Balzom  for  735  East  180th  Street 
Corporation,  owner;  Melbert  Supermarket,  lessee. 

SUBJECT — Application  December  24,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 735  East  180th  Street,  north 
side,  31.07  feet  east  of  Clinton  Avenue,  Block  3006, 
Lots  10  and  11,  Borough  of  The  Bronx. 


1308-64-A 

APPLICANT — Charles  M.  Spindler  for  Hawaiian  Room 
Incorporated,  owner. 

SUBJECT — Application  December  24,  1964  —  Appeal 
from  orders  and  decisions  of  the  Fire  Commissioner, 
re-  sprinkler  system  and  use-  of  Bamboo  splits  in  decor. 

PREMISES  AFFECTED — 509-515  Lexington  Avenue 
and  134-140  East  48th  Street,  Block  1302,  Lot  51, 
Borough  of  Manhattan. 


1314-64-A 

APPLICANT — 903-1 1  Realty  Corporation,  owner;  Jack 
Jacoby  Company,  Incorporated,  lessee. 

SUBJECT — Application  December  30,  1964  —  Appeal 
from  a  decision  and  order  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 909  Broadway,  west  side, 
59.7%  feet  north  of  East  20th  Street,  Block  849,  part 
of  Lot  10,  Borough  of  Manhattan. 


1315-64-A 

APPLICANT — Brooklyn  Tire  Service  Corporation, 
owner. 


SUBJECT — Application  December  21,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 445-457  Sutter  Avenue,  231- 
265  Junius  Street,  northeast  corner,  Block  3747A,  Lot 
1,  Borough  of  Brooklyn. 


1318-64-A 

APPLICANT — Paul  Feldman  for  Joseph  Angelstro, 
owner;  R.  K.  International,  lessee. 

SUBJECT — Application  December  30,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 2372-2382  Linden  Boule¬ 
vard,  567-581  Berrimen  Street,  southeast  corner,  Block 
4500,  Lot  1,  Borough  of  Brooklyn. 


809-65-A 

APPLICANT— Arnold  W.  Lederer  for  M  and  Z  Trad¬ 
ing  Corporation,  owner. 

SUBJECT — Application  July  16,  1965  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 1837  East  17th  Street,  east 
side,  220  feet  south  of  Avenue  R,  Block  6821,  Lot  270, 
Borough  of  Brooklyn. 


1124-65- A 

APPLICANT — Ernest  Alicandri  and  Philip  P.  Agusta, 
for  Joseph  Gilbert,  owner. 

SUBJECT — Application  November  4,  1965;  review  deci¬ 
sion  of  Borough  Superintendent  on  Zoning  matter. 

PREMISES  AFFECTED— 61  Bartlett  Place,  north 
side,  257  feet  and  5  inches  west  of  Dare  Court,  Block 
8923,  Lot  882,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


JANUARY  18,  1966,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  18,  1966,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

943-65-BZ 

APPLICANT — Herbst  and  Rusciano  for  Saverio  An- 
tonucci  Maria  Antonucci,  owners. 

SUBJECT — Application  September  9,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  and  R5  district,  the  erection  and  maintenance  of 
an  automotive  service  station  with  accessory  uses  and 
accessory  signs. 

PREMISES  AFFECTED— 4104  White  Plains  Road, 
northeast  corner  of  East  229th  Street,  Block  4843, 
Lots  39  and  34,  Borough  of  The  Bronx. 

Laid  over  to  January  18,  1966,  for  hearing;  applicant 
to  send  out  new  20-day  notices;  new  owner  on  appli¬ 
cation;  new  drawings. 


931-65-BZ 

APPLICANT — William  A.  Rose  for  National  Board  of 
Young  Men’s  Christian  Association,  owner. 
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SUBJECT — Application  September  9,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  73-61  of 
the  Zoning  Resolution,  to  permit  in  a  C6-4  district  the 
erection  of  a  stair  tower  for  the  adjoining  building 
that  encroaches  on  the  required  rear  vard. 
PREMISES  AFFECTED — 56  Reade  Street,  north  side, 
98  feet,  10%  inches  west  of  Broadway,  Block  150,  Lot 
1,  Borough  of  Manhattan. 

Laid  over  to  January  18,  1966,  for  hearing;  appli¬ 
cants  to  send  20  days  notices. 


932-65-A 

APPLICANT — William  A.  Rose,  Rose,  Beaton,  Corabie, 
Dearden  and  Crowe,  for  National  Board  of  the  Young 
Men’s  Christian  Associates,  owner. 

SUBJECT — Application  September  9,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
wood  doors  and  windows. 

PREMISES  AFFECTED — 291  Broadway,  northwest 
corner  of  Reade  Street,  Block  150,  Lot  38,  Borough  of 
Manhattan. 


812-65-BZ 

APPLICANT — Hector  Ferreras  for  Jens  Petersen, 
owner. 

SUBJECT — Application  July  20,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Rl-1  district, 
the  erection  of  a  one  family  dwelling  on  a  corner  lot 
that  encroaches  on  the  required  front  yards. 

PREMISES  AFFECTED— 7  Edgar  Place,  northwest 
corner  of  Richmond  Road,  Block  835,  Lot  200,  Gras¬ 
mere,  Borough  of  Richmond. 


954-65-BZ 

APPLICANT — Michael  Alfano  for  Armando  Belfiore, 
owner. 

SUBECT — Application  September  16,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R3-2  dis¬ 
trict,  the  change  in  occupancy  of  an  existing  two 
family  dwelling  to  a  three  family  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 3250B  Lucerne  Street, 
south  side,  331.34  feet  east  of  Stadium  Avenue,  Block 
5414,  Lot  19,  Borough  of  The  Bronx. 


995-65-BZ 

APPLICANT — St.  Kevin’s  Roman  Catholic  Church, 
owner. 

SUBJECT — Application  September  29,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
and  73-641  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter,  to  permit  in  a 
R3-2  district,  the  enlargement  in  area  of  an  existing 
parochial  school  that  penetrates  the  sky  exposure 
plane  and  encroaches  on  the  minimum  distance  be¬ 
tween  buildings. 

PREMISES  AFFECTED — 45-40  195th  Street,  north¬ 
west  corner  of  46th  Avenue,  Block  5536,  Lots  1,  15 
and  41,  Flushing,  Borough  of  Queens. 


1035-65-BZ 

APPLICANT — Ingram  S.  Carncr  for  Carmine  Tulino, 
owner. 

SUBJECT — Application  October  13,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
the  change  in  occupancy  on  an  existing  accessory 
parking  lot  to  a  public  parking  lot. 

PREMISES  AFFECTED— 1549-1551  Dean  Street, 

north  side,  99  feet  6%  inches  west  of  Troy  Avenue, 
Block  1340,  Lots  49  and  50,  Borough  of  Brooklyn. 


1037-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassa- 
lotti  for  Kissena  Properties,  Incorporated,  owner. 

SUBJECT — Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  un¬ 
der  Sections  72-21  and  73-42  of  the  Zoning  Resolu¬ 
tion  to  permit  in  a  Cl-4  and  R4  district,  on  a  plot 
presently  occupied  with  a  one  story  bank  and  store 
building,  the  use  of  the  open  area  for  accessory 
parking  extending  into  the  R4  district. 

PREMISES  AFFECTED— 71-02  to  71-22  Kissena 
Boulevard,  150-66  71st  Avenue,  southwest  corner. 
Block  6698,  part  of  Lot  1,  Flushing,  Borough  of 
Queens. 


1108-65-BZ 

APPLICANT — Hurley,  Kearney  &  Lane  for  Sisters  of 
Saint  Joseph,  owner. 

SUBJECT  Application  October  29,  1965  —  decision 
of  the  Borough  Superintendent,  under  Sections  72- 
21  and  73-641  of  the  Zoning  Resolution  ,and  Section 
666  of  the  City  Charter,  to  permit  in  a  R5  district, 
on  a  plot  presently  occupied  with  a  parochial  school 
the  erection  of  an  accessory  television  tower  that 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 177-21  Wexford  Terrace, 
northwest  corner  of  Edgerton  Boulevard,  Block  9885^ 
Lot  8,  Jamaica,  Borough  of  Queens. 


1172-65-BZ 

APPLICANT — Percival  Goodman  for  Board  of  Edu¬ 
cation,  City  of  New  York,  owner. 

SUBJECT — Application  November  19,  1965  —  de¬ 

cision  of  the  Borough  Superintendent,  under  Sec- 
tions  73-19  and  73-64.  of  the  Zoning  Resolution,  to 
permit  in  a  Ml-1  district,  the  erection  of  a  three  story 
and  basement  public  school. 

PREMISES  AFFECTED — 126  Atkins  Avenue,  north 
side,  Block  bounded  by  Berriman  Street,  Glenmore 
and  Liberty  Avenues,  Block  3990,  Lots  1,  6  14  15 
33,  36,  1  and  40,  Borough  of  Brooklyn.  ’ 


477-60-BZ 

APPLICANT— Fred  R.  Manfredi  for  Cliffsedge 
Realty  Incorporated,  owner. 

SUBJECT — Application  reopened  December  7,  1965 
for  consideration  as  to  extension  of  term  of  variance 
expired  November  29,  1965  —  decision  of  the  Bor¬ 
ough  Superintendent,  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  to  per- 
mit  in  a  residence  use  district,  the  maintenance  of  a 
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non  transient  parking  lot  for  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1559  Undercliff  Avenue 
and  1536-1540  Sedgewick  Avenue,  east  side,  1068.43 
feet  south  of  West  176th  Street,  Block  2880,  Lots 
29,  43  and  45,  Borough  of  The  Bronx. 


394-60-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Jack  Rotner, 
owner;  Valentine  Parking  Corporation,  lessee. 

SUBJECT — Application  reopened  December  7,  1965 
for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  expired  October  18,  1965  —  decision  of  the 
Borough  Superintendent,  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution, 
to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 2903-2907  Valentine  Av¬ 
enue,  west  side,  81.15  feet  south  of  East  199th  Street, 
Block  3305,  Lots  45  and  47,  Borough  of  The  Bronx. 


683-60-BZ 

APPLICANT — Harry  Appleman,  owner. 

SUBJECT — Application  reopened  December  7,  1965  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  December  13,  1965  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 2013-2017  Prospect  Av¬ 
enue,  west  side,  20  feet  south  of  East  179th  Street, 
Block  3093,  Lots  24,  25  and  26,  Borough  of  The 
Bronx. 


471-G0-BZ 

APPLICANT — Harry  Kobrin  for  Sidjack  Realty 
Corporation,  owner. 

SUBJECT — Application  reopened  December  7,  1965  - — 
for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  expired  December  6,  1965  —  decision  of  the 
Borough  Superintendent,  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 1668  Bryant  Avenue,  east 
side,  24.75  feet  north  of  East  173rd  Street,  Block 
3002,  Lot  2,  Borough  of  The  Bronx. 


689-65-BZ 

APPLICANT — Lucio  F.  Russo,  owner. 

SUBJECT — Application  June  15,  1965  —  decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Rl-1  district,  the 
maintenance  of  an  accessory  2  car  garage  to  a  one 
family  dwelling  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 82  Romer  Road,  east  side, 
299.5  feet  north  of  Four  Corners  Road,  Block  870,  Lot 
104,  Dongan  Hills,  Borough  of  Richmond. 

MAX  H.  FOLEY,  Chairman 


JANUARY  18,  1966,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  January  18,  1966,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the  following 
applications  for  exteions  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Section  11-324. 

4060-BZY — Vol.  II— B.Q.— 150  Beach  81st  Street,  N.B. 

1968-61. 


4061-BZY— Vol.  II— B.Q.— 151  Beach  77th  Street,  N.B. 

1969-61. 


4062-BZY— Vol.  II— B.Q.— 150  Beach  77th  Street,  N.B. 

1970-61. 


4063-BZY— Vol.  II— B.Q.— 151  Beach  74th  Street,  N.B. 

1971-61. 


4123-BZY — Vol.  II — B.Q. — 32-50  Vernon  Boulevard, 

N.B.  5266-61. 


4156-BZY— Vol.  II— B.B.— 3080-3090  Voorhies  Avenue, 

N.B.  2098-61. 


4158-BZY — Vol.  II — B.B. — 3845-3855  Shore  Parkway, 

N.B.  2097-61. 


2548-BZY— Vol.  II— B.B.— 3001  West  36th  Street,  N.B. 

6920-61,  Alt.  No.  4114-61. 


2349-A — BZY — Vol.  II — B.B. — 3514  Surf  Avenue,  Alt. 

No.  4114-61. 


3347-BZY— Vol.  Ill— B.M.— 266-298  West  53rd  Street, 

N.B.  365-61. 


2830-BZY — Vol.  Ill — B.M. — 620-54  West  168th  Street, 
N.B.  1486-58. 


1156-BZY — Vol.  II — B.M. — 100  Columbus  Avenue,  N.B. 
113-58. 


1-57-BZ’i — Vol.  II — B.M.  103-119  West  62nd  Street, 
N.B.  176-61. 


1160-BZY — '/  ol.  II — B.M. — 61-95  Amsterdam  Avenue 
N.B.  114-58. 


4125-BZY — Vol.  Ill — B.B. — 2090-94  Atlantic  Avenue 
N.B.  1213-61. 


1500-BZY— Vol.  II— B.Q— 32-71  71st  Street,  N.  B.  8363- 
61. 


309-BZY — Vol.  Ill — B.Bx. — 4365  Third  Avenue,  Alt. 
No.  535-61. 


2184-BZY — Vol.  Ill — B.Q. — 158-11  Jewel  Avenue,  N.B. 
3560-60. 
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2185-BZY — Vol.  II— B.Q.— 65-24  162nd  Street,  N.B. 
8592-61. 


2186-BZY— Vol.  II— B.Q.— 65-25  160th  Street,  N.B. 
8593-61. 


1381-BZY — Vol.  Ill — B.Bx. — 130  Van  Cortlandt  Avenue 
West,  N.B.  3018-61. 


1738-BZY — Vol.  II — B.M. — 2850  Eighth  Avenue,  N.B. 
69-61. 


997-BZY— Vol.  II— B.M.— 415,  417,  421  East  93rd  Street, 
N.B.  80-61. 


998-BZY — Vol.  II — B.M. — 1834  Eighth  Avenue,  N.B.  81- 


999-BZY — Vol.  II — B.M. — 403,  407  East  93rd  Street,  N.B. 
82-61. 


3002-BZY — Vol.  II — B.M. — 2654-60  Eighth  Avenue,  N.B. 
230-59. 


3003-BZY — Vol.  II — B.M. — 2674-80  Eighth  Avenue,  N.B. 
231-59. 


3004-BZY — Vol.  II — B.M. — 2692-2700  Eighth  Avenue, 
N.B.  232-59. 


2798-BZY — Vol.  Ill — B.B. — 415  Stratford  Road,  N.B. 
6752-61. 


3609-BZY— Vol. 

7580-61. 

Ill— B.Q.— 157-17 

129  th 

Avenue, 

N.B. 

3920-BZY— Vol. 
7861-61. 

II— B.Q.— 148-11 

231st 

Street, 

N.B. 

3921-BZY— Vol. 

7862-61. 

II— B.Q.— 148-15 

231st 

Street, 

N.B. 

3922-BZY— Vol. 
7863-61. 

II— B.Q.— 148-17 

231st 

Street, 

N.B. 

3923-BZY— Vol. 
7864-61. 

II— B.Q.— 148-21 

231st 

Street, 

N.B. 

3924-BZY— Vol. 

7865-61. 

II— B.Q.— 148-23 

231st 

Street, 

N.B. 

3925-BZY— Vol. 
7866-61. 

II— B.Q.— 148-27 

231st 

Street, 

N.B. 

3926-BZY— Vol. 
7867-61. 

II— B.Q.— 148-29 

231st 

Street, 

N.B. 

3927-BZY— Vol. 

II— B.Q.— 148-23 

231st 

Street, 

N.B. 

7868-61. 


3912-BZY— Vol. 

7876-61. 

II— B.Q.— 148-34 

231st 

Street, 

N.B. 

3928-BZY— Vol. 

7869-61. 

II— B.Q.— 148-35 

231st 

Street, 

N.B. 

3929-BZY— Vol. 

7870-61. 

II— B.Q.— 148-39 

231st 

Street, 

N.B. 

3913-BZY— Vol. 

7875-61. 

II— B.Q.— 148-36 

231st 

Street, 

N.B. 

3914-BZY— Vol. 

7874-61. 

II— B.Q.— 148-20 

231st 

Street, 

N.B. 

3915-BZY— Vol. 

7873-61. 

II— B.Q.— 148-42 

231st 

Street, 

N.B. 

3916-BZY— Vol  . 

7877-61. 

II— B.Q.— 148-46 

231st 

Street, 

N.B. 

3917-BZY— Vol. 

7878-61. 

II— B.Q.— 148-48 

231st 

Street, 

N.B. 

3918-BZY— Vol. 
7879-61. 

II— B.Q.— 148-52 

231st 

Street, 

N.B. 

3919-BZY— Vol. 

7880-61. 

II— B.Q.— 148-54 

231st 

Street, 

N.B. 

3931-BZY— Vol. 

7871-61. 

II— B.Q.— 148-41 

231st 

Street, 

N.B. 

1247-BZY— VoL 

N.B.  3934-61. 

III— B.B.— 77-95 

Livingston  Street, 

MAX  H.  FOLEY,  Chairman 


JANUARY  18,  1966,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  18,  1966,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

813-64-A 

APPLICANT — Samuel  Cohen  for  Northern  Fee  In¬ 
corporated,  owner;  Birdland  Restaurant  Incorporated, 
lessee. 

SUBJECT — Application  July  29,  1964 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1672-1678  Broadway,  205 
West  52nd  Street,  northeast  corner,  Block  1024,  Lot 
31%,  Borough  of  Manhattan. 


756-65-A 

APPLICANT — Burke  and  Groh  for  Pineville  Develop¬ 
ment,  owner. 

SUBJECT — Application  July  7,  1965  —  Filed  pur¬ 
suant  to  Section  35  of  the  General  City  Law  re-  con¬ 
struction  in  bed  of  mapped  street. 
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PREMISES  AFFECTED — 124-25  Lucas  Street,  north 
side,  237.94  feet  east  of  Williamson  Avenue,  Block 
12727,  Lot  7,  Springfield  Gardens,  Borough  of  Queens. 


4-65-A 

APPLICANT — 1181  Broadway  Corporation,  owner. 

SUBJECT — Application  January  5,  1965  —  Appeal  from 
a  decision  and  order  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISE^  AFFECTED — 1181  Broadway,  southwest 
corner  of  West  28th  Street,  Block  829,  Lot  57,  Bor¬ 
ough  of  Manhattan. 


7-65-A 

APPLICANT — Edward  J.  Hurley  for  Jep  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  30,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 500  West  207th  Street,  3868 
Tenth  Avenue,  northwest  corner,  Block  2219,  Lot  21, 
Borough  of  Manhattan. 


10-65-A 

APPLICANT — Abraham  Grossman  for  Hamabe  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  December  29,  1964  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 52-11  to  52-15  Grand  Ave¬ 
nue,  northside,  145  feet  north  of  Page  Place,  Blocks 
2593,  2594,  2604,  2606,  Lots  1  and  34,  Maspeth,  Bor¬ 
ough  of  Queens. 


12-65-A 

APPLICANT — Anthony  J.  Perrotto  for  V.P.C.  Realty 
Corporation,  owner;  V.P.C.  Foods,  Incorporated,  les¬ 
see. 

SUBJECT — Application  January  6,  1965  —  Appeal  from 
a  decision  and  order  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 786-788  East  180th  Street, 
south  side,  22.16  feet  west  of  Mapes  Avenue,  Block 
3109,  Lot  32,  Borough  of  The  Bronx. 


27-65-A 

APPLICANT — Gabriel  Nathan  for  H.  Verby  Holding 
Company,  Incorporated,  owner;  C.  Sales  Company, 
lessee. 

SUBJECT — Application  January  12,  1965  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 182-11  to  182-17  Jamaica 
Avenue,  91-30  to  91-42  182nd  Place,  northwest  corner, 
Block  9900,  Lot  1,  Jamaica,  Borough  of  Queens. 


28-65-A 

APPLICANT — Joseph  Bitter  for  Waldo  Realty  Cor¬ 
poration,  owner. 


SUBJECT — Application  January  12,  1965  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 136  to  150  Dyckman  Street, 
west  side,  100  feet  south  of  Sherman  Avenue,  Block 
2174,  Lots  42  and  46,  Borough  of  Manhattan.- 


37-65-A 

APPLICANT — Frederick  C.  Genz  for  House  of  The 
Holy  Comforter,  owner. 

SUBJECT — Application  January  14,  1965  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system  and  installation  of  double  fire¬ 
proof  swinging  doors. 

PREMISES  AFFECTED — 2751  Grand  Concourse  and 
123  East  196th  Street,  northwest  corner,  Block  3315, 
Lot  1,  Borough  of  The  Bronx. 


41-65-A 

APPLICANT — Jerome  W.  Perlstein  for  Oscar  and  Anne 
Goldstein,  owners. 

SUBJECT — Application  January  14,  1965  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 102-05  Northern  Boulevard, 
north  side,  40  feet  east  of  102nd  Street,  Block  1697, 
Lot  41,  East  Elmhurst,  Borough  of  Queens. 


52-65-A 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Manu¬ 
facturers  Realty  Corporation,  owner;  United  Metal 
Good  Manufacturing  Company,  Incorporated,  lessee. 

SUBJECT — Application  January  14,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re¬ 
paint  storage  room,  window  on  lot  line  and  masonry 
partitions. 

PREMISES  AFFECTED— 379-385  DeKalb  Avenue, 
northwest  corner  of  Steuben  Street,  Block  1921,  Lot 
64,  Borough  of  Brooklyn. 


54-65-A 

APPLICANT — Max  Siegel  Associates  for  Colonial  Real 
Estate  Association,  owner. 

SUBJECT — Application  January  19,  1965  —  Appeal 
from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1710-1716  Cropsey  Avenue, 
northeast  corner  Robers  Avenue,  Block  4170,  Lot  5, 
Borough  of  The  Bronx. 


57-65-A 

APPLICANT — Irwin  Emerman  for  Leona  Heetiner, 
owner;  Sam  Gindi,  lessee. 

SUBJECT — Application  January  19,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re¬ 
exits,  stairs  to  cellar,  stairway  to  street. 

PREMISES  AFFECTED — 2912  3rd  Avenue,  east  side, 
126.30  feet  south  of  East  152nd  Street,  Block  2362, 
Lot  12,  Borough  of  The  Bronx. 
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59-65-A 

APPLICANT — Harry  G.  Savran  for  Yeshiva  Ch’san 
Sofer,  owner. 

SUBJECT — Application  January  19,  1965 — Appeal  from 
a  order  and  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 300  East  4th  Street,  south¬ 
west  corner  of  Avenue  C,  Block  386,  Lot  36,  Borough 
of  Manhattan. 


130-65-A 

APPLICANT — A  Baker  for  Vestal  Laboratories  Divi¬ 
sion  of  W.R.  Grace  and  Company,  owner. 

SUBJECT — Application  February  4,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  Packag¬ 
ing  of  combustible  mixture  known  as  VES-PHENE 
in  1  gallon  polypropylene  container  not  in  accordance 
with  Administrative  Code  requirements. 


150-65-A 

APPLICANT — A  Baker  for  Vestal  Laboratories  Divi¬ 
sion  W.  R.  Grace  &  Company,  owner. 

SUBJECT — Application  February  10,  1965  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  Packag¬ 
ing  of  combustible  mixture  known  as  Staphene  in  1 
gallon  polypropylene  container  not  in  accordance  with 
Administrative  Code  requirements. 


9 7 2-65 -A 

APPLICANT — Halperin,  Shivitz,  Scholer  and  Steingut 
for  Anna  London  and  Leon  London,  owners. 

SUBJECT — Application  September  23,  1965  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variance  of  Sections  34  and  216  of  the  Multiple 
Dwelling  Law  re-  cellar  apartment. 

PREMISES  AFFECTED— 1378-1380  First  Avenue,  east 
side,  46  feet,  6  inches  south  of  East  74th  Street,  Block 
1468,  Lot  47,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


JANUARY  25,  1966,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  25,  1966,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on 
the  following  matters: 

162-63-BZ — Vol.  II 

APPLICANT — Corwin,  Atkin  &  Associates,  for  Michael 
Shore,  owner. 

SUBJECT — Application  reopened  November  30,  1965 
as  Volume  II — decision  of  the  Borough  Superintend¬ 
ent,  under  Section  72-21  &  73-42  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  combining  of 
a  commercial  parking  area  with  a  residential  parking 
area  for  use  as  a  joint  parking  facility  extending  into 
the  residence  district. 

PREMISES  AFFECTED — 3801  Boston  Road,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4895,  Lot  6, 
Borough  of  The  Bronx. 


1209-65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Mich¬ 
ael  Shore,  owner. 

SUBJECT — Application  October  29,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  combing  on  a  residential  parking  area  with  the 
adjoining  commercial  parking  area  for  use  as  a  joint 
parking  facility. 

PREMISES  AFFECTED— 3512-3516  Baychester  Ave¬ 
nue,  east  side,  100.15  feet  north  of  Boston  Road,  Block 
4895,  Lot  16,  Borough  of  The  Bronx. 


952-65-BZ 

APPLICANT — Joseph  A.  Trapani  for  Sonia  and  George 
Cullinen,  owners. 

SUBJECT — Application  August  24,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  and  Section  666  (7)  of  New 
York  City  Charter,  to  permit  in  a  R2  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  a  Day  Nursery 
school  that  encroaches  on  the  required  front  and  side 
yards  and  the  installation  of  an  accessory  swimming 
pool. 

PREMISES  AFFECTED— 35-45  223rd  Street,  east 
side,  152.83  feet  north  of  37th  Avenue,  Block  6192, 
Lot  68,  Bayside,  Borough  of  Queens. 


953-65-A 

APPLICANT — Joseph  A.  Trapani  for  George  and 
Sonia  Cullinen,  owners. 

SUBJECT — Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Change  in  use  of  1st  floor  and  attic  occupancy. 

PREMISES  AFFECTED— 35-45  223rd  Street,  east  side, 
152.83  feet  north  of  37th  Avenue,  Block  6192,  Lot  68, 
Bayside,  Borough  of  Queens. 


1000-65-BZ 

APPLICANT — Corwin,  Atkin  and  Associates  for  Gon- 
zalo  Contreras,  owner. 

SUBJECT — Application  October  1,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R3-2  district,  the 
maintenance  of  an  enlargement  to  a  two  family  dwell¬ 
ing  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per 
room  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 2110,  Homer  Avenue,  south 
side,  150.7  feet  east  of  Olmstead  Avenue,  Block  3610, 
Lot  39,  Borough  of  The  Bronx. 


1001-65-A 

APPLICANT — Corwin,  Atkin  and  Associates  for  Gon- 
zalo,  Contreras,  owner. 

SUBJECT — Application  October  1,  1965  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  4 
building — lot  lines,  frame  extension  etc. 

PREMISES  AFFECTED — 2110  Homer  Avenue,  south 
side,  150.17  feet  east  of  Olmstead  Avenue,  Block  3610, 
Lot  39,  Borough  of  The  Bronx. 
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1016-65-BZ 

APPLICANT— Henry  Nordheim  for.  Marcy  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  October  6,  1965  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  R8  district,  the 
construction  and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED— 33  Marcy  Place,  north  side, 
105.43  feet  west  of  Walton  Avenue,  Block  2841,  Lot 
30,  Borough  of  The  Bronx. 


1036-65-BZ 

APPLICANT — Ingram  S.  Carner  for  Cooper-78  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  October  13,  1965  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
factory. 

PREMISES  AFFECTED— 69-59  75th  Street,  east  side, 
100  feet  south  of  69th  Road,  Block  3794,  Lots  28,  Mid¬ 
dle  Village,  Borough  of  Queens. 


1038-65-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalot- 
ti,  for  Estate  of  William  Casey,  George  D.  Casey  Ex¬ 
ecutor  for  George  D,  Augustine  and  Edith  Casey, 
and  Gertrude  Girard,  owners;  Mobil  Oil  Company, 
lessee. 

SUBJECT — Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution 
to  permit  in  a  C2-1  and  R3-2  district,  on  the  C2-1  por¬ 
tion  o  fthe  site,  the  reconstruction  and  maintenance 
of  an  automotive  service  station  with  accessory  uses 
and  with  business  signs. 

PREMISES  AFFECTED— 180  Victory  Boulevard, 
southwest  corner  of  Fiedler  Avenue,  Block  575,  Lot  32, 
Tompkinsville,  Borough  of  Richmond. 


1039-65-A 

APPLICANT — Lama,  Proskauer,  Prober  &  Vassalotti 
for  Estate  of  William  Casey,  George  D.  Casey  Ex¬ 
ecutor  for  George  D.  Augustine,  Edith  Casey  and 
Gertrude  Girard,  owners;  Mobil  Oil  Company,  lessee. 

SUBJECT — Application  October  13,  1965  —  Filed  pur¬ 
suant  to  Art.  3  Section  36  of  the  General  City  Law, 
re-  building  on  an  unmapped  street. 

PREMISES  AFFECTED — 180  Victory  Boulevard, 
southwest  corner  of  Fiedler  Avenue,  Block  575,  Lot 
32,  Tompkinsville,  Borough  of  Richmond. 


1041-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Shell  Holding 
Corporation,  owner. 

SUBJECT — Application  October  13,  1965  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  under 
Section  73-50  of  the  Zoning  Resolution  to  permit  in  a 
Ml-1  district,  the  erection  of  a  one  story  warehouse 
that  encroache  son  the  required  rear  yard  along  the 
district  boundary. 


PREMISES  AFFECTED— 24-34  Cobek  Court,  south 
side,  140  feet  west  of  West  3rd  Street,  Block  7212,  Lot 
59,  Borough  of  Brooklyn. 


1123-65-BZ 

APPLICANT — Philip  P.  Agusta  for  David  Weiner, 
owner. 

SUBJECT — Application  November  4,  1965;  decision  of 
the  Borough  Superintendent  under  Sections  73-11 
(g)  and  73-27  of  the  Zoning  Resolution  to  permit  in  a 
Cl-3  district  in  an  existing  three  story  building,  the 
change  in  occupancy  of  the  first  floor  store  to  a  funeral 
establishment  to  be  used  in  conjunction  with  the  ad¬ 
joining  lot. 

PREMISES  AFFECTED — 129  Nassau  Avenue,  north 
side,  50  feet  west  of  McGuinness  Blvd.,  Block  2649, 
Lot  31,  Borough  of  Brooklyn. 


1143-65-BZ 

APPLICANT — Frank  J.  Ross,  for  Anthony  Amendola, 
owner. 

SUBJECT — Application  November  8,  1965  —  decision 
of  the  Borough  Superintendent  under  Section  11-412 
of  the  Zoning  Resolution  to  permit  in  a  C2-2  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
catering  cabaret  and  restaurant  establishment  previ¬ 
ously  granted  by  the  Board  for  use  as  accessory  office 
and  storage  and  three  stores. 

PREMISES  AFFECTED — 3250  Westchester  Avenue, 
south  side,  119  feet  east  of  Wilkinson  Avenue,  Block 
4239,  Lots  5,  15,  17  and  28,  Borough  of  The  Bronx. 


JANUARY  25,  1966,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  January  25,  1966,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Section  11-324. 

312-BZY — Vol.  Ill — B.Q. — 110-17  Queens  Boulevard, 

N.B.  8877-61. 


316-BZY— Vol.  Ill— B.M.— 208-14  Central  Park  So., 

N.B.  332-61. 


313-BZY— Vol.  Ill— B.M.— 341-343  East  75th  Street, 
N.B.  237-61. 


2579-BZY— Vol.  Ill— B.Bx.— 33  East  233rd  Street,  N.B. 
2411-61. 


1547-BZY— Vol.  II— B.B.— 1166  East  54th  Street,  N.B. 
3916-61. 


1548-BZY— Vol.  II— B.B.— 1199  East  53rd  Street,  N.B. 

3915-61. 


1549-BZY— Vol.  II— B.B.— 1200  East  53rd  Street.  N.B. 
3914-61. 


1550-BZY— Vol.  II— B.B.— 1275  East  51st  Street,  N.B. 

3913-61. 
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1551-BZY — Vol.  II— B.B.— 1270  East  51st  Street,  N.B. 
3912-61. 


1552-BZY — Vol.  II — B.B. — 1805  Utica  Avenue,  N.B. 
6043-61. 


1553-BZY— Vol.  II— B.B.— 1728-1782  Utica  Avenue,  N.B. 
3917-61. 


946-BZY— Vol.  II— B.B.— 2102-2128  Ralph  Avenue,  N.B. 
4077-61. 


948-BZY— Vol.  II— B.B.— 2164-2190  Ralph  Avenue,  N.B. 
4079-61. 


32-BZY— Vol.  Ill— B.M.— 1533-47  York  Avenue,  N.B. 
10-61. 


31-BZY— Vol.  Ill— B.M.— 1511-1517  York  Avenue,  N.B. 
11-61. 


60-BZY— Vol.  Ill— B.R.— 640  Willowbrook  Road,  N.B. 
1408-61. 


1590-BZY— Vol.  Ill— B.R.— 2375  Richmond  Road,  N.B. 
1716-61. 


3771-BZY— Vol. 

2423-61. 

Ill— B.R.— 132 

Flagg 

Place, 

N.B. 

3773-BZY— Vol. 
2427-61. 

III— B.R.— 140 

Flagg 

Place, 

N.B. 

3775-BZY— Vol. 
2431-61. 

III— B.R.— 148 

Flagg 

Place, 

N.B. 

3777-BZY— Vol. 

2435-61. 

III— B.R.— 156 

Flagg 

Place, 

N.B. 

3994-BZY— Vol. 

2470-61. 

III— B.R.— 2107 

Richmond  Road, 

N.B. 

795-BZY— Vol. 

2220-61. 

III— B.R.— 2160 

Hylan 

Blvd., 

N.B. 

3692-BZY— Vol. 

2251-61. 

III— B.R.— 4150 

Hylan 

Blvd., 

N.B. 

67-BZY— Vol.  Ill—  B.R.— 20  Cliff  Street,  N.B.  2294-61. 


68-BZY— Vol.  Ill— B.R.— 20  Cliff  Street,  N.B.  2253-61. 


4277-BZY — Vol.  Ill— B.R. — 67  Olympia  Boulevard,  Alt. 
19-61. 


3694-BZY — Vol.  II — B.R. — 3090  Hylan  Boulevard,  N.B. 
2123-61. 


3695-BZY — Vol.  II — B.R. — 3100  Hylan  Boulevard,  N.B. 
2124-61. 


3970-BZY — Vol.  Ill — B.Bx. — Bronx  Municipal  Hospital 
Center,  N.B.  1649-59. 


3972-BZY — Vol.  Ill — B.Q. — 125-01  Queens  Boulevard, 
N.B.  441-54. 


3973-BZY— Vol.  Ill— B.Q.— 53-15  58th  Street,  Alt.  2230- 
59. 


3974-BZY— Vol.  Ill— B.Q.— 402  Beach  169th  Street, 
N.B.  2588-59. 


1845-BZY— Vol.  II— B.M.— 1505  Park  Avenue,  N.B. 
240-60. 


1846-BZY — Vol.  II — B.M. — 1760  Lexington  Avenue,  N.B. 
241-60. 


1847-BZY — Vol.  II — B.M. — 1740  Lexington  Avenue, 
N.B.  242-60. 


1848-BZY - Vol.  II— B.M.— 1485  Park  Avenue,  N.B. 

243-60. 


1849-BZY— Vol.  II— B.M.— 120  East  110th  Street,  N.B. 
246-60. 


1850-BZY— Vol.  II— B.M.— 1405  Park  Avenue,  N.B. 

244-60. 


1851-BZY— Vol.  II— B.M.— 1405  Park  Avenue,  N.B. 

245-60. 


3016-BZY— Vol.  Ill— B.M.— 201  West  102nd  Street,  N.B. 
227-61. 


2990-BZY— Vol.  II— B.B.— 3040  West  24th  Street,  N.B. 
2589-61. 


2991-BZY— Vol.  II— B.B.— 2410  Surf  Avenue,  N.B. 
2587-61. 


2992-BZY— Vol.  II— B.B.— 3021  West  25th  Street,  N.B. 
2588-61. 


2458-BZY— Vol.  Ill— B.Bx.— 724  East  140th  Street,  N.B. 
154-55. 


1867-BZY— Vol.  Ill— B.M.— 201-207  East  25th  Street, 
N.B.  181-61. 


1212-BZY — Vol.  II — B.Bx. — 775  Morris  Avenue,  N.B. 

1644-61. 


1213-BZY — Vol.  II — B.Bx. — 779  Morris  Avenue,  N.B. 

1645-61. 


1214-BZY — Vol.  II — B.Bx. — 800  Sheridan  Avenue,  N.B. 

1646-61. 
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1215-BZY — Vol.  II — B.Bx. — 790  Sheridan  Avenue,  N.B. 

1647-61. 


1216-BZY — Vol.  II — B.Bx. — 780  Sheridan  Avenue,  N.B. 

1648-61. 


1217-BZY— Vol.  II— B.Bx.— 773  Morris  Avenue,  N.B. 

1649-61. 


1218-BZY — Vol.  II — B.Bx. — 777  Morris  Avenue,  N.B. 

1651-61. 

MAX  H.  FOLEY,  Chairman 


JANUARY  25,  1966,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  25,  1966,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.Y.,  on  the 
following  matters: 

854-64-A 

APPLICANT — Jackson  Crackerbarrel,  Inc.,  for  Karen 
Holding  Company,  owner.  Jackson  Crackerbarrel,  Inc. 

lessee. 

SUBJECT — Application  August  13,  1964 — Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner — re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 19-21  Utopia  Parkway,  east 
side,  200  feet  south  of  20th  Avenue,  Block  5784,  Lot 
100,  Whitestone,  Borough  of  Queens. 


1234-64-A 

APPLICANT — Samuel  Garnett  for  Master  Properties 
Incorporated,  owner. 

PREMISES  AFFECTED— 113-117  Cedar  Street,  north 
side,  32  feet  2%  inches  west  of  Trinity  Place,  112  Lib¬ 
erty  Street,  Block  52,  Lot  16,  Borough  of  Manhattan. 


1245-64-A 

APPLICANT — Neptune  Meter  Company,  Superior  Me¬ 
ter  Division,  Agent  for  Bush  Terminal  Associates, 
owner. 

SUBJECT — Application  December  3,  1964  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  installa¬ 
tion  of  electrostatic  spraying  equipment. 

PREMISES  AFFECTED— 167  41st  Street  Building 
#20,  northwest  corner  of  Second  Avenue,  Block  711, 
Lot  20,  Borough  of  Broolkyn. 


19-65-A 

APPLICANT — Zenith  Fabricators,  Incorporated  for 
How-Ed  Corporation,  owner. 

SUBJECT — Application  January  8,  1965  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 125-131  15th  Street,  north 
side,  164.21  feet  west  of  4th  Avenue,  Block  1040,  Lots 
55,  29  and  58,  Borough  of  Brooklyn. 


66-65-A 

APPLICANT — Leonard  F.  Rothkrug  for  Greenpoint 


Terminal  Warehouse  Company  Incorporated,  owner; 
Richland  Operating  Company,  lessee. 

SUBJECT — Application  January  12,  1964  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commission¬ 
er  re-  sprinkler  system. 

PREMISES  AFFECTED— 30-38  Prince  Street,  west 
side,  88  feet  north  of  Tillary  Street,  263-269  Gold 
Street,  Block  122,  Lot  10,  Borough  of  Brooklyn. 


70-65-A 

APPLICANT — Donald  Bauer  for  The  Testor  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  21,  1965  —  Packaging 
and  shipping  of  flammable  mixture  known  as  TEST- 
OR’S  39X  Glo  Fuel  in  Vi  pt.,  1  pt.  and  1  quart  and  1 
gal.  polyethylene  containers  (containers  not  in  accord¬ 
ance  with  Administrative  Code  requirements),  for  Air¬ 
plane  Motors. 


79-65-A 

APPLICANT — Daub  and  Daub  for  Ben’s  Lumber  Yard 
Incorporated,  owner. 

SL^BJECT — Application  January  20,  1965 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 132-136  West  124th  Street, 
south  side,  300  feet  west  of  Lenox  Avenue,  Block  1908, 
Lot  46,  Borough  of  Manhattan. 


81-65-A 

APPLICANT — Max  Siegel  Associates  for  Arbruck 
Holding  Corporation,  owner. 

SUBJECT — Application  January  22,  1965 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED— 1925-1985  Turnbull  Avenue, 
northwest  corner  of  White  Plains  Road,  Block  3673, 
Lots  1  and  10,  Borough  of  The  Bronx. 


97-65-A 

APPLICANT — Irwin  Emerman  for  H.V.P.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  26,  1965 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 79-89  7th  Avenue,  165-171 
West  15th  Street,  northeast  corner,  Block  791,  Lot  1, 
Borough  of  Manhattan. 


101-65-A 

APPLICANT — Forest  Hills  Nursing  Home,  lessee  for 
Yellowstone  Holding  Company,  Incorporated,  owner. 

SUBJECT — Application  January  29,  1965 — Appeal  from 
orders  and  decision  of  Fire  Commissioner  re-  sprinkler 
system  and  swinging  fire  doors. 

PREMISES  AFFECTED — 71-44  Yellowstone  Boule¬ 
vard,  southwest  corner  of  Clyde  Street,  Block  3164, 
Lot  31,  Forest  Hills,  Borough  of  Queens. 
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109-65-A 

APPLICANT — Hadson  Realty  Corporation  for  246  5th 
Avenue  Corporation,  owner. 

SUBJECT — Application  January  29,  1965 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 246  Fifth  Avenue,  south¬ 
west  corner  of  West  28th  Street,  Block  829,  Lot  42, 
Borough  of  Manhattan. 


110-65-A 

APPLICANT — Irwin  Leimas  for  Freda  Sculnick  and 
Robert  Endler,  owners;  c/o  L.M.  Brandt,  agent. 

SUBJECT — Application  January  29,  1965 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
manufacture  of  combustible  mixture  in  pressurized 
cans. 

PREMISES  AFFECTED— 32  West  20th  Street,  south 
side,  350  feet  east  of  Avenue  of  the  Americas,  Block 
821,  Lot  62,  Borough  of  Manhattan. 


113-65- A 

APPLICANT — Charles  M.  Spindler  for  Andrew 
O’Grath,  owner. 

SUBJECT — Application  February  2,  1965 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 51-37  Codwise  Place,  east 
side,  149.48  feet  south  of  Van  Kleeck  Street,  Block 
2473,  Lot  82,  Elmhurst,  Borough  of  Queens. 


114-65-A 

APPLICANT — H.  I.  Feldman  for  Congregation 
Amsche  Chesed,  owner. 

SUBJECT — Application  February  2,  1965 — Appeal  from 


an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 251  West  100th  Street, 
northeast  corner  of  West  End  Avenue,  Block  1872, 
Lot  1,  Borough  of  Manhattan. 


125-65-A 

APPLICANT — Daub  and  Daub  for  Karlisl  Corhan  In¬ 
corporated,  owner. 

SUBJECT — Application  February  2,  1965 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 17  East  31st  Street,  north 
side,  116  feet  10  inches  west  of  Madison  Avenue,  Block 
861,  Lot  13,  Borough  of  Manhattan. 


736-65-A 

APPLICANT — James  Whitford,  Jr.  for  Paul  Shelkin, 
owner. 

SUBJECT — Application  June  21,  1965 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 171  Coverly  Avenue,  north 
side,  746.29  feet  east  of  Ocean  Terrace,  Block  838,  Lot 
223,  Dongan  Hills,  Borough  of  Richmond. 


905-65-A 

APPLICANT — Halpern  and  Hurley  for  Lillian  Mac- 
Menamin,  owner;  William  Molloy,  lessee. 

SUBJECT — Application  August  31,  1965 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  yards, 
extending  of  buildings,  etc. 

PREMISES  AFFECTED — 69  Sound  View  Avenue, 
south  side,  217.6  feet  east  of  Pugsley  Avenue,  Block 
3436,  Lot  44,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 

to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 


1595 


UNIVERSITY  OF  ILLINOIS-URBAN  A 
352.05  NEW  C001  v. 50:26-52(1965 
Bulletin. 


3  01 1 2087954175 


-  • 


^:.y 


